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PREFACE 


The Title List of Documents Made Publicly A vailable is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the systeip by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
i|ndex. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The Listings within Docket SO are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and flre-protection plans 

G. Adjudicatory correspondence 

H. General conespondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 



W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 


Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the ehtries in the list are; 



Operating license stage documents & correspondence 
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8411270362 Submits renewed, amended & updated petition under 2.206, 
quire that util provide Commission full disclosure of intended sources & 
fences prior to issuing full power OL. 

^ SUGARMAN, R.J. Sugarman, Denworth & Hellegers 

© Denton, H. Office of Nuclear Reactor Regulation, Director 



urging NRC to re- 
environ conse- 

f 84/11/21 

2pp. 


1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 


10. The three-digit portion of this entry is the number of the frame on which this document starts. 

1 1 . The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. . 

13. If this space is blank, the document is available to the public only in the NRC Public Document 
Room, 2120 L St., N.W., Washington, D.C. 20SSS. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or 
“Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In genera], indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a forntal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols arc: 


lOCFR— Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION— NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 
DISCLOSURE— Financial Disclosure Information 
FOIA— Freedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Issues 



I&E— Inspection and Enforcement 

MISC— Public Document Room Miscellaneous 

NUREG—NUREG Reports and Related Correspondence 

ORG— Correspondence with Other Organizations 

PR—Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects— Predocket Licensing 

PT21— Noncompliance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Programs 

TOPREP— Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 


Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The 


1 . 

2 . 

3. 

4. 

5. 

6 . 

7. 

8 . 

9. 

10 . 
11 . 
12 . 


13 . 


principal elements of the nondocketed items are: 


(l) NUREG—NUREG Reports and Related Correspondence 


© 


© 


■8203090207''NUREG/CR-1672 Voi' 

pRISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
J IN GEOLOGIC MEDIA. Technical Review of Documents 
© ] NUREG/CR-1262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 

LnUREG/CR-1608. ^ (6] 

O STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science ApplicaflonMnc. 

0 fin B-6694. SAI-262-81-PA. 82/02/28. Division of Risl^nalysis. 

^ 123p. Available at NRC.l $6.00. f 12176:217; 12176:3^ 






Nondocket category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

Secondary report number assigned by originator. 

Date of document described. 

NRC organizational recipient. 

Pages in document. 

All NUREG-series documents are available for purchase at NRC.; Information on ordering 
documents is given below. All NUREG-series documents are also available at NTIS. Information on 
ordering from NTIS is also given below. 

Price for which NRC sells the documents. 


vu 



14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number isihe frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1. The address for NRC is: 

Director 

Division of Publications Services 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number artd title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

2120 L Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 
Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from the PDR. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 

27 

27-039 SHEFFIELD. IL. U.S. ECOLOGY, INC. 1 

27-047 BARNWELL, SC. CHEM-NUCLEAR 1 

SYSTEMS, INC. 

27-048 RICHLAND, WA. U.S. ECOLOGY, INC. 1 

Domestic Licensing of Source Material - 

Docket 40 

40-0017 DOW CHEMICAL CO., MIDLAND, Ml 1 

40-0299 UMETCO MINERALS CORP., RIVERTON. 1 

WY 

40-0772 BENDIX CORP., TETERBORO, NJ 1 

40-1 1 62 AMERICAN NUCLEAR CORP., JEFFREY 1 

CITY, WY 

40-1 341 TENNESSEE VALLEY AUTHORITY, 1 

CHATTANOOGA. TN 

40-1790 WELLMAN DYNAMICS CORP., 1 

CRESTON, lA 

40-2061 KERR-MCGEE CHEMICAL CORP., WEST 1 

CHICAGO, IL 

40-2259 PATHFINDER MINES CORP., RIVERTON, 2 

WY 

40-3392 ALLIED-SIGNAL, INC., MORRISTOWN. NJ 2 

40-3453 ATLAS MINERALS, INC., DENVER, CO 2 

40-4492 AMERICAN NUCLEAR CORP., CASPER, 2 

WY 

40-6622 PATHFINDER MINES CORP., SHIRLEY 2 

BASIN, WY 

40-6659 PETROTOMICS CO., SHIRLEY BASIN, 2 

WY 

40-7455 WHITTAKER CORP., LOS ANGELES, CA 2 

40-7580 FANSTEEL, INC., NORTH CHICAGO, IL 2 

40-7604 BP CHEMICALS AMERICA, INC., LIMA, 2 

OH 

40-8027 SEQUOYAH FUELS CORP., OKLAHOMA 2 

CITY, OK 

40-8064 EXXON MINERALS CO., USA, HOUSTON. 3 

TX 

40-8102 EXXON CO., USA, HOUSTON. TX 3 

40-8303 REMINGTON ARMS CO.. INC., 3 

INDEPENDENCE, MO 

40-8452 BEAR CREEK URANIUM CO., CASPER, 3 

WY 

40-8502 MALAPAI RESOURCES CO., PHOENIX, 3 

AZ 

40-8584 MINERALS EXPLORATION CO., LOS 3 

ANGELES, CA 

40-8681 UMETCO MINERALS CORP., GRAND 3 

JUNCTION, CO 


Docket Name Page 

40-8684 MALAPAI RESOURCES CO.. CASPER, 3 

WY 

40-8714 CLEVELAND-CLIFFS IRON CO.. 3 

CLEVELAND, OH 

40-8724 CHEMETRON CORP., CHICAGO. IL 3 

40-8767 ARMY, DEPT. OF. ROCK ISLAND, IL 3 

40-8783 URANER2 USA, INC., CASPER, WY 4 

40-8801 WESTLAKE LANDFILL, NORTHBROOK, 4 

IL 

40-8829 FERRET EXPLORATION CO. OF 4 

NEBRASKA, INC., CRAWFORD. NE 

40-8857 EVEREST MINERALS CORP., CONVERSE 4 

COUNTY. WY 

40-8903 HOMESTAKE MINING CO., GRANTS, NM 4 

40-8904 BP AMERICA, INC./L-BAR URANIUM 4 

FACILITY, SALT LAKE 

40-8905 KERR-MCGEE CORP./QUIVIRA MINING 4 

CO., OKLAHOMA CITY. OK 

40-8907 UNITED NUCLEAR CORP., SANTA FE. 4 

NM 

40-8914 ENERGY, DEPT. OF, SCOVILLE, ID 4 

40-8943 FERRET EXPLORATION CO. OF 4 

NEBRASKA. DENVER, CO 

40-8948 SHIELDALLOY CORP., NEWFIELD, NJ 4 

40-8958 URANERZ USA, INC., CASPER, WY 4 

40-8968 HYDRO RESOURCES, INC., DALLAS. TX 4 

Domestic Licensing of Production and 

Utilization Facilities - Docket 50 

50-2 FORD NUCLEAR REACTOR 5 

50-3 INDIAN POINT STATION, UNIT 1 5 

50-5 PENNSYLVANIA STATE UNIV. 5 

RESEARCH REACTOR 

50-6 BATTELLE MEMORIAL INSTITUTE 5 

RESEARCH REACTOR 

50-10 DRESDEN NUCLEAR POWER STATION, 5 

UNIT 1 

50-20 MASSACHUSETTS INSTITUTE OF 6 

TECHNOLOGY RESEARCH REACTOR 

50-29 YANKEE-ROWE NUCLEAR POWER 6 

STATION 

50-54 CINTICHEM 7 

50-62 UNIV. OF VIRGINIA RESEARCH 7 

REACTOR 

50-73 GENERAL ELECTRIC NUCLEAR TEST 8 

REACTOR 

50-83 UNIV. OF FLORIDA TRAINING REACTOR 8 

50-89 GENERAL ATOMIC CO. 8 

50-1 1 3 UNIV. OF ARIZONA RESEARCH 8 

REACTOR 


IX 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-116 

IOWA STATE UNiV. RESEARCH 

8 

50-237 

DRESDEN NUCLEAR POWER STATION, 

19 


REACTOR 



UNIT 2 


50-123 

UNIV. OF MISSOURI RESEARCH 

8 

50-238 

NUCLEAR SHIP SAVANNAH 

21 


REACTOR-ROLLA 


50-244 

ROBERT EMMET GINNA NUCLEAR 

21 

50-128 

TEXAS A&M UNIV. RESEARCH 

8 


PLANT. UNIT 1 



REACTOR 




50-133 

HUMBOLDT BAY POWER PLANT. UNIT 3 


50-245 

MILLSTONE NUCLEAR POWER 

22 

8 


STATION. UNIT 1 


50-134 

WORCESTER POLYTECHNIC INSTITUTE 

9 

50-247 

INDIAN POINT STATION, UNIT 2 

23 


RESEARCH REACTOR 


50-249 

DRESDEN NUCLEAR POWER STATION. 

25 

50-139 

UNIV. OF WASHINGTON RESEARCH 

9 


UNIT 3 



REACTOR 




50-142 

UCLA TRAINING REACTOR 


50-250 

TURKEY POINT PLANT, UNIT 3 

26 

9 

50-251 

28 

50-146 

SAXTON NUCLEAR EXPERIMENTAL 

TURKEY POINT PLANT, UNIT 4 

9 



FACILITY 


50-254 

QUAD-CITIES STATION. UNIT 1 

30 

50-148 

UNIV. OF KANSAS RESEARCH 

9 

50-255 

PALISADES NUCLEAR PLANT 

32 


REACTOR 


50-259 

BROWNS FERRY NUCLEAR POWER 

34 

50-150 

OHIO STATE UNIV. RESEARCH 

9 


STATION, UNIT 1 



REACTOR 







50-260 

BROWNS FERRY NUCLEAR POWER 

36 

50-151 

UNIV. OF ILLINOIS RESEARCH 

9 


STATION, UNIT 2 



REACTOR 


50-261 

39 

H.B. ROBINSON PLANT, UNIT 2 

50-155 

BIG ROCK POINT NUCLEAR PLANT 

9 






50-262 

BRIGHAM YOUNG UNIV. RESEARCH 

40 

50-156 

UNIV. OF WISCONSIN RESEARCH 

10 


REACTOR 



REACTOR 





GEORGIA INSTITUTE OF TECHNOLOGY 


50-263 

MONTICELLO NUCLEAR GENERATING 

40 

50-160 

50-163 

11 

50-264 

PLANT 

RESEARCH REACTOR 

GA TECHNOLOGIES 

42 

DOW CHEMICAL CO. 

11 

50-166 

UNIV. OF MARYLAND RESEARCH 


50-265 

QUAD-CITIES STATION, UNIT 2 

42 

11 



REACTOR 


50-266 

POINT BEACH NUCLEAR PLANT, UNIT 1 

43 

50-170 

ARMED FORCES RADIOBIOLOGY 

11 

50-267 

FORT ST. VRAIN NUCLEAR 

45 


RESEARCH INSTITUTE 



GENERATING STATION 


50-171 

PEACH BOTTOM ATOMIC POWER 
STATION. UNIT 1 

11 

50-269 

OCONEE NUCLEAR STATION, UNIT 1 

46 

50-182 


50-270 

OCONEE NUCLEAR STATION, UNIT 2 

48 

PURDUE UNIV. RESEARCH REACTOR 

11 



50-184 


50-271 

VERMONT YANKEE NUCLEAR POWER 

50 

NATIONAL INSTITUTE OF STANDARDS 

12 


STATION 



& TECHNOLOGY REACTOR 







50-272 

SALEM NUCLEAR GENERATING 

52 

50-186 

UNIV. OF MISSOURI RESEARCH 

12 


STATION, UNIT 1 



REACTOR-COLUMBIA 







50-275 

DIABLO CANYON NUCLEAR POWER 

54 

50-188 

KANSAS STATE UNIV. RESEARCH 

12 


PLANT, UNIT 1 



REACTOR 




50-192 



50-277 

PEACH BOTTOM ATOMIC POWER 

56 

UNIV. OF TEXAS RESEARCH REACTOR 

12 


STATION, UNIT 2 


50-206 

SAN ONOFRE NUCLEAR STATION. UNIT 

12 

50-278 

PEACH BOTTOM ATOMIC POWER 

58 


1 



STATION, UNIT 3 


50-213 

HADDAM NECK PLANT 

14 

50-280 

SURRY POWER STATION, UNIT 1 

60 

50-219 

OYSTER CREEK NUCLEAR POWER 

15 

50-281 

SURRY POWER STATION, UNIT 2 

62 


PLANT 





50-282 

PRAIRIE ISLAND NUCLEAR STATION, 

63 

50-220 

NINE MILE POINT NUCLEAR STATION, 

16 


UNIT 1 



UNIT 1 





UNIV. OF LOWELL RESEARCH 


50-284 

IDAHO STATE UNIV. RESEARCH 

64 

50-223 

19 


REACTOR 



REACTOR 





UNIV. OF CALIFORNIA RESEARCH 


50-285 

FORT CALHOUN STATION, UNIT 1 

65 

50-224 

19 



REACTOR 


50-286 

INDIAN POINT STATION. UNIT 3 

66 

50-225 

RPI CRITICAL EXPERIMENT 

19 

50-287 

OCONEE NUCLEAR STATION, UNIT 3 

68 

50-228 

AEROTEST RADIOGRAPHY & 

19 

50-289 

THREE MILE ISLAND NUCLEAR 

70 


RESEARCH REACTOR 



STATION, UNIT 1 



X 



Docket Name PaQe 

50-293 PILGRIM NUCLEAR POWER STATION, 71 

UNIT 1 

50-294 MICHIGAN STATE UNIV. RESEARCH 73 

REACTOR 

50-295 ZION NUCLEAR POWER STATION, UNIT 73 

1 

50-296 BROWNS FERRY NUCLEAR POWER 75 

STATION, UNIT 3 

50-298 COOPER NUCLEAR STATION 77 

50-301 POINT BEACH NUCLEAR PLANT. UNIT 2 78 

50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 80 

3 

50-304 ZION NUCLEAR POWER STATION, UNIT 82 

2 

50-305 KEWAUNEE NUCLEAR POWER PLANT 83 

50-306 PRAIRIE ISLAND NUCLEAR STATION. 84 

UNIT 2 

50-309 MAINE YANKEE ATOMIC POWER PLANT 85 

50-311 SALEM NUCLEAR GENERATING 87 

STATION, UNIT 2 

50-312 RANCHO SECO NUCLEAR GENERATING 88 

STATION 

50-313 ARKANSAS NUCLEAR ONE. UNIT 1 90 

50-315 DONALD C. COOK NUCLEAR POWER 92 

PLANT, UNIT 1 

50-316 DONALD C. COOK NUCLEAR POWER 94 

PLANT, UNIT 2 

50-317 CALVERT CLIFFS NUCLEAR POWER 96 

PLANT, UNIT 1 

50-31 8 CALVERT CLIFFS NUCLEAR POWER 97 

PLANT, UNIT 2 

50-320 THREE MILE ISLAND NUCLEAR 99 


STATION. UNIT 2 

50-321 EDWIN I. HATCH NUCLEAR PLANT. UNIT 101 

1 

50-322 SHOREHAM NUCLEAR POWER STATION 102 


50-323 DIABLO CANYON NUCLEAR POWER 105 

PLANT, UNIT 2 

50-324 BRUNSWICK STEAM ELECTRIC PLANT. 107 

UNIT 2 

50-325 BRUNSWICK STEAM ELECTRIC PLANT, 108 

UNIT1 

50-326 UNIV. OF CALIFORNIA AT IRVINE 1 1 0 

RESEARCH REACTOR 

50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 110 

50-328 SEQUOYAH NUCLEAR PLANT. UNIT 2 113 

50-329 MIDLAND PLANT, UNIT 1 116 

50-330 MIDLAND PLANT, UNIT 2 116 

50-331 DUANE ARNOLD ENERGY CENTER 116 

50-333 JAMES A. FITZPATRICK NUCLEAR 1 1 7 

POWER PLANT 

50-334 BEAVER VALLEY POWER STATION, 1 19 

UNIT1 


Docket Name Page 

50-335 ST. LUCIE PLANT, UNIT 1 120 

50-336 MILLSTONE NUCLEAR POWER 121 

STATION, UNIT 2 

50-338 NORTH ANNA POWER STATION. UNIT 1 122 

50-339 NORTH ANNA POWER STATION, UNIT 2 124 

50-341 ENRICO FERMI ATOMIC POWER PLANT, 125 

UNIT 2 

50-344 TROJAN NUCLEAR PLANT 127 

50-346 DAVIS-BESSE NUCLEAR POWER 129 

STATION, UNIT 1 

50-348 JOSEPH M. FARLEY NUCLEAR PLANT, 131 

UNIT 1 

50-352 LIMERICK GENERATING STATION, UNIT 132 

1 

50-353 LIMERICK GENERATING STATION. UNIT 134 

2 

50-354 HOPE CREEK NUCLEAR STATION, UNIT 136 

1 

50-356 UNIV. OF ILLINOIS RESEARCH 138 

REACTOR 

50-358 WILLIAM H. ZIMMER NUCLEAR 138 

STATION, UNIT 1 

50-361 SAN ONOFRE NUCLEAR STATION, UNIT 138 

2 

50-362 SAN ONOFRE NUCLEAR STATION, UNIT 140 

3 

50-364 JOSEPH M. FARLEY NUCLEAR PLANT, 142 

UNIT 2 

50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 143 

2 

50-368 ARKANSAS NUCLEAR ONE, UNIT 2 144 

50-369 WILLIAM B. MCGUIRE NUCLEAR 146 

STATION. UNIT 1 

50-370 WILLIAM B. MCGUIRE NUCLEAR 148 

STATION, UNIT 2 

50-373 LASALLE COUNTY STATION, UNIT 1 149 

50-374 LASALLE COUNTY STATION, UNIT 2 1 51 

50-382 WATERFORD GENERATING STATION, 1 52 

UNIT 3 

50-387 SUSQUEHANNA STEAM ELECTRIC 154 

STATION, UNIT 1 

50-388 SUSQUEHANNA STEAM ELECTRIC 155 

STATION, UNIT 2 

50-389 ST. LUCIE PLANT, UNIT 2 157 

50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 1 58 

50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 160 

50-395 VIRGIL C. SUMMER NUCLEAR STATION, 161 

UNIT 1 

50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 163 

50-397 WPPSS NUCLEAR PROJECT. UNIT 2 163 

50-400 SHEARON HARRIS NUCLEAR POWER 164 

PLANT, UNIT 1 

50-409 lA CROSSE BOILING WATER REACTOR 165 


xi 



Docket 

50-410 

50-412 

50-413 

50-414 

50-415 

50-416 

50-417 

50-423 

50-424 
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470 
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482 
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498 
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499 


Name Page 

NINE MILE POINT NUCLEAR STATION. 166 

UNIT 2 

BEAVER VALLEY POWER STATION, 168 

UNIT 2 

CATAWBA NUCLEAR STATION. UNIT 1 169 

CATAWBA NUCLEAR STATION. UNIT 2 171 

ANGRA NUCLEAR PROJECT, BRAZIL 173 

GRAND GULF NUCLEAR STATION, UNIT 173 
1 

GRAND GULF NUCLEAR STATION. UNIT 174 
2 

MILLSTONE NUCLEAR POWER 175 

STATION, UNIT 3 

ALVIN W. VOGTLE NUCLEAR PLANT, 176 

UNIT 1 

ALVIN W. VOGTLE NUCLEAR PLANT, 178 

UNIT 2 

UNIV. OF CALIFORNIA AT SANTA 1 80 

BARBARA RESEARCH REACTOR 

FLOATING NUCLEAR PLANT 180 

BELLEFONTE NUCLEAR PLANT, UNIT 1 180 

BELLEFONTE NUCLEAR PLANT, UNIT 2 181 

PERRY NUCLEAR POWER PLANT, UNIT 182 

1 

PERRY NUCLEAR POWER PLANT, UNIT 184 

2 

SEABROOK NUCLEAR STATION, UNIT 1 184 

SEABROOK NUCLEAR STATION, UNIT 2 188; 

COMANCHE PEAK STEAM ELECTRIC 192 

STATION, UNIT 1 

COMANCHE PEAK STEAM ELECTRIC 1 94 

STATION, UNIT 2 

BYRON STATION, UNIT 1 1 96 

BYRON STATION, UNIT 2 1 98 

BRAIDWOOD STATION. UNIT 1 200 

BRAIDWOOD STATION, UNIT 2 201 

RIVER BEND STATION, UNIT 1 202 

WPPSS NUCLEAR PROJECT, UNIT 1 204 

CLINTON POWER STATION, UNIT 1 204 

CESSAR SYSTEM 80 206 

WOLF CREEK GENERATING STATION 207 

CALLAWAY PLANT. UNIT 1 208 

SOUTH TEXAS PROJECT. UNIT 1 210 

SOUTH TEXAS PROJECT, UNIT 2 21 1 
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STN-50- 

508 

WPPSS NUCLEAR PROJECT, UNIT 3 

213 

STN-50- 

528 

PALO VERDE NUCLEAR STATION, UNIT 

1 

213 

STN-50- 

529 

PALO VERDE NUCLEAR STATION, UNIT 

2 

215 

STN-50- 

530 

PALO VERDE NUCLEAR STATION, UNIT 

3 

216 

50-537 

CLINCH RIVER BREEDER REACTOR 

217 

50-603 

ALCHEMIE FACILITY 1 - CPDF 

217 

50-604 

ALCHEMIE FACILITY 2 - OLIVER 

SPRINGS 

218 

STN-50- 

605 

GE ADVANCED BWR DESIGN 

218 

Domestic Licensing of Special Nuclear 

Material - Docket 70 


70-0008 

BATTELLE MEMORIAL INSTITUTE, 
COLUMBUS, OH 

218 

70-0025 

ENERGY SYSTEMS GROUP. CANOGA 
PARK, CA 

218 

70-0027 

BABCOCK & WILCOX CO., LYNCHBURG, 
VA 

218 

70-0036 

COMBUSTION ENGINEERING, INC., 
WINDSOR, CT 

219 

70-0135 

BABCOCK & WILCOX CO., APOLLO. PA 

219 

70-0143 

NUCLEAR FUEL SERVICES. INC., 

ERWIN. TN 

219 

70-0157 

TEXAS. UNIV. OF, AUSTIN, TX 

220 

70-0364 

BABCOCK & WILCOX CO., PARKS 
TOWNSHIP, PA 

220 

70-0371 

UNO NAVAL PRODUCTS. INC., 
UNCASVILLE, CT 

220 

70-0687 

CINTICHEM, INC., TUXEDO, NY 

220 

70-0734 

GENERAL ATOMICS. SAN DIEGO, CA 

220 

70-0754 

GENERAL ELECTRIC CO., PLEASANTON, 
CA 

220 

70-0820 

UNC RECOVERY SYSTEMS, WOOD 

RIVER JUNCTION, Rl 

220 

70-0823 

OPTOVAC, INC., NORTH BROOKFIELD, 

MA 

220 

70-0824 

BABCOCK & WILCOX CO.. LYNCHBURG, 
VA 

220 

70-0920 

RENSSELAER POLYTECHNIC 

INSTITUTE, TROY, NY 

220 

70-0925 

CIMMARON CORP., OKLAHOMA CITY, 

OK 

220 

70-0938 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY, CAMBRIDGE, MA 

221 

70-1068 

FLORIDA, UNIV. OF, GAINESVILLE, FL 

221 

70-1100 

COMBUSTION ENGINEERING, INC., 
WINDSOR, CT 

221 

70-1113 

GENERAL ELECTRIC CO., WILMINGTON. 
NC 

221 
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70-1151 WESTINGHOUSE ELECTRIC CORP., 221 

COLUMBIA, SC 

70-1 1 93 CIMMARON CORP., OKLAHOMA CITY, 221 

OK 

70-1201 B&W FUEL CO., LYNCHBURG, VA 221 

70-1257 ADVANCED NUCLEAR FUELS CORP., 222 

RICHLAND, WA 

70-1308 GENERAL ELECTRIC CO., SAN JOSE, CA 222 

70-1359 IRT CORP., SAN DIEGO, CA 222 

70-2479 TRANSNUCLEAR, INC., FALLS CHURCH, 222 

VA 

70-2917 TENNESSEE VALLEY AUTHORITY, 222 

CHATTANOOGA, TN 

70-2941 TENNESSEE VALLEY AUTHORITY, 222 

CHATTANOOGA, TN 


Packaging of Radioactive Material for 
Transport and Transportation of Radioactive 
Material Under Certain Conditions - Docket 71 


71-0038 CRANE CO. 222 

71-0131 TESTING INSTITUTE OF ALASKA 222 

71-0194 VIRGINIA ELECTRIC & POWER CO. 222 

71-0507 MALLINCKRODT, INC. 222 

71-0512 NUCLEAR ENERGY SERVICES, INC. 222 

71-0513 EDLOW INTERNATIONAL CO. 222 

71-0515 TRANS-WORLD TESTING LABS, INC. 223 

71-0516 LONG ISLAND LIGHTING CO. 223 

71-0517 TULSA INSPECTION SERVICES, INC. 223 

71-0518 ULTRA TECHNOLOGY, INC. 223 

71-0521 GEORGIA POWER CO. 223 

71-0652 SAMSON INSPECTION & TECHNICAL 223 

SERVICES, INC. 

71-0669 COMO TECH, INC, 223 

71-0672 LUCIUS PITKIN, INC. 223 

71-0673 THIELSCH ENGINEERING, INC. 223 

71-0674 FEWELL GEOTECHNICAL 223 

ENGINEERING, LTD. 

71-4894 MODEL: NPD-1-528, KERR-MCGEE 223 

NUCLEAR CORP. 

71-5450 MODEL: RCC, -1, -2, -3, -4, 223 

WESTINGHOUSE ELECTRIC CORP. 

71-5805 MODEL: CNS 3-55, CHEM-NUCLEAR 223 

SYSTEMS, INC. 

71-5939 MODEL: GE-1 500, GENERAL ELECTRIC 223 

CO. 

71-6078 MODEL: 927A1 & 927C1, COMBUSTION 223 

ENGINEERING, INC. 

71-6155 MODEL: KM-2, KERR-MCGEE NUCLEAR 223 

CORP. 

71-6273 MODEL: 48X, 48F, 48A & 48Y, ALLIED 223 

CHEMICAL CORP. 

71-6346 MODEL: FSV-1 & 1A, GA 223 

TECHNOLOGIES, INC. 


Docket Name Page 

71-6387 MODEL: 60, BATTELLE MEM. INST., 223 

PACIFIC NORTHWEST LAB 

71-6400 MODEL: 6400, WESTINGHOUSE 224 

ELECTRIC CORP. 

71-6581 MODEL: 51032-1 & 1A, EXXON NUCLEAR 224 
CO., INO. 

71-6679 MODEL: 6679, U.S. ECOLOGY, INC. 224 

71-9010 MODEL: NLI-1/2, NUCLEAR ASSURANCE 224 

CORP. 

71-9018 MODEL: BU-6, GENERAL ELECTRIC CO. 224 

71-9021 MODEL: 750, TECH/OPS, INC. 224 

71-9022 MODEL: CE-250-2, COMBUSTION 224 

ENGINEERING, INC. 

71-9029 MODEL: 676 & 676E, TECH/OPS, INC. 224 

71-9056 MODEL: SPEC 2-T, SOURCE 224 

PRODUCTION & EQUIPMENT CO. 

71-9065 MODEL: BU-4, GENERAL ELECTRIC CO. 224 

71-9070 MODEL: N-55, NUCLEAR PACKAGING, 224 

INC. 

71-9073 MODEL: OH-142 SERIES, NUCLEAR 224 

PACKAGING, INC. 

71-9080 MODEL: HN-600 & NUPAC 100, 224 

WESTINGHOUSE-HITTMAN NUCLEAR 

71-9090 MODEL: 48 OM, 48 H & 48 HX, ALLIED 224 

CHEMICAL CORP. 

71-9091 MODEL: 30A & 30B, GULF NUCLEAR, 224 

INC. 

71-9100 MODEL: KKP-20-4950, KERR-MCGEE 224 

NUCLEAR CORP. 

71-9126 MODEL: 20, 20A, 50, 50A, GAMMA 224 

INDUSTRIES, INC. 

71-9127 MODEL: 100, 100A, 200, 200A, GAMMA 224 

INDUSTRIES, INC. 

71-9128 MODEL; 0-8, GAMMA INDUSTRIES, INC. 224 

71-9135 MODEL: CENTURY S & SA, GAMMA 225 

INDUSTRIES, INC. 

71-9163 MODEL; GNG-20, GULF NUCLEAR, INC. 225 

71-9168 MODEL: CNS 8-1 20B, CHEM-NUCLEAR 225 

SYSTEMS, INC. 

71-9183 MODEL: NAC-1, NUCLEAR ASSURANCE 225 

CORP. 

71-9184 MODEL: PAS-1, NUCLEAR PACKAGING, 225 

INC. 

71-9191 MODEL: ORNL & BNL UNIRR FUEL, 225 

BABCOCK & WILCOX CO. 

71-9202 MODEL: TN-BRP, TRANSNUCLEAR, INC. 225 

71-9208 MODEL: NUPAC 10-142, NUCLEAR 225 

PACKAGING, INC. 

71-9222 MODEL: HN-215H, WESTINGHOUSE 225 

HITTMAN NUCLEAR, INC. 

71-9228 MODEL: 2000, GENERAL ELECTRIC CO. 225 

71-9233 MODEL; TN-RAM, TRANSNUCLEAR, INC. 225 

71-9852 MODEL: DT-1 4, ENERGY, DEPT. OF 225 
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Licensing of Independent Spent Fuel Storage 


72-0003 

CAROLINA POWER & LIGHT CO. 

225 

" Docket 72 



72-0004 

DUKE POWER CO., 50-269 

226 

72-0001 

MORRIS OPERATIONS, GENERAL 
ELECTRIC CO. 

225 

72-0005 

WISCONSIN ELECTRIC POWER CO. 

226 

72-0002 

VIRGINIA ELECTRIC & POWER CO. 

225 





XIV 



ALPHABETIC ARRANGEMENT OF DOCKET ITEMS BY FACILITY NAME 


Name Docket Page 

Low Level Radwaste Disposal Sites - 
Docket 27 

BARNWELL, SC. CHEM-NUCLEAR 27-047 1 

SYSTEMS. INC. 

RICHLAND. WA. U.S. ECOLOGY, INC. 27-048 1 

SHEFFIELD, IL. U.S. ECOLOGY. INC. 27-039 1 

Domestic Licensing of Source Material - 
Docket 40 

ALLIED-SIGNAL, INC., MORRISTOWN, NJ 40-3392 2 

AMERICAN NUCLEAR CORP., CASPER, WY 40-4492 2 

AMERICAN NUCLEAR CORP., JEFFREY 40-1 1 62 1 

CITY, WY 

ARMY, DEPT. OF, ROCK ISLAND. IL 40-8767 3 

ATLAS MINERALS, INC., DENVER, CO 40-3453 2 

BEAR CREEK URANIUM CO., CASPER. WY 40-8452 3 

BENDIX CORP., TETERBORO, NJ 40-0772 1 

BP AMERICA. INC./L-BAR URANIUM 40-8904 4 

FACILITY, SALT LAKE 

BP CHEMICALS AMERICA, INC., LIMA, OH 40-7604 2 

CHEMETRON CORP., CHICAGO, IL 40-8724 3 

CLEVELAND-CLIFFS IRON CO., CLEVELAND. 40-8714 3 

OH 

DOW CHEMICAL CO., MIDLAND, Ml 40-0017 1 

ENERGY, DEPT. OF, SCOVILLE, ID 40-8914 4 

EVEREST MINERALS CORP., CONVERSE 40-8857 4 

COUNTY, WY 

EXXON CO.. USA, HOUSTON, TX 40-8102 3 

EXXON MINERALS CO.. USA. HOUSTON, TX 40-8064 3 

FANSTEEL, INC., NORTH CHICAGO. IL 40-7580 2 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8943 4 

DENVER, CO 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8829 4 

INC., CRAWFORD, NE 

HOMESTAKE MINING CO., GRANTS, NM 40-8903 4 

HYDRO RESOURCES. INC., DALLAS, TX 40-8968 4 

KERR-MCGEE CHEMICAL CORP., WEST 40-2061 1 

CHICAGO, IL 

KERR-MCGEE CORP./QUIVIRA MINING CO., 40-8905 4 

OKLAHOMA CITY, OK 

MALAPAI RESOURCES CO., CASPER. WY 40-8684 3 

MALAPAI RESOURCES CO., PHOENIX, AZ 40-8502 3 

MINERALS EXPLORATION CO., LOS 40-8584 3 

ANGELES. CA 

PATHFINDER MINES CORP., RIVERTON. WY 40-2259 2 

PATHFINDER MINES CORP., SHIRLEY 40-6622 2 

BASIN, WY 

PETROTOMICS CO., SHIRLEY BASIN, WY 40-6659 2 


Name Docket Page 


REMINGTON ARMS CO., INC., 40-8303 3 

INDEPENDENCE, MO 

SEQUOYAH FUELS CORP., OKLAHOMA 40-8027 2 

CITY. OK 

SHIELDALLOY CORP., NEWFIELD, NJ 40-8948 4 

TENNESSEE VALLEY AUTHORITY, 40-1 341 1 

CHATTANOOGA. TN 

UMETCO MINERALS CORP., GRAND 40-8681 3 

JUNCTION, CO 

UMETCO MINERALS CORP., RIVERTON, WY 40-0299 1 

UNITED NUCLEAR CORP., SANTA FE, NM 40-8907 4 

URANERZ USA, INC., CASPER, WY 40-8783 4 

URANERZ USA. INC., CASPER, WY 40-8958 4 

WELLMAN DYNAMICS CORP., CRESTON. lA 40-1790 1 

WESTLAKE LANDFILL, NORTHBROOK. IL 40-8801 4 

WHITTAKER CORP., LOS ANGELES, CA 40-7455 2 

Domestic Licensing of Production and 
Utilization Facilities - Docket 50 

AEROTEST RADIOGRAPHY & RESEARCH 50-228 19 

REACTOR 

ALCHEMIE FACILITY 1 - CPDF 50-603 217 

ALCHEMIE FACILITY 2 - OLIVER SPRINGS 50-604 21 8 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 50-424 176 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 50-425 178 

ANGRA NUCLEAR PROJECT, BRAZIL 50-415 173 

ARKANSAS NUCLEAR ONE, UNIT 1 50-313 90 

ARKANSAS NUCLEAR ONE. UNIT 2 50-368 144 

ARMED FORCES RADIOBIOLOGY 50-1 70 1 1 

RESEARCH INSTITUTE 

BATTELLE MEMORIAL INSTITUTE 50-6 5 

RESEARCH REACTOR 

BEAVER VALLEY POWER STATION, UNIT 1 50-334 119 

BEAVER VALLEY POWER STATION, UNIT 2 50-412 168 

BELLEFONTE NUCLEAR PLANT, UNIT 1 50-438 180 

BELLEFONTE NUCLEAR PLANT, UNIT 2 50-439 181 

BIG ROCK POINT NUCLEAR PLANT 50-155 9 

BRAIDWOOD STATION, UNIT 1 STN-50-456 200 

BRAIDWOOD STATION, UNIT 2 STN-50-457 201 

BRIGHAM YOUNG UNIV. RESEARCH 50-262 40 

REACTOR 

BROWNS FERRY NUCLEAR POWER 50-259 34 

STATION. UNIT 1 

BROWNS FERRY NUCLEAR POWER 50-260 36 

STATION. UNIT 2 

BROWNS FERRY NUCLEAR POWER 50-296 75 

STATION, UNIT 3 
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Docket 
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BRUNSWICK STEAM ELECTRIC PLANT, 

50-325 

108 

GE ADVANCED BWR DESIGN STN-50-605 

218 

UNIT1 









GENERAL ATOMIC CO. 

50-89 

8 

BRUNSWICK STEAM ELECTRIC PLANT, 

50-324 

107 




UNIT 2 



GENERAL ELECTRIC NUCLEAR TEST 

50-73 

8 




REACTOR 



BYRON STATION, UNIT 1 

STN-50-454 

196 







GEORGIA INSTITUTE OF TECHNOLOGY 

50-160 

11 

BYRON STATION, UNIT 2 

STN-50-455 

198 

RESEARCH REACTOR 



CALLAWAY PLANT, UNIT 1 

STN-50-483 

208 

GRAND GULF NUCLEAR STATION, UNIT 1 

50-416 

173 

CALVERT CLIFFS NUCLEAR POWER PLANT, 50-31 7 

96 

GRAND GULF NUCLEAR STATION, UNIT 2 

50-417 

174 

UNIT 1 









H.B. ROBINSON PLANT, UNIT 2 

50-261 

39 

CALVERT CLIFFS NUCLEAR POWER PLANT. 50-318 

97 




UNIT 2 



HADDAM NECK PLANT 

50-213 

14 

CATAWBA NUCLEAR STATION, UNIT 1 

50-413 

169 

HOPE CREEK NUCLEAR STATION, UNIT 1 

50-354 

136 

CATAWBA NUCLEAR STATION, UNIT 2 

50-414 

171 

HUMBOLDT BAY POWER PLANT, UNIT 3 

50-133 

8 

CESSAR SYSTEM 80 

STN-50-470 

206 

IDAHO STATE UNIV. RESEARCH REACTOR 

50-284 

64 

CINTICHEM 

50-54 

7 

INDIAN POINT STATION, UNIT 1 

50-3 

5 

CLINCH RIVER BREEDER REACTOR 

50-537 

217 

INDIAN POINT STATION. UNIT 2 

50-247 

23 

CLINTON POWER STATION, UNIT 1 

50-461 

204 

INDIAN POINT STATION. UNIT 3 

50-286 

66 

COMANCHE PEAK STEAM ELECTRIC 

50-445 

192 

IOWA STATE UNIV. RESEARCH REACTOR 

50-116 

8 

STATION, UNIT 1 









JAMES A. FITZPATRICK NUCLEAR POWER 

50-333 

117 

COMANCHE PEAK STEAM ELECTRIC 

50-446 

194 

PLANT 



STATION, UNIT 2 









JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 

50-348 

131 

COOPER NUCLEAR STATION 

50-298 

77 

1 



CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 

50-302 

80 

JOSEPH M. FARLEY NUCLEAR PLANT. UNIT 

50-364 

142 

DAVIS-BESSE NUCLEAR POWER STATION, 

50-346 

129 

2 



UNIT 1 



KANSAS STATE UNIV. RESEARCH 

50-188 

12 

DIABLO CANYON NUCLEAR POWER PUNT, 50-275 

54 

REACTOR 



UNIT 1 



KEWAUNEE NUCLEAR POWER PLANT 

50-305 

83 

DIABLO CANYON NUCLEAR POWER PUNT. 50-323 

105 

LA CROSSE BOILING WATER REACTOR 

50-409 

165 

UNIT 2 









LASALLE COUNTY STATION, UNIT 1 

50-373 

149 

DONALD C. COOK NUCLEAR POWER 

50-315 

92 




PUNT. UNIT 1 



LASALLE COUNTY STATION. UNIT 2 

50-374 

151 

DONALD C. COOK NUCLEAR POWER 

50-316 

94 

LIMERICK GENERATING STATION, UNIT 1 

50-352 

132 

PLANT, UNIT 2 



LIMERICK GENERATING STATION. UNIT 2 

50-353 

134 

DOW CHEMICAL CO. 

50-264 

42 

MAINE YANKEE ATOMIC POWER PLANT 

50-309 

85 

DRESDEN NUCLEAR POWER STATION, 

50-10 

5 




UNIT 1 



MASSACHUSETTS INSTITUTE OF 

50-20 

6 




TECHNOLOGY RESEARCH REACTOR 



DRESDEN NUCLEAR POWER STATION, 

50-237 

19 




UNIT 2 



MICHIGAN STATE UNIV. RESEARCH 

50-294 

73 




REACTOR 



DRESDEN NUCLEAR POWER STATION. 

50-249 

25 




UNIT 3 



MIDLAND PLANT, UNIT 1 

50-329 

116 

DUANE ARNOLD ENERGY CENTER 

50-331 

116 

MIDLAND PLANT, UNIT 2 

50-330 

116 

EDWIN 1. HATCH NUCLEAR PUNT, UNIT 1 

50-321 

101 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 1 

50-245 

22 

EDWIN 1. HATCH NUCLEAR PUNT, UNIT 2 

50-366 

143 







MILLSTONE NUCLEAR POWER STATION, 

50-336 

121 

ENRICO FERMI ATOMIC POWER PUNT, 

50-341 

125 

UNIT 2 



UNIT 2 



MILLSTONE NUCLEAR POWER STATION. 

50-423 

175 

FLOATING NUCLEAR PUNT 

STN-50-437 

180 

UNIT 3 



FORD NUCLEAR REACTOR 

50-2 

5 

MONTICELLO NUCLEAR GENERATING 

50-263 

40 




PLANT 



FORT CALHOUN STATION, UNIT 1 

50-285 

65 







NATIONAL INSTITUTE OF STANDARDS & 

50-184 

12 

FORT ST. VRAIN NUCLEAR GENERATING 

50-267 

45 

TECHNOLOGY REACTOR 



STATION 









NINE MILE POINT NUCLEAR STATION. UNIT 

50-220 

16 

GA TECHNOLOGIES 

50-163 

11 

1 
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NINE MILE POINT NUCLEAR STATION. UNIT 

2 

50-410 

166 

NORTH ANNA POWER STATION, UNIT 1 

50-338 

122 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

124 

NUCLEAR SHIP SAVANNAH 

50-238 

21 

OCONEE NUCLEAR STATION, UNIT 1 

50-269 

46 

OCONEE NUCLEAR STATION, UNIT 2 

50-270 

48 

OCONEE NUCLEAR STATION, UNIT 3 

50-287 

68 

OHIO STATE UNIV. RESEARCH REACTOR 

50-150 

9 

OYSTER CREEK NUCLEAR POWER PLANT 

50-219 

15 

PALISADES NUCLEAR PLANT 

50-255 

32 

PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 

213 

PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

215 

PALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 

216 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 1 

50-171 

11 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 2 

50-277 

56 

PEACH BOTTOM ATOMIC POWER STATION, 
UNITS 

50-278 

58 

PENNSYLVANIA STATE UNIV. RESEARCH 
REACTOR 

50-5 

5 

PERRY NUCLEAR POWER PLANT. UNIT 1 

50-440 

182 

PERRY NUCLEAR POWER PLANT. UNIT 2 

50-441 

184 

PILGRIM NUCLEAR POWER STATION, UNIT 

1 

50-293 

71 

POINT BEACH NUCLEAR PLANT, UNIT 1 

50-266 

43 

POINT BEACH NUCLEAR PLANT. UNIT 2 

50-301 

78 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

1 

50-282 

63 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

2 

50-306 

84 

PURDUE UNIV. RESEARCH REACTOR 

50-182 

11 

QUAD-CITIES STATION, UNIT 1 

50-254 

30 

QUAD-CITIES STATION, UNIT 2 

50-265 

42 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

88 

RIVER BEND STATION, UNIT 1 

50-458 

202 

ROBERT EMMET GINNA NUCLEAR PLANT, 
UNIT 1 

50-244 

21 

RPI CRITICAL EXPERIMENT 

50-225 

19 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

52 

SALEM NUCLEAR GENERATING STATION, 
UNIT 2 

50-311 

87 

SAN ONOFRE NUCLEAR STATION. UNIT 1 

50-206 

12 

SAN ONOFRE NUCLEAR STATION. UNIT 2 

50-361 

138 

SAN ONOFRE NUCLEAR STATION. UNIT 3 

50-362 

140 

SAXTON NUCLEAR EXPERIMENTAL 

50-146 

9 


FACILITY 


Name 

Docket 

Page 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

184 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

188 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

50-327 

110 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

113 

SHEARON HARRIS NUCLEAR POWER 

PLANT, UNIT 1 

50-400 

164 

SHOREHAM NUCLEAR POWER STATION 

50-322 

102 

SOUTH TEXAS PROJECT, UNIT 1 STN-50-498 

210 

SOUTH TEXAS PROJECT, UNIT 2 STN-50-499 

211 

ST. LUCIE PLANT, UNIT 1 

50-335 

120 

ST. LUCIE PLANT, UNIT 2 

50-389 

157 

SURRY POWER STATION, UNIT 1 

50-280 

60 

SURRY POWER STATION, UNIT 2 

50-281 

62 

SUSQUEHANNA STEAM ELECTRIC 

STATION, UNIT 1 

50-387 

154 

SUSQUEHANNA STEAM ELECTRIC 

STATION, UNIT 2 

50-388 

155 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-128 

8 

THREE MILE ISLAND NUCLEAR STATION, 

UNIT 1 

50-289 

70 

THREE MILE ISUND NUCLEAR STATION, 

UNIT 2 

50-320 

99 

TROJAN NUCLEAR PLANT 

50-344 

127 

TURKEY POINT PLANT, UNIT 3 

50-250 

26 

TURKEY POINT PLANT, UNIT 4 

50-251 

28 

UCU TRAINING REACTOR 

50-142 

9 

UNIV. OF ARIZONA RESEARCH REACTOR 

50-113 

8 

UNIV. OF CALIFORNIA AT IRVINE 

RESEARCH REACTOR 

50-326 

110 

UNIV. OF CALIFORNIA AT SANTA BARBARA 
RESEARCH REACTOR 

50-433 

180 

UNIV. OF CALIFORNIA RESEARCH 

REACTOR 

50-224 

19 

UNIV. OF FLORIDA TRAINING REACTOR 

50-83 

8 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-151 

9 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-356 

138 

UNIV. OF KANSAS RESEARCH REACTOR 

50-148 

9 

UNIV. OF LOWELL RESEARCH REACTOR 

50-223 

19 

UNIV. OF MARYLAND RESEARCH REACTOR 

50-166 

11 

UNIV. OF MISSOURI RESEARCH REACTOR- 
COLUMBIA 

50-186 

12 

UNIV. OF MISSOURI RESEARCH REACTOR- 
ROLLA 

50-123 

8 

UNIV. OF TEXAS RESEARCH REACTOR 

50-192 

12 

UNIV. OF VIRGINIA CAVALIER REACTOR 

50-396 

163 

UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

7 

UNIV. OF WASHINGTON RESEARCH 

50-139 

9 


REACTOR 
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UNIV. OF WISCONSIN RESEARCH 

REACTOR 

50-156 

10 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

50 

VIRGIL C. SUMMER NUCLEAR STATION, 

UNIT 1 

50-395 

161 

WATERFORD GENERATING STATION, UNIT 

3 

50-382 

152 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-390 

158 

WATTS BAR NUCLEAR PLANT, UNIT 2 

50-391 

160 

WILLIAM B. MCGUIRE NUCLEAR STATION. 
UNIT 1 

50-369 

146 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 2 

50-370 

148 

WILLIAM H. ZIMMER NUCLEAR STATION. 
UNIT 1 

50-358 

138 

WOLF CREEK GENERATING STATION STN-50-482 

207 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

50-134 

9 

WPPSS NUCLEAR PROJECT, UNIT 1 

50-460 

204 

WPPSS NUCLEAR PROJECT, UNIT 2 

50-397 

163 

WPPSS NUCLEAR PROJECT. UNIT 3 STN-50-508 

213 

YANKEE-ROWE NUCLEAR POWER STATION 

50-29 

6 

ZION NUCLEAR POWER STATION, UNIT 1 

50-295 

73 

ZION NUCLEAR POWER STATION. UNIT 2 

50-304 

82 

Domestic Licensing of Speciai Nuciear 
Materiai - Docket 70 



ADVANCED NUCLEAR FUELS CORP., 
RICHLAND. WA 

70-1257 

222 

B&W FUEL CO.. LYNCHBURG, VA 

70-1201 

221 

BABCOCK & WILCOX CO.. APOLLO, PA 

70-0135 

219 

BABCOCK & WILCOX CO.. LYNCHBURG, VA 

70-0027 

218 

BABCOCK & WILCOX CO., LYNCHBURG. VA 

70-0824 

220 

BABCOCK & WILCOX CO.. PARKS 

TOWNSHIP, PA 

70-0364 

220 

BATTELLE MEMORIAL INSTITUTE, 
COLUMBUS. OH 

70-0008 

218 

CIMMARON CORP., OKLAHOMA CITY. OK 

70-0925 

220 

CIMMARON CORP., OKLAHOMA CITY, OK 

70-1193 

221 

CINTICHEM, INC., TUXEDO, NY 

70-0687 

220 

COMBUSTION ENGINEERING, INC., 

WINDSOR, CT 

70-0036 

219 

COMBUSTION ENGINEERING, INC., 

WINDSOR, CT 

70-1100 

221 

-‘•'"RGY SYSTEMS GROUP, CANOGA 

CA 

70-0025 

218 

vllV. OF, GAINESVILLE. FL 

70-1068 

221 

TOMICS. SAN DIEGO. CA 

70-0734 

220 

LECTRIC CO., PLEASANTON. CA 

70-0754 

220 

LECTRIC CO.. SAN JOSE, CA 

70-1308 

222 


Name 

Docket 

Page 

GENERAL ELECTRIC CO., WILMINGTON, NC 

70-1113 

221 

IRT CORP., SAN DIEGO, CA 

70-1359 

222 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY, CAMBRIDGE, MA 

70-0938 

221 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

70-0143 

219 

OPTOVAC, INC., NORTH BROOKFIELD, MA 

70-0823 

220 

RENSSELAER POLYTECHNIC INSTITUTE. 
TROY, NY 

70-0920 

220 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

70-2941 

222 

TENNESSEE VALLEY AUTHORITY. 
CHATTANOOGA. TN 

70-2917 

222 

TEXAS, UNIV. OF, AUSTIN. TX 

70-0157 

220 

TRANSNUCLEAR. INC., FALLS CHURCH. VA 

70-2479 

222 

UNC NAVAL PRODUCTS. INC. UNCASVILLE, 
CT 

70-0371 

220 

UNC RECOVERY SYSTEMS. WOOD RIVER 
JUNCTION. Rl 

70-0820 

220 

WESTINGHOUSE ELECTRIC CORP., 
COLUMBIA, SC 

70-1151 

221 

Packaging of Radioactive Materiai for 
Transport and Transportation of 

Radioactive Material Under Certain 
Conditions - Docket 71 



COMO TECH, INC. 

71-0669 

223 

CRANE CO. 

71-0038 

222 

EDLOW INTERNATIONAL CO. 

71-0513 

222 

FEWELL GEOTECHNICAL ENGINEERING, 

LTD. 

71-0674 

223 

GEORGIA POWER CO. 

71-0521 

223 

LONG ISLAND LIGHTING CO. 

71-0516 

223 

LUCIUS PITKIN. INC. 

71-0672 

223 

MALLINCKRODT, INC. 

71-0507 

222 

MODEL: 100, 100A, 200, 200A, GAMMA 
INDUSTRIES, INC. 

71-9127 

224 

MODEL: 20, 20A, 50, 50A, GAMMA 
INDUSTRIES, INC. 

71-9126 

224 

MODEL: 2000, GENERAL ELECTRIC CO. 

71-9228 

225 

MODEL: 30A & 30B. GULF NUCLEAR, INC. 

71-9091 

224 

MODEL: 48 OM. 48 H & 48 HX, ALLIED 
CHEMICAL CORP. 

71-9090 

224 

MODEL: 48X, 48F, 48A & 48Y, ALLIED 
CHEMICAL CORP. 

71-6273 

223 

MODEL: 51032-1 & 1A, EXXON NUCLEAR 

CO., INC. 

71-6581 

224 

MODEL: 60, BATTELLE MEM. INST., PACIFIC 
NORTHWEST LAB 

71-6387 

223 

MODEL: 6400, WESTINGHOUSE ELECTRIC 
CORP. 

71-6400 

224 

MODEL: 6679, U.S. ECOLOGY, INC. 

71-6679 

224 

MODEL: 676 & 676E, TECH/OPS, INC. 

71-9029 

224 


xvm 
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MODEL: 750, TECH/OPS, INC. 

71-9021 

224 

MODEL: 927A1 & 927C1, COMBUSTION 
ENGINEERING. INC. 

71-6078 

223 

MODEL: BU-4, GENERAL ELECTRIC CO. 

71-9065 

224 

MODEL: BU-6, GENERAL ELECTRIC CO. 

71-9018 

224 

MODEL: C-8, GAMMA INDUSTRIES, INC. 

71-9128 

224 

MODEL: CE-250-2, COMBUSTION 
ENGINEERING, INC. 

71-9022 

224 

MODEL: CENTURY S & SA, GAMMA 
INDUSTRIES, INC. 

71-9135 

225 

MODEL: CNS 3-55, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-5805 

223 

MODEL: CNS 8-1 20B, CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9168 

225 

MODEL: DT-14, ENERGY, DEPT. OF 

71-9852 

225 

MODEL: FSV-1 & 1A, GA TECHNOLOGIES, 
INC. 

71-6346 

223 

MODEL: GE-1500, GENERAL ELECTRIC CO. 

71-5939 

223 

MODEL: GNG-20, GULF NUCLEAR, INC. 

71-9163 

226 

MODEL: HN-215H, WESTINGHOUSE 

HITTMAN NUCLEAR, INC. 

71-9222 

225 

MODEL: HN-600 & NUPAC 100, 
WESTINGHOUSE-HITTMAN NUCLEAR 

71-9080 

224 

MODEL: KKP-20-4950, KERR-MCGEE 
NUCLEAR CORP. 

71-9100 

224 

MODEL: KM-2, KERR-MCGEE NUCLEAR 
CORP. 

71-6155 

223 

MODEL: N-55, NUCLEAR PACKAGING, INC. 

71-9070 

224; 

MODEL: NAC-I, NUCLEAR ASSURANCE 
CORP. 

71-9183 

225 

MODEL: NLI-1 /2, NUCLEAR ASSURANCE 
CORP. 

71-9010 

224 

MODEL: NPD-1-528, KERR-MCGEE 

71-4894 

223 


NUCLEAR CORP. 


Name 

Docket 

Page 

MODEL: NUPAC 10-142, NUCLEAR 
PACKAGING, INC. 

71-9208 

225 

MODEL: OH-142 SERIES, NUCLEAR 
PACKAGING. INC. 

71-9073 

224 

MODEL: ORNL & BNL UNIRR FUEL. 

BABCOCK & WILCOX CO. 

71-9191 

225 

MODEL: PAS-1. NUCLEAR PACKAGING, INC. 

71-9184 

225 

MODEL: RCC, -1, -2, -3, -4, WESTINGHOUSE 
ELECTRIC CORP. 

71-5450 

223 

MODEL: SPEC 2-T. SOURCE PRODUCTION 
& EQUIPMENT CO. 

71-9056 

224 

MODEL: TN-BRP, TRANSNUCLEAR. INC. 

71-9202 

225 

MODEL: TN-RAM. TRANSNUCLEAR, INC. 

71-9233 

225 

NUCLEAR ENERGY SERVICES, INC. 

71-0512 

222 

SAMSON INSPECTION & TECHNICAL 
SERVICES, INC. 

71-0652 

223 

TESTING INSTITUTE OF ALASKA 

71-0131 

222 

THIELSCH ENGINEERING. INC. 

71-0673 

223 

TRANS-WORLD TESTING LABS, INC. 

71-0515 

223 

TULSA INSPECTION SERVICES, INC. 

71-0517 

223 

ULTRA TECHNOLOGY, INC. 

71-0518 

223 

VIRGINIA ELECTRIC & POWER CO. 

71-0194 

222 

Licensing of Independent Spent Fuel 

Storage - Docket 72 



CAROLINA POWER & LIGHT CO. 

72-0003 

225 

DUKE POWER CO.. 50-269 

72-0004 

226 

MORRIS OPERATIONS, GENERAL 

ELECTRIC CO. 

72-0001 

225 

VIRGINIA ELECTRIC & POWER CO. 

72-0002 

225 

WISCONSIN ELECTRIC POWER CO. 

72-0005 

226 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-039 SHEFFIELD, IL, U.S. ECOLOGY, INC. 


8904190052 Final response to FOIA request for records.App A records end & available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/13. DORNSIFE.W.P. Pennsylvania, Commonwealth of. 2pp. 
49358:018-49358:036. 

-8904190058 Package of documents including 9NRC673(1979),25NRC410(1987) & 
25NRC897(1987) re Sheffield,! L low level radwaste disposal site & Chem-Nuclear 
Sys, Inc, Midwest Facility. 

CHILK,S.J. Office of the Secretary of the Commission. 79/06/06. 17pp. 49358:020- 
49358:036. 


DOCKET 27-047 BARNWELL, SC, CHEM-NUCLEAR SYSTEMS, INC. 


8904180016 Forwards site insp history for Chem-Nuclear Sys, Inc low level waste burial 
facility at Barnwell, SC, per telcon request. 

CLINE.W.E. Region 2. Ofc of the Director. 89/04/03. HYSONG.R. Oak Ridge Associ- 
ated Univs. 2pp. 49381:318-49381:319. 


DOCKET 27-048 RICHLAND, WA, U.S. ECOLOGY, INC. 


8904030156 Requests that end draft License 16-19204-01 be entered into Docket 27- 
48 for US Ecology, Inc & made available to PDR. 

LOHAUS.P.H. Operations Branch. 88/12/28. SHELBURNE, E. Public Document 
Branch. 15pp. 49156:336-49156:350. 

8904040248 Responds to request for technical assistance in review of radiological con- 
tingency plan for Hanford low level radwaste disposal facility.Plan should better define 
criteria for involving offsite firefighters & medical personnel. 

SHAFFNER,J.A. Operations Branch. 89/03/22. ROBERTSON.G. Washington, State 
of. 3pp. 49196:125-49196:127. 

8904030418 Forwards SER,errata to SER,SSER,environ assessment, errata to environ 
assessment & suppi to environ assessment re renewal of Ecology. Inc License 16- 
19204-01. 

LOHAUS.P.H. Operations Branch. 89/04/03. SHELBOURNE.E, Public Document 
Branch. 1 p. 491 64:099-491 64:1 28. 

-8904030437 Safety evaluation supporting renewal of License 16-19204-01. 

* NRC - No Detailed Affiliation Given. 89/04/03. 9pp. 49164:100-49164:108. 

-8904030444 Errata to safeW evaluation supporting Amend 8 to License 16-19204-01 
for disposal of SNM at Hanford commercial low level radwaste disposal facility. 

* NRC - No Detailed Affiliation Given. 89/04/03. 3pp. 49164:109-49164:111. 

“8904030447 Safety evaluation supporting Amend 8 to License 16-19204-01 re disposal 
of SNM at Hanford commercial low level radwaste disposal facility. 

* NRC - No Detailed Affiliation Given. 89/04/03, 6pp. 49164:112-49164:116. 

-8904040045 Environ assessment re renewal of SNM lloense for US Ecology, Inc Han- 
ford faclllty.Preparation of EIS unnecessary. 

* NRC - No Detailed Affiliation Given. 89/04/03. Bpp. 49164:117-49184:124. 

-8904040049 Errata to environ assessment supporting Amend 8 to License 16-19204- 
01 for disposal of SNM at Hanford commercial low level radwaste facility. 

* NRC - No Detailed Affiliation Given. 89/04/03. Ip. 49164:125-49164:125. 

-8904040051 Environ assessment supporting Amend 8 to License 16-19204-01 re dis- 
posal of SNM at Hanford commercial low level radwaste facility. 

* NRC - No Detailed Affiliation Given. 89/04/03. 2pp. 49164:126-49164:128. 

8904070132 Discusses environ monitoring results obtained at facility. Evaluation con- 
firms that results within site background levels & in compliance w/ALARA & regulatory 
requirements. 

COLEMAN, C. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 89/04/03. 
ROBERTSON.G. Washington, State of. 2pp. 49235:277-49235:278. 

8904170032 Fonwards Insp Rept 27-0048/89-01 on 89031 5.No noncompliance noted. 
PATE.R.J. Region 5, Ofc of the Director. 89/04/08. SCOVILLE.J.J. U.S. Ecology, Inc. 
(formerly Nuclear Engineering, Inc.). Ip. 49357:048-49357:055. 

“8904170033 Insp Rept 27-0048/89-01 on 89031 5.No violations noted.Major areas 
inspected:radiation safety program, including overall effectiveness of program & licens- 
ee understanding & implementation of revised license w/37 license conditions. 
ZURAKOWSKI.P.R.. THOMAS, R.D. Region 5, Ofc of the Director. 89/04/07. 7pp. 
49357:049-49357:055. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0017 DOW CHEMICAL CO., MIDLAND, Ml 


8904200110 Final response to FOIA request for records.App A record end & available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/14. BURGIN.R. Nuclear Energy Services (NES) Manufacturing. 2pp. 
49358:318-49358:349. 

-8904200123 Package consisting of quarterly rept on status of contaminated sites. 

* Region 3, Ofc of the Director. 89/04/14. 30pp. 49358:320-49358:349. 


DOCKET 40-0299 UMETCO MINERALS CORF., RIVERTON, WY 

8903310123 Fonwards cross section of northeastern area of south evaporation 
pond,table of water level data relevant to test hole in dam & plan for work recom- 
mended by consultant rept. 

TRAMMELL, J.W. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/02/09. 
HAWKINS,E.F. Uranium Recovery Field Ofc, R4. 4pp. 49159:124-49159:127. 

8904030136 Forwards rept re cut-&-fill phases of recontouring of old tailings impound- 
ments & data from piezometers installed in tailings. 

TRAMMELL, J.W. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/02/22. 
HEYER,R. Uranium Recovery Field Ofc, R4. 8pp. 49168:190-49168:197. 

8903300060 Discusses Umetco Minerals Corp ALARA rept for 1988,per License Condi- 
tion 17 of License SUA-648.Urlne samples collected quarterly & all below 15 pg/1 ini- 
tial action leveI.Rept acceptable.No further action necessary. 

HEYER,R.S., SMITH,R.D. Uranium Recovery Field Ofc, R4. 89/03/13. Uranium Re- 
covery Field Ofc, R4. 4pp. 49124:110-49124:113. 

8903300131 Ack receipt of 890214 Itr providing rock durability test results & requests 
info re min durability specs by 890324. 

HAWK1NS,E.F. Uranium Recovery Field Ofc. R4. 89/03/15. UMETCO Minerals Corp. 
(subs, of Union Carbide Corp.). 2pp. 49123:136-49123:137, 

8904030232 Forwards rationale for proposal re use of EW-2 as background well for 
Upper Wind River aquifer,per 890314 telcon. 

TRAMMELL, J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/03/15. 
HAWKINS, KONWINSKI. GRACE Uranium Recovery Field Ofc, R4. 2pp. 49154:096- 
49154:098. 

8903290349 Requests that sufficient number of cross-sections through disposal area be 
submitted by 890331 to adequately characterize existing conditions at site, per 890314 
meeting. 

HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/03/16. UMETCO Minerals Corp. 
(subs, of Union Carbide Corp.). 2pp. 49081:093-49081:094. 

8904030459 "Hydrologic Monitoring for Shirley Basin Tailings Seepage Control Plan." 
W/890314 Itr & four oversize drawings. 

HOFFMAN.G.L. Hydro-Engineering. SMITH,J.C., MURDOCK.S. Pathfinder Mines Corp. 
89/03/31. HAWKINS,E. NRC - No Detailed Affiliation Given. 328pp. 49177:296- 
49178:263. 


DOCKET 40-0772 BENDIX CORP., TETERBORO, NJ 


8903310131 Confirms 890315 telcon re Western drainage channel bank stabilization 
plan.Understands that stabilization of bank to begin on 890320 & expected to be com- 
pleted on 890630. 

KINNEMAN,J.D. Region 1, Ofc of the Director. 89/03/23. HOOPER,W.A. Bendix Corp. 
2pp. 49148:359-49148:360. 


DOCKET 40-1162 AMERICAN NUCLEAR CORP., JEFFREY CITY, WY 


8904040221 "Water Quality Data Third & Fourth Quarters 1968." W/890301 Itr. 

BAKER, S.J. Western Nuclear, Ino. (subs, of Phelps Dodge Corp.). 88/12/31. 
SMITH, R.D. Uranium Recovery Field Ofc, R4, 375pp, 491 84:063-491 86:087. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


8903310135 Application for amend to License SUA-081 6, changing License Condition 25 
to reflect revised health physics manual. 

GRIDLEY,R. Tennessee valley Authority. 89/03/03. SMITH.R.D. Uranium Recovery 
Field Ofc, R4. 3pp, 49159:145-49159:155. 

“8903310136 Rev 6 to "Health Physics Manual." 

* Tennessee Valley Authority. 89/03/31. 8pp. 49159:148-49159:155. 

8903290315 Forwards review of 10CFR40.65 environ monitoring rept for Edmont Mill for 
May-Oct 1988,per License Conditions 14,24 & 27 of License SUA-816. 

OLSEN.T.T., HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/03/21. Uranium Re- 
covery Field Ofc, R4. 5pp. 49120:015-49120:019. 


DOCKET 40-1790 WELLMAN DYNAMICS CORP., CRESTON, I A 


8904200110 Final response to FOIA request for records.App A record end & available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205), 89/04/14, BURGIN.R. Nuclear Energy Services (NES) Manufacturing. 2pp, 
49358:318-49358:349. 


-8904200123 Package consisting of quarterly rept on status of contaminated sites. 
* Region 3, Ofc of the Director. 89/04/14. 30pp. 49358:320-49358:349. 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP., WEST CHICAGO, IL 


8904140083 Forwards Vol 1 to NUREG-0904,Suppl 1, “Suppi to FES Re Decommis- 
sioning of Rare Earths Facility, West Chicago, IL," including apps. 

LEWIS, S.H. Assistant General Counsel for Hearings. #289 8426. 89/04/07, 
FRYE.J.H., KLINE.J.R., CARPENTER.J.H. Atomic Safety and Licensing Board Panel. 
500pp. 49240:015-49241:207. 
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DOCKETED ITEMS 


DOCKET 40-2259 PATHFINOEB MINES CORP., RIVERTON, WY 


8903310283 Provides addi info re site corrective action plan, per 890302 
requestPathfinder Mines Corp will install three addl monitoring wells north, northeast & 
northwest of Well T1-12. Hydro-Engineering analysis & base map encl.W/o map. 
HARDGROVE.T.W. Pathfinder Mines Corp. 89/03/14. HAWKINS, E.F. Uranium Recov- 
ery Field Ofc, R4. 9pp. 49163:096-49163:104. 


DOCKET 40-3392 ALLIED-SIGNAL, INC., MORRISTOWN, NJ 

8904120081 Forwards Amend 9 to License SUB-526,incorporating requirements for Me- 
tropolis Works mgt assurance program & organization into license.SER & categorical 
exclusion also end. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/03/30. BISHOP, J.C. Allied-Signal Corp. Ip. 
49295:139-49295:146. 

-8904120085 Amend 9 to License SUB-526 for Allied-Signal, Inc, incorporating require- 
ments for Metropolis Work mgt assurance program & organization into llcense.Audlts 
will be conducted at intervals not to exceed 13 months. 

ROUSE, L.C. Division of Industrial & Medical Nuclear Safety (Post 870729). 89/03/30. 
4pp. 49295:140-49295:143. 

-8904120087 SER supporting Amend 9 to License SUB-526. 

PENNINGTON, W.S., BIDINGER, G.H. Fuel Cycle Safety Branch. 89/03/30. 2pp. 
49295:144-49295:145. 

-8904120089 Advises that neither EIS nor environ assessment warranted re issuance 
of Amend 9 to License SUB-526. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/03/30. Fuel Cycle Safety Branch. Ip. 
49295:146-49295:146. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda.MD. 

ROUSE,LC. Fuel Cycle Safety Branch. 89/04/05. FRAIN,R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co., Inc.). BISHOP, J.C. Allied-Signal Corp. 
FULLER, P.E. American Nuclear Insurers. 13pp. 49348:308-49348:320. 

8904170244 Requests addl info re 880715 request for amend to License SUB-526 to 
allow onsite burial of U contaminated wooden pallets.Application does not meet crite- 
rion for consideration under BRC policy.Amend should be resubmitted. 

ROUSE.LC. Region 3, Ofc of the Director. 89/04/05. BISHOP, J.C. Allied-Signal Corp. 
3pp. 49349:313-49349:315. 


DOCKET 40-3453 ATLAS MINERALS, INC., DENVER, CO 


8904030230 Summarizes annual land use survey within 2-mile area of mill.No new resi- 
dences or industries constructed in area. Population figures unchanged from data in 
880328 rept. 

EDWARDS, D.L Atlas Corp. 89/03/16, SMITH.R.D. Uranium Recovery Field Ofc. R4, 
2pp. 49154:099-49154:100. 

8904190383 Application for amend to License SUA-917,reducing frequency of insps & 
level of security coverage.Fee paid. 

BLUBAUGH.R.E. Atlas Corp. 89/03/22. SMITH.R.D. Uranium Recovery Field Ofc. R4. 
14pp. 49392:116-49392:129, 

8904130006 Responds to 890222 & 0329 Itrs re petitions requesting hearing for 870731 
order issued to Atlas Minerals.Presiding Officer order of 880406 terminated proceed- 
ing on order issued to Atlas on 870731. Order considered final. 

CHAN.E.I. Assistant General Counsel for Hearings. 89/04/04. DARKE, J.F. Affiliation 
Not Assigned. 3pp. 49301:001-49301:034. 

-6904130007 Requests response to 890222 & 0329 Itrs to V Stello concerning request 
for hearing in connection w/order issued by/NRC to Atlas Minerals on 870731. NRC 
silence w/regard to hearing should be construed as denial of writers request. 

DARKE, J. Affiliation Not Assigned. 89/02/22. STELLO.V. Ofc of the Executive Direc- 
tor for Operations. 8pp. 49301:004-49301:018. 

-8904130009 Forwards JF Darke 870820 telegram re Martin 870731 order. 

REIS.E,J. Office of the General Counsel (Post 860701). 87/09/10. DARK.J. Affiliation 
Not Assigned. Ip. 49301:019-49301:028. 

-8904130010 Discusses Martin 870731 order to Weaver re unreclaimed & unstabilized 
mill taiiings.Order should not be sustained as presently constituted. Resident inspector 
should be on site immediately. 

DARKE,J. Affiliation Not Assigned. 87/08/28. MARTIN.R.D. Region 4, Ofc of the Di- 
rector. 8pp. 49301:020-49301:028. 

-8904130236 Clarifies 890227 Itr re request for hearing. 

DARKE,J. Affiliation Not Assigned. 89/03/29. STELLO, V. Ofc of the Executive Direc- 
tor for Operations. 6pp. 49301:029-49301:034. 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPER, WY 


8904190403 Proposes corrective action program to restore upper aquifer groundwater 
to specified limits,per License Condition 29. Well R-4 will be sealed at mudstone inter- 
val between lower & upper aquifer to prevent communication between aquifers. 
FERGUSON, J.C. American Nuclear Corp. 89/02/28. SMITH.R.D. Uranium Recovery 
Field Ofc, R4. 2pp. 49385:262-49385:263. 

8903300077 Discusses American Nuclear Corp environ monitoring rept for Second Half 
1988 submitted in accordance w/10CFR40,65 & License Condition 13 of SUA- 
667.Rept acceptable.No further action necessary. 

HEYER,R.a, SMITH,R.D. Uranium Recovery Reid Ofc, R4. 89/03/15. Uranium Re- 
covery Field Ofc, R4. 3pp. 49131:281-49131:283. 

8904190406 Remits fee for 890228 request for amend to License SUA-667. 

SALISBURY, W.C, American Nuclear Corp. 89/03/31. KONWINSKI.G. Uranium Recov- 
ery Reid Ofc. R4. I p. 49392:181-49392:181. 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 


8903300065 Discusses Pathfinder Shirley Basin environ monitoring rept for First Half 
1988.Areas reviewed Included, stack sampling, air particulates, radon 

monitoring.surface water & bioassay results.Monitoring in compliance w/License Con- 
dition 22. 

HEYER.R.S., SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/03/13. Uranium Re- 
covery Field Ofc, R4. 4pp. 49122:355-49122:358. 


DOCKET 40-6659 PETROTOMICS CO., SHIRLEY BASIN, WY 

8903300048 Forwards comments on deficiencies in proposed reclamation plan & info 
on rock testing & slope magnitude.Riprap inadequately sized, pile top slopes steeper 
than required to prevent gullying & settlement monitoring plan not provided. 
HAWKINS,E.F. Uranium Recovery Field Ofc, R4. 89/03/15. Petrotomics Co. (formerly 
Getty/Petrotomics Co.). 18pp. 49129:016-49129:033. 


DOCKET 40-7455 WHITTAKER CORP., LOS ANGELES, CA 

8903290070 “Audit Rept of Radioactive Matl Located Next to Greenville Metals 
Greenville,PA." 

MILLER,F.L Whittaker Corp. 89/03/15. 2pp. 49081:153-49081:154. 


DOCKET 40-7580 FANSTEEL, INC., NORTH CHICAGO, IL 

8903290429 Ack receipt of 890220 Itr Informing NRC of steps taken to correct violations 
noted in Insp Rept 40-7580/88-01 .Amend request receipt confirmed by NMSS re cor- 
rective actions specified in response to Violations lc & 2. 

FISHER, W.L R^ion 4, Ofc of the Director. 89/03/20. LAMBERT, J. Fansteel Metals 
(subs, of Fansteel, Inc.). 1p. 49080:200-49080:212. 


DOCKET 40-7604 BP CHEMICALS AMERICA, INC., LIMA, OH 

8904200110 Rnal response to F01A request for records.App A record end & available 
in PDR. 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/14. BURGIN,R. Nuclear Energy Services (NES) Manufacturing. 2pp, 
49358:318-49358:349. 

-8904200123 Package consisting of quarterly rept on status of contaminated sites. 

• Region 3. Ofc of the Director. 89/04/14. 30pp. 49358:320-49358:349. 


DOCKET 40-8027 SEQUOYAH FUELS CORP., OKLAHOMA CITY, OK 

8903300142 NPDES discharge monitoring rept for Feb 1989.W/890314 Itr. 

KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 88/02/28. 
KNUDSON.M.O. Environmental Protection Agency. 7pp. 49124:114-49124:120. 

8903290080 Application for amend to License SUB-1 010, deleting License Condition 40 
re maint of defined level of staffing whenever UF6 reduction facility being 
operated. Fee paid. 

KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/03/02. 
ROUSE,L.C. Fuel Cycle Safety Branch. 3pp. 49081:303-49081:305. 

8903300104 Application for amend to License SUB-1 010, changing license to properly 
implement improved air sampling program & revising Chapter 3 to allow more flexibility 
in use of process area safety shoes in lieu of shoe covers.Fee paid. 

KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/03/17. 
ROUSE,L.C. Fuel Cycle Safety Branch. 10pp. 49123:071-49123:080. 

8M4030290 Advises that stated actions re UF6 cylinder plugs adequately address 
concerns.based on vendor actions to detect defective plugs. Vendor 870518 notifica- 
tion does not present aeneric problem affecting other users of UF6 cylinders. 
BIDINGER,G.H. Fuel CVcIe Safety Branch. 89/03/28. KNIGHT,S.P. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 49165:149-49165:150. 

8904180084 Forwards financial statements for Sequoyah Fuels Corp & Sequoyah Hold- 
ing Coro.Affidavit requesting withholding of statements also encl.Statements withheld 
(ref 10CFR2.790). 

KNIGHT,S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/03/28. 
ROUSE,LC. Fuel Cycle Safety Branch. 3pp. 49375:159-49375:160. 

8904060215 Concurs w/licensee 880212 request to withdraw commitment to construct 
effluent pipeline. Recommends that licensee exam other alternatives to mitigate or pre- 
clude buildup of contamination in effluent stream sediment & soil. 

ROUSE,LC. Fuel Cycle' Safety Branch. 89/03/30. KNIGHT,S. Sequoyah Fuels Corp. 
(subs, of Kerr-McGee Nuclear Corp.). Ip. 49216:045-49216:045. 

8904140213 Fonvards Amend 23 to License SUB-1010 & safety evaluation. Amend de- 
letes special vegetation monitoring program required by Condition 13. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/30. KNIGHT,S.P. Sequoyah Fuels Corp. 
(subs, of Kerr-McGee Nuclear Corp.). Ip. 49335:282-49335:295. 

—8904140215 Amend 23 to License SUB-1010 for Sequoyah Fuels Corp, deleting spe- 
cial vegetation monitoring program required by Condition 13. 

ROUSE, LC. Division of Industrial & Medical Nuclear Safety (Post 870729). 89/03/30. 
5pp. 49335:283-49335:287. 

-8904140217 SER supporting 890127 application for amend to License SUB-1 010, de- 
leting vegetable monitoring. 

HORN.M., BIDINGER.G.H. Fuel CJycle Safety Branch. 89/03/30, 7pp. 49335:288- 
49335:294. 

-8904140222 Discusses categorical exclusion for 890127 amend request re discontinue 
of vegetable monitoring program.EIS or environ assessment unwarranted for proposed 
action. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/03/30. Fuel Cycle Safety Branch. Ip. 
49335:295-49335:295. ^ 
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8904190437 Application for amend to License SUB-1 01 0, revising Section 1.8, “Fertilizer 
Distribution” to relax certain monitoring & analytical requirements.Fertilizer program 
rept encl.Fee paid. 

KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp,). 89/03/30. 
ROUSE,L.C. Fuel Cycle Safety Branch. 28pp. 49388:146-49390:300. 

“8904190441 "Sequoyah Fuels Corp - Fertilizer Program Rept." 

TUCKER.B.B. Oklahoma State Univ., Stillwater. OK. 88/12/31. 847pp. 49388:173- 
49390:300. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda,MD. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/04/05. FRAIN.R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co., Inc.). BtSHOP.J.C. Allied-Signal Corp. 
FULLER.P.E. American Nuclear Insurers. 13pp. 49348:308-49348:320. 

8904240273 Forwards Rev 5 to "Contingency Plan for Sequoyah Facility, Gore.OK.” 
KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/04/07. 
ROUSE.LC. Fuel Cycle Safety Branch. 3pp. 49448:143-49448:228. 


DOCKET 40-8064 EXXON MINERALS CO., USA. HOUSTON, TX 

8903300112 Notifies of termination of Source Matl License SUA-1064, effective 
890320,per 881031,1130 & 890104 requests. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/03/20. PATTON, J.D. Exxon Corp. 
2pp. 49128:296-49128:297. 


DOCKET 40-8102 EXXON CO., USA, HOUSTON, TX 

8904030146 Forwards semiannual environ monitoring rept for Second Half of 1988. 
RANGE,D.M. Exxon Corp. 89/02/22. Uranium Recovery Field Ofc. R4. Ip. 49160:346- 
49160:360. 

“8904030147 "Semiannual Environ Monitoring Rept for Second Half 1988.” 

* Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 88/12/31. 14pp. 
49160:347-49160:360. 

8903310109 Advises that five settlement plates added to rebar monuments to verify reli- 
ability of rebar monuments.per 890206 telcon. Settlement data from settlement plates 
first monitored on 890302 will be compared to rebar monument data. 

RANGE, D.M. Exxon Corp. 89/03/02. HAWKINS, E.F. Uranium Recovery Field Ofc. R4. 
3pp. 49145:264-49145:266. 

8904190379 Application for amend to License SUA-1139,to permit use of radon cover 
matls classified as CL (clay) matls w/less than 60% by weight being retained on 200 
mesh sieve.Fee paid. 

PATTON.J.D. Exxon Corp. 89/03/14. HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 
1 1 pp. 49391 :349-49391 :359. 

8903310100 Forwards "Tech Specs for Reclamation of U Tailings Impoundment at 
Exxon Highland Project," & revised drawings. Drawings replace copies submitted on 
881229 in entirety. Changes made in drawings & specs listed. 

PATTON, J.D. Exxon Corp. 89/03/15. HAWKINS,E.F. Uranium Recovery Field Ofc, R4. 
2pp. 49153:326-49153:347. 

“8903310101 "Tech Specs for Reclamation of U Tailings impoundment at Exxon High- 
land Project" W/three oversize drawings. 

* Water, Waste & Land, Inc. 89/03/31. 22pp. 49153:328-49153:347. 

8903290297 Discusses licensee 890222 environ & effluent monitoring rept for Second 
Half 1988,per License Condition 22 of License SUA-1139.No further action required. 
KONWINSKI.G.R., HAWKINS,E.F. Uranium Recovery Field Ofc, R4. 89/03/16. Urani- 
um Recovery Field Ofc, R4. 3pp. 49120:028-49120:030. 


DOCKET 40-8303 REMINGTON ARMS CO., INC., INDEPENDENCE, MO 

89042001 10 Final response to FOIA request for records.App A record end & available 
In PDR. 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/14. BURGIN,R. Nuclear Energy Services (NES) Manufacturing. 2pp. 
49358:318-49358:349. 

“8904200123 Package consisting of quarterly rept on status of contaminated sites. 

* Region 3, Ofc of the Director. 89/04/14. 30pp. 49358:320-49358:349. 


DOCKET 40-8452 BEAR CREEK URANIUM CO., CASPER, WY 

8903300034 Discusses technical evaluation of Bear Creek U Co tailings disposal area 
based on 890131 submittal.Facility appears stable.No licensing action necessary. 
JACOBY,D.L, HAWKINS,E.F. Uranium Recovery Field Ofc. R4. 89/03/15. Uranium 
Recovery Field Ofc, R4. 3pp. 491 44:1 1 8-491 44:1 20. 


DOCKET 40-8502 MALAPAI RESOURCES CO., PHOENIX, AZ 

8904030166 "Semiannual Activity & Monitoring Rept Jul-Dec 1986.” W/890226 Itr. 
W1CHERS,D.L Malapai Resources Co. 88/12/31. KONWINSKI.G. Uranium Recovery 
Field Ofc, R4. 336pp. 49167:051-49168:026. 

8904030210 "1988 ALARA Audit for Irigaray Project Malapai Resources Co.” W/890227 

wiCHERS,D.L Malapai Resources Co. 88/12/31. KONWINSKI.G.R. Uranium Recov- < 
ery Field Ofc, R4. 29pp. 49190:092-49190:120. 

8903310113 Forwards semiannual rept for permit to Mine 478 for Jul-Dec 1988.W/0 
end. 

WICHERS,D.L Malapai Resources Co. 89/02/28. GIURGEVICH.B. Wyoming. State 
of. Ip. 49146:326-49146:326. 

8903300030 Discusses Irigaray Mine annual ALABA audit repLAppropriate controls 
being implemented to reduce employee exposures A appropriate mgt oversight of 
ALAiRA concept also evident. 

KONWINSKI.G.R., HAWKINS,E.F. Uranium Recovery Field Ofc, R4. 89/03/15. Urani- 
um Recovery Field Ofc, R4. 4pp. 49144:094-49144:097. 


8903290344 Reviews licensee semiannual effluent monitoring rept submitted on 
890227, per License Condition 14 of License SUA-1341.No further action required 
since no significant changes or trends identified. 

KONWINSKI.G.R., HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/03/16. Urani- 
um Recovery Field Ofc, R4. 4pp. 49120:124-49120:127. 


DOCKET 40-8584 MINERALS EXPLORATION CO., LOS ANGELES, CA 

8903300071 Discusses results from mine water test extraction of U at Sweetwater U 
ProjectRecommends that during next scheduled insp, roller room & yellowcake ship- 
ping drums be inspected. Licensee adequately responded to License Condition 1 1 . 
HEYER,R.S. Uranium Recovery Field Ofc, R4. 89/03/1 5. Uranium Recovery Field Ofc. 
R4. 3pp. 49123:068-49123:070. 


DOCKET 40-8881 UMETCO MINERALS CORP., GRAND JUNCTION, CO 

8903300168 Submits results of cursory review of Aug 1988 Cell 4 design.ltems requiring 
resolution to permit review to continue include.submittal of settlement analysis & lique- 
faction analysis. 

HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 89/03/15. SPARLING.D.K. UMETCO 
Minerals Corp. (subs, of Union Carbide Corp.). 3pp. 49129:231-49129:233. 


DOCKET 40-8684 MALAPAI RESOURCES CO., CASPER, WY 

8904030163 “Semiannual Activity & Monitoring Rept, Jul-Dec 1988 for Willow Creek 
R&D Project.” W/890228 Itr. 

WICHERS,D.L Malapai Resources Co. 88/12/31. KONWINSKI.G. Uranium Recovery 
Field Ofc. R4. 14pp. 49156:241-49156:253. 

8903310118 Forwards semiannual rept for Willow Creek R&D site for Jul- Dec 1988.W/ 
o end. 

WICHERS.D.L Malapai Resources Co. 89/02/28. GIURGEVICH.B. Wyoming. State 
of. Ip. 49146:327-49146:327. 

8903310129 Forwards comments on 890109 draft permit for Christensen Ranch Dispos- 
al Wetifieid & responses to requests for addi info re draft permit. 

WICHERS.D.L. Malapai Resources Co. 89/03/10. LUCHT.R. Wyoming, State of. 45pp. 
49127:210-49127:254. 

8903290351 Reviews Malapai Willow Creek ALARA audit rept & semiannual monitoring 
rept.C^nclusion that appropriate site activities undertaken to maintain radiation expo- 
sures ALARA noted.No further action required. 

KONWINSKI.G.R., HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/03/16. Urani- 
um Recovery Field Ofc, R4. 2pp. 49120:128-49120:129. 


DOCKET 40-8714 CLEVELAND-CLIPFS IRON CO., CLEVELAND, OH 

8904170186 Forwards Safety Insp Rept 40-8714/89-01 on 890328.No violations noted. 
HAWKINS,E.F. Uranium Recovery Field Ofc, R4. 89/04/03. Cleveland-Cliffs Iron Co. 
Ip. 49350:157-49350:161. 

“8904170195 Insp Rept 40-8714/89-01 on 890328.No violations.deviations or open 
Items noted:Major areas inspected:U in situ operations & radiation safety 
program.including mgt organization & controls/operation review. 

KONWINSKI.G.R.. HAWKINS.E.F. Uranium Recovery Field ac, R4. 89/03/31. 3pp. 
49350:158-49350:161. 


DOCKET 40-8724 CHEMETRON CORP., CHICAGO, IL 

8903310236 Ack receipt of 890106 petition requesting that NRC compel licensee to 
commence decontamination of Harvard Avenue site impose sanctions if licensee fails 
to decontaminate.Request for relief denied & remainder of petition deferred. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards.Director. 89/03/22. 
ROMER,K.R. McGean-Rohco, Inc. (formerly McGean Chemical Co., Inc.). 2pp. 
49148:245-49148:268. 

“8903070099 Forwards request for action filed under provisions of 10CFR2.206. Action 
filed requests NRC to compel Allegheny Inti to comply w/terms of 881114 confirma- 
tion of commitment & to impose full sanctions for failure to do so. 

LUCAS, J.A. McGean-Rohco, Inc. (formerly McGean Chemical Co., Inc.). 89/01/06. 
Ofc of the Executive Director for Operations. Ip. 49148:255-49148:268. 

“8903070103 Requests NRC exercise enforcement powers to compel Chemetron Corp 
to immediatley commence decontamination of Harvard Ave plant under terms agreed 
to in 881114 confirmation of commitment. 

ROMER.K.R. McGean-Rohco, Inc. (formerly McGean Chemical Co., Inc.). 89/01/06. 
Ofc of the Executive Director for Operations, 5pp. 49148:256-49148:268. 

8904170253 Submits followup to 890315 & 20 telcons re dump site remediation. 
LUCAS,J.A. McGean-Rohco, Inc. (formerly McGean Chemical Co., Inc.). 89/03/31. 
LAROCHE,G. NRC - No Detailed Affiliation Given. 2pp. 49349:247-49349:248. 

8904200110 Final response to FOIA request for records.App A record end & available 
in PDR. 

GRtMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/14. BURGIN.R. Nuclear Energy Senrices (NES) Manufacturing. 2pp. 
49358:318-49358:349. x 

“8904200123 Package consisting of quarterly rept on status of contaminated sites. ' 

• Region 3, Ofc of the Director. 89/04/14. 30pp. 49358:320-49358:349. 


DOCKET 40-8767 ARMY, DEPT. OF, ROCK ISLAND, IL 

8904200110 Final response to FOIA request for records.App A record end & available 
in PDR. 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Sen/ices (Post 
890205). 89/04/14. BURGIN,R. Nuclear Energy Services (NES) Manufacturing. 2pp. 
49358:318-49358:349. 
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-8904200123 Package consisting of quarterly rept on status of contaminated sites. 
* Region 3. Ofc of the Director. 89/04/14. 30pp. 49358:320-49358:349. 


DOCKET 40-8783 URANERZ USA, INC., CASPER, WY 


8904030130 Discusses application, filed by G Catchpole of Uraner 2 ,re U in situ 
permitField orientation of sites considered beneficial & planned for late Apr. 

FRANCIS, E. Wyoming, State of. 89/03/08. Wyoming, State of. 2pp. 49183:128- 
49183:129. 


DOCKET 40-8801 WESTLAKE LANDFILL, NORTHBROOK, IL 


8903290308 Forwards Rev 1 to NUREG-1308 per 890308 telcon request.W/o end. 
LAROCHE, G. Fuel Cycle Safety Branch. 89/03/15. DREY.L Affiliation Not Assigned. 
Ip. 49120:080-49120:080. 

8904200110 Final response to FOIA request for records.App A record end & available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/14. BURGIN.R. Nuclear Energy Sen/ices (NES) Manufacturing. 2pp. 
49358:318-49358:349. 

-8904200123 Package consisting of quarterly rept on status of contaminated sites. 

* Region 3. Ofc of the Director. 89/04/14. 30pp. 49358:320-49358:349. 


DOCKET 40-8829 FERRET EXPLORATION CO. OF NEBRASKA, INC., CRAWFORD, 
NE 

8903300044 Discusses review of Ferret Exploration Co second 1988 semiannual 
ALARA rept for Jul-Dec 1988 for Crow Butte R&D project.Condudes that Ferret Ex- 
ploration is continuing to incorporate ALARA principle into operations at plant. 

GRACE, S.R., HAWKlNS,E.F. Uranium Recovery Field Ofc, R4. 89/03/15. Uranium 
Recovery Field Ofc, R4. 5pp. 49128:280-49128:284. 


DOCKET 40-8857 EVEREST MINERALS CORP., CONVERSE COUNTY, WY 


8904030239 “Semiannual Effluent & Environ Monitoring Rept for Jul-Dec 1988.” W/ 
890228 Itr. 

MAYS.W.M. Everest Minerals Corp. 88/12/31. OLSEN, T.T. Uranium Recovery Field 
Ofc. R4. 13pp. 49155:325-49155:337. 

8903310111 Informs of installation of monitor wells & requests regulatory approval to 
mine T 36N R 72W Section 20-21,30 Sand B-13,B-14 mine area.Pump tests conduct- 
ed to demonstrate adequacy of monitoring scheme.W/four oversize figures. 

MAYS,W,M. Everest Minerals Corp. 89/01/09. BELDEN.S. Wyoming, State of. 82pp. 
49127:255-49127:333. 

8903310126 Confirms 890208 telcon re verification sampling of Sand 30 Monitor Wejl 
M-48.Data re water quality improvement end. 

MAYS.W.M. Everest Minerals Corp, 89/02/13. OLSEN, T.T. Uranium Recovery Field 
Ofc, R4. 3pp. 49159:167-49159:169. 

8904070032 Discusses review of quarterly monitoring rept from Everest Minerals for 
period ending 881 231 .Temporary wellfield imbalances do not appear to result in im- 
mediate upper control limit responses in monitor well ring. 

INGLE.S. Wyoming, State of. 89/02/27. Wyoming. State of. 3pp. 49228:358- 
49228:360. 

8904030218 Responds to environ monitoring questions re proposed Satellite 2.Vendor 
commits to performing continuous monitoring for Ra-222 & gamma radiation at one 
location upstream from proposed satellite facility. 

HILDENBRAND.P. Everest Minerals Corp. 89/03/16. SCOVILL.V. Uranium Recovery 
Field Ofc, R4. Ip. 49153:360-49153:360. 

8904030223 Requests Monitor Well M-48 be removed from excursion status, based on 
end analytical data.Monitor should be returned to routine twice monthly schedule. 
MAYS.W.M. Everest Minerals Corp. 89/03/17. OLSEN, T.T. Uranium Recovery Field 
Ofc, R4. 4pp. 49154:070-49154:073. 


DOCKET 40-8903 HOMESTAKE MINING CO., GRANTS, NM 

8904030236 Identifies topics for discussion during Mar 1 989 meeting re proposed dis- 
charge plan renewal including, groundwater remediation program,proposed horizontal 
Injection drain northeast of Murray Acres & Chinie wells, 

SLIFER.D. New Mexico, State of. 89/02/28. KENNEDY.E. Homestake Mining Co. 
3pp. 49154:033-49154:035. 

8904110203 Fom/ards report of results for monitoring of wells, per Condition 35 & pro- 
posals to revise License SUA-1471 as listed.Fee paid. 

KENNEDY,E.E. Homestake Mining Co. 89/03/15. PETTENGILL,H.J. Uranium Recov- 
ery Field Ofc, R4. 6pp. 


DOCKET 40-8904 BP AMERICA, INC./L-BAR URANIUM FACILITY, SALT LAKE 

8903300088 Ack receipt of Feb 1989 reclamation plan.List of alt design mods & removal 
of extraneous matl from plan requested.Rnal stage of plan must include detailed third- 
party cost breakdown per 10CFR40.Criteria 9 & 10. 

HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 89/03/15. DELEONARDIS.R. BP 
America, Inc. 3pp. 49128:277-49128:279. 

8903290395 Ack receipt of 890223 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 40-8904/88-02.Licensee requested to submit revised procedure for 
control of blowing tailings reflecting current or anticipated site conditions. 

HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/03/23. DELEONARDIS.R. BP 
America, Inc. 3pp. 49104:358-49104:360. 


DOCKET 40-8905 KERR-MCGEE CORP./QUIVIRA MINING CO., OKLAHOMA CITY, 

OK 


8903300115 Reissues Amend 11 to License SUA-1473 for Quivira Mining Co, correcting 
typos & incorrect groundwater protection stds. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/03/10, FREEMAN, M. Quivira Mining 
Co. Ip. 49143:341-49143:358. 

-8903300123 Errata to Amend 11 to License SUA-1473 for Quivira Mining 
Co, authorizing possession & use of unlimited amounts of U at Ambrcsia l.ake 
SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/03/10. 10pp. '■■9 

8903290314 Discusses licensee 890228 withdrawal of 880607 application for amend to 
License SUA-1473, authorizing disposal of several types of waste matl in Ambrosia 
Lake tailings pond. 

GARCIA, P.J., SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/03/20. Uranium Re- 
covery Field Ofc, R4. 2pp. 49120:160-49120:161. 


DOCKET 40-8907 UNITED NUCLEAR CORP., SANTA FE, NM 


8903310171 Forwards EPA 890105 Itr to assist assessment of dangers to natural re- 
sources from UNC site. 

DAVIS, A.M. Environmental Protection Agency. 89/02/28. CHURAN.R. Interior, Dept, 
of. 2pp. 49159:164-49159:165. 

8903310166 Forwards Sections 3,4 & 5 to remedial action plan re QA/QC plan, worker 
health & safety plan & spill & stored seepage contingency plan.Sections are final draft 
of document.W/o ends. 

VELASQUEZ, J.R. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/03/08. 
ROWE,W, Environmental Protection Agency. Ip. 49153:353-49153:353. 

8904170164 Forwards Radiation Safety Insp Rept 40-8907/89-01 on 890322 & notice of 
violation. 

HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 89/03/29. VELASQUEZ.J.R. United 
Nuclear Corp. (subs, of UNC Resources, Inc.). 2pp. 49371:108-49371:121. 

”8904170171 Notice of violation from insp on 890322.Violation noted: licensee had in 
effect groundwater monitoring procedures which indicated that eight chemical param- 
eters should be monitored on quarterly frequency. 

HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 89/03/29. Ip. 49371:110-49371:110. 

”8904170174 Insp Rept 40-8907/89-01 on 890322.Violation noted.Major areas 
inspected:operations & radiation safety program including.organization.ngt & 
training, internal exposure control & external exposure & contamination control, 
HEYER.R.S., KONWINSKI.G.R., HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 89/ 
03/29. lip. 49371:111-49371:121. 


DOCKET 40-8914 ENERGY, DEPT. OF, SCOVILLE, ID 

8903300058 Requests addi info for review of proposed cleanup plan for Johnny M 
mine, per 890306 & 08 telcons.Brief summary of site operations & associated activites 
for lifetime of site should be submitted. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/03/15. DREW.L. Hecia Mining Co. 
3pp. 49142:359-49142:361. 


DOCKET 40-8943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO 

8903310106 Forwards Envirocare of Utah 890222 Itr & EPA 890117 memo on alterna- 
tive mechanical integrity tesLSubmittals explain, in detail, cementing pressure test uti- 
lized in conjunction w/single-point resistivity log to evaluate integrity. 

COLLINGS.S.P. Ferret Exploration Company of Nebraska, Inc. 89/03/02. 
KONWINSKI.G. Uranium Recovery Field Ofc. R4. 15pp. 49127:028-49127:042. 


DOCKET 40-8948 SHIELDALLOY CORP., NEWFIELD, NJ 


8904200110 Final response to FOIA request for records.App A record end & available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/14. BURGIN.R. Nuclear Energy Services (NES) Manufacturing. 2pp. 
49358:318-49368:349. 

”8904200123 Package consisting of quarterly rept on status of contaminated sites. 

* Region 3, Ofc of the Director. 89/04/14. 30pp. 49358:320-49358:349. 


DOCKET 40-8958 URANERZ USA. INC., CASPER, WY 


8903290211 Forwards application for source matl license for commercial scale North 
Butte ISL project. Fee paid. 

CATCHPOLE.G.J. Uranerz USA, Inc. 89/03/07. HAWKINS,E.F. Uranium Recovery 
Field Ofc. R4. Ip. 49077:001-49080:086. 

”8903290215 Application for license.authorizing unrestricted amount of natural U to re- 
cover U from mineralized 2one.W/33 oversize drawings. 

CATCHPOLE.G.J, Uranerz USA, Inc. 89/03/02. 800pp. 49077:002-49080:086, 

”8903290220 “North Butte ISL Project Vol III Groundwater Suppl.” W/one oversize 
drawing. 

PALM.M.L, DYKSTRA,S.J., HOFFMAN.G.L. Hydro-Engineering. 88/12/31. 500pp. 
49079:002-49080:086. 


DOCKET 40-8968 HYDRO RESOURCES, INC., DALLAS, TX 

8903300094 Forwards State of NM discharge plan for facility. 

PELIZZA,M.S. HRl, Inc. (Hydro Resources. Inc.), 89/03/07. OLSON, T. NRC - No De- 
tailed Affiliation Given. 3pp. 49195:163-49195:165. 
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DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3. Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8904070075 Revised EPIP, including Rev 3 to IP-1001, Rev 6 to IP-1035, Rev 4 to lAP- 
3,Rev 8 to IP-1002,Rev 4 to IP-1007,Rev 2 to IP-101 7.Rev 1 to IP-1018,Rev 2 to IP- 
1020, Rev 3 to IP-1029 & Rev 2 to IP-1046.W/890315 Itr. 

BRAM,S.B. Consolidated Edison Co. of New York, Inc. 89/03/15. 135pp. 49310:135- 
49310:267. 


P. Operating license stage documents & correspondence 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904240027 Forwards payment of NRC Invoice H0771 covering review of Part 50 
applications,license amends.exemptions, reliefs & other approvals for 871220 to 
880618. 

BRAM,S.B. Consolidated Edison Co. of New York, Inc. 89/04/07. RODRIQUEZ, J.M. 
Office of Information Resources Management (Post 890205). Ip. 49470:191- 
49470:191. 


Q. inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157, 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys," Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904180067 Forwards Safety Insp Repts 50-003/89-01 & 50-247/89-08 on 890227- 
0303.No violations noted.Complete data from independent measurements taken to 
verify capability for analyzing radioactive effluents will be reported in future. 
BELLAMY,R.R. Region 1. Ofc of the Director. 89/03/31. BRAM,S. Consolidated 
Edison Co. of New York, Inc. 2pp. 49375:131-49375:160. 

-8904180086 Insp Repts 50-003/89-01 & 50-247/89-08 on 890227-0303.No violations 
noted.Major areas inspected:radiological & nonradiological chemistry programs & ra- 
dioactive liquid & gaseous effluent & radiological environ monitoring programs. 
FURIA,J., KOTTAN,J.. JANG,J. Region 1, Ofc of the Director. 89/03/31. 18pp. 
49375:133-49375:150. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 


8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8904210051 Forwards revs to physical security plan.Revs withheld (ref 10CFR2.790(d)). 
HOSLER,C.L. Pennsylvania State Univ., University Park, PA. 89/04/10. Document 
Control Branch (Document Control Desk). Ip. 49443:203-49443:203. 


DOCKET 50-6 BATTELLE MEMORIAL INSTITUTE RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

8903280312 Forwards Safety Insp Repts 70-0008/89-01 & 50-006/89-01 on 890214- 
l6.No violations noted. 

MALLETT,B.S. Region 3, Ofc of the Director. 89/03/22. MADIA, W.J. Battelle Memori- 
al Institute, Columbus Laboratories. 2pp. 49064:245-49064:254. 

-8903280320 Health & Safety Insp Repts 50-006/89-01 & 70-0008/89-01 on 890214- 
16.No noncompliance noted.Major areas inspected:mgt & organization controls, waste 
generator requirements, radiation protection,operations review & radwaste mgt. 
FRANCE,G.M., SRENIAWSKI,D.J. Region 3, Ofc of the Director. 89/03/16. 8pp. 
49064:247-49064:254. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency 8i fire protection plans 

8903280259 Revised EPlPs,including Rev 14 to EPIP 300-1, Rev 9 to EPIP 100-C1,Rev 
1 to EPIP 200-T3,Rev 0 to EPIP 500-9, Rev 1 to DSSP 200-T1,Rev 1 to DSSP 200- 
T7,Rev 1 to DSSP 200-T8,Rev 1 to DSSP 200-T9 & Rev 1 to DSSP 200-T13. 

* Commonwealth Edison Co. 88/12/31. 47pp. 49075:122-49075:169. 

8904120096 Forwards response to requests for addi info re emergency plan, Tech 
Specs & decommissioning plan.Info on emergency plan requirements will be provided 
by 89041 0,per 890323 discussion w/P Erickson. 

MORGAN,W.E. Commonwealth Edison Co. 89/03/27. Document Control Branch 
(Document Control Desk). 61pp. 49286:073-49286:133. 

8904190241 Forwards addI info re accident analysis & protective action plans during 
emergency conditions. 

MORGAN, H.E. Commonwealth Edison Co. 89/04/10. Document Control Branch (Doc- 
ument Control Desk). 4pp. 49384:107-49384:130. 

—8904190243 “Determination of Potential Radiological Consequences from Fuel Han- 
dling Accident at Dresden Nuclear Power Station Unit 1." 

LAGUARDIA,T.S. Commonwealth Edison Co. C04-22-002. 89/03/31. 18pp. 
49384:111-49384:130. 


J. Insurance & indemnity information 

8903290329 Forwards Endorsements 23,18,34,27,202,176,54,36.114,97,105 & 93 to 
NELIA Policies NF-294,MF-128.NF-277,MF-114.NF-43, MF-22.NF-253.MF-104,NF- 
1B7,MF-54,NF-201 & MF-64, respectively, 

OSTER.J, Commonwealth Edison Co. 89/03/23. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 25pp. 49104:333-49104:357, 


P. Operating license stage documents & correspondence 

8904120096 Forwards response to requests for addi info re emergency plan, Tech 
Specs & decommissioning plan.Info on emergency plan requirements will be provided 
by 890410, per 890323 discussion w/P Erickson. 

MORGAN,W,E. Commonwealth Edison Co. 89/03/27. Document Control Branch 
(Document Control Desk). 61pp. 49286:073-49286:133. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 
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Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end, 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York. Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033. "Potential Failure of Westinghouse Steann Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl,” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:001-49205:109. 

8903270348 Suppl 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end, 

ROSSf.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 


8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 


8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides," Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 


^ Bulletin 88-008, "Thermal Stresses in Piping Connected to 

RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 


8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program. Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

^ "Disabling of Diesel Generator Output 

by Anil-Pump Circuitry.” Svc list end. ^ 

ROSSI.C.E. DNision of Operational Events Assessment (Post 870411). 89/04/17 
Consolidated Edison Co. of New York, Inc. 106pp, 49393:001-49393:106. 


“Operator Response to Pressurization of Low 
Pressure Interfacing Sys. Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 


8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1164 
Transmitters." Svc list end. 


ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 89/04/21 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

ol Summary of Operating Experience, 
W/890315ttr ^ P®^ 10CFR50.59 for Dresden Nuclear Power Station." 

4915^362^^^^’^' Co. 88/12/31. 35pp. 49159:328- 

“l^^bwaste & Environ Monitoring.Annual Rept 1988.” 

89/02/24. Document Control Branch 
(Document Control Desk), ip. 49182:114-49182:300. 

“8804030240 "Radwaste & Environ Monitoring.Annual Rept 1988 ” 

Teledyne Isotopes. 88/12/31. 186pp. 49182:115-49182:300. 

radioactive effluent rept for Jul-Dec 1988 for planLFinal 
^ gross alpha included In rept. 

EENIGENBURG E a)nnmonwealth Edison Co. 89/03/28. Document Control Branch 
(Document Control Desk). 1p. 49444:223-49444:238. 

*i^wer radioactive effluent rept for Jul-Dec 1988 for Dresden Nuclear 

* Commonwealth Edison Co. 89/12/31. 15pp. 49444:224-49444:238. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 


VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 


REACTOR MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 


F. Security, medical, emergency & fire protection plans 

8904210143 Forwards Combined Insp Repts 50-020/89-01 & 70-0938/89-01 on 
890308-10. Violation noted. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/04/06. BERNARD, J.A. Massachu- 
setts Institute of Technology. Cambridge, MA. 2pp. 49442:307-49442:317. 

-8904210154 Combined Insp Repts 50-020/89-01 & 70-0938/89-01 on 890308-1 0 Vio- 
lation noted.Major areas inspected:nuclear matl control,accounting & physical 
security.including organization & operation & shipping & receiving. 
f^ATTA.A.D., KEIMIG,R.R. Region 1, Ofc of the Director. 89/04/05. 8pp. 49442:310- 


P. Operating license stage documents & correspondence 


nn nuuumi oauo*;/' iir releasing copyrignt anicie, Development 
Performance of U Aluminide Fuels in Test Reactors,” submitted w/ 
8^90213 application for amend to License R-37 & Rev 37 to SAR. 

BERNARD,J.A. Massachusetts Institute of Technology, Cambridge, MA. 
89/04/04. Document Control Branch (Document Control Desk). 4pp. 


8904240281 Forwards request for addi info re 890214 application for amend to 
hcense,including estimate of total kg U-235 onsite on 890630 & total SNM that may 
be possessed & limits on enrichmentResponse requested in 30 days. 

^^^'^bardization & Non-Power Reactor Project Directorate. 89/04/17. 
BERNARD,J.A. Massachusetts Institute of Technology, Cambridge, MA 3dd 
49450:004.4945n-OnR ” 


Q. Inspection reports, IE Bulletins & correspondence 


Combined Insp Repts 50-020/89-01 & 70-0938/89-01 on 
890308-10. Violation noted. 


BELLAMY.R.R. Region 1. Ofc of the Director. 89/04/06. BERNARD, J.A. Massachu- 
setts Institute of Technology, Cambridge. MA. 2pp. 49442:307-49442:317. 


■8904210148 Notice of violation from insp on 890308-1 0.Violation noted:failure to 
duct physical inventory of all SNM in possession under license. 

Region 1, Ofc of the Director. 89/03/30. Ip. 49442:309-49442:309. 


con- 


“8904210154 Combined Insp Repts 50-020/89-01 & 70-0938/89-01 on 890308-10. Vio- 
lation rioted.Major areas inspectedinuciear matl control, accounting & physical 
security.including organization & operation & shipping & receiving. 

Region 1, Ofc of the Director. 89/04^5. 8pp. 49442:310- 


JOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 








8904040023 Advises that 880923 Rev 23 to security plan consistent w/ 10CFR50.54(p) 

Cl aCC6ptdDl6. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/03/22. DRAWBRIDGE.B.L Yankee 
Atomic Electric Co. 3pp. 49194:359-49194:361. 

8904050483 Ad^ses that 880923 Rev 20 to security plan consistent w/ 10CFR50.54(p) 
& acceptable.Chapter 13, “Security Records," should be revised in next plan rev to 
include new records retention practices, per 10CFR50 & 73. 

BELLAMY.R R. Region 1. Ofc of the Director. 89/03/22, DRAWBRIDGE.B.L Yankee 
Atomic Electric Co. 3pp. 49214:001-49214:003. 


I. Financial information 


yr period ending 881231. 

PAPANIC.G. Yankee Atomic Electric Co. 89/03/22. Document Control Branch (Docu- 
ment Control Desk). 21 pp. 49081 :095-49081 :1 1 5. 










• III9UI aiiw i 


iii4jviiiiiiiy iiiiurniaiiion 


8904240106 Forwards Endorsements 127 & 128 to NELIA Policy NF-76 & Endorse, 
ments 106 & 107 to MAELU Policy MF-26, respectively 

VIETEN M.J Marsh & McLennan. Inc. 89/03/16. DINITZ.I. Office of Nuclear Reactor 
Regulation. Director (Post 870411). 5pp. 49445:122-49445:126. neacior 

present level of nuclear property insurance coverage for plant 
ReinsuranceVoor'^^^^ carried w/American Nuclear Insurers & Mutual Atomic Energy 

PAPANIC.G. Yankee Atomic Electric Co. 89/03/22. Document Control Branch (Docu- 
ment Control Desk), ip. 49081:235-49081:235. ordru^n (uocu 


8904060131 Discuss licensee requests for chances to reoualificati 
program.Requests include extension of max time period of 24 months for reaualifii 
«le to account for changes in outage schedules & reorganTzation of « p 

Affiliation Not Assigned. 2| 


P. Operating license stage documents & correspondence 

& prioritisation meeting in 

3.‘1pr4“'9r339“g“M^^^^ WESSMAN,R.H. Project Directorate I- 
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8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904200259 Informs that util will not propose change to Tech Spec 6.5.2.10, per 
discussion.Nuclear safety & audit review committee will now rept to president of 
Yankee, instead of vice-president.Tech Spec change unwarranted. 

PAPANIC.G, Yankee Atomic Electric Co. 89/04/10. FAIRT1LE,M.B. Project Directorate 
1-3. Ip. 49402:360-49402:360. 

8904210321 ‘‘Core 20 Startup Program for Yankee Nuclear Power Station" W/890414 
ltr. 

ST LAURENT, N.N., MAY.D.F., MORRISSEY,K.J. Yankee Atomic Electric Co. 89/04/ 
11. 38pp. 49429:305-49429:342. 

8904200269 Responds to station blackout rule 10CFR60.63.Review of existing battery 
capacity calculations verifies that batteries have sufficient capacity to meet station 
blackout loads for 1 h. 

DRAWBRIDGE, B.L Yankee Atomic Electric Co. 89/04/13. Document Control Branch 
(Document Control Desk). 6pp. 49402:235-49402:240. 

8904200400 Provides supplemental info to util 890321 Proposed Change 218 to add 
snubber to pressurizer drain piping to enhance seismic capability of piping. 

PAPANIC.G. Yankee Atomic Electric Co. 89/04/14. FAIRTILE.M.B. Project Directorate 
1-3. 2pp. 49403:345-49403:346. 

8904210315 Application for amend to License DPR-3, consisting of Proposed Change 
209, changing Tech Specs re control room emergency air cleaning sys.Change pro- 
posed to reflect compliance w/TMl Item lll-D.3.4. 

DRAWBRIDGE.B.L Yankee Atomic Electric Co. 89/04/14. Document Control Branch 
(Document Control Desk). 3pp. 49444:112-49444:120. 

“8904210316 Proposed Tech Specs re steam generator pressure/temp limits, primary 
pump seal water sys.control room emergency air cleaning sys & sealed source con- 
tamination. 

* Yankee Atomic Electric Co. 89/04/14. 6pp. 49444:115-49444:120. 

8904240482 Requests prompt review & reporting of status of implementation of TMI 
action plan items at facility.Printout of all TMI items annotated where implementation 
not completed end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post 87041 1). 89/04/ 
14. PAPANIC.G. Yankee Atomic Electric Co. 10pp. 49445:035-49445:044. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904120015 Forwards Insp Rept 50-029/89-01 on 8901 18-0227. No violations noted, 
WIGGINS.J.T, Region 1, Cfc of the Director. 89/03/29. DRAWBRIDGE.B.L Yankee 
Atomic Electric Co. 2pp. 49295:300-49295:319. 

“8904120018 Insp Rept 50-029/89-01 on 890118-0227.No violations noted. Major 
areas inspected-.licensee actions on previous insp findings, operational safety 
verification, radiological controls & events requiring telephone notification of NRC. 
HAVERKAMP.D.R. Region 1, Cfc of the Director. 89/03/29. 18pp. 49295:302- 
49295:319. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp, 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co, of New York, Inc. 108pp. 49185:070-49185:177. 

8904070142 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers.” Util maintaining stored spares for safety-related applications, per criteria for 
Action Item 7. 

DRAWBRIDGE.B.L. Yankee Atomic Electric Co. 89/03/31. Document Control Branch 
(Document Control Desk). 5pp. 49235:045-49235:049. 

8904070178 Responds to NRC 890302 ltr re violations noted in Insp Rept 50-029/88- 
22.Gorrective action8:mod to original engineering design change & evaluation of engi- 
neering deficiency performed w/actions specific to prevent recurrence. 
DRAWBRIDGE.B.L. Yankee Atomic Electric Co. 89/03/31. Document Control Branch 
(Document Control Desk). 4pp. 49242:247-49242:250. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Alr Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 


8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904190427 Fonwards "Inservice Insp Exam Rept for 881113-890117." Form NIS-1 as 
required by provisions of ASME Section XI also included. 

PAPANIC.G. Yankee Atomic Electric Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 1p. 49384:302-49384:333. 

“8904190434 "Inservice Insp Exam Rept for 881113-890117.” 

• Yankee Atomic Electric Co. 89/04/10. 29pp. 49384:303-49384:333. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc, 109pp. 49388:037-49388:145, 

8904180190 Requests technical comments or suggestions on end draft risk-based insp 
guide produced to assist NRC inspectors In focusing on risk-significant aspects of 
plant design & operation of facility.W/o end. 

FAIRTILE.M.B. Project Directorate I-3. 89/04/12. PAPANIC.G. Yankee Atomic Electric 
Co. 2pp. 49380:262-49380:263. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106, 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904070164 "Effluent & Waste Disposal Semiannual Rept for Third & Fourth 
Quarters, Including Annual Radiological Impact on Man for 1988." W/890331 ltr. 

*, PAPANIC.G. Yankee Atomic Electric Co. 88/12/31. 41pp. 49242:197-49242:237. 

8904200347 Monthly operating rept for Mar 1989 for Yankee Atomic Power Station.W/ 
890406 ltr. 

CARROLL, K., BERRY,R.L Yankee Atomic Electric Co. 89/03/31. 6pp. 49405:340- 
49405:345. 


S. Reportable occurrences, LERs & related correspondence 

8904040272 LER 89-004-00:on 890224, determined that control room emergency air 
cleaning sys inoperable from Mar 1 988 to Aug 1 988.Caused by personnel 
error.Electrical leads properly terminated & personnel admonished.W/890326 ltr. 
MELLOR,R.A.. ST LAURENT,N.N. Yankee Atomic Electric Co. 89/03/26. 4pp. 
49186:252-49186:255. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of ail power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-54 CINTICHEM 


R. Periodic operating reports & related correspondence 

8904170259 "Annual Rept for 1988.” W/890320 ltr. 

JOHNSON,M.D. Cintichem, Inc. 88/12/31. KANE.W.F. Region 1, Ofc of the Director. 
7pp. 49349:348-49349:354. 


V. Operator Examinations 

8904030299 Advises that reactor operator & senior reactor operator licensing exams 
scheduled for 89071 8-20.Ref matls, listed on end, should be provided by 890515 & li- 
cense applications should be submitted 30 days prior to first exam date. 
ESELGROTH.P.W. Region 1. Ofc of the Director. 89/03/23. MCGOVERN, J.J. Cinti- 
chem, Inc. 10pp. 49154:060-49154:069, 


DOCKET 50-62 UNIV. OF VIRGINIA RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8904030214 Forwards low enriched U (LEU) conversion schedule proposal for 
facility.Present DOE schedule for availability of LEU fuel elements for reactor set for 
Jan 1990.Licensee schedule dependent on date of NRC order to convert. 
MULDER,R.U. Virginia. Univ. of, Charlottesville. VA. 89/03/23. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 7pp. 49165:049-49165:055. 
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DOCKETED ITEMS 


R. Ptrtociio op@riling rtports & rtiktod eorrispondtncf 

IM4040iai “Unlv of Virolnla Rigetor Facility Annual Rapt W/Iioaa? Itr. 
FARRAR, J.F. Vlrflnlt, llniv, of. Ghaflottoivlllo, VA. IS/1§/31. ADAMS, A. Stindafdiit- 
tion i Nen’^Fower Raactor Proloet Diroolerato. a?pp. 4i1l§;1IMI1l6igai. 


-8904040148 ln®p Rept 60»089/89-01 on 890314*16.No violarlcnts.dcvlaticjna or aafoty 
eonogrni nowd. Major aroag Inapactiditralnlng for oorviputor control 
oonaoli.aggociitid training raoordg.ooniola oporatlon by up^ratonj 4 fi^it intdrvig'A'. 
MORRILLRJ.. KIRSCH.D.P. Rtgion I, Qfe of tho Dirostor. 4pp. 

4l1ll!lg04i1l1l1g3. 


DOCKET SO-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


DOCKET 80-113 UNIV, OF ARIZONA RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 

8903290140 “GE TRI Annual Rept 29 for 1988.” W/890323 Itr. 

SMITH.D.R., CUNNINGHAM, G.E. General Electric Co. 88/12/31. 8pp. 49081:293- 
49081:300. 


S. Reportable occurrences, LERs & related correspondence 

8904140371 PN0-V-89-022:on 880403, earthquake of magnitude of 4.5 on Richter scale 
occurred 10 miles northeast of San Jose.CA. Automatic seismic protection did not trig- 
ger shutdown. Reactors manually shutdown.No radioactive release occurred. 

GARCIA, E.M., YUHAS.G.P. Region 5. Ofc of the Director. 89/04/03. 2pp. 49335:122- 
49335:123. 


DOCKET 50-83 UNIV. OF FLORIDA TRAINING REACTOR 


H. Genera! correspondence 

8904210221 Informs of significant change in facility organization. MM Criser replaces RA 
Bryan as president of univ & holds iine responsibility for Level 1 administration of re- 
actor, facility license,charter & site administration. 

VERNETSON.W.G. Florida, Univ. of, Gainesville, FL 89/04/03. Document Control 
Branch (Document Control Desk). Ip. 49442:023-49442:023. 


P. Operating license stage documents & correspondence 


8904050323 Forwards updated proposal intended to meet requirements of 
10CFR50.64{c)(2) for scheduling of fuel conversion. 

VERNETSON.W.G. Florida. Univ. of. Gainesville. FL 89/03/27. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 2pp. 49214:004-49214:020. 

-8904050329 “Proposal Submitted to NRC to Meet 10CFR50.64 Requirements for Up- 
dating Scheduling of Univ of Florida Reactor Conversion From High Enriched U to 
Low Enriched U.” 

VERNETSON.W.G. Florida, Univ. of. Gainesville, FL 89/03/27. 15pp. 49214:006- 
49214:020. 


Q. Inspection reports, IE Bulletins & correspondence 

8904200237 Forwards insp Rept 50-083/89-01 on 890227-0302 & notice of violation. 
COLLINS, D.M. Region 2, Ofc of the Director. 89/04/07. TULENKO.J.S. Florida, Univ. 
of, Gainesville. FL 2pp. 49400:238-49400:260. 

-8904200240 Notice of violation from insp on 880227-0302.Violation noteddrom Jan 
1988 - Feb 1989, licensee surveys inadequate to evaluate extent of radiation hazards 
present. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/04/07. 2pp. 49400:240-49400:241. 

-8904200241 insp Repts 50-083/89-0 on 890227-0302 & 27.Violations noted: Major 
areas inspected:radiation protection program activities, including radiation 

controls, environ surveillance & monitoring & licensee actions re NRC info notices. 
KUZO.G.B., POTTER, J.P. Region 2, Ofc of the Director. 89/04/04. 19pp. 49400:242- 
49400:260. 


P. Operating license stage documents & correspondence 


8903300082 Forwards preliminary questions & comments re Univ of Arizona application 
for renewal of OL for TRIGA reactor facility. Visit to facility planned for 890502 to dis- 
cuss application & to increase familiarity w/facility. 

MICHAELS, T.S. Standardization & Non-Power Reactor Project Directorate. 89/03/21. 
NELSON, G.W. Arizona, Univ, of, Tucson, AZ. 24pp. 49123:106-49123:129. 


DOCKET 50-116 IOWA STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8904140300 Provides schedule for conversion from high enriched U to low enriched U 
fLEU).Receipt of LEU fuel expected no earlier than Fall 1990. 

HE.NDR:CK3CN.R.. SPiNRAD.5.!. Iowa State Univ., Ames, !A, 89/04/06. Document 
Ccr.-rol Branch (Docu.men: Con-ro! Desk). 1p. 49348:014-49348:014. 


V. Operator Examinations 


8904060131 Discusses licensee requests for changes to requalification 
program. Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 


DOCKET 50-123 UNIV. OF MISSOURI RESEARCH REACTOR-ROLLA 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program. Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 


DOCKET 50-128 TEXAS A&M UNIV. RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 


8904140339 "Twenty-Fifth Progress Rept of Texas A&M Univ Nuclear Science Ctr.Jan- 
Dec 1988." W/890331 Itr. 

KHALILN.S.. KROHN.J.L. MEYER.C.M. Texas A&M Univ.. College Station, TX. ORO- 
4207-21. 88/12/31. MILLER, C. Standardization & Non-Power Reactor Project Direc- 
torate. 95pp. 49348:038-49348:133. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


S. Reportable occurrences, LERs & related correspondence 


J. Insurance & indemnity information 


8904180168 RO;on 89031 7, reactor trip w/high primary coolant temp indication 
occurred.Caused by failure of specific temp recorder sys due to dust/corrosion build- 
up on slide wire causing excessive resistance.Buildup cleaned off. 

VERNETSON.W.G. Florida. Univ. of. Gainesville. FL. 89/03/31. ERNST, M.L Region 
2. Ofc of the Director. 2pp. 49482:068-49482:069. 


8904190226 Forwards Endorsement 35 to MAELU Policy MF-103 & Endorsements 65 & 
116 to NELIA Policies NF-228 & NF-113, respectively, 

LOCKE.R.F. Pacific Gas & Electric Co. 89/04/07. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 4pp. 49385:069-49385:072. 


8904240023 Final rept re higher than expected high streaming radiation levels present 
at vertical ports during full power opefatlon.Caused by inadequate survey of rabbit 
shield on 870120.£xtra shielding installed on rabbit sys shield. 

VERNETSON.W.G. Florida, Univ. of, Galnesvilit, FL 80/03/31. ERNST, M.L Region 
2, Ofc of the Director. 6pp. 40450:1 60-49460:154. 


DOCKET 50-89 GENERAL ATOMIC CO. 


P. Operating license stage documents & correspondence 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping aoceptabi# Inservlce testing prpgrams.Svc list end. 

VARQA.S.A. Associate Director for Frojects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 


J. Insurance & Indemnity Information 


Q. inspection reports, IE Bulletins & correspondence 


8904240139 Forwards Endorsements 76 & 144 to MAELU Policy MF-59 & NELIA Policy 
NF-34.respectively. 

SAMUELS,J.L Marsh & McLennan, Inc. 89/04/06. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 3pp. 49450:126-49450:128. 


Q. inspection reports, IE Bulletins & correspondence 

8904040143 Forwards Insp Rept 50-089/OL-89-d1 on 89031 4-1 6.No items of noncom- 
pliance noted. 

klRSCH,D.F. Region 5. Ofc of the Director. 89/03/24. ASMUSSEN,K.E. General 
Atomics (formerly GA Technologies. Inc./General Atomic Co.). 2pp. 49191:118- 


iNinv.. imo iNoiice oa-U40, 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc, 98pp. 49176:158-49176:255. 

89032M075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources " 
Svc list end. ® 

of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095, 
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SM32402I’7 NRC Inf© Notlet 80“O36| "L©8i <1 Thift Qf Unsfioufid U©«nsid Mitl.” Bv© 
Hit ©nol. 

eUNNINQHAM.R.g. Dlvlilon of Industflil & Modioil Nyeltif Sifity (Poit 170721], 
Si/03/S6. Consoliditod idiion Co. of New York, ino. lOIpp, 40aol!OO149iO6;1oi 


1108170841 Supp1 1 to NRO Inf© Nolle© i8«08e, “Oporttlng W/Multipl© Qroundi in DO 
Distribution Syi." Svc list ©nol. 

ROSSI, C.E. Division of Operational Events Assesiment (Post 870411). 80/03/31. 
Consolidated Edison Co. of New York, Inc. 100pp. 49185:070-49185:177. 


8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment" Svc list end. 


ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 


DOCKET 80»14l SAXTON NUCLEAR EXPERIMENTAL FACILITY 
H. Qintril oomtpendiRM 

1901310074 Inform! that BA Good riplaoing GG Baktr as gtniral mantger for faellity A 
RQ Rolph replacing Good as radiation safety officer, effective on 890320. 
HILDEBRAND, J.E. Saxton Nuclear Experimental Corp. 89/03/23. Document Control 
Branch (Document Control Desk). Ip. 49148:164-49148:164. 


Q. inspection reports, IE Bulletins & correspondence 


8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106, 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppi 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/04/20, 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


8904210218 Discusses investigation of water in containment vessel sump noted during 
fourth quarterly Insp on 881214.Presence of water poses no threat to environ or to 
public health & safety. 

HEWARD.R.W. Saxton Nuclear Experimental Corp. 89/04/07. Document Control 
Branch (Document Control Desk). 3pp. 49443:205-49443:207. 


U. Congressional/Executive Correspondence 


8904100128 Responds to 890301 Itr expressing concerns over cancer incidence in 
Saxton,PA area.Comprehensive broad scope survey of Saxton site will be performed 
to identify other areas of potential contamination. 

STELLO,V. Ofc of the Executive Director for Operations. 89/04/06. SHUSTER,B. 
House of Rep. 3pp. 49295:018-49295:021. 

..8904100131 Expresses concern re growing number of cancer incidents & deaths in 
Saxton,PA area & requests that study on situation be forwarded. 

SHUSTER, B. House of Rep. 89/03/01. KAMMERER.C.C. NRC - No Detailed Affili- 
ation Given. Ip. 49295:021-49295:021. 


DOCKET 50-148 UNIV. OF KANSAS RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 


8904030165 Responds to NRC 890310 Itr re violations noted in Insp Rept 50-148/89- 
01 .Corrective actions:checklist created that must be completed before transfer of any 
SNMs.Receipt of documentation before shipment of transfer already required. 
RAMALEY,J.A. Kansas, Univ. of. Lawrence, KS. 89/03/23. MURRAY, B. Region 4, Ofc 
of the Director, 7pp. 49183:104-49183:110. 


DOCKET 50-150 OHIO STATE UNIV. RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 

8903290117 “Personnel Exposure & Monitoring Rept for Humboldt Bay Power Plant 
Personnel for 1988." W/890323 Itr. 

ERICKSON, P.B. Pacific Gas & Electric Co. 88/12/31. 2pp. 49081:301-49081:302. 

8904040098 “Humboldt Bay Power Plant Annual Survey & Facility Status Rept, 88071 9- 
1231." W/890328 Itr. 

SHIFFER,J.D. Pacific Gas & Electric Co. 88/12/31. 7pp. 49212:267-49212:274. 


V. Operator Examinations 


V. Operator Examinations 


8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/30, Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 


DOCKET 50-151 UNIV. OF ILLINOIS RESEARCH REACTOR 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411), 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8903280190 Forwards agenda for 890418-19 research & test reactor seminar in King of 
Prussia, PA, Updated agenda to be provided. 

COLLINS, SJ. Region 1, Ofo of the Director. 60/03/22. NEWTON, T.H. Worcester 
Polytechnic Institute, Worcester, MA. 6pp. 49064: 102-40064: 107. 


DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8904060090 Requests that nuclear reactor no longer required to meet 10CFR50.64 re- 
quirements due to decommissioning plans & disposal of high enrichment fuel. 
ROBKlN,M.A. Washington. Univ. of. Seattle, WA. 89/03/23. MICHAELS, T.S. Stand- 
ardization & Non-Power Reactor Project Directorate. Ip. 49234:018-49234:018. 


V. Operator Examinations 


8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/30, Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plana 

8903300000 Revised emergency planning procedures, Including Rev 4 to EOF-2,Rev 3 
to EOF-6,Rev 3 to E0F-7,Rev 3 to EOM.Rev 3 to EOF-II.Rev 1 to EOF-13,Rev 14 
to App G & Rev 3 to App H. 

WHITE, S.K. Consumers Power Co. 89/03/13, 55pp. 49162:152-49162:205. 

8904120252 “GORT/EOF Emergency Implementing Procedures Annual Verification." 

* Consumers Power Co. 89/03/27. 6pp. 49276:207-49276:212. 

8904200335 Rev 92 to Vol 9, “Site Emergency Plan." 

HOBE.M.A. Consumers Power Co. 89/04/06. 19pp. 49401:113-49401:132. 


DOCKET 50-142 UCLA TRAINING REACTOR 


W. Decommissioning Stage Documents & Correspondence 

8904130197 Forwards plan for improvement of procedures & documentation for final re- 
actor facility decommissioning, in response to Insp Rept 50-142/89-10. 

MCLAUGHLIN, J.E. California. Univ. of, Los Angeles, CA. 89/03/31. ADAMS, A. Stand- 
ardization & Non-Power Reactor Project Directorate. 5pp. 49319:315-49319:319. 


8904210040 Revised EPIPs.including Rev 109 to Vol 9A of EPIP-4T,Rev 109 to Vol 9A 
of EPIP-6E & Rev 109 to Vol 9A of EPIP-6F. 

HOBE,M.A. Consumers Power Co. 89/04/06. 22pp. 49444:121-49444:143. 

8904240029 Responds to request for addl info re Tech Spec change requests dtd 
870723,880908 & 0922.Specs cover inservice insp & testing.fire spray &/or sprinkler 
sys & plant staff qualifications. 

MARBAUGH.K.E. Consumers Power Co, 89/04/12. Document Control Branch (Docu- 
ment Control Desk). 8pp, 49445:212-49445:219. 
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P. Operating license stage documents & correspondence 

8904030275 Forwards notice of consideration of issuance of amend to License DPR-6 
& opportunity for hearing on 880922 & 8901 1 7 requests re organizational realignment. 
PULSIFER.R.M. Project Directorate III-1. 89/03/21. BERRY.K.W. Consumers Power 
Co. 2pp. 49165:064-49165:069. 

-8904030277 Notice of consideration of issuance of amend to License DPR-6 & oppor- 
tunity for hearing on 880922 & 890117 requests to revise Tech Specs to provide for 
new organizational unit (nuclear safety svcs dept) to discharge review functions. 
QUAY.T.R. Project Directorate III-1. 89/03/21. 4pp. 49165:066-49165:069. 

8904030344 Forwards notice of consideration of issuance of amend to License DPR-6 
& opportunity for hearing re 881024 amend request re semiannual calibr frequency for 
gamma & neutron dose-rate measuring instruments. 

PULSIFER.R.M. Project Directorate 111-1. 89/03/23. BERRY.K.W. Consumers Power 
Co. 2pp. 49165:125-49165:130. 

-8904030348 Notice of consideration of issuance of amend to License DPR-6 & oppor- 
tunity for hearing on 881024 proposed amend to Tech Specs re semiannual calibr fre- 
quency & source check of gamma & neutron dose-rate measuring instruments. 
QUAY.T.R. Project Directorate 111-1. 89/03/23. 4pp. 49165:127-49165:130. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180123 Discusses review of plant simulation facility development plan submitted on 
880526.Overall approach of plan acceptable due to reliance on Uti: Simulation Facility 
Group baseline documentlssues requiring resolution stated. 

PULSIFER.R.M. Project Directorate III-1. 89/04/10. BERRY.K.W. Consumers Power 
Co. 4pp. 49380:239-49380:242. 

8904240029 Responds to request for add! info re Tech Spec change requests dtd 
870723,880908 & 0922.Specs cover inservice insp & testing.fire spray &/or sprinkler 
sys & plant staff qualifications. 

MARBAUGH,K.E. Consumers Power Co. 89/04/12. Document Control Branch (Docu- 
ment Control Desk). 8pp. 49445:212-49445:219. 

8904240094 Requests prompt review & reporting of status of implementation of TMI 
Action Plan items at planLPrintout of all TMI items.annotated where tracking sys indi- 
cates implementation incomplete.encl. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. BERRY.K.W. Consumers Power Co. 12pp. 49445:127-49445:138. 

8904240181 Submits info re station blackout rule 10CFR50.63, including justification for 
selection of proposed blackout duration, description of procedures implemented for 
events & discussion of plant unique design re sunrival capability. 

BERRY.K.W. Consumers Power Co. 89/04/17. Document Control Branch (Document 
Control Desk). 6pp. 49448:006-49448:011. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Sve list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033. "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23, 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Sve list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Sve 
list end, 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904060440 Forwards response to NRC Bulletin 88-010, "Nonconforming Molded-Case 
Circuit Breakers." Confirms that requested Actions 1 .2, 3, 4, 6 & 7 completed & testing 
& reporting re Action 5, will be completed within 30 days after startup. 

BERRY.K.W. Consumers Power Co. 89/03/31. Document Control Branch (Document 
Control Desk). 7pp. 49226:010-49226:016. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Sve list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324. 


8904200173 Forwards Safety Insp Rept 50-155/89-03 on 89021 2-0325.No violations 
noted. 

AXELSON.W.L. Region 3, Ofc of the Director. 89/04/06. HOFFMAN, D.P. Consumers 
Power Co. 2pp. 49401:319-49401:326. 

-8904200176 Insp Rept 50-155/89-03 on 890212-0325-No violations noted. Major 
areas inspected:licensee actions on previous insp findings, surveillance activities in- 
cluding weekly & monthly tests on various components, maint activities on compo- 
nents. 

JACKIW.I.N. Region 3, Ofc of the Director. 89/04/06. 6pp. 49401:321-49401:326. 

8904180059 Submits supplemental response to NRC Bulletin 88-010, “Nonconforming 
Molded Case Circuit Breakers (MCB).” Justification for continued operation will not be 
prepared since traceability of in-stock & installed MCBs established. 

MARBAUGH.K.E. Consumers Power Co. 89/04/07. Document Control Branch (Docu- 
ment Control Desk). Ip. 49376:161-49375:161. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904200108 Ack receipt of 880803 ltr which summarizes efforts to address issues of 
NRC Bulletin 88-005, including SuppI 1 . Response on subj acceptable. 

PULSIFER.R.M. Project Directorate III-1. 89/04/12. BERRY.K.W. Consumers Power 
Co. 2pp. 49426:186-49426:188. 

8904240029 Responds to request for addi info re Tech Spec change requests dtd 
870723,880908 & 0922.Specs cover inservice insp & testing.fire spray &/or sprinkler 
sys & plant staff qualifications. 

MARBAUGH.K.E. Consumers Power Co. 89/04/12. Document Control Branch (Docu- 
ment Control Desk). 8pp. 49445:212-49445:219, 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49336:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904140134 Forwards 1988 personnel exposure & monitoring repts. 

JOHNSON, B.D. Consumers Power Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). Ip. 49288:306-49288:312. 

-8904100207 "1988 Range Summary Rept." 

* Consumers Power Co. 88/12/31. 2pp. 49288:307-49288:308. 

-8904140167 “1988 Range Summary Rept." 

* Consumers Power Co. 88/12/31, 2pp. 49288:309-49288:310. 

-8904140176 "NDT Lab 1988 Range Summary Rept." 

* Consumers Power Co. 88/12/31. 2pp. 49288:311-49288:312. 

8904170081 Monthly operating rept for Mar 1989 for Big Rock Point Nuclear Plant. W/ 
890404 ltr. 

JOHNSTON.J.R., ELWARD.T.W. Consumers Power Co. 89/03/31. 5pp. 49371:145- 
49371:149. 


8904240001 Forwards corrected 1988 personnel exposure range summary 
rept, correcting typo. 

JOHNSON, B.D. Consumers Power Co. 89/04/13. Document Control Branch (Docu- 
ment Control Desk). Tp. 49452:256-49452:258. 

-8904240002 Corrected “Big Rock Point 1988 Range Summary Rept." 

• Consumers Power Co. 88/12/31. 2pp. 49452:257-49452:268. 


V. Operator Examinations 


8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT.G.C. Region 3. Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-156 UNIV. OF WISCONSIN RESEARCH REACTOR 
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V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program. Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 


DOCKET 50-160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


P. Qperating license stage documents & correspondence 

8904130356 Notifies that DOE funding for converting fuel from high to low enrichment 
available during fiscal yr.Proposal will be submitted in Apr. 

KARAM.R.A. Georgia Institute of Technology, Atlanta, GA. 89/03/13. ADAMS, A. 
Standardization & Non-Power Reactor Project Directorate. 2pp. 49319:182-49319:183. 


V. Operator Examinations 

8904120180 Requests approved ref matl listed in End l.by 890329 re reactor operator 
& senior operator licensing exams scheduled for 890427-28. 

PEEBLES, T.A. Region 2, Ofc of the Director. 89/03/23. KARAM.R.A. Georgia Institute 
of Technology, Atlanta, GA. 8pp. 49311:250-49311:257. 


DOCKET 50-163 GA TECHNOLOGIES 


S. Reportable occurrences, LERs & related correspondence 

8904200052 PNO-V-89-021:on 890330,control rod 5 failed to insert on manual scram 
following anomalous reactivity indications during calibr.Caused by 2-inch spacer be- 
tween connecting rod & control rod not included when drive assembly changed. 
NORTH, H., GARCIA, E. Region 5, Ofc of the Director. 89/04/03. Ip. 49401:345- 
49401:345. 

8904180228 RO:on 890330, anomaly discovered at top end of rod worth curve.Caused 
by missing aluminum spacer.All spare rod Mark F drive assemblies being checked to 
ensure presence of aluminum spacers. 

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 89/04/06. Document Control Branch (Document Control Desk). 3pp. 49381:123- 
49381:125. 


DOCKET 50-166 UNIV. OF MARYLAND RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8903280220 Notifies of 890418-19 NRC Research & Test Reactor Seminars in King of 
Prussia.PA, initially proposed in 890110 Itr. Agenda & map of local area end. 

COLLINS, S.J. Region 1, Ofc of the Director. 89/03/22. DIETER, G.E. Maryland, Univ. 
of. College Park, MD. 6pp. 49075:198-49075:203. 


DOCKET 50-170 ARMED FORCES RADIOBIOLOGY RESEARCH INSTITUTE 


P. Operating license stage documents & correspondence 

8903280218 Notifies of 890418-19 NRC Research & Test Reactor Seminars in King of 
Prussia, PA, initially proposed in 890110 Itr. Agenda & map of local area end. 

COLLINS, S.J. Region 1, Ofc of the Director. 89/03/22. IRVING, G. Armed Forces Ra- 
diobiological Research Institute. 6pp. 49075:192-49075:197. 


Q. Inspection reports, IE Bulletins & correspondence 

8904190306 Responds to NRC 890125 Itr re rationale for suspending reactor experi- 
mental operations.Operators reviewed procedures & identified areas for change & rec- 
ommended improvements. 

IRVING.G.W. Defense, Dept, of. Defense Nuclear Agency. 89/02/14. Region 1, Ofc of 
the Director. 2pp. 49392:179-49392:180. 

8904030241 Discusses Insp Rept 50-170/88-04 on 881026-28 & 1107 & forwards 
notice of violation & proposed imposition of civil penalty in amount of $2,500. 
RUSSELL, W.T. Region 1, Ofc of the Director. 89/03/22. IRVING.G. Armed Forces 
Radiobiological Research Institute. 4pp. 49190:151-49190:158. 

-8904030244 Notice of violation & proposed imposition of civil penalty in amount of 
$2,500.Violation noted:changes made to facility w/o performing written safety evalua- 
tion to assure that changes did not involve unrevlewed question. 

RUSSELL, W.T. Region 1, Ofc of the Director. 89/03/22. 4pp. 49190:155-49190:158. 

DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


J. Insurance & indemnity information 

8904040277 Fonwards Endorsements 4 & 13 to MAELU & NELIA Master Policy 
1 .respectively, Endorsement 78 to MAELU Policy MF-67 & Endorsement 128 to NELIA 
Policy NF-140. 

CULLEN, E.J. Philadelphia Electric Co. 89/03/27. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 5pp. 49191:106-49191:110. 


P. Operating license stage documents & correspondence 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 Suppl 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Suppl 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-182 PURDUE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8903300378 Provides annual update of proposed schedule for conversion from high en- 
riched U to low enriched U.Univ started final design of core & reflector & thermal 
hydraulics, Listed schedule proposed for completion of project. 

CUKEMAN,F.M. Purdue Univ,, West Lafayette, IN. 89/03/23. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 2pp. 49131:348-49131:348. 


R. Periodic operating reports & related correspondence 


8904100120 "Rept on Reactor Operations for 1988,” 

STANSBERRY,E.R. Purdue Univ., West Lafayette, IN. 88/12/31. 6pp. 49267:346- 
49267:351. 
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V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requaltfica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 


DOCKET 50-184 NATIONAL INSTITUTE OF STANDARDS & TECHNOLOGY 
REACTOR 


P. Operating license stage documents & correspondence 

8903310175 Responds to 890207 Itr re low level radiological release from NIST during 
Aug-Oct 1987.Encl Insp Rept 50-184/89-01 notes that incident involving two 
separate, but related events pose threat to public health or safety. 

2ECH.LW. Commissioners. 89/03/24. SARBANES.P.S., MIKULSKI.B.A. Senate. 2pp. 
49280:323-49280:343. 

8904190209 Notice of Significant Licensee Meeting 89-057 on 890412 in King of 
Prussia, PA to discuss matters of mutual interest. 

LIMRC^H D '=. PoGic.T 1 . Ofc of the Director. 89/03/27. Region 1 , Ofc of the Director. 
2pp. ^9:535: -51 -^9385:-: :;2 


R. Periodic operating reports & related correspondence 

8904140348 "Operations Rept 41 for 1988." W/890405 Itr. 

ROWE.J.M. National Institute of Standards & Technolooy (formerly National Bureau of 
Stands. 88/12/31. 11pp. -i93ri-".:3: 7-4933.'-::i2'. 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA 


P. Operating license stage documents & correspondence 

8903310308 Forwards DOE 890222 Itr notifying licensee that federal funds for conver- 
sion of reactor will not be available during FY89 since review of 860926 application for 
unique purpose exemption may extend past 890327. 

WEYER,W.A., MORRIS. J.S. Missouri, Univ. of, Columbia. MO. 89/03/21. ADAMS. A. 
Standardization & Non-Power Reactor Project Directorate. 2pp. 49159:252-49169:253. 

8904130604 Application for amend to License fl-1 03, shifting administrative authority to 
Univ of Missouri-Coiumbia. 

MEYER, W.A., MCKIBBEN.J.C. Missouri, Univ. of. Columbia. MO. 89/03/31. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp. 49317:21 1-49317:213. 

-8904130606 Proposed Tech Specs, shifting administrative authority to Univ of Missou'’' 
Columbia. 

* Missouri. Univ. of. Columbia. MO. 89/03/31. 1p. 49317:213-49317:213. 


S. Reportable occurrences, LERs & related correspondence 

8904130511 RO:on 890302,reactor operated for 2 h & 33 minutes w/ emergency gener- 
ator local switch in stop position.Caused by personnel error.Sub] local switch placed in 
remote position. Operator involved counseled.Checksheet revised. 

MEYER.W.A., MCKIBBEN.J.C. Missouri, Univ. of, Columbia, MO. 89/03/28. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 3pp. 49291:074-49291:076. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 


DOCKET 50-188 KANSAS STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8903300384 Forwards Insp Rept 50-188/89-01 on 890206-09.Violation noted. 
CALLAN,L,J. Region 4, Ofc of the Director, 89/03/21. FAW.R.E. Kansas State Univ., 
Manhattan. KS. 2pp. 49195:170-49195:182. 

—8903300387 Partially withheld Insp Rept 50-188/89-01 on 890206-09 (ref 
10CFR2.790(d)). Violation noted:failure to establish control over facility access 
keys.Major areas inspect6d:mgt organization.surveillance requirements & physical se- 
curity. 

CHANEY, H.D., RICKETSON.L., BAER.R.E. Region 4, Ofc of the Director. 89/03/10, 
11pp. 49195:172-49195:182. 


Q. Inspection reports, IE Bulletins & correspondence 

8903300384 Forwards Insp Rept 50-188/89-01 on 890206-09.Violation noted. 
CALLAN.LJ. Region 4. Ofc of the Director. 89/03/21. FAW.R.E. Kansas State Univ., 
Manhattan, KS. 2pp. 49195:170-49195:182. 

-8903300387 Partially withheld insp Rept 50-188/89-01 on 890206-09 (ref 
10CFR2.790(d)).Vioiation noted;failure to establish control over facility access 
keys.Major areas inspected:mgt organization.surveillance requirements & physical se- 
curity. 

CHANEY, H.D., RlCKETSON,L., BAER.R.E. Region 4, Ofc of the Director. 89/03/10. 
11pp. 49195:172-49195:182. 


8904190119 Responds to NRG 890321 Itr re violations noted in Insp Rept 50-188/89- 
01. Corrective actions: procedure re entrance to reactor bay revised to include provi- 
sions for key control, accountability & compliance audit. 

FAW.R.E. Kansas State Univ., Manhattan, KS. 89/03/29. CALLAN.L.J. Region 4, Ofc 
of the Director. 1p. 49392:178-49392:178. 


DOCKET 50-192 UNIV. OF TEXAS RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 

8904100138 “Annual Rept of Univ of Texas for 1988." W/890328 Itr. 

KLEIN.D.E., BAUER, T.L. Texas. Univ. of, Austin. TX. 88/12/31. 68pp. 49246:148- 
49246:215. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8904170125 Forwards Insp Repts 50-206/89-01,50-361/89-01 & 50-362/89-01 on 
890108-0218 & notice of violation. 

ZIMMERMAN.R.P. Region 5, Ofc of the Director. 89/03/23. BASKIN, K.P. Southern 
California Edison Co. 2pp. 49370:316-49370:340. 

-8904170144 Insp Repts 50-206/89-01,50-361/89-01 & 50-362/89-01 on 890108- 
021 8. Violation & deficiencies noted.Major areas inspected:operations 

program.including operational safety verification, radiological protection & security. 
HUEY.F.R.. JOHNSON.P.H. Region 5, Ofc of the Director. 89/03/23. 21pp. 
49370:320-49370:340. 

8904140355 Advises that Rev 2.03 to emergency plan meets stds of 10CFR50. 47(b) & 
requirements of 1 0CFRSO.App B. 

FISH.R.F. Region 5. Ofc of the Director. 89/04/04. BASKIN, K.P. Southern California 
Edison Co. 2pp. 49335:248-49335:249. 

8904210059 Revised EPIPs, including Rev 2 to S0123-VIII-0.202 & Rev 5 to S0123-VIII- 
30.W/890414 Itr. 

PLAPPERT.R.D, Southern California Edison Co. 89/04/14. 58pp. 49392:233- 
49392:290. 


J. insurance & indemnity information 


8904180109 Informs that stated nuclear property & decontamination liability insurance 
currently in force at plant. 

GOULD, G.J. Southern California Edison Co. 89/03/31. Document Control Branch 
(Document Control Desk). 1p. 49372:360-49372:360. 


P. Operating license stage documents & correspondence 

8904030073 Forwards Amend 120 to License DPR-1 3,safety evaluation & notice of 
issuance.Amend changes power supply for motor-operated valve MOV-358 from 
motor control ctr 3 to uninterruptible power supply. 

TRAMMELL, C.M. Project Directorate V. 89/03/20. BASKIN, K.P. Southern California 
Edison Co. 3pp. 49154:078-49154:090. 

“8904030076 Amend 1 20 to License DPR-1 3, changing power supply for motor-operated 
valve MOV-358 from motor control ctr 3 to uninterruptible power supply to eliminate 
single failure susceptibility in recirculation sys valve power supply. 

KNIGHTON, G.W. Project Directorate V. 89/03/20. 6pp. 49154:081-49154:086. 

-8904030078 Safety evaluation supporting Amend 120 to License DPR-1 3. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/20. 2pp. 
49154:087-49154:088. 

-8904030080 Notice of issuance of Amend 120 to License DPR-1 3, changing power 
supply for motor-operated valve MOV-358 from motor control ctr 3 to uninterruptible 
power supply to eliminate susceptibility in recirculation sys valve power supply. 
TRAMMELL.C.M. Project Directorate V. 89/03/20. 2pp. 49154:089-49154:090. 

8903310115 Forwards Change Notice 30 to QA Program SCE-1 -A, reflecting clarifica- 
tions to nonconformance control sys.Notice will be incorporated in next amend to topi- 
cal rept 

MEDFORD, M.O. Southern California Edison Co. 89/03/21. Document Control Branch 
(Document Control Desk). Ip. 49159:078-49159:078. 

-8904060363 Change Notice 30 to Amend 11 to QA Topical Rept SCE-1 -A, changing 
process for control of nonconformances discovered during engineering const project 
BASKIN,K.P. Southern California Edison Co. SCE-1-A A 11 R30. 89/03/21. 9pp, 
49159:079-49159:087. 

8903310249 Forwards Change Notice 31 to Amend 11 to SCE-1 -A, "QA Program." 
Rept documents change in util organization & responsibilities. 

MEDFORD.M.O. Southern California Edison Co. 89/03/21. Document Control Branch 
(Document Control Desk). Ip. 49145:267-49145:304. 

“8903310251 Change Notice 31 to Amend 11 to QA program. 

BASKIN, KP. Southern California Edison Co. 89/03/21, 38pp. 49145:268-49145:304. 

8903310173 Forwards responses to NRC 890303 questions re plant thermal 
shield.Overall view of core barrel, thermal shield & locations of flexures at top of ther- 
mal shield listed in Figure 3. 

NANDY.F.R. Southern California Edison Co. 89/03/23. Document Control Branch 
(Document Control Desk). 12pp. 49125:048-49125:059. 

8903300089 Submits addi info re standby diesel generators turbocharger reliability.W/ 
completion of mods to Improve turbocharger drip lubrication sys during Cycle 10 
refueling, problems w/excessive thrust bearing wear corrected. 

MEDFORD,M.O. Southern California Edison Co. 89/03/24. Document Control Branch 
(Document Control Desk). 2pp. 49129:080-49129:081. 
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8904040218 Advises that evaluation of open issues of SEP Topic lll-l, "Quality Group 
Classification of Componenets & Sys,” will be submitted 1 month later than anticpated 
in util 880713 Itr due to delays in in-house reviews. 

NANDY.F.R. Southern California Edison Co. 89/03/30. Document Control Branch 
(Document Control Desk). Ip. 49184:015-49184:015. 

8904040262 Advises that util continuing to update emergency operating instructions to 
reflect plant mods implemented during refueling outage. Procedures generation 
package, including writers guide, to be revised in 30 days after return to svc. 

NANDY,F.R. Southern California Edison Co. 89/03/30. Document Control Branch 
(Document Control Desk). Ip. 49187:360-49187:360. 

8904060002 Forwards rept describing chronological history,root cause determination & 
corrective actions for connecting rod bearing rotation problem re Standby Diesel Gen- 
erator 1 . 

NANDY.F.R. Southern California Edison Co. 89/03/30. Document Control Branch 
(Document Control Desk). 4pp. 49217:358-49217:360. 

8904050347 Provides addi info re Amend Application 164 concerning design details of 
reactor coolant pump undercurrent & overcurrent trips.Info consists of adol design de- 
tails & rev of settings as contained in Tech Specs. 

NANDY.F.R. Southern California Edison Co. 89/04/01. Document Control Branch 
(Document Control Desk). 3pp. 49198:168-49198:170. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904200070 Forwards Amend 121 to License DPR-13 & safety evaluation. Amend re- 
vises reactor trips for pressurizer high level & steam/feedwater flow mismatch. 
TRAMMELL.C.M. Project Directorate V. 89/04/04. BASKIN.K.P. Southern California 
Edison Co. 3pp. 49405:274-49405:291. 

“8904200078 Amend 121 to License DPR-13,revising reactor trips for pressurizer high 
level & steam/feedwater flow mismatch. 

KNIGHTON.G.W. Project Directorate V. 89/04/04. 10pp. 49405:277-49405:286. 

“8904200093 Safety evaluation supporting Amend 121 to License DPR-13. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/04. 3pp. 
49405:287-49405:289. 

“8904200095 Notice of consideration of issuance of amend to License DPR-13 & pro- 
posed NSHC determination & opportunity for hearing.Amend revises reactor trips for 
pressurizer high level & steam /feedwater flow mismatch. 

TRAMMELL.(5.M. Project Directorate V. 89/04/04. 2pp. 49405:290-49405:291. 

8904120429 Verifies that ISA Std S67.04, “Setpoint for Nuclear Safety Related Instru- 
mentation Used in..." used to establish flow switch setpoints for Interlocks between 
auxiliary feedwater sys trains A & B.per Amend Application 1 56. 

NANDY.F.R. Southern California Edison Co. 89/04/05. Document Control Branch 
(Document Control Desk), ip. 49290:224-49290:224. 

8904120472 Advises that radiological consequences for feedwater line break transient 
were bounded by results of previous dose calculations.which have been included in 
updated FSAR for plant. 

NANDY.F.R. Southern California Edison Co. 89/04/05, Document Control Branch 
(Document Control Desk). 1 p. 49288:260-49288:260. 

8904130400 Forwards request for addl info re util 881021 Itr on plant- specific ATWS 
mitigation sys actuation circuitry.for response within 30 days of receipt of Itr. 
TRAMMELL.C.M. Project Directorate V. 89/04/05. BASKIN.K.P. Southern California 
Edison Co. 5pp. 49300:017-49300:021. 

8904130206 Discusses diesel generator loading calculation for plant. Diesel generator 
loading tables.extracted from DC-1809,Rev 4 end. 

NANDY.F.R. Southern California Edison Co. 89/04/06. Document Control Branch 
(Document Control Desk). 12pp. 49317:270-49317:281. 

8904200272 Forwards notice of environ assessment & finding of no significant impact re 
890111 request for Tech Spec changes associated w/Fuel Cycle 10 reload safety 
evaluation. 

TRAMMELL.C.M. Project Directorate V. 89/04/06. BASKIN.K.P. Southern California 
Edison Co. 3pp. 49432:302-49432:308. 

“8904200277 Environ assessment & finding of no significant impact re proposed amend 
to License DPR-13,revising Tech Specs associated w/Fuel Cycle 10. 

ROOD.H. Project Directorate V. 89/04/06. 4pp. 49432:305-49432:308. 

8904170072 Forwards application for Amend 168 to License DPR-13, consisting of Pro- 
posed Change 191, making administrative changes to facility Tech Specs by reordering 
& deleting numbers for definitions in Section 1 .0. 

BASKIN.K.P. Southern California Edison Co. 89/04/11. Document Control Branch 
(Document Control Desk). 2pp. 49355:001-49356:298. 

“8904170073 Application for Amend 168 to License DPR-1 3,consisting of Proposed 
Change 191, making administrative changes to Tech Specs by reordering & deleting 
numbers for definitions in Section 1.0, 

BASKIN.K.P. Southern California Edison Co. 89/04/11. 275pp. 49355:003-49355:337. 

“8904170074 Proposed Tech Specs making administrative changes by reordering & de- 
leting numbers for definitions in Section 1 .0. 

* Southern California Edison Co. 89/04/1 1 . 275pp. 49355:338-49356:298. 

8904170202 Forwards Amend Application 169 to License DPR-1 3, consisting of Pro- 
posed Change 208,revising Tech Spec 3.5.1, “Reactor Trip Sys Instrumentation" to 
include footnote on Mode 2 of applicable modes column for Item in Table 3.5.1 -1. 
BASKIN.K.P. Southern California Edison Co. 89/04/11. Document Control Branch 
(Document Control Desk). 2pp. 49350:037-49350:055. 

“8904170203 Amend Application 169 to License DPR-1 3, consisting of Proposed 
Change 208, revising Tech Spec 3.5.1, "Reactor Trip Sys Instrumentation" to include 
footnote indicating intermediate range channel startup rate circuit. 

BASKIN.K.P. Southern California Edison Co. 89/04/11. 14pp. 49350:039-49350:046. 

“8904170204 Proposed Tech Specs re reactor trip sys instrumentation. 

* Southern California Edison Co. 89/04/11. 9pp. 49350:047-49350:055. 


8904240474 Informs that TP Mozingo employment w/uti! terminated effective 890407 & 
License SOP-50047-2 expired. 

MORGAN, H.E. Southern California Edison Co. 89/04/12. Document Control Branch 
(Document Control Desk). Ip. 49452:216-49452:216. 

8904210098 Fonwards response to 10CFR50.63, “Loss of all AC Power." Utilizing 
guidance, Unit 1 classified as ac unit & Units 2 & 3 classified as ac 
independent.Diagram of dedicated safe shutdown sys end. 

MEDFORD.M.O. Southern California Edison Co. 89/04/17. Document Control Branch 
(Document Control Desk). 13pp. 49430:316-49430:329. 

8904240067 Forwards responses to NRC 880531 questions re control room habitability 
review. 

NANDY.F.R. Southern California Edison Co. 89/04/24. Document Control Branch 
(Document (^ntrol Desk). 250pp, 49467:081-49468:013. 


Q. inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York. Inc. 98pp. 49176:158-49176:255. 

8903170247 Responds to NRC 890210 Itr re violations noted in Insp Rept 50-206/89- 
03.Corrective actions:applicable design documents & drawings will be revised to re- 
flect that Line 5002 is Schedule 120 piping. 

BASKIN.K.P. Southern California Edison Co. 89/03/09. Document Control Branch 
(Document Control Desk). 5pp. 48950:169-48950:173. 

8904050378 Summary of 890314 meeting w/utit & consultants re insp of broken fasten- 
ers on reactor vessel thermal shield.Util proposed amend to license will provide for 
monitoring of thermal shield by neutron noise measurements. 

TRAMMEUC.M. Project Directorate V. 89/03/21. Project Directorate V. 81pp. 
49206:001-49206:081. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904170125 Forwards Insp Repts 50-206/89-01,50-361/89-01 & 50-362/89-01 on 
890108-0218 & notice of violation. 

ZIMMERMAN.R.P. Region 5, Ofc of the Director. 89/03/23. BASKIN.K.P. Southern 
California Edison Co. 2pp. 49370:316-49370:340. 

“8904170143 Notice of violation from insp on 8901 08-021 8.Violation noted:on 
890131, during maint on diesel generator for which foreign matl exclusion controls 
irnplemented.required temporary boundaries & postings not established. 
ZIMMERMAN.R.P. Region 5. Ofc of the Director. 89/03/23. 2pp. 49370:318- 
49370:319. 

“8904170144 Insp Repts 50-206/89-01,50-361/89-01 & 50-362/89-01 on 890108- 
0218.Violation & deficiencies noted.Major areas inspected.operations 
program, including operational safety verification.radiological protection & security. 
HUEY.F.R., TATUM.J.E.. HON.A.L. Region 5, Ofc of the Director. 89/03/23. 21pp. 
49370:320-49370:340. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:001-49205:109. 

8904050351 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded Case 
Circuit Breakers." Rev 2 to Verification Test Procedure VTP-E-067, “Molded Case Cir- 
cuit Breaker Verification Test Program" end. 

MEDFORD.M.O. Southern California Edison Co. 89/03/30. Document Control Branch 
(Document Control Desk). 48pp. 49211:048-49211:136. 

“8904050353 Rev 2 to VTP-E-067, “Molded Case Circuit Breaker Verification Test Pro- 
gram." 

BERKSHIRE.R.E. Southern California Edison Co. 89/03/23. 40pp. 49211:097- 
49211:136. 

8904140503 Forwards insp Repts 50-206/89-10,50-361/89-10 & 50-362/89-10 on 
890306-1 7.No violations or deviations noted.AddI mgt attention required to ensure that 
accurate piping sys configurations identified in drawings for ASME components. 
KIRSCH.D.F. Region 5 , Ofc of the Director. 89/03/30. BASKIN.K.P. Southern Califor- 
nia Edison Co. 2pp. 49334:304-49334:314. 

“8904140504 Insp Repts 50-206/89-10,50-361/89-10 & 50-361/89-10 on 890306- 
17.No violations noted.Major areas inspected:licensee performance of 10-yr inservice 
insp requirements & post-mod testing of Unit 1 third auxiliary feedwater pump mods. 
CLARK, C.. RICHARDS.S, Region 5, Ofc of the Director. 89/03/30. 9pp. 49334:306- 
49334:314. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 
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8903300021 NRC Info Notice 89*038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106, 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904210153 Monthly operating rept for Mar 1989 for San Onofre Nuclear Generating 
Station, Unit 1.W/890412 Itr. 

SIACOR.E.R., NANDY,F.R. Southern California Edison Co. 89/03/31. 7pp. 49444:257- 
49444:263. 


S. Reportable occurrences, LERs & related correspondence 


8903280069 Summary of Operating Reactors Events Meeting 89-010 on 890308.List of 
attendees, significant events identified for input to NRC Performance Indicator Program 
& summary of reactor scrams for wk ending 890305 end. 

LANNING.W.D. Events Assessment Branch. 89/03/16. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 23pp. 49158:275-49158:297. 

8904030125 Part 21 rept listing locations where valves w/Control Components w/pres- 
surized seat design similar to APS valves S/N 21408-1 installed in same svc IE modu- 
lating atmospheric dump valve upstream of MSIV.Proprietary drawing end. 

STERUD.C. Control Components, Inc. 89/03/17. LANNING.W. NR(5 - No Detailed Af- 
filiation Given, ip. 49182:110-49182:110. 

8904030135 LER 89-005-00;on 890220 & 031 7, emergency diesel generator 2 automati- 
cally started.Caused by loss of bus signal from Sequencer 2.AII components & wiring 
associated w/possible root causes candidates replaced & tested.W/890322 Itr. 
MORGAN, H.E. Southern California Edison Co. 89/03/22. 6pp. 

8903300232 LER 89-006-00:on 890221 .loss of power to majority of early warning fire 
detection sys occurred & fire watches not established for two fire zones within 1 
h.Caused by personnel error.Fire alarm procedure revlsed.W/890324. 

MORGAN, H E. Southern California Edison Co. 89/03/24. 6pp. 49129:286-49129:286. 

8904040158 LER 89-007-00;on 890227, evaluation determined that design provisions in- 
tended to trip reactor in event of reactor coolant pump locked rotor did not satisfy 
single failure criterion.Caused by absence of documentation.W/890329 Itr. 
MORGAN.H.E. Southern California Edison Co. 89/03/29. 8pp. 49205:118-49205:125. 

6904060110 PNO-V-89-020;on 890329,33 gpm leak identified from seal package for re- 
actor coolant oil lift pump A, jogging pump & raising RCS pressure.RCS pressure low- 
ered to atmospheric pressure.Methods for correcting problem under review. 
JOHNSON,P., HUEY.R. Region 5, Ofc of the Director. 89/03/29. Ip. 49216:091- 
49216:091. 

8904140194 LER 89-004-00:on 890302,identified design deficiency associated w/auto- 
matic energization of safety-related 4 kV buses.Caused by deficiencies w/engineering 
review & design basis documentation.Training program initiated. W/890403 Itr. 
MORGAN, H.E. Southern California Edison Co. 89/04/03. 8pp. 49334:277-49334:284. 

8904170022 LER 89-008-00:on 890303, determined that possibility exists that contain- 
ment fire suppression sys pneumatic control valve CV-92 could fail open due to single 
spurious failure of solenoid valve.Training program Initiated. W/890403 Itr. 

MORGAN.H.E. Southern California Edison Co. 89/04/03. 10pp. 49350:083-49350:092. 

8904170037 PNO-V-89-023:on 890407, magnitude 4.6 earthquake occurred near New- 
port Beach, CA.Telephone contact w/Univ of California established that reactor shut- 
down prior to earthquake.Util reported no damage to facility. 

GARCIA, E., YUHAS.G.P. Region 5. Ofc of the Director. 89/04/07. 2pp, 49349:316- 


8904200306 LER 89-009-00:on 890308, during QA audit of Tech Spec required effluent 
surveillance, determined that several effluent monthly repts exceeded 31 -day surveil- 
lance interval.Chemistry procedure revised.W/890407 itr. 

MORGAN.H.E. Southern California Edison Co. 89/04/07. 2pp. 49426:204-49426:205. 


8904240034 Part 21 rept re potential defect in component of DSRV standby diesel gen- 
erator noted at plant.Vendor unable to determine how condition could have 
occurred.Case appears unique to plant.High spots rubbed down. 

GUNTRUM.B.C. Cooper Industries, Inc. 89/04/11. Office of Nuclear Reactor Regula- 
tion, Director (Post 87041 1). 2pp. 49507:248-49507:249 


U. Congressional/Executive Correspondence 

8903300172 Forwards detailed info re status of implementation of TMI action plan items 
at listed plants.Small number of action Items still need resolution. 

2ECH.L.W. Commissioners. 89/03/17. MARKEY.E.J. House of Rep. 20pp. 49309:174- 
49309:195. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-213 HADDAM NECK PLANT 


F. Security, medical, emergency & fire protection plans 

8903300074 Summary of 890228 meeting w/util in Rockville,MD to discuss new switch- 
gear bldg compliance w/App R.Handouts, plant design change requests, attendance list 

GARTEN, <3.E ’ Project Directorate 1-4. 89/03/20. Project Directorate 1-4. 46pp. 
49141:329-49142:014. 

8903310338 Documents util intention to address open item re draft emergency exercise 
scenario package, in response to NRC questions raised in Insp Rept 50-213/88-20. 
MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROC2KA.E.J. Northeast Util- 
ities. 89/03/21. Document Control Branch (Document Control Desk). 2pp. 49162:299- 
49162:300. 

8904050466 Advises that 881012 Rev 18 to physical security plan consistent w/ 
10CFR50.54(p) & acceptable. Recommends that next plan rev consider guidance con- 
tained in end IE Info Notice 89-005 re use of deadly force. 

BELLAMY,R.R. Region 1, Ofc of the Director. 89/03/22. MROCZKA.E.J. Connecticut 
Yankee Atomic Power Co. 3pp. 49214:037-49214:042. 

8904060427 Concurs w/position delineated in 880928 Itr re fire barrier penetration inter- 
nal conduit seals. 

WANG,A.B. Project Directorate IV. 89/03/31. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 4pp. 49215:321-49215:324. 

8904180314 Revised EPlPs, including Rev 11 to EPIP 1.5-7, “Radiological Dose Assess- 
ment" & Rev 10 to EPIP 1.5-37, “Manager of Dose Assessment.” 

SILVIA, L. MATTHESS.S.. BROWN.R.E. Connecticut Yankee Atomic Power Co. 89/ 
03/31. 34pp. 49357:234-49357:267. 

8904200283 Temporary Procedure Change 89-165 to Rev 18 to Plant Procedure EPIP 
1.5-1, “Emergency Assessment.” 

* Connecticut Yankee Atomic Power Co. 89/04/04. 3pp. 49400:204-49400:206. 

8904200222 Revised emergency plan implementing procedures, including Rev 10 to 
EPIP 1.5-40 & Rev 6 to EPIP 1.5-41. 

* Connecticut Yankee Atomic Power Co. 89/04/11. 43pp. 49403:226-49403:268. 

8904240314 Revised Corporate Organization for Nuclear Incidents Procedures 
ManuaMncluding Rev 49 to CONI-T C-1,Rev 6 to CONI-1. 06-1, Rev 1 to CONI-1 3.01-1. 

* Northeast Utilities. 89/04/14. 40pp. 49450:230-49450:267. 


1. Financial information 


8904190145 Advises that annual fee will be wire-transferred on 890501 , per instructions. 
MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
04/04. Document Control Branch (Document Control Desk). 2pp. 49394:095- 
49394:096. 


J. Insurance & indemnity information 


8904040363 Lists amounts of property insurance currently in force for facility. 
MROCZKA.E.J, Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J, Northeast Utilities. 89/03/29. Document Control Branch (Document 
Control Desk). 2pp. 49204:336-49204:337. 


P. Operating license stage documents & correspondence 

8904130261 Application for arnend to License DPR-61, changing Tech Spec Section 
3.1 1.B re containment integrity during containment air recirculation fan motor HX 
cleaning activities. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/03/31. Document Control Branch (Document Control Desk). 10dp. 
49301:035-49301:047. 

—8904130262 Proposed Tech Specs re containment integrity, internal pressure & air re- 
circulation sys to allow four containment air recirculation fan motor HXs to be cleaned 
or replaced while at power. 

* Connecticut Yankee Atomic Power Co. 89/03/31. 3pp. 49301:045-49301:047. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904140405 Advises that fees re review of submittals for plants will be wire-transferred 
on 890407. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/04/04. Document Control Branch (Document Control Desk). 2pp. 49322:356- 

4932;>*.'167 
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8904240350 Requests review & rept of status of implementation of TMI action plan 
items at facility.Printout of TMI items indicating items believed to be incomplete 
end. Projected implementation dates requested. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co, 59pp. 49470:229-49470:280. 

8904240005 Responds to NRC station blackout rule re capability of plant to maintain 
core cooling & containment integrity. Procedure changes identified in Part B of Attach- 
ment 1 will be completed in 1 yr after notification provided by NRR. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/04/17. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 
870411). 8pp. 49452:322-49452:329. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903310338 Documents util intention to address open item re draft emergency exercise 
scenario package.in response to NRC questions raised in Insp Rept 50-213/88-20. 
MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/03/21. Document Control Branch (Document Control Desk). 2pp. 49162:299- 
49162:300. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info' Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904050216 Provides addi info re dedication of commerical-grade items, 10CFR21 re- 
quirements & Westinghouse Technical Bulletin NSD-TB-83-02,in response to Insp 
Rept 50-213/89-200. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/03/30. BETTENHAUSEN.L. Region 1, Ofc of the Director. 3pp. 49213:167- 
49213:169. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp, 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904200091 Accepts util actions in response to Generic Ltr 88-10 re nonconforming 
moided-case circuit breakers & date of 890701 for providing summary of traceability 
determinations & replacement of non-traceable breakers. 

STOLZ.J.F. Project Directorate 1-4. 89/04/10. MROCZKA,E.J. Connecticut Yankee 
Atomic Power Co. 4pp. 49396:027-49396:030. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program:” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904040296 "Annual Radioactive Effluents Dose Rept 1988." W/890329 ltr. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 88/12/31. 15pp. 49191:124-49191:139. 

8904210135 Monthly operating rept for Mar 1989 for Connecticut Yankee Haddam Neck 
Piant.W/890415 ltr. 

WALUK.C., MILLER, D.B. Connecticut Yankee Atomic Power Co. 89/03/31. 10pp. 
49444:264-49444:273. 

8904180143 Fonwards new switchgear bldg const Bimonthly Progress Rept 15, per 
860930 commitment. 

MROCZKA.E.J,. SEARS.C.F Connecticut Yankee Atomic Power Co. MROCZKA,E.J. 
Northeast Utilities. 89/04/03. Document Control Branch (Document Control Desk). 
7pp. 49371:311-49371:317. 


S. Reportable occurrences, LERs & related correspondence 

8904140221 Part 21 rept re defects in circuit breakers used in new switch gear 
bldg. Initially reported on 890403.Various corrective actions completed to restore 480- 
volt load ctr to suitable design condition, 

MROCZKA.E.J., SEARS.C.F. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. 
Northeast Utilities. 89/04/04. RUSSELL, W.T. Region 1, Ofc of the Director. 4pp. 
49348:034-49348:037. 

8904180121 Special rept:on 890309.diesel fire pump declared inoperable as result of 
failure to automatically shutCaused by failure of solenoid valve controlling inlet flow to 
hydraulic governor device. Redundant fire water supply provided. 

MILLER,D.B. Connecticut Yankee Atomic Power Co. 89/04/06. Document Control 
Branch (Document Control Desk). 2pp. 49372:072-49372:073. 

8904240128 Part 21 rept re failure of Rosemount transmitters.AII failed transmitters 
replaced. inservice test procedure prepared & monthly test of all 12 transmitters in 
RuS throughout Cycle 2 operation will be performed.Review continuing. 
MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
04/13. Document Control Branch (Document Control Desk). lOpp, 49449:185- 
49449:194. 

8904200393 LER 89-002-00:on 89031 7, determined that auxiliary feedwater sys could be 
compromised during DBA due to postulated failures in lines connected to deminera- 
lized water storage tank.Caused by design deficiency.W/890414 ltr. 

KASUGA,R.W., MILLER.D.B. Connecticut Yankee Atomic Power Co. 89/04/14. 5pp. 
49396:065-49396:069. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of ail power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection pians 


8904130051 Informs that response to safeguards violations noted in Insp Rept 50-219/ 
88-33 will be submitted by 890414. 

FITZPATRICK, E. General Public Utilities Corp. - GPU Service Corp. 89/03/29. 
RUSSELL. W.T. Region 1, Ofc of the Director. 2pp. 49300:014-49300:014. 


J. Insurance & indemnity information 


8904130535 Lists property insurance coverage available for plant as of 890401, per 
10CFR50.54(w)(2). 

FITZPATRICK, E. General Public Utilities Corp. - GPU Service Corp. 89/03/31. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49317:204-49317:205. 


P. Operating license stage documents & correspondence 


8903290379 Forwards completed licensee questionnaire re NRC expanded activation 
site team survey. 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 89/03/20, Document 
Control Branch (Document Control Desk). 3pp. 49120:012-49120:014. 

8904120296 Notification of 890412 meeting w/util in Rockville, MD to discuss status of 
licensing activities for plant. 

DROMERICK,A.W. Project Directorate 1-4. 89/03/30. STOL2,J.F. Project Directorate I- 
4. 3pp. 49296:021-49296:023. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904070218 Forwards safety evaluation accepting util 831114 & 851023 responses to 
Generic Ltr 83-28, Item 2.1 (Part 1) to confirm that all applicable components identified 
as safety-related. 

DROMERICK,A.W. Project Directorate 1-4. 89/04/03. FITZPATRICK, E. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 49235:231-49235:234. 

-8904070223 Safety evaluation accepting util 831114 & 851023 responses to Generic 
Ltr 83-28, Item 2.1 (Part 1 ), confirming that all applicable components identified as 
safety-related. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/03. 2pp. 
49235:233-49235:234. 
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■* js-jota iddi info r© lt©m 4.6.2 of Q@n©ric Ltr 83*28, “Riictor Trip Func* 
:c '-2 Tijong." sodreasing functional testing of backup scram valves.. Response re* 
g;jc=:3c Zj 5305C' 

^P.O\\EnC!<,^.^*J. Project Directorate 1-4. 89/04/11. FITZPATRICK, E. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 49370:341-49370:342. 

8904240311 Requests util review & rept of status of implementation of TMl Action Plan 
items at facility.Printout of TMl items, annotated where tracking sys indicates imple- 
me"taticn irccmcicte.erc'. 

MURLEY.T.e. C“'C5 C' Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
M. -■ T2=A"R!CK.E General Public Utilities Corp. - GPU Service Corp. 29pp. 
49453:001 -49453:029. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903290059 Submits description & results of preliminary safety concern process re pre- 
viously closed preliminary safety concern for outstanding safety concerns prior to re- 
start *:orr. current re^ueiinc outage. 

LCNG,-T_. Gere'ai =ub‘:c Utilities Corp. - GPU Service Corp. 89/03/21. Document 
Control Branch (Document Control Desk). 3pp. 49081:066-49081:068. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904050325 Forwards Insp Rept 50-219/89-05 on 890206-14.No violations 
noted. Written schedule indudirc milestones, of configuration mgt-drawing controls 
pro'od rceuestcc wi'..*'ir 30 cays. 

GALLO.r M Rori.-.n :, Cf: c' the Director. 89/03/24. FITZPATRICK, E. General 
Public Utilities Co”rp. - GPU Service Corp. 2pp. 49198:116-49198:128. 

-8904050328 Insp Rept 50-219/89-05 on 890206-10 & 13-14.No violation noted.Major 
areas inspected:implementation of drawing control program, including configuration 
control, currency & accuracy of drawings needed for plant operations. 

NAPUDA.G., OLIVEIRA, W., BLUMBERG,N. Region 1, Ofc of the Director. 89/03/24. 
11pp. 49198:118-49198:128. 


8904130051 Informs that response to safeguards violations noted in Insp Rept 50-219/ 
88-33 will be submitted by 890414. 

FITZPATR!CK,E. General Public Utilities Corp. - GPU Service Corp. 89/03/29. 
RUSSELLW.T. Region 1. Ofc of the Director. 2pp. 49300:014-49300:014. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds In DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904070190 Advises that 880711 & 890228 Itrs fulfill requirement for responding to 
NRC Bulletin 88-004, "Potential Safety-Related Pump Loss." 

DROMERICK,A.W. Project Directorate 1-4. 89/04/03. FITZPATRICK, E. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 49242:278-49242:279. 


8904170173 Responds to NRC Bulletin 88-010, "Nonconforming Molded Case Circuit 
Breakers." Procurement policies & procedures reviewed to ensure compliance w/re- 
quirements of Action Item 7 & revs will be made where appropriate, 

FITZPATRICK, E. General Public Utilities Corp. - GPU Service Corp. 89/04/03. Docu- 
ment Control Branch (Document Control Desk). 8pp. 49371:058-49371:065. 


8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

89032902S7 NRC Info Notice 89-037. "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides," Svc list end. 

CUNNINGHAM, R.E, Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co, of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05, 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 


8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324. 

Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 


8904170280 R^uests that licensee contact supplier re circuit breaker source info ger- 
maine to NRC Bulletin 88-01 0.Concern raised re Northern Inti, Inc drawing on stock 
known to be contaminated w/refurbished circuit breakers. 
pROMERICK,AJW. Project Directorate 1-4. 89/04/11. FITZPATRICK, E.. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 49354:268-49354:269 


8904100378 NRC Info Notice 80*040, " Unsatisfactory Operator Test Results & Effect on 
Requallfication Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York. Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York. Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERs & related correspondence 


8903310013 LER 89-005-00;on 89021 7, standby gas treatment sys & partial primary con- 
tainment isolation initiated during time tests. Caused by fact that sys not designed to 
facilitate testing. Blown fuse replaced & isolation signal reset.W/890320 ltr. 
GODKNECHT.M., FITZPATRICK, E. General Public Utilities Corp. - GPU Service Corp. 
89/03/20. 5pp. 49162:294-49162:298. 

8904060141 LER 89-004-00:on 890222, MSIV automatic closure signal occurred during 
transfer of reactor protection sys power supply.Caused by procedural 
inadequacy.lmmediate actions taken to open valves & revise procedure.W/890322 ltr. 
MUNZING,L.W., FITZPATRICK, E. General Public Utilities Corp. - GPU Service Corp. 
89/03/22. 5pp. 49216:140-49216:144. 

8904040210 LER 89-006-00:on 890224, Tech Spec inconsistency resulted in violation of 
min number of channels required for automatic depressurization & core spray 
sys.Caused by lack of correlation for both sys.Procedure revised.W/890324 ltr. 
ROGERS.J., FITZPATRICK, E. General Public Utilities Corp. - GPU Service Corp. 89/ 
03/24. 5pp. 49204:338-49204:342. 

8904170238 LER 89-008-00:on 890303, prevention of secondary containment isolation 
from loss of air event identified.Caused by inadequate surveillance testing of air sup- 
port sys.Formal surveillance program wilt be developed.W/890330 ltr. 

CERVENKA.P.F., FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. 
89/03/30. 5pp. 49350:318-49350:322. 

8904110184 LER 89-007-00:on 890306, secondary containment isolation & standby gas 
treatment sys initiation occurred due to electrical ribbon connection disengaging from 
socketCaused by equipment failure.Mod considered.W/890403 ltr. 

HAWLEY, A.L, FiT2PATRICK,E. General Public Utilities Corp. - GPU Service Corp. 89/ 
04/03. 4pp. 

8904130351 Part 21 rept re defect in two safety relief valves for core spray sys supplied 
by Lonergan.Relief valves ordered & received for installation & two valves lifted pre- 
maturely removed from sys & sent to offsite test facility. 

CLARK, P.R. General Public Utilities Corp. - GPU Service Corp. 89/04/04. Document 
Control Branch (Document Control Desk). 4pp. 49298:155-49298:158. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 

8903290432 Forwards Safety Insp Repts 50-220/89-09 & 60-410/89-09 on 890206- 
08.No violations noted. 

BELLAMY.R.R. Region 1. Ofc of the Director. 89/03/16. BURKHARDT,L Niagara 
Mohawk Power Corp. 2pp. 49121:071-49121:078. 

“8903290433 Safety Insp Repts 60-220/89-09 & 50-410/89-09 on 890206-08. No voio- 
latlons noted.Major areas inspected:em 0 rgency preparedness program, including 
review of previously identified insp findings, 

LAZARUS, W.J., GORDON, C.Z, Region 1, Ofc of the Director. 89/03/16. 6pp. 
49121:073-49121:078. 

8904200339 Final response to FOIA request for documents. Forwards App A 
documGnts.App A documents also available in PDR.ACRS rept subj to request pub- 
lished in NUREG-1 125,Vol 2, “Compilation of ACRS Repts.” 

GRlMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/13. WETTERHAHN,M.J. Conner & Wetterhahn. 3pp. 49445:323- 
49447:007. 

“8904200363 Forwards for Committee use, "Niagara Mohawk Power Co, Preliminary 
Hazards Summary Rept - Nine Mile Point Nuclear Station, Vol I & II, US Weather 
Bureau Comments on Hazards Summary Rept.” 

CASE,E.G. Atomic Energy Commission. 64/06/08. KOUTS,H. ACRS - Advisory Com- 
mittee on Reactor Safeguards. 1 p. 49445:326-49445:326. 

“8904200372 Forwards comments of US Weather Bureau Environ on "Niagara Mohawk 
Power Co, Preliminary Hazards Summary Rept - Nine Mile Point Nuclear Station,Vol I & 
11," per 640422 request. 

BELTER, W.G. Environmental Evaluation Branch (Pre 790625). 64/06/01. CASE,E.G. 
Atomic Energy Commission. 1 p. 49445:327-49445:327. 
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-@@04200317 Commsnti on. “Niagara Mohawk Powor Co.Prsllmintry Haaards Summa- 
ry Rapt - Nina Mile Point Nuclear Station, Vol I & If Dtd Apr 1064." 

* Commerce, Dept, of, National Ocaanlc & Atmospheric Administration. 64/05/20. 
3pp. 49445:328-49445:330. 

-8904200409 Forwards US Weather Bureau 641006 comments on licensee “First Suppi 
to Preliminary Hazards Summary Rept Nine Mile Point Nuclear Station," dtd Aug 
1964. 

CASE.E.G. Atomic Energy Commission. 64/10/14. KOUTS.H. ACRS - Advisory Com- 
mittee on Reactor Safeguards. Ip. 49446:012-49446:012. 

-8904200416 "Comments on Niagara Mohawk Power Co First Suppi to Preliminary 
Hazards Summary Rept Nine Mile Point Nuclear Station dtd Aug 1964." 

* Commerce. Dept. of. 64/10/06. Ip. 49446:013-49446:013. 

-8904200426 Forwards ACRS repts re Dresden Units 2 & 3 & Millstone Point BWRS for 
info & guidance in preparation of technical info in support of application for provisional 
OLSpecial consideration of adequacy of ECCS for util suggested. 

MORRIS, P.A. Atomic Energy Commission. 66/10/20. PRATT.M.H. Niagara Mohawk 
Power Corp. 2pp. 49446:014-49446:015. 

-8904200428 Provides comments on Niagara Mohawk Power Corp application for provi- 
sional OL for util.While proposed radiological monitoring program appears 
satisfactory.concept of sampling not sound. Recommendations listed. 

* Interior, Dept, of, Fish & Wildlife Service. 67/12/06. PRICE.H.L. Atomic Energy 
Commission. 4pp. 49446:017-49446:020. 

-8904200429 Forwards Environ Science Svcs Administration 671218 comments on 
FSAR & Amend 3 to Niagara Mohawk application for provisional OL for review. 
MORRIS, P.A. Atomic Energy Commission. 68/01/09. ZABEL.C.W. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 49446:021-49446:021. 

—8904200430 Forwards Environ Science Svcs Administration 671218 comments on 
Nine Mile Point Nuclear Station FSAR dtd June 1967 & Amend 3 dtd 670714 per 
671218 request. 

SHAW.M. Atomic Energy Commission. 67/12/29. MORRIS,P.A. Atomic Energy Com- 
mission. Ip. 49446:022-49446:022. 

—8904200431 Comments on util FSAR.dtd June 1967 & Amend 3 dtd 670714. 

* Commerce, Dept. of. 67/12/18. 3pp. 49446:023-49446:024. 

—8904240243 Lists matters representing major review areas for facility, including reactor 
pressure vessel, isolation valve failure, main steam line isolation valve, ECCS & oper- 
ation. 

TEDESCO,R.L. NRC - No Detailed Affiliation Given. 69/02/24. GASKE.M. NRC - No 
Detailed Affiliation Given. 1 p. 49446:072-49446:072. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

8904200339 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR.ACRS rept sub] to request pub- 
lished in NUREG-1125,Vol 2, "Compilation of ACRS Repts." 

GRIMSLEY.D.H. Division of Freedom of Information & Pubiications Services (Post 
890205). 89/04/13. WETTERHAHN.M.J. Conner & Wetterhahn. 3pp. 49445:323- 
49447:007. 

-8904200404 Rept to ACRS re Niagara Mohawk Power Corp application for CP. 

• Atomic Energy Commission. 64/09/21. 28pp. 49445:344-49446:011. 

-8904200427 Forwards Fish & Wildlife Svc 671206 comments on Niagara Mohawk 
Power Corp application for provisional OL,FSAR,Vols I & 11 dtd June 1967 for review. 
MORRIS,P.A. Atomic Energy Commission. 67/12/15. PALLADINO.N. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 49446:016-49446:016. 

-8904200432 Forwards AEC 680220 Itr requesting addi info re quality control 
program,design changes, instrumentation, etc. 

MORRIS,P.A. Atomic Energy Commission. 68/02/21. ZABEL,C.W. ACRS - Advisory 
Committee on Reactor Safeguards, Ip. 49446:025-49446:025. 

-8904210361 FonA/ards AEC 680606 Itr w/list of comments re addI info required about 
seismic design,transient analysis & accident design considerations. 

MORRIS,P.A. Atomic Energy Commission. 68/06/20. ZABEL.C.W. ACRS - Advisory 
Committee on Reactor Safeguards. 1 p. 49446:039-49446:039. 

-8904210366 Forwards AEC 680731 Itr to util requesting addi info re facility electrical 
sys,instrument air sys & actuation signals for ESf=. 

MORRIS,P.A. Atomic Energy Commission. 60/08/08. ZABEL,C.W. ACRS - Advisory 
Committee on Reactor Safeguards. 1 p. 49446:052-49446:052. 

-8904210375 Forwards AEC 680813 Itr requesting util to furnish info re design mods 
made to control rod drive hydraulic line penetrations to util primary contalnment,for 
info. 

MORRIS, P.A. Atomic Energy Commission. 68/08/16. ZABEL.C.W. ACRS - Advisory 
Committee on Reactor Safeguards, ip, 49446:056-49446:056. 

-8904210385 Requests for info iisted re design mods to control rod drive hydrauiic line 
penetrations to util primary containment. 

MORRIS,P.A. Atomic Energy Commission. 68/08/13. PRATT.M.H. ACRS - Advisory 
Committee on Reactor Safeguards. 2pp. 49446:057-49446:059. 

-8904240232 Fonvards AEC 690219 Itr requesting licensee to furnish info re repair & 
insp of defective stub tube field welds & plans for implementing surveillance program 
for util pressure vessel sensitized stainless steel matl. 

MORRIS,P.A. Atomic Energy Commission. 69/02/20, HANAUER.S.H. ACRS - Adviso- 
ry Committee on Reactor Safeguards. Ip. 49446:070-49446:070. 

-8904240260 Forwards ORNL EC Miller & P Patraiarca 690307 consulting rept on util 
reactor vessel for Committee review. 

MORRIS, P.A. Atomic Energy Commission. 69/03/17. HANAUER,S.H. ACRS - Adviso- 
ry Committee on Reactor Safeguards. Ip. 49446:077-49446:077. 

-8904240271 Forwards SER re Niagara Mohawk Power Corp application for provisional 
OL for plant, concluding that plant can be operated w/o endangering public health & 
safety. 

MORRIS.P.A, Atomic Energy Commission. 69/03/24. HANAUER.S.H. ACRS - Adviso- 
ry Committee on Reactor Safeguards. Ip. 49446:081-49446:081. 


"8904240308 Forwards CF Chtng 690324 rapt, "Corroilon Evaluation - NIn® Mil® Point 
Reactor Vesael," for Committ®® Info. 

MORRIS.P.A. Atomic Energy Commission. 69/04/03. HANAUER.S.H. ACRS • Adviso- 
ry Committee on Reactor Safeguards. 1p. 49446:290-49446:290. 

-8904240313 Forwards H Denton 700518 Itr to RW Staehle re recommendations for 
course of action to be taken for repair of safe ends on reactor vessels of utils for 
Committee use. 

MORRIS, P.A. Atomic Energy Commission. 70/05/02. HENDRIE.J.M. ACRS - Advisory 
Committee on Reactor Safeguards. 1 p. 49446:294-49446:300. 

-8904240321 Forwards rept on Niagara Mohawk Power Corp application for power in- 
crease for Nine Mile Point Nuclear Station for ACRS review. 

MORRIS, P.A. Atomic Energy Commission. 70/11/23. HENDRIE.J.M. ACRS - Advisory 
Committee on Reactor Safeguards. 1 p. 49446:301 -49446:301 . 

-8904240332 "Nine Mile Point Nuclear Station - Power Increase." 

* Atomic Energy Commission. 70/11/23. 30pp. 49446:302-49446:354. 

-8904240356 Forwards SER re Niagara Mohawk Power Corp application for full-term 
OL for util.ACRS review complete except unresolved items listed.Complete rev of 
Tech Specs indicated in subj SER. 

GOLLER.K.R. Atomic Energy Commission. 74/07/03. STRATTON, W.R. ACRS - Advi- 
sory Committee on Reactor Safeguards. 2pp. 49446:355-49446:356. 

-8904240440 Informs of completion of review of application by Niagara Mohawk Power 
Corp for conversion of util provisional OL to full-term OL during ACRS 740905-07 
meeting. Concurs in subj license conversion. 

STRATtON,W.R. ACRS - Advisory Committee on Reactor Safeguards. 74/09/10. 
RAY.D.L. Atomic Energy Commission. 3pp. 49447:005-49447:007. 


P. Operating license stage documents & correspondence 

8904200326 FOIA request for documents re util from 640101 to 741231 & ACRS review 
of issuance of provisional OL &/or full-term OL for util. 

WETTERHAHN,M.J. Conner & Wetterhahn. 89/03/02. GRIMSLEY.D.H. NRC - No De- 
tailed Affiliation Given. Ip. 49445:322-49445:322. 

8903300285 Fonvards application for amend to License DPR-63, revising Tech Spec 
Table 3.3.4, “Primary Containment isolation Valves," to correct error in table wherein 
subj valves shown as having automatic opening signal. 

TERRY, C.D. Niagara Mohawk Power Corp. 89/03/16. Document Control Branch 
(Document Control Desk). 1p. 49129:312-49129:320. 

-8903300307 Application for amend to License DPR-63,revising Tech Spec Table 3.3.4 
to correct error wherein containment isolation valves shown as having automatic 
opening signal. 

TERRY, C.D. Niagara Mohawk Power Corp. 89/03/17. 2pp. 49129:313-49129:314. 

-8903300314 Proposed Tech Spec Table 3 . 3 . 4 , “Primary Containment Isolation 
Valves.” 

* Niagara Mohawk Power Corp. 89/03/16. 6pp. 49129:315-49129:320. 

8903300380 Discusses status of NRC review & evaluation of facili^ restart action plan 
& NRC approach to resolving remaining questions & concerns.Wrltten response to de- 
scribed issues requested. 

KANE,W.F. Region 1, Ofc of the Director. 89/03/23. BURKHARDT,L Niagara 
Mohawk Power corp. 3pp. 49129:171-49129:173. 

8904030438 Forwards Rev 2 to "Second 10-Yr Interval Pump & Valve Inservice Testing 
Program Plan." Interim approval requested by 890430 as fuel reloading scheduled for 
890505. 

TERRY,C.D. Niagara Mohawk Power Corp. 89/03/28. Document Control Branch 
(Document Control Desk). Ip. 49160:001-49160:330. 

-8904030441 Rev 2 to “Second 10-Yr Interval Pump & Valve Inservice Testing Program 
Plan." 

* Niagara Mohawk Power Corp. 89/03/23. 329pp. 49160:002-49160:330. 

8904140154 Responds to Generic Ltr 88-14 re design, operation & maint of plant air & 
as sys.Util concludes that current sys being operated within design & operational 
ases & within safety evaluations & comply w/^FSAR commitments. 

TERRY,C.D. Niagara Mohawk Power Corp. 89/04/01. Document Control Branch, 
(Document Control Desk). 3pp. 49303:248-49303:306. 

-8904140187 "Phase I Program Tasks-Assessment of Plant Air & Gas Sys Relative to 
Licensed Design & Operational Bases Summary Rept Evaluation:Results, Findings & 
Conclusions." 

* Niagara Mohawk Power Corp. 89/03/31. 56pp. 49303:261-49303:306. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable Inservice testing programs.Svc list end, 

VARGA, S, A, Associate Director lor Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904110034 Notification of 890417 meeting w/util In Rockville, MD to discuss licensing 
action status. 

SLOSSON.M.M. Project Directorate 1-1. 89/04/04. CAPRA, R.A, Project Directorate I- 
1. 3pp. 49290:116-49290:118. 

8904110045 Advises that monitoring of reactor bldg wall for crack or deformation follow- 
ing earthquake acceptable. 

SLOSSON,M.M. Project Directorate I-1. 89/04/04. BURKHARDT.L. Niagara Mohawk 
Power Corp. 2pp. 49273:288-49273:289. 

8904180032 Forwards Amend 104 to License DPR-63 & safety evaluation. Amend adds 
Tech Spec 3.1. 7.h to permit end-of-cyde coastdown operation to as low as 40% of 
rated power & prohibit increasing power level once coastdown begun. 

SLOSSON.M.M. Project Directorate I-1. 89/04/10. BURKHARDT,L. Niagara Mohawk 
Power Corp. 2pp. 49371:211-49371:230. 

-8904180034 Amend 104 to License DPR-63,adding Tech Spec 3.1.7.h to permit end- 
of-cycle coastdown operation to as low as 40% of rated power & prohiting increasing 
core power level, once operation in coastdown begun, by reduced feedwater heating. 
CAPRA.R.A. Project Directorate 1-1. 89/04/10. 6pp. 49371:213-49371:218. 
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“8904180039 Safety evaluation supporting Amend 104 to License DPR-63. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/10. 2pp. 
49371:219-49371:230. 

8904200128 Forwards corrected Table 3.2.7 omitted from Amend 44 to License DPR- 
63. 

SLOSSON.M.M. Project Directorate I-1. 89/04/10. BURKHAROT.L. Niagara Mohawk 
Power Cofp. 2pp. 49426:208-49426:210. 

-8904200146 Corrected Table 3.2.7 re limiting condition for operation. 

• Project Directorate 1-1. 89/04/10. 1p. 49426:210-49426:210. 

8904200131 Requests that util 870413 submittal of retyped/reformatted Tech Specs be 
withdrawn, per NRC requesLUpdated submittal will be provided at later date. 
TERRY.C.D. Niagara Mohawk Power Corp. 89/04/13. Document Control Branch 
(Document Control Desk), ip. 49401:336-49401:336. 

8904200339 Final response to FOIA request for documents. Forwards App A 
documents.App A documents also available in PDR.ACRS rept subj to request pub- 
lished in NUREG-II25.V0I 2, “Compilation of ACRS Repts." 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/13, WETTERHAHN.M.J. Conner & Wetterhahn. 3pp. 49445:323- 
49447:007. 

—8904200394 Requests for addi info re application for provisional CP for proposed nu- 
clear station.Ust of questions end. 

DOAN.R.L Atomic Energy Commission. 64/07/10, PRATT.M.H. Niagara Mohawk 
Power Corp. 12pp. 49445:331-49445:342. 

-8904200433 Requests addI info re application for const permit & OL for util.List of spe- 
cific comments end. 

MORRIS, P.A. Atomic Energy Commission. 68/02/20. PRATT,M.H. Niagara Mohawk 
Power Corp. 13pp. 49446:026-49446:038. 

-8904210363 Requests for addi info re seismic design.transient analysis & accider^t 
design considerations in support of 670601 Amend 2 to application for const permit & 
OL for util.per 680410-1 1 discussion w/licensee. 

MORRIS, P.A. Atomic Energy Commission. 68/06/06. PRATT,M.H. Niagara Mohawk 
Power Corp. 12pp. 49446:040-49446:051. 

-8904210369 Requests for add! info re util electrical sys, instrument air sys & actuation 
signals for ESF in support of 670601 Amend 2 application for provisional OL for util. 
MORRIS,P.A. Atomic Energy Commission. 68/07/31. PRATT.M.H, Niagara Mohawk 
Power Corp. 3pp. 49446:053-49446:055. 

—8604240229 Provides final rept prepared w/WJ Hall re seismic design of plant.w/as- 
sistance of WH Walker.Rept based on FSAR.on ref to certain sections in preliminary 
hazard summary rept & on applicant presentations during 680710-11 site visit. 
NEWMARK.N.M. Nathan M. Newmark Consulting Engineering Services. 68/10/23. 
MORRIS.P.A. Atomic Energy Commission. 10pp. 49446:060-49446:069. 

—8904240236 Advises to submit plans for implementing surveillance pr^rarh & details 
of subj program for AEC r^eview.Program required per 690123 discussion between Ni- 
agara Mohawk Power Corp 6 General Electric Co. 

MORRIS.P.A. Atomic Energy Commission. 69/02/19. PRATT.M.H. Niagara Mohawk 
Power Corp. 1p. 49446:071-49446:071. 

—8904240243 Lists matters representing major review areas for facility, including reactor 
pressure vessel.isoiation valve failure, main steam line isolation valve, ECCS & oper- 
ation. 

TEDESCO.R.L. NRC - No Detailed Affiliation Given. 69/02/24. GASKE.M. NRC - No 
Detailed Affiliation Given. 1p. 49446:072-49446:072. 

—8904240254 Forwards memorandum on “Corrosion Evaluation - Nine Mile Point Reac- 
tor Vessel." 

CHENG, C.F. Argonne National Laboratory. 69/03/04. DEYOUNG.R.C. Atomic Energy 
Commission. 4pp. 49446:073-49446:076. 

—8904240263 Consulting rept on Nine Mile Point reactor vessel. 

MILLER.E.C., PATRIARCA.P. Oak Ridge National Laboratory. 69/03/07. 3pp. 
49446:078-49446:080, 

—8904240278 Safety evaluation of Nine Mile Point plant supporting conclusion that plant 
can be operated w/o endangering public health & safety. 

• Atomic Energy Commission. 69/03/24. 208pp. 49446:082-49446:289. 

—8904240307 “Corrosion Evaluation - Nine Mile Point Reactor Vessel." 

CHENG.C.F. Argonne National Laboratory. 69/03/24. 3pp. 49446:291-49446:293. 

—8904240365 Confirms 740624 meeting re author review of util SER & concurrence 
subj to revs discussed. 

KETCHEN,E. Office of the General Counsel (Post 860701). 74/06/25. DEBEVEC.C. 
NRC - No Detailed Affiliation Given. Ip. 49446:357-49446:357. 

—8904240374 Forwards SuppI 1 to SER on recipient application for full-term OL for util. 
LEAR.G. Atomic Energy Commission. 74/11/15. RAYMOND, P.D. Niagara Mohawk 
Power Corp. 2pp. 49446:358-49446:359. 

—8904240387 SuppI 1 to AEC SER re licensee conversion from provisional OL to full- 
term OL for util. 

• Atomic Energy Commission. 74/11/15. 5pp. 49446:360-49447:004. 

8904240053 Confirms that backup scram valves at plant tested each refueling 
outage.per 890316 telcon. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/04/13. Document Control Branch 
(Document Control Desk). 1p. 49452:271-49452:271. 

8904240050 Responds to NRC station blackout rule re capability of plant to maintain 
core cooling 6 containment Integrity .Complete analysis of Class IE battery capacity 
expected by June 1989. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/04/13. Document Control Branch 
(Document Control Desk). 6pp. 49447:107-49447:112. 

8904240302 Requests prompt review & reporting of status of Implementation of TMI 
action plan items at facilities. Printout of ail TMI items.annotated where tracking sys 
indicates implementation incomplete.encl. 

MURLEY.T.E. Office of Nuclear Reactor Reoulation, Director (Post 870411). 89/04/ 
14. BURKHARDT,L. Niagara Mohawk Power Corp. 18pp. 49453:073-49453:091. 


8904210322 Notification of 890418 meeting w/util in Rockville, MD to discuss plant feed- 


water nozzle indications. r-v/T I 

SLOSSON.M.M. Project Directorate I-1. 89/04/17. MURLEY.T., SNIEZEK.J., 

iLiiPAr:i I A c WPP. - Wn notflilerl Affiliatinn Given. 5dd. 49430:275-49430:280. 


8904240454 Advises that util definition of heavy load as load weighing more than one 
fuel assembly or approx 700 lb acceptable. Definition more conservative than defini- 
tion contained in SRP (NUREG-0800). 

SLOSSON.M.M. Project Directorate I-1. 89/04/17. BURKHAROT.L Niagara Mohawk 
Power Corp. 2pp. 49452:333-49452:336. 


Q. inspection reports, iE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list encl. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903290432 Forwards Safety Insp Repts 50-220/89-09 & 50-410/89-09 on 890206- 
O8.N0 violations noted. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/03/16. BURKHAROT.L. Niagara 
Mohawk Power Corp. 2pp. 49121:071-49121:078. 

-8903290433 Safety Insp Repts 50-220/89-09 & 50-410/89-09 on 890206-08. No voio- 
lations noted.Major areas inspected:emergency preparedness program, including 
review of previously identified insp findings. 

LAZARUS.W.J.. GORDON, C.Z. Region 1, Ofc of the Director. 89/03/16. 6pp. 
49121:073-49121:078. 

8903290125 Forwards synopsis of Ofc of investigations Case 1-88-003 re investigation 
conducted on 880411-0817 concerning Insp Rept 50-220/88*1 0.Enforcement confer- 
ence scheduled on 890330,per 890310 telcon. 

MARTIN, T.T. Region 1. Ofc of the Director. 89/03/17. BURKHARDT.L. Niagara 
Mohawk Power Corp. 4pp. 49120:169-49120:172. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903300380 Discusses status of NRC review & evaluation of facilify restart action plan 
& NRC approach to resolving remaining questions & concerns. Written response to de- 
scribed issues requested. 

KANE.W.F. Region 1, Ofc of the Director. 89/03/23. BURKHARDT.L Niagara 
Mohawk Power Corp. 3pp. 49129:171-49129:173. 

8904030278 Discusses NRC evaluation of deficiencies in operator proficiency identified 
in Insp Rept 50-220/88-22.Evaluation of all shift operating crews on simulator sched- 
uled for wk of 890522.Ref matls listed on end requested by 890407. 

MARTIN.T.T. Region 1, Ofc of the Director. 89/03/24. BURKHARDT.L Niagara 
Mohawk Power Corp. 4pp. 49155:295-491 56:298. 

8904050067 Forwards response to unresolved items noted in Safety Sys Functional 
Insp Rept 50-220/88-201 & revised core spray calculations.Evaluation of 10CFR50 
App K LOCA accident analysis will be completed prior to plant startup. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/03/28. Document Control Branch 
(Document Control Desk). 300pp. 49196:278-49197:209. 

8903240063 NRC info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904110297 Informs that listed actions taken re procedural adherence & compliance at 
plant,including meetings held w/station & offsite managers & supervisors to review 
Special Team Insp findings. 

BURKHARDT.L. Niagara Mohawk Power Corp. 89/03/30. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 4pp. 

8903270348 SuppI 1 to NRC Info Notice 88-086. "Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130558 Responds to weaknesses noted in Insp Repts 50-220/88-80 & 50-410/88- 
SO.Corrective actions:paint problem on drywell inpected.spec developed to recoat re- 
actor pedestal area w/ coating & surveillance test procedures being revised. 
BURKHARDT.L. Niagara Mohawk Power Corp. 89/03/31. Document Control Branch 
(Document Control Desk). 4pp. 49300:358-49300:361 . 

8904130560 Responds to NRC Bulletin 88-010 re molded-case circuit breakers in use in 
safety-related sys.Existing certificates of compliance do not establish traceability of 
breakers to original mfg.Next submittal expected by 890630. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/03/31. Document Control Branch 
(Document Control Desk). 3pp. 49301:080-49301:082. 

8903290256 NRC Info Notice 89-036. "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038. "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106, 
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8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904180071 Provides summary of comparison of 1986 Instrument & Control technician 
allegations w/results of 1989 insp findtngs.NRR did not identify recurrence of any spe- 
cific issues originally identified as part of 1986 allegations. 

CAPRA, R.A. Project Directorate 1-1. 89/04/12. SOGER, B.A. Assistant Director for 
Region I Reactors. 1 1 pp. 49375:264-49375:274. 

8904210265 Amends 890224 relief request from first interval inservice insp program re- 
quirements for reactor pressure vessel nozzles. Performing addi volumetric exams 
during current outage would result in undue burden. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/04/12. Document Control Branch 
(Document Control Desk). 5pp. 49443:212-49443:216. 

8904240207 Forwards Page 1 to Attachment 1 of util 890328 Itr re response to 
SSFI,lssue 1b re inadequate analysis & testing of core spray sys 
performance. Diagram of sys also end. 

TERRY,C.D. Niagara Mohawk Power Corp. 89/04/13. Document Control Branch 
(Document Control Desk). 6pp. 49449:223-49449:228. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization ’ of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042. "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERs & related correspondence 

8903290108 LER 89-001 -00:on 89021 6, determined that overpressure relief setpoint on 
two electromagnetic relief valves above Tech Spec allowable limiLCaused by lack of 
effective mgt process.Document change request generated, W/890320 Itr. 
MOREY.R.A., WILLIS,J.L. Niagara Mohawk Power Corp. 89/03/20. 5pp. 49081:312- 
49081:316. 

8904060293 Part 21 rept re deficiencies in first 10-yr interval inservice insp 
program. Initially reported on 890224.Review of original assessment of first 10-yr inter- 
val expected within several wks as addI data being developed. 

MANION,W.J. Nuclear Energy Services (NES) Manufacturing, 89/03/23. 
RUSSELL.W.T. Region 1, Ofcof the Director. 2pp. 49225:194-49225:195. 

8904210068 LER 89-004-00:on 890303, determined that Tech Spec requirement for sur- 
veillance testing of fire detection sys not met in Dec 1 988.Caused by procedural defi- 
ciency resulting from personnel error.W/890405 Itr. 

ANDERSEN, A, R., BURKHARDT.L. Niagara Mohawk Power Corp. 89/04/05. 6pp. 
49427:037-49427:042. 

8904190199 LER 89-002-00:on 890308 & 11, reactor bldg emergency ventilation sys 
automatically initiated due to momentary loss of power to instrument & control bus 
130.Caused by equipment failure due to procedural deficiency. W/890407 Itr. 
RANDALL.R.G., WILLIS, J.L. Niagara Mohawk Power Corp. 89/04/07. 10pp. 
49391:300-49391:309. 

8904210074 LER 89-003-00:on 89031 1, determined that vessel indication signal generat- 
ed from main steam line radiation monitors not tested per Tech Spec surveillance 
requirements.Caused by procedural deficiency.Procedure revised. W/8904 10 Itr. 
RANDALL.R,G.. WILLIS, J.L Niagara Mohawk Power Corp. 89/04/10, 6pp. 49444:106- 
49444:111. 


V. Operator Examinations 

8904030278 Discusses NRC evaluation of deficiencies in operator proficiency identified 
in Insp Rept 50-220/88-22.Evaluation of all shift operating crews on simulator sched- 
uled for wk of 890522,Ref matls listed on end requested by 890407. 

MARTIN,T.T. Region 1, Ofc of the Director. 89/03/24. BURKHARDT.L. Niagara 
Mohawk Power Corp. 4pp. 49155:295-49155:298. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:056. 


DOCKET 50-223 UNIV. OF LOWELL RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8903290431 Forwards agenda for 890418-19 research & test reactor seminars in King 
of Prussia,PA.Updated agenda will follow. 

COLLINS, S.J. Region 1, Ofc of the Director. 89/Q3/22, BEGHIAN.LE. Lowell, Univ. 
of, Lowell, MA. 6pp. 491 20:314-49120:31 9. 


Q. Inspection reports, IE Bulletins & correspondence 


8904180133 Submits results of investigation of concern re fitness for duty noted in Insp 
Rept 50-223/88-01. Insufficient evidence provided to determine if fitness for duty issue 
existed w/individual involved. 

KANE.W.F. Region 1, Ofc of the Director. 89/03/29. BEGHIAN.LE. Lowell. Univ. of, 
Lowell, MA. 2pp. 49380:204-49380:207. 


DOCKET 50-224 UNIV. OF CALIFORNIA RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8904170177 Forwards request for addi info re decommissioning plan, including number 
of survey measurements to be taken & plans for monitoring airborne radioactivity. 
ADAMS, A. Standardization & Non-Power Reactor Project Directorate. 89/04/06. 
FOWLER, T.K. California. Univ. of, Berkeley, CA. 4pp. 49370:307-49370:310. 


R. Periodic operating reports & related correspondence 


8904030229 "Berkeley Research Reactor Annual Rept 1988.” W/890317 Itr. 

LIM.T.H. California, Univ. of. Berkeley. CA. 88/12/31. ADAMS.A. NRC - No Detailed 
Affiliation Given. 7pp. 49164:054-49164:060, 

8904060269 Forwards 1988 annual rept.W/o end. 

FOWLER.T.K. California, Univ. of, Berkeley, CA. 89/03/14. Region 5, Ofc of the Di- 
rector. Ip. 49226:001-49226:007. 


S. Reportable occurrences, LERs & related correspondence 

8904140371 PNO-V-89-022:on 880403, earthquake of magnitude of 4.5 on Richter scale 
occurred 10 miles northeast of San Jose.CA. Automatic seismic protection did not trig- 
ger shutdown. Reactors manually shutdown.No radioactive release occurred. 
GARCIA.E.M. Region 5, Ofc of the Director. 89/04/03. 2pp. 49335:122-49335:123. 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


V. Operator Examinations 


8903310320 Forwards request for ref matl requirements for reactor/ senior reactor oper- 
ator licensing exams.scheduled for 890614-15. 

ESELGROTH.P.W. Region 1, Ofc of the Director. 89/03/21. BLOCK.R.C. Rensselaer 
Polytechnic Institute, Troy, NY. 11pp. 49159:101-49159:111. 


DOCKET 50-228 AEROTEST RADIOGRAPHY & RESEARCH REACTOR 


S. Reportable occurrences, LERs & related correspondence 

8904140371 PNO-V-89-022:on 880403, earthquake of magnitude of 4.5 on Richter scale 
occurred 10 miles northeast of San Jose.CA. Automatic seismic protection did not trig- 
ger shutdown. Reactors manually shutdown.No radioactive release occurred. 
GARCIA.E.M., YUHAS.G.P. Region 5. Ofc of the Director. 89/04/03. 2pp. 49335:122- 
49335:123. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8903280259 Revised EPIPs.including Rev 14 to EPIP 300-1 .Rev 9 to EPIP 100-Cl,Rev 
1 to EPIP 200-T3.Rev 0 to EPIP 500-9, Rev 1 to DSSP 200-T1.Rev 1 to DSSP 200- 
T7,Rev 1 to DSSP 200-T8,Rev 1 to DSSP 200-T9 & Rev 1 to DSSP 200-T13. 

* Commonwealth Edison Co. 88/12/31. 47pp. 49075:122-49075:169. 

8904120291 Forwards response to Insp Repts 50-237/88-27 & 50-237/88-28 re open 
item on badge control. Response withheld, per 10CFR73.21 provisions. 

BLISS,H.E. Commonwealth Edison Co. 89/02/10. DAVIS, A,B. Region 3, Ofc of the Di- 
rector. Ip. 49273:360-49273:360. 

8903280300 Submits supplemental info on fire protection license amend, per Generic 
Ltr 88-12Jnstallation of linear thermal detectors will be accomplished during next Unit 
3 refueling outage instead of Unit 2 refueling outage. 

SILADY.J.A. Commonwealth Edison Co. 89/03/16. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 49075:189-49075:190. 

8904180072 Forwards SALP 8 Board Rept for period Feb 1988 - Jan 1989, for review 
prior to 890508 meeting.Improvement programs need to continue.particulary in areas 
identified as weak in recent maint team insp.Highlights of rept listed. 

DAVIS, A.B. Region 3, Ofc of the Director. 89/04/04. REED.C. Commonwealth Edison 
Co. 2pp. 49357:184-49357:219. 

-8904180078 SALP 8 Repts 50-237/89-01 & 50-249-89-01 for Feb 1988 - Jan 1989. 

* Region 3, Ofc of the Director. 89/01/31. 34pp. 49357:186-49357:219. 

8904200246 Rev 3 to Emergency Operating Procedure DEOP 500-3, "Alternate Water 
Injection.” 

* Commonwealth Edison Co. 89/04/07. 23pp. 49403:037-49403:059. 

8904240395 Forwards Safety Insp Repts 50-237/89-08 & 50-249/89-09 on 890316- 
28. No violations noted. 

COOPER.R. Region 3, Ofc of the Director. 89/04/14. REED.C. Commonwealth 
Edison Co. 2pp. 49445:052-49445:057. 



20 DOCKETED ITEMS 


—8904240406 Safety Insp Repts 50-237/89-08 & 50-249/89-09 on 890316-28. No viola- 
tions noted.MaJor areas inspected:aHegations concerning unsealed openings inside 
f('ew«!!s & use of polyurethane in fire walls. 

nCrwiiS.J.. GARDNER, R.N. Region 3. Ofc of the Director. 89/04/13. 4pp. 
49445:054^9445:057. 

0. Advisory Committee on Reactor Safeguards reports & correspondence 

8904200339 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR.ACRS rept subj to request pub- 
lished in NUREG-1125.V0I 2, “Compilation of ACRS Repts." 

GRIMSLEY.D.H, Division of Freedom of Information & Publications Services {Post 
890205). 89/04/13. WETTERHAHN.M.J. Conner & Wetterhahn. 3pp. 49445:323- 
49447:007. 

-8904240313 Forwards H Denton 700518 Itr to RW Staehle re recommendations for 
course of action to be taken for repair of safe ends on reactor vessels of utils for 
Committee use. 

MORRIS.P.A. Atomic Energy Commission. 70/05/02. HENDRIE.J.M. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 49446:294-49446:300. 


p. Operating license stage documents & correspondence 

8903280300 Submits supplemental info on fire protection license amend, per Generic 
Ltr 88-1 2, Installation of linear thermal detectors will be accomplished during next Unit 
3 refueling outage instead of Unit 2 refueling outage. 

SILADY,J.A. Commonwealth Edison Co. 89/03/16. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 87041 1). 2pp. 49075:189-49075:190. 

8903300047 Forwards notices of consideration of issuance of amends to Licenses DPR- 
19,DPR-25,DPR-29.DPR-30.NPF-11.NPF-18.DPR-39, DPR-48,NPF-37,NPF-66,NPF-72 
& NPF-77.Amends consist of organfeational changes. 

MULLER, D.R. Project Directorate 111-2. 89/03/16. BLISS.H.E. Commonwealth Edison 
Co. 8pp. 49131:084-49131:122. 

-8903300054 Notice of consideration of issuance of amends to Licenses DPR-29.DPR- 
30.DPR-19 & DPR-25 & proposed NSHC determination & opportunity for hearing on 
890217 & 21 requests re revs of Tech Specs to conform w/guidelines of Generic Ltr 
88-06. 

ROSS.T.M. Project Directorate III-2. 89/03/09. 8pp, 49131:092-49131:099. 

-8903300057 Notice of consideration of issuance of amends to Licenses NPF-11 & 
NPF-18 & proposed NSHC determination & opportunity for hearing on 890217 request 
re revs of Tech Specs to conform w/guidelines of Generic Ltr 88-06. 

SHEMANSKI.P.C. Project Directorate 111-2. 89/03/09. 8pp. 49131:100-49131:107. 

-8903300058 Notice of consideration of Issuance of amends to Licenses DPR-39 & 
DPR-48 & proposed NSHC determination & opportunity for hearing on 890222 request 
re revs of Tech Specs to conform w/guidelines of Generic Ltr 88-06. 

PATEL, C.P. Project Directorate III-2. 89/03/09. 8pp. 49131:108-49131:115. 

-8903300063 Notice of consideration of issuance of amends to Licenses NPF-37,NPF- 
66,NPF-72 & NPF-77 & proposed NSHC determination & opportunity for hearing on 
890217 request re revs of Tech Specs to conform w/guidelines of Generic Ltr 88-06. 

* NRC - No Detailed Affiliation Given. 89/03/09. 7pp, 491 31 :1 1 6-491 31 :122. 

8903280001 Application for amends to Licenses DPR-19 & DPR-25, removing organiza- 
tional figures, several position title changes & typos & editorial changes. 
CHRZANOWSKI.R. Commonwealth Edison Co. 89/03/20. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411), Ip. 49075:230-49075:233. 

—8903280002 Proposed Tech Specs, removing organizational figures, several position 
title changes & typos & editorial changes. 

* Commonwealth Edison Co. 89/03/20. 3pp. 49075:231-49075:233. 

8904060074 Fon/vards notice of withdrawal of application for amends to Licenses DPR- 
19, DPR-25, DPR-29,DPR-30, NPF-11 & NPF-18, modifying Tech Specs re organization 
charts. 

MULLER.D.R. Projeci Direciorate 111-2. 89/03/31. BLISS.H.E. Commonwealth Edison 
Co. 5pp. 49216.001-49216:005. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 87041 1). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/03/23. 
Consolidated Edison Co. of New York. Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E, Division of Industrial & Medical Nuclear Safefy (Post 870729). 
89/03/30. Consolidated Edison Co, of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904110163 Forwards Voi 2 to Rev 0 of SIR-89-004, “Flaw Evaluation & Repair Design 
Rept Fall 1988 Refueling Outage Dresden. ..Unit 2," covering weld overlay repair & 
exam re insp of stainless steel piping. 

SILADY.J.A. Commonwealth Edison Co. 89/03/30. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 49237:005-49237:044. 

—8904110171 Vol 2,Rev 0 to SIR-89-004, “Flaw Evaluation & Repair Design Rept Fall 
1988 Refueling Outage Dresden Nuclear Power Plant Unit 2.” 

COPELAND, J.F., PITCAIRN, D.R. , CARNEY,C.S. Structural Integrity Associates. SIR- 
89-004 V02 ROO. 89/03/14. 38pp. 49237:007-49237:044. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multipie Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904180053 Confirms 890508 meeting to present SALP 8 rept for plant. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/04/04. REED.C. Commonwealth 
Edison Co. 2pp. 49372:180-49372:181. 

8904180072 Forwards SALP 8 Board Rept for period Feb 1988 - Jan 1989, for review 
prior to 890508 meeting.Improvement programs need to continue.particulary in areas 
identified as weak in recent maint team insp.Highlights of rept listed. 

DAVIS, A.B. Region 3, Ofc of the Director. 89/04/04. REED.C. Commonwealth Edison 
Co. 2pp. 49357:184-49357:219. 

-8904180078 SALP 8 Repts 50-237/89-01 & 50-249-89-01 for Feb 1988 - Jan 1989. 

• Region 3, Ofc of the Director. 89/01/31. 34pp. 49357:186-49357:219. 

8904180098 Forwards Special Maint Insp Repts 50-237/88-29 & 50-249/88-30 on 
890123-0216 & notice of violation. Insp team concluded that maint at plant appeared 
to be satisfactorily performed.effective & assessed. Executive summary also end. 
MILLER, H.J. Region 3, Ofc of the Director. 89/04/04. REED,C. Commonwealth 
Edison Co. 3pp. 49357:268-49357:326. 

-8904180102 Notice of violation from insp on 8901 23-021 6. Violations noted:cause of 
4.16 kV breaker failure inadequately evaluated for Unit 2 LPCI pump D in Feb 1988 & 
auxiliary switches & 3.4.16 kV breakers not replaced. 

MILLER, H.J. Region 3, Ofc of the Director. 89/04/04. 5pp. 49357:271-49357:275. 

-8904180108 Insp Repts 50-237/88-29 & 50-249/88-30 on 890123-0216. Violations 
noted.Major areas inspected:maint, support of maint & related mgt 
activites.lmplementation of licensee maint program determined to be satisfactory. 
KROPP.W.J., BUTLER,D.S., CARTER.T.H. Region 3, Ofc of the Director. 89/04/04 
5 1 pp. 49357:276-49357:326. 


8904120488 Summary of 890320 meeting w/util in Rockville, MD to discuss proposed 
change to four kV undervoltage setpoints. List of attendees listed in End 1 & handouts 
listed in End 2. 

2* 28pp'49286^?^9286d96® MULLER.D.R. Project Directorate III- 


^ 890201 telcon request for addi Info re Item 2.2.1. 3, "Use of 
^ 2.2.1 .4, “Mgt Control" of Generic Ltr 83-28. 

STOLS,R. Commoriwealth Edison Co. 89/04/03. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 4pp. 49372:355-49372:358 


8904210263 Forw^ds res^nse to 890301 request to provide schedule for reevaluating 
'' damping values to previous seismic analysis of 
en A nJ; 1 7 ^ concluded from review that no reevaluations needed. 

9o"^f"onwealth Edison Co. 89/04/11. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 49482:081-49482:085. 


blackout rule re ability of LWR plants 

statiOTSackoS^OTte^*^ station blackout & list of procedures to be implemented 1< 

89/04/17. MURLEY.T.E. Office of Nuclei 
Reactor Regulation, Director (Post 870411). 45pp. 49449:123-49449:167. 


Q. inspection reports, IE Bulletins & correspondence 


8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co, of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc, 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904240395 Forwards Safety Insp Repts 50-237/89-08 & 50-249/89-09 on 890316- 
28.No violations noted. 

COOPER.R. Region 3, Ofc of the Director. 89/04/14. REED.C. Commonwealth 
Edison Co. 2pp. 49445:052-49445:057. 


f^Ponse to Insp Repts 50-237/88-27 & 50-237/88-28 re op 
Item, on badoe contml RAsrmnco withhaM " 


itam nn IT * ‘w '"ap nepis ou-zur/oo-iir 6l ou-za//08-Z6 re op 

BhL? withheld, per 10CFR73.21 provisions. ^ 

DAV1S.A.B. Resion 3, ao of the 


-8M4240406 Safety Insp Repts 50-237/89-08 & 50-249/89-09 on 890316-28. No viola- 
tions noted.Major areas inspected:allegations concerning unsealed openinqs inside 
conduits in firewalls & use of polyurethane in fire walls, 

Region 3, Ofc of the Director. 89/04/13. 4pp. 

49445:054-49445:057, 
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8904110183 SuppI 1 to NRC Info Notice 88-075, ‘‘Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904030011 “1988 Annual NRC Rept of Summary of Operating Experience, 
Changes,Tests & Experiments per 10CFR50.59 for Dresden Nuclear Power Station." 
W/890315 Itr. 

EENIGENBURG.E. Commonwealth Edison Co. 88/12/31. 35pp. 49159:328- 

49159:362. 

8904030237 Fonwards "Radwaste & Environ Monitoring, Annual Rept 1 988." 
EENIGENBURG.E. Commonwealth Edison Co. 89/02/24. Document Control Branch 
(Document Control Desk). Ip, 49182:114-49182:300. 

-8904030240 “Radwaste & Environ Monitoring, Annual Rept 1988." 

* Teledyne Isotopes. 88/12/31. 186pp. 49182:115-49182:300. 

8904210150 Forwards corrected radioactive effluent rept for Jul-Dec 1988 for plantFinal 
data for Sr-89,Sr-90,Fe-55,tritium & gross alpha included in rept. 

EENIGENBURG.E. Commonwealth Edison Co. 89/03/28. Document Control Branch 
(Document Control Desk). Ip. 49444:223-49444:238. 

—8904210157 Corrected radioactive effluent rept for Jul-Dec 1988 for Dresden Nuclear 
Power Station. 

* Commonwealth Edison Co. 89/12/31. 15pp. 49444:224-49444:238. 


S. Reportable occurrences, UERs & related correspondence 

8903290414 LER 89-01 3-00:on 890221 .possible single failure loss of both standby gas 
treatment sys identified.Caused by design deficiency in ac power supply.Mod will be 
initiated to modify ac feeds to standby gas treatment sys.W/890321 Itr. 

BRILEY.S., EENIGENBURG.E. Commonwealth Edison Co. 89/03/21. 7pp. 49080:167- 
49080:173. 

8904100242 PNO-lll-89-021:on 890325, Unit 3 reserve auxiliary transformer tripped as 
result of fault in circuit breaker in switchyard. Reactor water level controlled using HPCI 
sys. Licensee investigating cause of blown fuse, 

HARRISON.J., FORNEY.W. Region 3, Ofc of the Director. 89/03/27. 2pp. 49236:078- 
49236:079. 

8904060431 LER 89-01 2-00:on 890304, reactor scram on low reactor water level follow- 
ing trip of operating reactor feedwater pumps occurred.Caused by personnel 
error.Reactor pressure & level controlled per facility emergency procedure.W/890330 
Itr. 

BIHLMAN.L. EENIGENBURG.E. Commonwealth Edison Co. 89/03/30. 5pp. 

49226:151-49226:155. 

8904240033 LER 89-01 1-00:on 890314, HPCI gland seal leakoff condenser drain pump 
would not trip automatically on decreasing hotwell level or by control switch 
manipulation.Caused by degraded motor starting circuit capacitor.W/890412 Itr. 
LIZALEK.J.F., EENIGENBURG.E. Commonwealth Edison Co. 89/04/12. 6pp. 

49469:277-49469:282. 

8904200369 LER 89-008-00:on 89031 4, unexpected generator load increased to 805 
MWe exceeding 780 MWe selected upper generator load limit by 25 MWe.Caused by 
procedure deficiency.Testing & repairs performed under Work Request 83139.W/ 
890413 Itr. 

BOYAR.J.W., EENIGENBURG.E. Commonwealth Edison Co. 89/04/13. 5pp. 

49396:349-49396:353. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalificatlon 
program.Requests include extension of max time period of 24 months for requaliflca- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-238 NUCLEAR SHIP SAVANNAH 


P. Operating license stage documents & correspondence 

8904140336 Requests withdrawal of 890227 application for amend to license. Requested 
changes do not match up to existing Tech Specs. 

WALDROP.C.G. South Carolina. State of. 89/04/07. ADAMS, A. NRC - No Detailed 
Affiliation Given. Ip. 49335:216-49335:216. 

8904240092 Confirms withdrawal of latest application for amend to License NS-1 
request.Legible environ surveillance data for 1988 annual rept end. 

AUTRY, V.R. South Carolina, State of. 89/04/10, ADAMS, A. Office of Nuclear Reactor 
Regulation, Director (Post 870411). Ip. 49450:268-49450:275. 


-8904280093 Environ surveillance data for Third & Fourth Quarters 1 988. 
* South Carolina. State of. 88/12/31. 7pp. 49450:269-49450:275. 


R. Periodic operating reports & related correspondence 


8904240092 Confirms withdrawal of latest application for amend to License NS-1 
requesLL^ible environ surveillance data for 1 988 annual rept end. 

AUTRY, V.R. South Carolina, State of. 89/04/10. ADAMS, A. Office of Nuclear Reactor 
Regulation, Director (Post 870411). Ip. 49450:268-49450:275. 

-8904280093 Environ surveillance data for Third & Fourth Quarters 1988. 

* South Carolina, State of. 88/12/31. 7pp. 49450:269-49450:275. 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


J. Insurance & Indemnity information 


8904240233 Forwards Endorsements 133 & 134 to NELIA Policy NF-170 & Endorse- 
ments 116 & 117 to MAELU Policy MF-147. 

O’CONNOR, D.J. Marsh & McLennan, Inc. 89/03/31. DINITZ.I, Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 5pp. 49452:295-49452:299. 


P. Operating license stage documents & correspondence 


8903310150 Discusses spent fuel pool cooling sys.New spent fuel pool cooling addition 
includes 1 B spent fuel pool HX & radioactive effluent monitor R-20B.Request to add 
monitor R-20B to Tech Spec Table 3.5-5 will be submitted. 

MECREDY.R.C. Rochester Gas & Electric Corp. 89/03/22. STAHLE,C. NRC - No De- 
tailed Affiliation Given. 2pp. 49148:044-49148:045. 

8903310156 Provides documentation of 890315 telcon w/NRC answering inservice test- 
ing questions. Review comments on 881220 submittal for pump & valve inservice test- 
ing program end. 

MECREDY.R.C. Rochester Gas & Electric Corp. 89/03/23. Document Control Branch 
(Document Control Desk). STAHLE.C. NRC - No Detailed Affiliation Given. 4pp. 
49148:061-49148:064. 

8904060060 Forwards Amend 33 to License DPR-18 & safety evaluation. Amend re- 
vises Tech Specs to reflect mods for RHR pump & safety injection pump sys, including 
revs to boric acid storage tank specs. 

STAHLE,C. Project Directorate 1-3. 89/03/30. MECREDY.R.C. Rochester Gas & Elec- 
tric Corp. 3pp. 49216:234-49216:254. 

-8904060063 Amend 33 to License DPR- 18, revising Tech Specs to reflect mods for 
RHR pump & safety injection pump sys.including revs to boric acid storage tank 
specs. 

WESSMAN.R.H. Project Directorate 1-3. 89/03/30. 13pp. 49216:237-49216:249. 

-8904060066 Safety evaluation supporting Amend 33 to License DPR-18. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/30. 3pp. 
49216:250-49216:252. 

—8904060067 Notice of issuance of Amend 33 to License DPR- 18. Amend revises Tech 
Specs re safety injection & RHR sump recirculation sys. 

STAHLE.C. Project Directorate 1-3. 89/03/30. 2pp. 49216:253-49216:254. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904140278 Fonwards Amend 34 to License DPR-18 & safety evaluation. Amend re- 
vises Tech Spec requirements to clarify & impose staggered monthly testing of both 
trains of automatic trip logic contact sets.per Generic Ltrs 83-28 & 85-09. 

STAHLE.C. Project Directorate 1-3. 89/04/04. MECREDY.R.C. Rochester Gas & Elec- 
tric Corp. 4pp. 49335:228-49335:240. 

—8904140280 Amend 34 to License DPR-1 8,revising Tech Spec requirements to clarify 
requirements & to impose staggered monthly testing of both trains of automatic trip 
logic contact sets, each set to be tested on alternating months. 

WESSMAN.R.H. Project Directorate 1-3. 89/04/04. 7pp. 49335:232-49335:238. 

-8904140282 Safety evaluation supporting Amend 34 to License DPR-18, 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/04. 2pp. 
49335:239-49335:240. 

8904240352 Requests prompt review & r^orting of status of implementation of TMI 
action plan items at facility. Printout of all TMI items.annotated where tracking sys indi- 
cates implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. MECREDY.R.C. Rochester Gas & Electric Corp. 10pp. 49449:347-49449:356. 


Q. inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157, 

8903310326 Forwards Exam Rept 50-244/89-02OL administered during wk of 890206, 
GALLO.R.M. Region 1, Ofc of the Director. 89/03/24. MECREDY.R.C. Rochester Gas 
& Electric Corp. 2pp. 49146:329-49147:163. 
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-8903310327 Exam Rept 50-244/89-02OL on 880206-09. Exam results;five of six senior 
reactor operators (SRO) & three reactor operators passed written & operating 
exams.One SRO fa 'od ccerat-riO test 

YACHIM1AK,E.. F5.= LO=;C"h, Region 1, Ofc of the Director. 89/03/21. 193pp. 
49146:331-49147:163. 


8903240063 NRC info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904140101 Forwards SER re util 880325 & 890303 responses to NRC Bulletin 88-002, 
"Rapid Propogating Fatigue Cracks in Steam Generator Tubes." Nonproprietary SER 
evaluating Westinghouse Methodology for info also end. 

STAHLE.C. Project Directorate 1-3. 89/03/30. MECREDY.R.C. Rochester Gas & Elec- 
tric Corp. 2pp. 49347:282-49347:313. 

-8904140103 SER accepting util 880325 & 890303 responses to NRC Bulletin 88-002, 
"Rapidly Propagating Fatigue Cracks in Steam Generator Tubes." 

• Materials Engineering Branch. 89/03/30. 3pp. 49347:284-49347:286. 

-8904140107 Partially deleted nonproprietary SER accepting use of Westinghouse ge- 
neric program idertifed in p'-oorietary WCAP-11799 & nonproprietary WCAP-11800 as 
approach for i.mplcr.enjiro i:er C.2 of NRC Bulletin 88-002. 

* Materials Ergiroemg Eraroh SS.'CS/SO. 25pp. 49347:287-49347:313. 

8903270348 Suppl 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904180122 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers.’’ Concludes that all molded-case circuit breakers found in plant controlled 
storage are directly traceable to mfg. 

MECREDY,R.C. Rochester Gas & Electric Corp. 89/03/31. STAHLE.C. NRC - No De- 
tailed Affiliation Given. 7pp. 49375:341-49375:347. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Suppl 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York. Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21 
Consolidated Edison Co. of New York. Inc. 106pp. 49451:001-49451:107. 


eports & related correspondence 


Ginna Nuclear Power Plant 
Document Control Branch 


nna Nuclear Power Plant. 
Dp. 49238:050-49238:054. 

)r RE Ginna Nuclear Power 

49238:055-49238:055. 


S. Reportable occurrences, LERs & related correspondence 

8904120036 PNS-l-89-001 :on 890330, two wrenches.rag & aerosol can found in RHR 
sys suction pipe from RWST.Licensee believes objects intentionally placed into 
pipe.Surveillance increased. Airborne radiological contamination control end erected. 
MARSCHALUC., COWGILL.C. Region 1. Ofc of the Director. 89/03/31. 2pp. 
49296:180-49296:181. 


V. Operator Examinations 


8903310326 Forwards Exam Rept 50-244/89-02OL administered during wk of 890206. 
GALLO.R.M. Region 1 . Ofc of the Director. 89/03/24. MECREDY.R.C. Rochester Gas 
& Electric Corp. 2pp. 49146:329-49147:163. 

—8903310327 Exam Rept 50-244/89-02OL on 880206-09.Exam results:five of six senior 
reactor operators (SRO) & three reactor operators passed written & operating 
exams.One SRO failed operating test. 

YACHIMIAK.E., ESELGROTH.P.W. Region 1. Ofc of the Director. 89/03/21. 193pp. 
49146:331-49147:163. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8904190310 Notification of Significant Licensee Meeting 89-058 w/util on 890403 in 
Region I ofc to discuss requalification exams. 

COWGILL,C.J. Region 1 , Ofc of the Director. 89/04/07. Region 1 , Ofc of the Director. 
2pp. 49385:180-49385:181. 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8904060427 Concurs w/ position delineated in 880928 ltr re fire barrier penetration inter- 
nal conduit seals. 

WANG,A.B. Project Directorate IV. 89/03/31. MROC2KA,E.J. Connecticut Yankee 
Atomic Power Co. 4pp. 49215:321-49215:324. 

8904110240 Forwards updates to 890227 submittal re regulatory effectiveness 
review.EncI withheld (ref 10CFR73.21 & 2.790). 

MROC2KA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 89/03/31. 
Document Control Branch (Document Control Desk). 2pp. 49295:076-49295:077. 


I. Financial information 


8904190145 Advises that annual fee will be wire-transferred on 890501, per instructions. 
MROC2KA,E.J. Connecticut Yankee Atomic Power Co. MROC2KA,E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROC2KA,E.J. Northeast Utilities. 89/ 
04/04. Document Control Branch (Document Control Desk). 2pp. 49394:095- 
49394:096. 


J. Insurance & indemnity information 


8904050224 Lists amount of property insurance coverage currently in effect at facilities 
by types of coverage & markets & limits available. 

MROC2KA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROC2KA,E.J. Northeast Utilities. 89/03/29. Document Control Branch (Document 
Control Desk). 2pp. 49213:170-49213:171. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8903300155 Rev 3 to updated FSAR for Millstone Nuclear Power Plant, Unit 1.W/ 
890317 ltr. 

MROC2KA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROC2KA,E.J. Northeast Utilities. 89/03/17. 250pp. 49142:064-49142:358. 


P. Operating license stage documents & correspondence 

8903300143 Requests that end listed addi info be submitted in order to complete 
review of 880815 revised design for degraded grid undervoltage protection logic. 
BOYLE, M.L Project Directorate 1-4. 89/03/20. MROC2KA,E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 6pp. 49123:100-49123:105. 

8903300040 Requests that addI info re IGSCC & Generic Ltr 88-01 be submitted within 
60 days of receipt of ltr, for completion of review. 

BOYLE,M.L Project Directorate 1-4. 89/03/22. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 1 1pp. 49128:285-49128:295. 

8904030177 Forwards notice of consideration of issuance of amend to License DPR-21 
& proposed NSHC determination & opportunity for hearing re 890124 request to clari- 
fy ECCS availability power requirements. 

BOYLE,M.L. Project Directorate 1-4. 89/03/22. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 49182:001-49182:008. 

“8904030187 Notice of consideration of issuance of amend to License DPR-21 & pro- 
posed NSHC determination & opportunity for hearing.Amend will change Tech Spec 
3.5.F.7{e) to clarify ECCS availability & power requirements. 

BOYLE.M.L. Project Directorate 1-4. 89/03/27. 6pp. 49182:003-49182:008. 

8904030193 Requests that util review Generic Ltr 89-01 re transfer of all procedural de- 
tails of licensee radiological effluent Tech Specs to offsite dose calculation manual. 
STOLZ.J.F. Project Directorate 1-4. 89/03/29. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 49181:355-49181:356. 
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8904190271 Forwards Insp Repts 50-245/89-06,50-336/89-09 & 50-423/89-06 on 
890306* 10. No violations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/04/07. MRCXJZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 49385:203-49385:208. 

-8904190274 Insp Repts 50-245/89-06,50-336/89-09 & 50-423/89-06 on 890306- 
l0.No violations noted.Major areas lnspected:review of implementation of radiation 
protection prograrh at Unit 2 during refueling outage & preparation of outages for 
units. 

THOMAS. W.. SHANBAKY.M. Region 1, Ofc of the Director. 89/04/07. 4pp. 
49385:205-49386:208. 

8904200091 Accepts util actions in response to Generic Ltr 88-10 re nonconforming 
molded-case circuit breakers & date of 890701 for providing summary of traceability 
deterrhinations & replacement of nbn-traceable breakers. 

STOLZ.J.F. Project Directorate 1-4. 89/04/10. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 4pp. 49396:027-49396:030. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of Now York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904140405 Advises that fees re review of submittals for plants will be wire-transferred 
on 890407. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/04/04. Document Control Branch (Document Control Desk). 2pp. 49322:356* 
49322:357. 

8904210065 Advises that environ assessment & safety evaluation to support 880624 
proposed amend specifying limit of 3,229 fuel assemblies.plus twenty defective fuel 
containers, will not be issued by start of refueling outage. 

STOLZ.J.F. Project Directorate I-4. 89/04/06. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 49444:279-49444:281. 

8904190418 Forwards addi info re criticality analysis associated w/new spent fuel 
racks.per 890323 telcon w/NRC. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/04/10. Document Control Branch (Document 
Control Desk). 5pp. 49393:287-49393:291. 

8904240350 Requests review & rept of status of implementation of TMI action plan 
items at facility.Printout of TMI items indicating items believed to be incomplete 
end. Projected implementation dates requested. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 59pp. 49470:229-49470:280. 

8904240009 Responds to NRC station blackout rule re plant capability for maintaining 
core cooling & containment integrity. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/04/17. MURLEY.T.E. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 31pp. 49449:316-49449:346. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York. Inc. 98pp. 49176:158-49176:255. 

8903280208 Forwards Operator Licensing Exam Rept 50-245/88-1 60L,during wk of 
881107. 

GALLO.R.M. Region 1, Ofc of the Director, 89/03/21. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 49062:001-49062:241. 

-8903280213 Exam Rept 50-245/88-1 60L on 881 107-1 0.Exam result8:all reactor oper- 
ator candidates passed exams.Six senior reactor operator (SRO) candidates passed 
written exam & operating test.One SRO candidate failed written exam. 

WALKER, T., CONTE.R.J. Region 1, Ofc of the Director. 89/03/17. 150pp. 49062:003- 
49062:173. 

8903230075 NRC Info Notice 89-033, “Potential Failure Of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Mati.” Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment," Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc, 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Alr Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729), 
89/04/04. Consolidated Edison Co, of New York, Inc, 111pp. 49218:001-49218:112. 

8904140337 Forwards Insp Repts 50-245/89-07,50-336/89-06 & 50-423/89-07 on 
890221 -0303. No violations noted. 

DURR.J.P. Region 1, Ofc of the Director. 89/04/04. MR(XJZKA,E.J. Northeast Nude- 
ar Energy Co. (subs, of Northeast Utilities). 2pp. 49334:344-49334:356. 

-8904140338 Insp Repts 50-245/89-07,50-336/89-06 & 50-423/89-07 on 890221- 
0303.No violations or deviations noted.Major areas inspected:site observations A in- 
ofc review of data in areas of inservice insp & secondary water chemistry. 

CARRASCO, J.. MCBREARTY,R.. WINTERS, R.W. Region 1, Ofc of the Director. 89/ 
03/23. 11pp. 49334:346-49334:356. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/06. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI,C.E, Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co, of New York, Inc. 106pp. 49220:218-49220:324. 


R. Periodic operating reports A related correspondence 


8904040299 “Annual Radioactive Effluents Dose Rept 1988.” 

• Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 88/12/31. 21pp. 
49191:158-49191:179. 


8904200295 Monthly operating rept for Mar 1989 for Millstone Unit 1,W/ 890410 ltr. 
NEWBURGH,G., SCACE,S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE,S.E. Northeast Utilities. 89/03/31. 5pp. 49405:352-49405:356. 


8. Reportable occurrences, LERs & related correspondence 


8904240380 LER 86-01 8-02:on 860524, automatic actuation of reactor protection sys oc- 
curred during withdrawal of source range monitor (SRM).Caused by chattering SRM 
drive relays. Drive relays replaced by relays w/arc suppression. W/89()41 2 ltr. 
BENNETT, E.A., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 89/04/12. 4pp. 49469:293-49469:296. 

8904240128 Part 21 rept re failure of Rosemount transmitters.AII failed transmitters 
replaced,inservice test procedure prepared & monthly test of all 12 transmitters in 
RCS throughout Cycle 2 operation will be performed.Review continuing. 
MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MR(XZKA,E.J. Northeast Utilities. 89/ 
04/13. Document Control Branch (Document Cksmtrol Desk). 10pp. 49449:185- 
49449:194. 


V. Operator Examinations 


8903280208 Forwards Operator Licensing Exam Rept 50-245/88-1 60L,during wk of 
881107. 

GALLO.R.M. Region 1, Ofc of the Director. 89/03/21. MR(X52KA,E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 49062:001-49062:241. 

-8903280213 Exam Rept 50-245/88-1 eOL on 8811 07-1 0.Exam results:all reactor oper- 
ator candidates passed exams.Six senior reactor operator (SRO) candidates passed 
written exam & operating testOne SRO candidate failed written exam. 

WALKER, T„ CONTE, R.J. Region 1, Ofc of the Director. 89/03/17. 150pp. 49062:003- 
49062:173. 

-890328021S Forwards compilation of comments on written exam administered to facili- 
ty license candidates on 881107. Comments were result of review of exams conduct- 
ra by facility training staff. 

SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 88/11/16. 
GALLO.R.M. Region 1 , Ofc of the Director. 75pp. 49062:1 74-49062:241 . 

8903300108 Generic Ltr 89-05 to licensees of all power reactors A applicants for reac- 
tor Operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
^ end. 

VARQA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp, 491 ()5:001 -491 05:055. 

' DOCkfer SO-247 INDIAN POINT station UNIT 2 
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F. Security, medical, emergency & fire protection plans 

8904070075 Revised EPIP, including Rev 3 to lP-1001.Rev 6 to iP-1035,Rev 4 to lAP- 
3, Rev 8 to IP-1002.Rev 4 to IP-1007.Rev 2 to IP-1 01 7, Rev 1 to IP-1018.Rev 2 to iP- 
1020.Rev 3 to IP-1029 & Rev 2 to IP-1046.W/890315 Itr. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/03/15. 135pp. 49310:135- 
49310:267. 

8903300272 Forwards Insp Rept 50-247/89-04 on 890124-0228 & notice of 
violation.Corrective actions in response to violation noted in Insp Rept 50-247/88- 
33.09' util 890303 Itr, will be reviewed in future insp. 

V,'LN2 NGER EI.C. Region 1, Ofc of the Director. 89/03/20. BRAM.S. Consolidated 
Edison Co. of New York, Inc. 2pp. 49123:010-49123:067. 

-8903300274 Insp Rept 50-247/89-04 on 8901 24-0228. Violation noted.Major areas 
inspected:operations,radiological controls, maint/ surveillance, emergency 
preparedness, security,engineering/ technical support & safety assessment/assurance 
of quality. 

SWETLAND,P. Region 1, Ofc of the Director. 89/03/17. 55pp. 49123:013-49123:067. 


J. Insurance & indemnity information 

8904130031 Forwards nuclear property insurance table covering facility. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 39/03/3 1 . »VOOD,.R. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp. 49319:326-49319:327. 


P. Operating license stage documents & correspondence 


8904210294 Summary of 890412 meeting w/util in Rockville, MD re proposed license 
amend for spent fuel pool reracking at facility. List of attendees & handouts end. 
BRINKHAM.D.S. Project Directorate 1-1. 89/04/14. Project Directorate I-1. 20pp. 
49427:336-49427:354. 

8904210352 Forwards notice of withdrawal of application for amend to License DPR- 
26. Amend would have modified Tech Specs to authorize sleeving of steam generator 
tubes as repair technique. 

BRINKMAN, D.S. Project Directorate 1-1. 89/04/14. BRAM.S.B. Consolidated Edison 
Co. of New York, Inc. 2pp. 49443:274-49443:277. 

-8904210353 Notice of withdrawal of 870622 application for amend to License DPR- 
26.revising Tech Specs to authorize (but not require) sleeving of steam generator 
tubes as repair technique, 

BRINKMAN, D.S. Project Directorate I-1. 89/04/14. 2pp. 49443:276-49443:277. 


Q. inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclea- Safety (Pest 870729), 
89/03/07. Consolidated Edison Co. of New York, inc. 98pp. ''•9 178: 158-19 i V6.255. 

8903300272 Forwards Insp Rept 50-247/89-04 on 890124-0228 & notice of 
violation.Corrective actions in response to violation noted in Insp Rept 50-247/88- 
33.per ut'' 890303 Itr, will be reviewed in future insp. 

vVENZ^NSER.E.C. Region 1, Ofc of the Director. 89/03/20. BRAM.S. Consolidated 
Edison Co. of New York, Inc. 2pp. 49123:010-49123:067. 


8904200024 Notification of Mgt Meeting 89-042 on 890411 in King of Prussia, PA to dis- 
cuss electrical separation & diesel generator loading. 

SWETLAND.P.D. Region 1, Ofc of the Director. 89/03/24. Region 1, Ofc of the Direc- 
tor. 2pp. 49394:359-49394:360. 

8904130056 Forwards supplemental application for amend to License DPR-26 to in- 
crease authorized power level up to 3,083.4 MWt. Rev 1 to WCAP-11972, "Indian 
Point 2 NSSS Stretch Rating- 3,083.4 MWt Licensing Rept," also end. 

BRAM.S.B. Consolidated Edison Co. of New York, inc. 89/03/30. Document Control 
Branch (Document Control Desk). 2pp. 49300:067-49300:299. 


“8903300273 Notice of violation from insp on 890 124-0228. Violation noted:rGmedial ac- 
tions specified in Tech Spec 3.1 3. F not implemented when cable spreading room 
halon sys failed to meet surveillance test on 881108 & 890113. 

* Region 1, Ofc of the Director. 89/03/20. Ip. 49123:012-49123:012. 

“8903300274 Insp Rept 50-247/89-04 on 8901 24-0228. Violation noted.Major areas 
inspected:operations, radiological controls, maint/ surveillance, emergency 
preparedness.security, engineering/ technical support & safety assessment/assurance 
of quality. 

SWETLAND.P. Region 1. Ofc of the Director. 89/03/17. 55pp. 49123:013-49123:067, 


“8904130057 Supplemental application for amend to License DPR-26, authorizing In- 
crease of core power level & rev of Tech Spec 3.8.B.4 & associated bases Page 3.8-2 
to increase min decay time after shutdown before moving spent fuel. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/03/30. Ip. 49300:069- 
49300:069. 

“8904130058 Proposed Tech Specs, authorizing operation of plant at NSSS power level 
up to 3,083.4 MWt. 

* Consolidated Edison Co. of New York, Inc. 89/03/30. 13pp. 49300:070-49300:082. 

“8904130061 "Indian Point 2 NSSS Stretch Rating-3,083.4 MWt Licensing Rept." 

* Westinghouse Electric Corp. WCAP-11972 R01. 89/03/31. 183pp. 49300:083- 
49300:264. 


“8904130063 "Indian Point Unit 2 Balance-of-Plant Stretch Rating- 3,083.4 MWt Licens- 
ing Rept." 

• United Engineers & Constructors, Inc. (subs, of Raytheon Co.). 89/03/31. 36pp. 
49300:265-49300:299. 


8903900106 Qenerlo Itr 60-04 to all holders of IWR OLa & CPs re guidance on devel- 
oping aooeptable inservioe testing prqgrams.8vo list snot. 

VARQA.S.A, Associate Director for Projects Poet 670411), 89/04/03, Consolidated 
Edison Co. of New York, Inc. 70pp, 402(Jai32O-482O9!O3O, 


8804200131 Notifies Of withdrawal of 870622 applloatlon for amend to Lloense DPR-26 
re rev of steam generator tube program, per NRC request.Utii will resubmit another ap- 
plication which will meet new criteria. 

BRAM.S.B, Consolidated Edison Co. of New York, Inc. 89/04/06, Document Control 
Branch (Document Control Desk). 2pp, 49426:206-49426:207. 


8904240027 Forwards payment of NRC Invoice H0771 covering review of Part 50 
applications,license amends.exemptions, reliefs & other approvals for 871220 to 
880618. 

BRAM.S.B. Consolidated Edison Co. of New York. Inc. 89/04/07, RODRIQUEZ.J.M. 
Office of Information Resources Management (Post 890205). Ip. 49470:191- 
49470:191. 


8903300325 Forwards Insp Rept 50-247/89-05 on 890130-31 & 0206-1 0.No violations 
noted. 

DURR.J.P. Region 1, Ofc of the Director. 89/03/20. BRAM.S. Consolidated Edison 
Co. of New York, Inc. 2pp. 49144:084-49144:093. 

“8903300327 Insp Rept 50-247/89-05 on 890130-31 & 0206-1 0.No violations 
noted.Major areas inspected:engineering support activities for plant, including corpo- 
rate engineering, field engineering & related QA activities, 

GRAY.E.H., PAOLINO.R.J.. STROSNIDER.J. Region 1, Ofc of the Director. 89/03/19. 
8pp. 49144:086-49144:093. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904190230 Notice of Significant Meeting 89-053 on 890419 in King of Prussia, PA to 
conduct SALP mgt meeting. 

SWETLAND.P.D. Region 1, Ofc of the Director. 89/03/24. Region 1, Ofc of the Direc- 
tor. 2pp. 49386:067.49386:088. 

190324006$ NRC Info Notice 89-034, "DIeposal of Americium Well Logging Source®. " 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 070729). 
89/03/30. Consolidated Edison Co. of New York. Inc, 94pp. 49204:001-49204:096. 

0903240277 NRC Info Notice 89-036, "Loss & Theft of Unsecured Licensed Matl," Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 


8904200149 Forwards Amend 137 to License DPR-26 & safety evaluation. Amend re- 
vises Tech Spec Tables 3.5-2 & 4.1-1 requiring operability & surveillance testing of 
reactor trip breakers shunt trip attachment. 

BRINKMAN.D.S. Project Directorate 1-1. 89/04/10. BRAM.S.B. Consolidated Edison 
Co. of New York, Inc. 2pp. 49400:261-49400:271. 

“8904200155 Amend 137 to License DPR-26, revising & adding new requirements to 
Tech Spec Tables 3.5-2 & 4.1-1 requiring operability & surveillance testing of reactor 
trip breakers shunt trip attachment. 

CAPRA,R.A. Project Directorate 1-1. 89/04/10. 7pp. 49400:263-49400:269. 

“8904200157 Safety evaluation supporting Amend 137 to License DPR-26. 

* Region 1, Ofc of the Director. 89/04/10. 2pp. 49400:270-49400:271. 

8904200353 Forwards Amend 138 to License DPR-26 & safety evaluation. Amend re- 
vises operability requirements for radioactivity monitors used for RCS leakage detec- 
tion. 

BRINKMAN.D.S. Project Directorate 1-1. 89/04/14. BRAM.S.B. Consolidated Edison 
Co. of New York, inc. 3pp. 49403:328-49403:344. 

“8904200355 Amend 138 to License DPR-26, revising operability requirements for radio- 
activity monitors used for RCS leakage detection. 

CAPRA,R.A. Project Directorate 1-1. 89/04/14. 12pp. 49403:331-49403:342. 

“8904200358 Safety evaluation supporting Amend 138 to License DPR-26. 

* Offtce of Nuclear Reactor Regulation. Director Post 870411). 89/04/14. 2pp. 

49403:343-49403:344. \ / hk 


8904180067 Forwards Safety Insp Repts 50-003/89-01 & 50-247/89-08 on 890227- 
0303.No violations noted.CompIete data from independent measurements taken to 
verify capability for analyzing radioactive effluents will be reported in future. 
BELLAMY.R.R. Region 1, Ofc of the Director. 89/03/31. BRAM.S. Consolidated 
Edison Co. of New York, Inc. 2pp. 49375:131-49375:150. 

“8904180086 Insp Repts 50-003/89-01 & 50-247/89-08 on 890227-0303.No violations 
noted.Major areas inspected:radio(ogical & nonradiological chemistry programs & ra- 
dioactive liquid & gaseous effluent & radiological environ monitoring programs, 
FURIA.J,, KOTTAN.J., JANG.J. Region 1, Ofc of the Director. 89/03/31. 18pp. 
49375:133-49375:150. 

8904180052 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded Case 
Circuit Breakers.” All safety-related circuit breakers purchased prior to 880801 being 
maintained as stored spares. 

BASiLEJ.A. Consolidated Edison Co. of New York, inc. 89/04/03. Document Control 
Branch (Document Control Desk). 4pp. 49375:1 16-49375:120. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 
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8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904130013 “10CFR50.59(b) Rept of Changes, Tests & Experiments Completed in 
1988." W/890330 Itr. 

BRAM.S. Consolidated Edison Co. of New York, Inc. 88/12/31. 19pp. 49317:282- 
49317:300. 

8903300149 Monthly operating rept for Feb 1989 for Indian Point Unit 2. W/890315 Itr. 
KRIEGER,K., BRAM,S.B. Consolidated Edison Co. of New York, Inc. 89/02/28. 5pp. 
49145:021-49145:025. 


S. Reportable occurrences, LERs & related correspondence 

8904130020 LER 89-002-00:on 890228,reactor trip occurred on overpower Delta T 
signal.Caused by local instrument air failure coincident w/routine performance of con- 
densate surveillance test.Soldered joint repaired. Review planned.W/890330 Itr. 
ELLWANGER,J., BRAM,S.B. Consolidated Edison Co. of New York, Inc. 89/03/30. 
6pp. 49317:174-49317:178. 

8904210181 LER 89-003-00:on 890305,unplanned monitored gaseous release occurred 
through plant vent for approx 15 minutes & containment pressure release valves 
shut.Caused by increased pressure in gas vent header. Personnel trained. W/890404 
Itr. 

ET2WEILER,J.F., BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/04/04. 
5pp. 49443:107-49443:191. 

8904190489 LER 89-006-Q0;on 890320, E8F actuation occurred due to spurious elec- 
tronic spike in plant vent gaseous activity monItor.Radiatlon monitors replaoed.W/ 
090410 Itr. 

DEL PERCIO.J.Q., BRAM.S.B, Consolidated Edison Co, of New York, Inc. 89/04/10, 
4pp. 49393:283-49393:286. 

8904240388 Summary of Operating Reactors Events Meeting 89-015 on 89041 a.Discus- 
sion of events, list of attendees & three significant items identified for input into NRC 
Performance Indicator Program & summary of reactor scrams also end. 

LANNING.W.D. Events Assessment Branch. 89/04/12. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 16pp. 49449:086-49449:101. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8903280259 Revised EPIPs, including Rev 14 to EPIP 300-1, Rev 9 to EPIP 100-Cl.Rev 
1 to EPIP 200-T3,Rev 0 to EPIP 500-9.Rev 1 to DSSP 200-T1,Rev 1 to DSSP 200- 
T7,Rev 1 to DSSP 200-T8,Rev 1 to DSSP 200-T9 & Rev 1 to DSSP 200-T13. 

* Commonwealth Edison Co. 88/12/31. 47pp. 49075:122-49075:169. 

8903280300 Submits supplemental info on fire protection license amend, per Generic 
Ltr 88-12.lnstallation of linear thermal detectors will be accomplished during next Unit 
3 refueling outage instead of Unit 2 refueling outage. 

SILADY.J.A. Commonwealth Edison Co. 89/03/16. MURLEY,T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 49075:189-49075:190. 

8904180072 Forwards SALP 8 Board Rept for period Feb 1988 - Jan 1989, for review 
prior to 890508 meeting. Improvement programs need to continue, particulary in areas 
identified as weak in recent maint team insp. Highlights of rept listed. 

DAVIS, A.B. Region 3, Ofc of the Director. 89/04/04. REED.C. Commonwealth Edison 
Co. 2pp. 49357:184-49357:219. 


-8904180078 SALP 8 Repts 50-237/89-01 & 50-249-89-01 for Feb 1988 - Jan 1989. 
* Region 3. Ofc of the Director. 89/01/31. 34pp. 49357:186-49357:219. 

8904240395 Forwards Safety Insp Repts 50-237/89-08 & 50-249/89-09 on 890316- 
28.No violations noted. 

COOPER.R. Region 3, Ofc of the Director. 89/04/14. REED.C. Commonwealth 
Edison Co. 2pp. 49445:052-49445:057. 

-8904240406 Safety Insp Repts 50-237/89-08 & 50-249/89-09 on 890316-28. No viola- 
tions noted. Major areas inspected:allegations concerning unsealed openings inside 
conduits in firewalls & use of polyurethane in fire walls. 

HOLMES, J. Region 3, Ofc of the Director. 89/04/13. 4pp. 49445:054-49445:057. 


P. Operating license stage documents & correspondence 

8903280300 Submits supplemental info on fire protection license amend, per Generic 
Ltr 88-1 2. Installation of linear thermal detectors will be accomplished during next Unit 
3 refueling outage instead of Unit 2 refueling outage. 

SILADY,J.A. Commonwealth Edison Co. 89/03/16. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 49075:189-49075:190. 

8903300047 Forwards notices of consideration of issuance of amends to Licenses DPR- 
19.DPR-25,DPR-29.DPR-30.NPF-11,NPF-18,DPR-39, DPR-48,NPF-37,NPF-66,NPF.72 
& NPF-77 .Amends consist of organizational changes. 

MULLER, D.R. Project Directorate III-2. 89/03/16, BLISS,H.E. Commonwealth Edison 
Co. 8pp. 49131:084-49131:122. 

-8903300054 Notice of consideration of issuance of amends to Licenses DPR-29,DPR- 
30,DPR-19 & DPR-25 & proposed NSHC determination & opportunity for hearing on 
890217 & 21 requests re revs of Tech Specs to conform w/guidelines of Generic Ltr 
88-06. 

ROSS.T.M. Project Directorate III-2. 89/03/09. 8pp. 49131:092-49131:099. 

8903280001 Application for amends to Licenses DPR-19 & DPR-25, removing organiza- 
tional figures, several position title changes & typos & editorial changes. 
CHRZANOWSKt,R. Commonwealth Edison Co. 89/03/20. MURLEY,T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 49075:230-49075:233. 

-8903280002 Proposed Tech Specs, removing organizational figures, several position 
title changes & typos & editorial changes. 

* Commonwealth Edison Co. 89/03/20. 3pp. 49075:231-49075:233. 

8904060074 Forwards notice of withdrawal of application for amends to Licenses DPR- 
19, DPR-25,DPR-29,DPR-30,NPF-11 & NPF-18, modifying Tech Specs re organization 
charts 

MULLER, D.R. Project Directorate III-2. 89/03/31. BLISS, H.E. Commonwealth Edison 
Co. 5pp. 49216:001-49216:005. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904120488 Summary of 890320 meeting w/util in Rockvllle,MD to discuss proposed 
change to four kV undervoltage setpoints.List of attendees listed in End 1 & handouts 
listed in End 2. 

SIEQAL.B.L Project Directorate 111-2. 89/04/03. MULLER.D.R. Project Directorate III- 
2. 28pp. 49286:1 69-49286:1 96. 

8904160170 Reaponda to 600201 teloon request for addi info re Item 2.2.1. 3, "Ua® of 
Info Handlina syi" A Item 2, 2.1, 4, "Mgt Control" of Generic Ltr 83-28. 

STOLS.R, Commonwealth Edison Co, 80/04/03, MURLEY.T.E, Office of Nuolsar R@- 
aotor Regulation, Director (Post 870411). 4pp, 49372:365-49372:358, 

8904210203 Forwarda response to 890301 request to provide sohedule for reevaluating 
application of A8ME Code Case N-41 1 damping values to previous seismic analysis ot 
Class 1,2 6 3 piping, Util concluded from review that no reevaluations needed, 
SILADY.J.A. (commonwealth Edison Co. 89/04/11. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 49482:081-49482:085. 

8904240429 Forwards responses to station blackout rule re ability of LWR plants to 
withstand & recover from station blackout & list of procedures to be implemented for 
station blackout events. 

RICHTER, M.H. Commonwealth Edison Co. 89/04/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 87041 1). 45pp. 49449:123-49449:167. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc, 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSt.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 
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89032902S6 NRC Info Notice 89-036, "Excessive Tennps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04, Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904180053 Confirms 890508 meeting to present SALP 8 rept for plant. 

GREENMAN,E.G. Region 3, Ofc of the Director. 89/04/04. REED,C. Commonwealth 
Edison Co. 2pp. 49372:180-49372:181. 

8904180072 Forwards SALP 8 Board Rept for period Feb 1988 - Jan 1989, for review 
prior to 890508 meeting.Improvement proc-ams need tc ccnt'.nue.oarticijla'y in areas 
identified as weak in recent maint team srsp Hic.'-lighTs o‘ re.oi listed. 

DAVIS,A.B. Region 3, Ofc of the Directc’ SO.-'O-'-. O-'. REED.C. Co.-nmorwcalth Edison 
Co. 2pp. 49357:184-49357:219. 

-8904180078 SALP 8 Repts 50-237/89-01 & 50-249-89-01 for Feb 1988 - Jan 1989. 

* Region 3, Ofc of the Director. 89/01/31. 34pp. 49357:186-49357:219. 

8904180098 Forwards Special Maint Insp Repts 50-237/88-29 & 50-249/88-30 on 
890123-0216 & notice of violation. Insp team concluded that maint at plant appeared 
to be satisfactorily performed, effective & assessed.Executive summary also end. 
MILLER, H.J. Fecion 3, Cfc of the Director. 8S/04/C4. REED,C. Commonwealth 
Edison Co. 3pp. -iC-."57 26H-:9357:G26 


—8904180102 Notice of violation from insp on 8901 23-021 6. Violations noted:cause of 
4.16 kV breaker failure inadequately evaluated for Unit 2 LPCI pump D in Feb 1988 & 
auxiliary switches & 3.4.16 kV breakers not replaced. 

MILLER.H.J. Region 3, Ofc of the Director. 89/04/04. 5pp. 49357:271-49357:275. 

-8904180108 Insp Repts 50-237/88-29 & 50-249/88-30 on 890123-0216. Violations 
noted.Major areas inspected:matnt, support of maint & related mgt 
activites.Implementation of licensee maint program determined to be satisfactory. 
KROPP,W.J., BUTLER, D.S., CARTER, T.H. Region 3, Ofc of the Director. 89/04/04. 
51pp. 49357:276-49357:326, 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904^0515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040. "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904240395 Forwards Safety Insp Repts 50-237/89-08 & 50-249/89-09 on 890316- 
28.No violations noted. 

COOPER.R. Region 3, Ofc of the Director. 89/04/14. REED.C. Commonwealth 
Edison Co. 2pp. 49445:052-49445:057. 


-8904240406 Safety Insp Repts 50-237/89-08 & 50-249/89-09 on 890316-28. No viola- 
tions noted.Major areas inspected.-allegations concerning unsealed openings inside 
conduits in firewalls & use of polyurethane in fire walls. 

HOLMES,J., GARDNER, R.N. Region 3, Ofc of the Director. 89/04/13 4dd 
49445:054-49445:057. ^ 


8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 


8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20 
Consolidated Edison Co. of New York. Inc. 106pp. 49397:001-49397:106. 


8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

Anriual NRC Rept of Summary of Operating Experience, 
^ Experiments per 10CFR50.59 for Dresden Nuclear Power Station." 

W/890315 Itr. 

Commonwealth Edison Co. 88/12/31. 35pp. 49159:328- 

h91o9i362* 

^ Environ Monitoring, Annual Rept 1988." 

EENIGENBURG E. Commonwealth Edison Co. 89/02/24. Document Control Branch 
(Document Control Desk), ip. 49182:114-49182:300. 

-8904030240 “Radwaste & Environ Monitoring, Annual Rept 1988 " 

Teledyne Isotopes. 88/12/31. 186pp. 49182:115-49182:300. 

radioactive effluent rept for Jul-Dec 1988 for plant.Final 
^ included in rept. 

EENIGENBURG E Commonwealth Edison Co. 89/03/28. Document Control Branch 
(Document Control Desk), 1p. 49444:223-49444:238. 

"^Power Statio?'^*^^^^^^ radioactive effluent rept for Jul-Dec 1988 for Dresden Nuclear 
' Commonwealth Edison Co. 89/12/31. 15pp. 49444:224-49444:238. 


S. Reportable occurrences, LERs & related coirrespondence 

8904100242 PNO-1 11-89-02 1:on 890325,Unit 3 reserve auxiliary transformer tripped as 
result of fault in circuit breaker in switchyard.Reactor water level controlled using HPCI 
sys. Licensee investigating cause of blown fuse. 

HARRISON, J.. FORNEY, W. Region 3, Ofc of the Director. 89/03/27. 2pp. 49236:078- 
49236:079. 

8904210252 Summary of Operating Reactors Events Meeting 89-13 on 890329 to dis- 
cuss events occurring since last meeting on 890322.Summary of reactor scrams for 
wk ending 890326 end. 

LANNING.W.D. Division of Operational Events Assessment (Post 870411). 89/04/12. 
ROSSI.C.E. Events Assessment Branch. 1 3pp. 49430:262-49430:274. 


V. Operator Examinations 


8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tlon cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. ^ 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam, Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-250 TURKEY POINT PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8903300246 Fonvards Rev 16 to physical security plan, addressing NRC comments on 
Rev 15 w/exception of changes made to surveillance frequencies in App A of 
plan.Rev withheld (ref 10CFR73.21 & 2.790(a)(3)). 

CONWAY, W.F. Florida Power & Light Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49129:244-49129:245. 

8904050204 Responds to violations noted in Insp Repts 50-250/89-02 & 50-251/89- 
02.Correctlve actions:operations superintendent issued memo reinforcing plant super- 
visor responsibility for promt emergency event classification. 

CONWAY.W.F. Florida Power & Light Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49212:358-49212:360. 

8904050318 Revised EPIP 20101, "Duties of Emergency Coordinator." W/890327 Itr. 
CONWAY.W.F. Florida Power & Light Co. 89/03/27. 68pp. 49211:284-49211:351. 

8904130222 Forwards Insp Repts 50-250/89-09 & 50-251/89-09 on 890227- 0303 & 
notice of violation. Notice withheld (ref 10CFR2.790(d) & 73.21). 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/31. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 49319:357-49319:359. 

-8904130233 Partially withheld Insp Repts 50-250/89-09 & 50-251/89-09 on 890227- 
0303 (ref 10CFR2.790{d) & 73.21). Violations noted. Major areas inspected:mgt 
support, security program plans & audits.protected & vital area physical barriers & 
packages. 

TILLMAN, A., MCGUIRE, D.R. Region 2, Ofc of the Director. 89/03/31. Ip. 49319-359- 
49319:359. 

8904240225 Provides summary of 890316 meeting at site re overall plant status, recent 
operational events,procurement.maint & security initiatives. 

E0NETER,S.D. Region 2. Ofc of the Director. 89/04/12. CONWAY.W.F. Florida 
Power & Light Co. 26pp. 49468:021-49468:046. 

8904170278 Forwards response to violations noted in Insp Repts 50-250/89-03 & 50- 
251/89-03.Response withheld (ref 10CFR2.790(a)(3)). 

CONWAY.W.F. Florida Power & Light Co. 89/04/13. Document Control Branch (Docu- 
ment Control Desk), ip. 49371:021-49371:021. 


G. Adjudicatory correspondence 


8904200065 Statement for consideration.* Urges ASLB to accept contentions of Inter- 
veners in interest of public health & safety, per util consistent failure to abide by feder- 
al regulations as noted in NRC insp repts.W/Certificate of Svc. 

SAPORITO.T.J. Affiliation Not Assigned. #289 8435. 89/04/13. Atomic Safety and Li- 
censing Board Panel. 2pp.'49340:1 25-49340:1 26. 


H. General correspondence 


8904190131 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

HUDIBURG.J.J. Florida Power & Light Co. 89/04/10. ZECH.L.W. Commissioners 3dd 
49381:147-49381:149. 


J. Insurance & indemnity information 

8904050275 Submits nuclear properly insurance program for plants in compliance w/ 
10CFR50.54(w)(4). 

CONWAY.W.F. Florida Power & Light Co. 89/03/24. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49214:224-49214:225. 

8904240228 Forwards Endorsements 77 & 100 to NELIA Policies NF-227 & NF-185 & 
Endorsements 64 & 87 to MAELU Policies MF-88 & MF-55,respectively. 

CARTER.R.J. Marsh & McLennan, Inc. 89/03/29. DINITZ.I. NRC - No Detailed Affili- 
ation Given, 5pp. 49448:356-49448:360. 
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P. Operating license stage documents & correspondence 


8903310247 Forwards supplemental responses to NRC 890106 request for addi Info re 
emergency power sys enhancement project. 

CONWAY, W.F. Florida Power & Light Co. 89/03/20. Document Control Branch (Docu- 
ment Control Desk). 30pp. 49195:250-49195:279. 

8904030383 Summary of 890208 meeting w/util in Rockville, MD re license amend 
changing Tech Spec upgrade program for electrical power sys.Technical input & list of 
items for discussion end. 

NORRIS, J.A. Project Directorate II-2. 89/03/24. Project Directorate II-2. 10pp. 
49156:224-49156:233. 

8903290365 Forwards Amends 135 & 129 to Licenses DPR-31 & DPR-41, respectively 
& safety evaluation.Amends modify Tech Specs to permit holding of senior reactor op- 
erator license on PWR to serve as acceptable qualification. 

EDISON, G.E. Project Directorate 11-2. 89/03/27. CONWAY. W.F. Florida Power & Light 
Co. 3pp. 49121:039-49121:050. 

-8903290368 Amends 135 & 129 to Licenses DPR-31 & DPR-41, respectively, modifying 
Tech Specs to permit holding of senior reactor operator license on PWR other than 
facility.by operations superintendent to serve as acceptable qualification, 

BERKOW.H.N. Project Directorate 11-2. 89/03/27. 7pp. 49121:042-49121:048. 

-8903290388 Safety evaluation supporting Amends 135 & 129 to Licenses DPR-31 & 
DPR-41 ,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/27. 2pp. 
49121:049-49121:050. 

8904040469 Forwards proprietary listing of util points of contact for NRC 
interaction.Listing withheld (ref 1 0CFR2.790). 

CONWAY,W.F. Florida Power & Light Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). Ip. 49204:287-49204:287. 

8904050199 Fonvards status rept re regulatory commitments to NRC for LERs & insp 
repts.Three of six commitments identified, completed & remaining three will be com- 
pleted by 890630. 

CONWAY.W.F. Florida Power & Light Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49213:164-49213:166. 

8904170156 Provides current status of review of current stock of matls & requests ter- 
mination of project. Plant mgt initiated comprehensive effort to improve spare parts 
support to plant maint depts. 

CONWAY.W.F. Florida Power & Light Co. 89/03/29. EBNETER.S.D. Region 2, Ofc of 
the Director. 2pp, 49350:210-49350:211. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904190032 Forwards Rev 0 to “Turkey Point Units 3 & 4 Emergency Power Sys En- 
hancement RepLSuppI 1 -Testing,” providing add! info re testing on various compo- 
nents & sys during turnover & startup during preoperational testing. 

CONWAY.W.F. Florida Power & Light Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). Ip. 49391:027-49391:070. 

“8904190033 Rev 0 to ‘Turkey Point Units 3 & 4 Emergency Power Sys Enhancement 
Rept.SuppI 1 -Testing.” 

• Florida Power & Light Co. 89/03/31. 40pp. 49391:028-49391:070. 

8904180038 Notification of 890414 meeting w/util in Rockville, MD to discuss Tech Spec 
improvement project. 

EDISON.G.E. Project Directorate 11-2. 89/04/10. MURLEY.T., SNIEZEK,J.. 

MIRAGLIA,F. NRC - No Detailed Affiliation Given. 3pp. 49371:353-49371:355. 

8904180047 Notification of canceled 890414 meeting w/util in Rockville, MD to dicuss 
Tech Spec improvement project. 

EDISON.G.E. Project Directorate II-2. 89/04/10. MURLEY.T., SNIEZEK.J., 

MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 49381:216-49381:218. 

8904210209 Forwards info re Allegation RII-88-A-0066 concerning maint program 
deficiencies, for review. End withhelcr{ref 10CFR2.790), 

EBNETER.S.D. Region 1, Ofc of the Director. 89/04/12. CONWAY.W.F. Florida 
Power & Light Co. Ip. 49430:301-49430:301. 

8904240225 Provides summary of 890316 meeting at site re overall plant status.recent 
operational events.procurement, maint & security initiatives. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/04/12. CONWAY.W.F. Florida 
Power & Light Co. 26pp. 49468:021 -49468:046. 

8904240292 Requests review & reporting of status of implementation of TMl action plan 
items at facilities. Printout of all TMl item, annotated where tracking sys indicates imple- 
mentation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. CONWAY.W.F. Florida Power & Light Co. 17pp. 49453:1 12-49453:128. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or ODntrol 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp, 49176:158-49176:255. 

8903240274 Fonwards response to 890206 ltr re employee protection provisions of 
10CFR50.7.End details util basis for employment action affecting Saporito & estab- 
lishes that no violation occurred.EncI withheld (ref 10CFR2.790(a)(6)). 

CONWAY.W.F. Florida Power & Light Co. 89/03/08. EBNETER.S.D. Region 2, Of c of 
the Director. 3pp. 49118:342-49118:344. 

8904030116 Ack receipt of 881221 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/88-28 & 50-251/88-28. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/16. CONWAY.W.F. Florida Power & 
Light Co. Ip. 49182:009-49182:009. 


8904130080 Ack receipt of 890221 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/88-37 & 50-251/88-37. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/16. CONWAY.W.F. Florida Power & 
Light Co. 1p. 49291:095-49291:095. 

8904030086 Ack receipt of 890303 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/88-39 & 50-251/88-39. 

WILSON.B.A. Region 2, Ofc of the Director. 89/03/20. CONWAY.W.F. Florida Power 
& Light Co. Ip. 49168:189-49168:189. 

8904040006 Forwards Insp Repts 50-250/89-06 & 50-251/89-06 on 890128- 0224 & 
notice of violation. 

WILSON.B.A. Region 2, Ofc of the Director. 89/03/22. CONWAY.W.F. Florida Power 
& Light Co. 2pp. 49184:027-49184:045. 

“8904040011 Notice of violation from insp on 890 128-0224. Violations noted:revised 
steam generator protection channels Periodic Test OP-14004.1 refs wrong procedural 
steps in caution statement which caused reactor trip on 890210 
WILSON.B.A. Region 2, Ofc of the Director. 89/03/22. 2pp, 49184:029-49184:030. 

“8904040018 Insp Repts 50-250/89-06 & 50-251/89-06 on 890128-0224. Violations 
noted.Major areas inspected:monthiy surveillance & maint observations, ESF 
waikdowns, operational safety & evaluation of licensee self assessment capability. 
BUTCHER.R.C., MCELHINNEY.T.F., SCHNEBLI.G.A. Region 2. Ofc of the Director. 
89/03/21. 15pp. 49184:031-49184:045. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc, 102pp. 49176:056-49176:157. 

8904050199 Forwards status rept re regulatory commitments to NRC for LERs & insp 
repts.Three of six commitments identified, completed & remaining three will be com- 
pleted by 890630. 

CONWAY.W.F. Florida Power & Light Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49213:164-49213:166. 

8904050204 Responds to violations noted in Insp Repts 50-250/89-02 & 50-251/89- 
02.Corrective actions:operations superintendent issued memo reinforcing plant super- 
visor responsibility for promt emergency event classification. 

CONWAY.W.F. Florida Power & Light Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49212:358-49212:360. 

8904120118 Forwards Insp Repts 50-250/89-11 & 50-251/89-11 on 890227-0303.No 
violations or deviations noted. 

JULIAN.C.A. Region 2. Ofc of the Director. 89/03/29. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 49296:004-49296:013. 

“8904120122 Insp Repts 50-250/89-11 & 50-251/89-11 on 890227-0303.No violations 
or deviations noted.One unresolved item identified. Major areas inspected:local leak 
rate testing & verification of containment integrity. 

WHITENER.H.L, ZEILER.J., BELISLE.G.A. Region 2. Ofc of the Director. 89/03/27, 
8pp. 49296:006-49296:013. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729), 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177, 

8904130222 Forwards Insp Repts 50-250/89-09 & 50-251/89-09 on 890227- 0303 & 
notice of violation.Notice withheld (ref 1 0CFR2-790(d) & 73.21). 

CLINE.W.E. Region 2, Ofc of the Director, 89/03/31. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 49319:357-49319:359. 

“8904130233 Partially withheld Insp Repts 50-250/89-09 & 50-251/89-09 on 890227- 
0303 (ref 10CFR2.790(d) & 73.21 ).Violations noted. Major areas inspected:mgt 
support,security program plans & audits, protected & vital area physical barriers & 

D&Ck3Q0S. 

TiLLMAN,'A., MCGUiRE.D.R. Region 2. Ofc of the Director. 89/03/31. Ip. 49319:359- 
49319:359. 

8904180083 Fonwards util response to NRC Bulletin 88-010, “Nonconforming Molded- 
Case Circuit Breakers,” including that molded case circuit breakers are mfg by & pro- 
cured from circuit breaker mfg under App B of 10CFRS0 program. 

CONWAY.W.F. Florida Power & Light (Jo. 89/04/03, Document Control Branch (Docu- 
ment Control Desk). 5pp. 49380:224-49380:228. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/04/04. 
(Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, ‘‘Proposed Amends to 40CFR61.Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904180135 Forwards Insp Repts 50-250/88-32 & 50-251/88-32 on 881128-1216 & 
notice of violation.Findings.in general, indicate development of satisfactory maint pro- 
gram but that implementation of program poor. 

GIBSON, A.F. Region 2, Ofc of the Director. 89/04/04. CONWAY.W.F. Florida Power 
& Light Co. 2pp. 49374:146-49374:292. 
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“8904180141 Notice of violation from insp on 881 128-1 21 6.Violations 

noted longstanding deficiencies in equipment identification not promptly 

corrected, absence of adequate procedural requirements & failure to comply w/proce- 
dure requirements. 

G5BSON.A.F. Region 2. Ofc of the Director. 89/03/04. 5pp. 49374:148-49374:152. 

“8904180145 Insp Repts 50-250/88-32 & 50-251/88-32 on 881128-1212. Violations 
noled.Major areas inspected:maint effectiveness at plant. 

GIRARD.E., BLAKE.J. Region 2. Ofc of the Director. 89/03/31. 140pp. 49374:153- 
49374:292. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI,C.E. Division of Operational' Events Assessrhent (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904200213 Forwards Exam Rept 50-250/OL-89-01 for Units 3 & 4 administered during 
wks of 890313 & Rcc-a' -'icafic:: orca'am rc-^.'/ns ursatisfacfcry. 

EBNETER.S.D. P D‘c c: tre- D:roctc:. EG/j-l/f CONWAY, W.F. Florida 

Powers Light Co 2;;,': -‘‘•9‘'C3.265--'.3-''.03.225. 

“8904200216 Exam Rept 50-250/OL-89-01 for Units 3 & 4 administered during wks of 
890313 & 20.Exam results:of three reactor operators tested, two passed exam.Of 
twenty-one senior reactor operators tested,ten passed exam. 

CASTO.S.A.. MUNRO.J.F. Region 2, Ofc of the Director. 89/04/10. 158pp. 
49403:067-49403:225. 

8904200132 Confirms insp of accredited training programs for nonlicensed 
ocer3fO''S.contrc! room operator & licensed operator requalification.during wk of 
89C5C' 

BERKOW.H.N. Project Directorate il-2. 89/04/12. CONWAY.W.F. Florida Power & 
Light Co. 3pp. 49400:332-49400:334. 

8904170278 Forwards response to violations noted in Insp Repts 50-250/89-03 & 50- 
251/89-03.Response withheld (ref 10CFR2.790(a)(3)). 

CONWAY.W.F. Florida Power & Light Co. 89/04/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 49371:021-49371:021. 

8904100376 NRC info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York. Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904180205 Annual exposure data for 1988, consisting of “1988 Man-Rem Rept" & 
■Recorded Annual Wholebody Exposure forCY88." W/890331 Itr. 

CONWAY.W.F. Florida Power & Light Co. 88/12/31. 3pp. 49375:338-49375:340. 

8904240361 Monthly operating repts for Mar 1989 for Turkey Point Units 3 & 4 & St 
Lucie Units 1 & 2.W/890414 Itr. 

BONETT.D.M., CONWAY.W.F. Florida Power & Light Co. 89/03/31. 17pp. 49452:305- 
49452:321. 


S. Reportable occurrences, LERs & related correspondence 

8903300120 PNO-ll-89-022:on 89031 3, Region II insp team inspecting employee con- 
cerns program & allegations made by former employee, met by media.Prior petitioner 
concerns reviewed by NRC. 

CRLENJAK.R. Region 2, Ofc of the Director. 89/03/14. Ip. 49131:284-49131:284. 

8904120248 PNO-ll-89-028:during wks of 890313 S 20, NRC administered requalification 
exams to 24 licensed operators at planLAt least 3 of 6 crews & 11 of 24 individuals 
^■s‘ic-d cxams.Uf agreed to shutdown Unit 3 white restructuring crews. 

CRl LN.,A<.J. Rogior 2, Ofc of the Director. 89/03/30. 1p. 49279:359-49279:359. 

8904170293 LER 87-p06-01:on 8701 23, auxiliary feedwater Train 1 flow indicator Fl- 
1457A found nd cahnc flow when no flow condition existed.Caused by air In associat- 
ed t'ansriittcrs iMO.Sen.s ng lino for flow transmitter vented.W/890404 Itr. 

MOVVRLY.O., CD.NWAV.W '-lorida Power & Light Co. 89/04/04. 4pp. 49370:295- 


8904180137 Special repton 890228,0302,04 & 07, listed fire protection Impairments 
opened & not returned to functional status within 7 days.Plant continues to implement 
compensatory measures as applicable. 

CONWAY.W.F. Florida Power & Light Co. 89/04/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49380:202-49380:203. 


8904190160 LER 89-006-00:on 890312,limiting condition for operation for intake cooling 
water pumps not met.Caused by train B intake cooling water pump taken out of svc 
white train A emergency diesel generator inoperable.W/890410 Itr. 

MOWREY.C., CONWAY.W.F. Florida Power & Light Co. 89/04/10. 4pp. 49394:137- 
49394:140. 


T. Hearing transcripts on non-antitrust matters 

8903310082 Transcript of 890321 hearing in Miami, FL.Pp 1-91. 

* Atomic Safety and Licensing Board Panel. 89/03/21. 93pp. 49145:068-49145:160. 


V. Operator Examinations 

8903290365 Forwards Amends 135 & 129 to Licenses DPR-SI & DPR-41, respectively 
& safety evaluation. Amends modify Tech Specs to permit holding of senior reactor op- 
erator license on PWR to serve as acceptable qualification. 

EDISON, G.E. Project Directorate 11-2. 89/03/27. CONWAY.W.F. Florida Power & Light 
Co. 3pp. 49121:039-49121:050. 

“•8903290368 Amends 135 & 129 to Licenses DPR-31 & DPR-41, respectively, modifying 
Tech Specs to permit holding of senior reactor operator license on PWR other than 
facility, by operations superintendent to serve as acceptable qualification, 

BERKOW.H.N. Project Directorate 11-2. 89/03/27. 7pp. 49121:042-49121:048. 

-8903290388 Safety evaluation supporting Amends 135 & 129 to Licenses DPR-31 & 
DPR-41 .respectively. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/27. 2pp. 
49121:049-49121:050. 

8904130482 Confirms 890328 telcon re mgt meeting to be conducted at Region 11 on 
890329 to discuss ramifications of unsatisfactory results from recent operator requalifi- 
cation exams. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/03/28. CONWAY.W.F. Florida 
Power & Light Co. Ip. 49319:285-49319:286. 

—8904130484 Notification of 890329 meeting w/util in Region II to discuss unsatisfac- 
tory results from recent operator requalification exams. 

CRLENJAK.R.V. Region 2, Ofc of the Director. 89/03/28. Region 2, Ofc of the Direc- 
tor. 1p. 49319:286-49319:286. 

8904180267 Confirmation of Action Ltr 89-01 re actions taken & to be taken to assure 
qualifications of reactor operators noted during 890329 meeting.Understanding that 
listed actions will be performed confirmed. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/03/30. CONWAY.W.F. Florida 
Power & Light Co. 2pp. 49371:291-49371:292. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp, 49105:001-49105:055. 

8904200213 Forwards Exam Rept 50-250/OL-89-01 for Units 3 & 4 administered during 
wks of 890313 & 20,Requalification program remains unsatisfactory. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/04/11. CONWAY.W.F. Florida 
Power & Light Co. 2pp. 49403:065-49403:225. 

—8904200216 Exam Rept 50-250 /OL-89-01 for Units 3 & 4 administered during wks of 
890313 & 20.Exam results:of three reactor operators tested, two passed exam.Of 
twenty-one senior reactor operators tested, ten passed exam. 

CASTO,S.A.. MUNRO.J.F. Region 2, Ofc of the Director. 89/04/10. 158pp. 
49403:067-49403:225. 

8904200132 Confirms insp of accredited training programs for nonlicensed 
operators, control room operator & licensed operator requalification.during wk of 
890501. 

BERKOW.H.N. Project Directorate 11-2. 89/04/12. CONWAY.W.F. Florida Power & 
Light Co. 3pp. 49400:332-49400:334. 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 


F. Security, medical, emergency & fire protection plans 


8903300246 Forwards Rev 16 to physical security plan, addressing NRC comments on 
Rev 15 w/exception of changes made to surveillance frequencies in App A of 
plan.Rev withheld (ref 10CFR73.21 & 2.790(a)(3)). 

CONWAY.W.F. Florida Power & Light Co, 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49129:244-49129:245. 

8904050204 Responds to violations noted in Insp Repts 50-250/89-02 & 50-251/89- 
02.Corrective actions:operatlons superintendent issued memo reinforcing plant super- 
visor responsibility for promt emergency event classification. 

CONWAY.W.F, Florida Power & Light Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49212:358-49212:360. 

8904050318 Revised EPIP 20101, “Duties of Emergency Coordinator." W/890327 Itr. 
CONWAY.W.F. Florida Power & Light Co. 89/03/27. 68pp. 49211:284-49211:351. 

6904130222 Forwards Insp Repts 50-250/89-09 & 50-251/89-09 on 890227- 0303 & 
notice of violation.Notice withheld (ref 1 0CFR2.790(d) & 73.21). 

CLINE.W.E. Region 2, Ofc of the Director. 89/03/31. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 49319:357-49319:359. 

-8904130233 Partially withheld Insp Repts 50-250/89-09 & 50-251/89-09 on 890227- 
0303 (ref 10CFR2.790(d) & 73.21). Violations noted. Major areas inspected:mgt 
support, security program plans & audits, protected & vital area physical barriers & 
packages. 

TILLMAN, A. Region 2, Ofc of the Director. 89/03/31. Ip. 49319:359-49319:359. 
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8904240225 Provides summary of 890316 meeting at site re overall plant status.recent 
operational events, procurement.maint & security initiatives. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/04/12. CONWAY.W.F. Florida 
Power & Light Co. 26pp. 49468:021-49468:046. 

8904170278 Forwards response to violations noted in Insp Repts 60-250/89-03 & 50- 
251/89-03.Response withheld (ref 1 0CFR2.790(a){3)). 

CONWAY.W.F. Florida Power & Light Co. 89/04/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 49371:021-49371:021. 


G. Adjudicatory correspondence 

8904200065 Statement for consideration.* Urges ASLB to accept contentions of Inter- 
veners in interest of public health & safety, per util consistent failure to abide by feder- 
al regulations as noted in NRC insp repts. W/Certificate of Svc. 

SAp6riTO,T.J. Affiliation Not Assigned. #289 8435. 89/04/13. Atomic Safety and Li- 
censing Board Panel. 2pp. 49340:125-49340:126. 


H. General correspondence 

8904190131 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

HUDIBURG,J.J. Florida Power & Light Co. 89/04/10. ZECH.L.W. Commissioners. 3pp. 
49381:147-49381:149. 


J. Insurance & indemnity information 

8904050275 Submits nuclear property insurance program for plants in compliance w/ 
10CFR50.54(w)(4). 

CONWAY.W.F. Florida Power & Light Co. 89/03/24. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49214:224-49214:225. 

8904240228 Forwards Endorsements 77 & 100 to NELIA Policies NF-227 & NF-185 & 
Endorsements 64 & 87 to MAELU Policies MF-88 & MF-55,respectively. 

CARTER, R.J. Marsh & McLennan, Inc. 89/03/29. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 5pp. 49448:356-49448:360. 


P. Operating license stage documents & correspondence 

8903310247 Forwards supplemental responses to NRC 890106 request for addi info re 
emergency power sys enhancement project. 

CONWAY.W.F. Florida Power & Light Co. 89/03/20. Document Control Branch (Docu- 
ment Control Desk). 30pp. 49195:250-49195:279. 

8904030383 Summary of 890208 meeting w/util in Rockville, MD re license amend 
changing Tech Spec upgrade program for electrical power sys.Technical Input & list of 
items for discussion end 

NORRIS, J. A. Project Directorate 11-2. 89/03/24. Project Directorate 11-2. 10pp. 
49156:224-49156:233. 

8903290365 Forwards Amends 135 & 129 to Licenses DPR-31 & DPR-41, respectively 
& safety evaluation. Amends modify Tech Specs to permit holding of senior reactor op- 
erator license on PWR to serve as acceptable qualification. 

EDISON, G.E. Project Directorate 11-2. 89/03/27. CONWAY.W.F. Florida Power & Light 
Co. 3pp. 49121:039-49121:050. 

-8903290368 Amends 135 & 129 to Licenses DPR-31 & DPR-41, respectively, modifying 
Tech Specs to permit holding of senior reactor operator license on PWR other than 
facility.by operations superintendent to serve as acceptable qualification. 

BERKOW.H.N. Project Directorate 11-2. 89/03/27. 7pp. 49121:042-49121:048. 

-8903290388 Safety evaluation supporting Amends 135 & 129 to Licenses DPR-31 & 
DPR-41, respectively. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/27. 2pp. 
49121:049-49121:050. 

8904040469 Forwards proprietary listing of util points of contact for NRC 
interaction. Listing withheld (ref 10CFR2.790). 

CONWAY.W.F. Florida Power & Light Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). Ip. 49204:287-49204:287. 

8904050199 Forwards status rept re regulatory commitments to NRC for LERs & insp 
repts.Three of six commitments identified, completed & remaining three will be com- 
pleted by 890630. 

CONWAY.W.F. Florida Power & Light Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49213:164-49213:166. 

8904170156 Provides current status of review of current stock of matls & requests ter- 
mination of project.Plant mgt initiated comprehensive effort to improve spare parts 
support to plant maint depts. 

CONWAY.W.F. Florida Power & Light Co. 89/03/29. EBNETER.S.D. Region 2, Ofc of 
the Director. 2pp. 49350:210-49350:211. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904190032 Forwards Rev 0 to “Turkey Point Units 3 & 4 Emergency Power Sys En- 
hancement Rept.SuppI 1 -Testing," providing addI info re testing on various compo- 
nents & sys during turnover & startup during preoperational testing. 

CONWAY.W.F. Florida Power & Light Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). Ip. 49391:027-49391:070. 

-8904190033 Rev 0 to “Turkey Point Units 3 & 4 Emergency Power Sys Enhancement 
Rept.SuppI 1 -Testing." 

’ Florida Power & Light Co. 89/03/31. 40pp. 49391:028-49391:070. 

8904180038 Notification of 890414 meeting w/util in Rockville.MD to discuss Tech Spec 

improvement project. . 

EDISON.G.E. Project Directorate 11-2. 89/04/10. MURLEY.T.. SNIEZEK.J., 

MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 49371:353-49371:355. 


8904180047 Notification of canceled 890414 meeting w/util in Rockville, MD to dicuss 
Tech Spec improvement project. 

EDISON.G.E. Project Directorate 11-2. 89/04/10. MURLEY.T., SNIEZEK.J., 

MIRAGLIA,F. NRC - No Detailed Affiliation Given. 3pp. 49381:216-49381:218. 

8904210209 Forwards info re Allegation RII-88-A-0066 concerning maint program 
deficiencies.for review.EncI withheld (ref 10CFR2.790). 

EBNETER.S.D. Region 1. Ofc of the Director. 89/04/12. CONWAY.W.F. Florida 
Power & Light Co. Ip. 49430:301-49430:301. 

8904240225 Provides summary of 890316 meeting at site re overall plant status.recent 
operational events, procurement, maint & security initiatives. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/04/12. CONWAY.W.F. Florida 
Power & Light Co. 26pp. 49468:021-49468:046. 

8904240292 Requests review & reporting of status of implementation of TMI action plan 
items at facilities.Printout of all TMI item.annotated where tracking sys indicates imple- 
mentation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. CONWAY,W.F. Florida Power & Light Co. 17pp. 49453:112-49453:128. 


Q. inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc, 98pp. 49176:158-49176:255. 

8903240274 Forwards response to 890206 ltr re employee protection provisions of 
10CFR50.7.Encl details util basis for employment action affecting Saporito & estab- 
lishes that no violation occurred.EncI withheld (ref 10CFR2.790(a)(6)). 

CONWAY,W.F. Florida Power & Light Co. 89/03/08. EBNETER.S.D. Region 2, Ofc of 
the Director. 3pp. 49118:342-49118:344. 

8904030116 Ack receipt of 881221 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/88-28 & 50-251/88-28. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/16. CONWAY.W.F. Florida Power & 
Light Co. 1p. 49182:009-49182:009. 

8904130080 Ack receipt of 890221 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/88-37 & 50-251/88-37. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/03/16. CONWAY.W.F. Florida Power & 
Light Co. Ip. 49291:095-49291:095. 

8904030086 Ack receipt of 890303 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/88-39 & 50-251/88-39. 

WILSON.B.A. Region 2, Ofc of the Director. 89/03/20. CONWAY.W.F. Florida Power 
& Light Co. Ip. 49168:189-49168:189. 

8904040006 Forwards Insp Repts 50-250/89-06 & 50-251/89-06 on 890128- 0224 & 
notice of violation, 

WILSON.B.A. Region 2, Ofc of the Director. 89/03/22. CONWAY.W.F. Florida Power 
& Light Co. 2pp. 49184:027-49184:045. 

—8904040011 Notice Of violation from insp on 890128-0224.Violations noted:revised 
steam generator protection channels Periodic Test OP- 14004.1 refs wrong procedural 
steps in caution statement which caused reactor trip on 890210 
WILSON.B.A. Region 2, Ofc of the Director. 89/03/22. 2pp. 49184:029-49184:030. 

-8904040018 Insp Repts 50-250/89-06 & 50-251/89-06 on 890128-0224. Violations 
noted.Major areas inspected:monthly surveillance & maint observations, ESF 
walkdowns.operational safety & evaluation of licensee self assessment capability. 
BUTCHER.R.C., MCELHINNEY.T.F., SCHNEBLf.G.A. Region 2, Ofc of the Director. 
89/03/21. 15pp. 49184:031-49184:045. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904050199 Forwards status rept re regulatory commitments to NRC for LERs & insp 
repts.Three of six commitments identified, completed & remaining three will be com- 
pleted by 890630. 

CONWAY.W.F. Florida Power & Light Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49213:164-49213:166. 

8904050204 Responds to violations noted in Insp Repts 50-250/89-02 & 50-251/89- 
02.Corrective actions:operations superintendent issued memo reinforcing plant super- 
visor responsibility for promt emergency event classification. 

CONWAY.W.F. Florida Power & Light Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49212:358-49212:360. 

8904120118 Forwards Insp Repts 50-250/89-11 & 50-251/89-11 on 890227-0303.No 
violations or deviations noted. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/03/29. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 49296:004-49296:013. 

-8904120122 Insp Repts 50-250/89-11 & 50-251/89-11 on 890227-0303.No violations 
or deviations noted.One unresolved item identified. Major areas inspected:local leak 
rate testing & verification of containment integrity. 

WHITENER.H.L, ZEILER.J., BELISLE.G.A. Region 2, Ofc of the Director. 89/03/27. 
8pp. 49296:006-49296:013. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp, 49205:001-49205:109. 
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8903270348 SijppI t to NRC Info Notice 88-086, “Operating W/MuStipIe Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of OperationaJ Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130222 Forwards Insp Repts 50-250/89-09 & 50-251/89-09 on 890227- 0303 & 
notice of violation. Notice withheld (ref 10CFR2.790(d) & 73.21). 

CUNE.W.E. Rector 2. Cfc the Director. 89/03/31. CONWAY, W.F. Florida Power & 
Light Co. 2pp. -:95-S:35‘’-:33'' 9:259. 

-8904130233 Ra.-dal'y wifh.held Insp Repts 50-250/89-09 & 50-251/89-09 on 890227- 
0303 (ref iCjC^R2."5C':d; & 73.21 ).Vioiations noted. Major areas inspected:mgt 
support.security program plans &. audits.protected & vital area physical barriers & 
packages. 

TILLMAN, A., MCGUIRE, D.R. Region 2, Ofc of the Director. 89/03/31. Ip. 49319:359- 
49319:359. 


8904180083 Forwards util response to NRC Bulletin 88-010, “Nonconforming Molded- 
Case Circuit Breakers," including that molded case circuit breakers are mfg by & pro- 
cured from circuit breaker mfg under App B of 1 0CFR50 program. 

CONWAY, W.F. Florida Power & Light Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49380:224-49380:228. 

89032M256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
sde " Svc list end. 

FC55.,C.E D V of Operational Events Assessment (Post 870411), 89/04/04. 
Consolidated Edison Co. of New York. Inc. 109pp- 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, inc. 111pp. 49218:001-49218:112. 

8904180135 Forwards Insp Repts 50-250/88-32 & 50-251/88-32 on 881128-1216 & 
notice of violation.Findings.in general, indicate development of satisfactory maint pro- 
gram but that implementation of program poor. 

GIBSON, A.F. Region 2. Ofc of the Director. 89/04/04. CONWAY.W.F. Florida Power 
& Light Co. 2pp. 49374:146-49374:292. 


-8904180141 Notice Of violation from insp on 881 128-121 6. Violations 

noted:(ongstanding deficiencies in equipment identification not promptly 
corrected. absence of adequate procedural requirements & failure to comply w/proce- 
dure requirements. 

G1BSON.A.F. Region 2, Ofc of the Director. 89/03/04. 5pp. 49374:148-49374:152. 


-89041^80145 Insp Repts 50-250/88-32 & 50-251/88-32 on 881128-1212. Violations 
areas inspected:maint effectiveness at plant 
49374^29!'' 2. Ofc of the Director. 89/03/31. 140pp. 49374:153- 


R. Periodic operating reports & related correspondence 


8904180205 Annual exposure data for 1988.consisting of “1988 Man-Rem Rept” & 
“Recorded Annual Wholebody Exposure for CY88.'’ W/890331 Itr. 

CONWAY.W.F. Florida Power & Light Co. 88/12/31. 3pp. 49375:338-49375:340. 

8904240361 Monthly operating repts for Mar 1989 for Turkey Point Units 3 & 4 & St 
Lucie Units 1 & 2.W/890414 Itr. 

BONETT.D.M., CONWAY.W.F. Florida Power & Light Co. 89/03/31. 17pp. 49452:305- 
49452:321. 


S. Reportable occurrences, LERs & related correspondence 


8903300120 PNO-H-89-022:on 890313, Region II insp team inspecting employee con- 
cerns program & allegations made by former employee, met by media.Prior petitioner 
concerns reviewed by NRC. 

CRLENJAK.R. Region 2, Ofc of the Director. 89/03/14. Ip. 49131:284-49131:284. 

8903290223 Summary of Operatirig Reactors Events Meeting 89-11 on 89031 S.List of 
attendees, events discussed & significant elements of events & four events identified 
for input to NRC Performance Indicator Program & summary of scrams end. 
LANNING.W.D. Events Assessment Branch. 89/03/16. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 18pp. 49120:176-49120:193. 


8904120248 PNO-ll-89-028:durmg wks of 890313 & 20, NRC administered requalification 
exams to 24 licensed operators at planLAt least 3 of 6 crews & 1 1 of 24 individuals 
failed exams.Util agreed to shutdown Unit 3 while restructuring crews. 

CRLENJAK.J. Region 2, Ofc of the Director. 89/03/30. 1 p. 49279:359-49279:359. 


8904180137 Special rept:on 890228,0302,04 & 07, listed fire protection impairments 
opened & not returned to functional status within 7 days.Plant continues to implement 
compensatory measures as applicable. 

CONWAY.W.F. Florida Power & Light Co. 89/04/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49380:202-49380:203. 


T. Hearing transcripts on non-antItrust matters 

8903310082 Transcript of 890321 hearing in Miami.FLPp 1-91. 

* Atomic Safety and Licensing Board Panel. 89/03/21. 93pp. 49145:068-49145:160. 

V. Operator Examinations 


8903300021 NFJC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
units 1,4 & 3. Svc list end. 

ROSSI.C.E. D[vision of Operational Events Assessment (Post 870411). 89/04/05 
Consolidated Edison Co. of New York. Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Envision of Operational Events Assessment (Post 870411). 89/04/05 
consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

®^RCS " slclsf 60?/° Stresses in Piping Connected to 

Operational Events Assessment (Post 870411). 89/04/11 
Consolidated Edison Co. of New York, Inc. 109pp, 49388:037-49388:145. 

3 & 4 administered during 
& 20.Requafiftcation program remains unsatisfactory. 
ttSNt I fcR.S D. Region 2, Ofc of the Director. 89/04/11. CONWAY WF Florida 
Power & Light Co. 2pp. 49403:065-49403:225. ’ ' ' 

^ ^ administered during wks of 
“ 20.Exam results:of three reactor operators tested.two passed exam Of 
senior reactor operators tested, ten passed exam. 

CASTO,S,A. Region 2, Ofc of the Director. 89/04/10. 158pp. 49403:067-49403:225. 

8904200132 Confirms insp of accredited training programs for nonlicensed 
8^50^^’°°^^*^° operator & licensed operator requalification.during wk of 

BERKO'w.H.N. Project Directorate 11-2. 89/04/12. CONWAY WF Florida Pow^r A 
Light Co. 3pp. 49400:332-49400:334. ' ’ ' Power & 

®15^78l^.l.ReS^^se 50-250/89.03 & 50- 

(D-o- 

Effect on 

Operational Events Assessment (Post 870411). 89/04/14 
Consolidated Edison Co. of New York. Inc. 106pp. 49335:001 -49335; 107. 

8^4110183 SuppI 1 to NRC Info Notice 88-075, “Disablinq of Diesel Generator 
Circuit Breakers by Anti-Pump Circuitry." Svc list end ® ^ <jenerator Output 

(S. 

‘0 Eressetfza^on of Lo„ 


8903290365 Forwards Amends 135 & 129 to Licenses DPR-31 & DPR-41, respectively 
& safety evaluation.Amends modify Tech Specs to permit holding of senior reactor op- 
erator license on PWR to serve as acceptable qualification 

Co 3pp ’49l2V0&°49l?r^^^^^ CONWAY.W.F. Florida Power & Light 

S 1° Licenses DPR-31 & DPR-41, respectively, modifying 
permit holding of senior reactor operator license on PWR other than 
superintendent to serve as acceptable qualification. 

BERKOW.H.N. Project Directorate II-2. 89/03/27. 7pp. 49121:042-49121:048. 

evaluation supporting Amends 135 & 129 to Licenses DPR-31 & 
UHH-4 1 .respectively. 

49?2l°049°U^21 -050 Regulation, Director (Post 870411). 89/03/27. 2pp. 

tn conducted at Region II on 

cation exarSr unsatisfactory results from recent operate? requalifi- 

EBNETER S D. Region 2. Ofc of the Director. 89/03/28. CONWAY W F Florida 
Power & Light Co. 1p. 49319:285-49319:286. wiNvvAr.w.r-. i-ioriaa 

SfcSonswNIbfperf^^^^^^^^ ^”"9 meeting.Understanding ,ha, 

CONWAY.W.F. Florida 

Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor^operator license under 10CFR55 re pilot testing of fundamentals IxarriSvc Tist 

R'l'^ctor for Projects (Post 870411). 89/04/04 Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. ^.^onsoiiaaiea 

® wkfo'fll^QSiTA pn 3 & 4 administered during 

\2j).Requaliftoation program remains unsatisfactory. ^ 

EBNE ■. ER S D. R^ton 2, Ofc of the Director. 89/04/11 CONWAY WF FinriHa 
Povif-er & Light Co. 2pp. 49403:065-49403:225. uunway.w.F. Florida 

Units 3 & 4 administered during wks of 
20.Exam resultsrof three reactor operators tested.two passed evamn 

HCSf L.: 

"SS~ ~ 5™ ssa. T&s.r.'-is-s 

CONWAY.W.F. Florida Power & 
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F. Security, medicai, emergency & fire protection plans 


8904040025 Forwards “Exercise Evaluation of Implementation of State & Local Radio- 
logical Emergency Response Plans Conducted 880831 for Quad Cities Nuclear Power 
Station." Approval of offsite plans for plant granted under 44CFR350 in effect. 
KWIATKOWSKI.D. Federal Emergency Management Agency. 89/03/20. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 5pp. 
49194:283-49194:346. 

-8904040028 “Exercise Evaluation of Implementation of State & Local Radiological 
Emergency Response Plans for Quad Cities Nuclear Power Station." 

OVERSTREET, J.D. Federal Emergency Management Agency. 88/11/02. 58pp. 
49194:288-49194:346. 

8904170029 Revised EPIPs, including Rev 2 to QEP 155-SI, Rev 2 to QEP 155-S7 & 
Rev 2 to QEP 155-S8. 

BROWN,C., SKIERMONT,P. Commonwealth Edison Co. 89/03/29. 14pp. 49350:286- 
49350:299. 

8904170085 Revised station procedures,including Rev 2 to QEP 125-SI, Rev 2 to 125- 
S2 & Rev 2 to QEP 125-0. 

SKIERMONT,P. Commonwealth Edison Co. 89/03/29. 13pp. 49350:270-49350:285. 

8904170045 Revised EPIPs,including Rev 2 to QEP 400-SI, Rev 2 to QEP 400-S2 & 
Rev 2 to QEP 400-S8. 

BROWN, C., SKIERMONT,P. Commonwealth Edison Co. 89/03/30. 14pp. 49371:044- 
49371:057. 


8904180057 Revised EPIPs, including Rev 3 to QEP 150-0, “Radiation Chemistry Direc- 
tor" & Rev 2 to QEP 150-SI, "Radiation Chemistry Director Alert Checklist." 
BROWN,C. Commonwealth Edison Co. 89/03/30. 15pp. 49372:182-49372:197. 


8904180221 Rev 3 to Generating Station Procedure QEP 730 T-4, “Support Agency 
List.” 

BROWN,C., BUCKNELL.D.C. Commonwealth Edison Co. 89/03/30. 8pp. 49380:190- 
49380:197. 


-8903300054 Notice of consideration of issuance of amends to Licenses DPR-29,DPR- 
30,DPR-19 & DPR-25 & proposed NSHC determination & opportunity for hearing on 
890217 & 21 requests re revs of Tech Specs to conform w/guidelines of Generic Ltr 
88-06. 

ROSS,T,M. Project Directorate IH-2. 89/03/09. 8pp. 49131:092-49131:099. 

8904050118 Application for amends to Licenses DPR-29 & DPR-30,revising Tech Specs 
re HPCI & RCIC testing requirements to be consistent w/NUREG-0123,Rev 3, “STS 
for GE BWRs,” per Insp Repts 50-254/88-07 & 50-265/88-07. 

STOLS,R. Commonwealth Edison Co. 89/03/21. MURLEY,T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 87041 1). 2pp. 49213:318-49213:346. 

-8904050119 Proposed Tech Specs re HPCI & RCIC sys testing requirements. 

* Commonwealth Edison Co. 89/03/21. 27pp. 49213:320-49213:346. 

8904050413 Forwards corrected Amends 114 & 108 to Licenses DPR-29 & DPR- 
30,respectively.W/o end. 

ROSS,T.M. Project Directorate 111-2. 89/03/31. BLISS,H.E. Commonwealth Edison Co. 
4pp. 49214:298-49214:301. 

8904080074 Forwards notice of withdrawal of application for amends to Licenses DPR- 
19,DPR-25,DPR-29,DPR-30,NPF-11 & NPF-18, modifying Tech Specs re organization 
chdrts 

MULLER,D.R. Project Directorate III-2. 89/03/31. BLISS, H.E. Commonwealth Edison 
Co. 5pp. 49216:001-49216:005. 

8904180148 Application for amends to Licenses DPR-29 & DPR-30,changing Tech 
Specs to allow B loop of RHR HXs on each unit to be fed from RHR C & D svc water 
pumps on Unit 1 via cross-tie line. 

STOLS,R. Commonwealth Edison Co. 89/03/31. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 2pp. 49357:141-49357:158. 

-8904180206 Proposed Tech Specs, allowing B loop of RHR HXs on each unit to be fed 
from RHR C & D svc water pumps on Unit 1 via cross-tie line. 

• Commonwealth Edison Co. 89/03/31. 16pp. 49357:143-49357:158. 


8904180320 Rev 2 to Generating Station Procedure QEP 300 T-2, “Call-Out Notification 
Scheme." 

* Commonwealth Edison Co. 89/03/30. 2pp. 49375:359-49375:360. 

8904180343 Revised EPIPs,including Rev 3 to QEP 600-0,Rev 2 to QEP 600-2 & Rev 3 
to QEP 600-S2. 

SIMMS, J., BUCKNELL,D.C. Commonwealth Edison Co. 89/03/30. 21pp. 49381:098- 
49381:122. 

8904180312 Revised Station Procedures,including cover sheet for Rev 8 to QAP HOO- 
TS & Rev 3 to QEP 300-0, “Notifications" & Rev 2 to QEP 300-S2. “Transaction Acci- 
dent Notification Log." 

SWALES, J., BUCKNELL,A.C. Commonwealth Edison Co. 89/03/31. 3pp. 49381:140- 
49381:142. 

8904180342 Revised station procedures,including Rev 4 to QEP 730-0, "Document 
Control & Review" & Rev 2 to QEP 730-S2, “Emergency Preparedness Quarterly 
Audit." 

* Commonwealth Edison Co. 89/03/31. 3pp. 49372:108-49372:110. 

8904210300 Revised station procedure8,includlng Rev 3 to QEP 155-0, "Onsite Envi- 
rons Director" & Rev 2 to QEP 15-2, “Estimating Main Chimney Noble Gas Release 
Using GE or Sping Detectors." 

WALSH,R. Commonwealth Edison Co. 89/04/04. 9pp. 49451:230-49451:238. 

8904210089 Forwards FEMA 890320 ltr transmitting rept of 880831 offsite radiological 
emergency response plan exercise.AII eight deficiencies identified by FEMA corrected. 
GREGER,L.R. Region 3, Ofc of the Director. 89/04/11. REED.C. Commonwealth 
Edison Co. 2pp. 49444:037-49444:101. 

8904210306 Forwards Insp Repts 50-254/89-04 & 50-265/89-04 on 890205-0401. No 
violations noted, 

MCKENNA,E.M. Region 3. Ofc of the Director. 89/04/13. REED,C. Commonwealth 
Edison Co. 2pp. 49444:285-49444:300. 

-8904210308 Insp Repts 50-254/89-04 & 50-265/89-04 on 890205-0401. No violations 
noted.Major areas inspected:plant operations, radiological controls,maint/ 
surveillance, emergency preparedness & security. 

HARRISON, J.J. Region 3, Ofc of the Director. 89/04/13. 14pp. 49444:287-49444:300. 


8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end, 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180170 Responds to 890201 telcon request for addi info re Item 2.2.1. 3, “Use of 
Info Handling Sys" & Item 2.2.1. 4, “Mgt Control" of Generic Ltr 83-28. 

STOLS,R. Commonwealth Edison Co. 89/04/03. MURLEY,T,E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 4pp. 49372:355-49372:358. 

8904180345 Application for amends to Licenses DPR-29 & DPR-30,amending Tech 
Specs re frequency for conduct of Type A containment leak rate test in event that two 
cons 0 cutivo t 0 sts fd.il 

STOLS.R. Commonwealth Edison Co. 89/04/11. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 2pp. 49380:326-49380:334. 

-8904180347 Proposed Tech Specs re frequency for conduct of Type A containment 
leak rate test in event that two consecutive tests fail. 

* Commonwealth Edison Co. 89/04/11. 7pp. 49380:328-49380:334. 

8904210263 Forwards response to 890301 request to provide schedule for reevaluating 
application of ASME Code Case N-41 1 damping values to previous seismic analysis of 
Class 1 ,2 & 3 piping. Util concluded from review that no reevaluations needed. 
SILADY,J.A. Commonwealth Edison Co. 89/04/11. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 49482:081-49482:085. 

8904240159 Fon^vards Amends 116 & 112 to Licenses DPR-29 & DPR-30, respectively 
& safety evaluation.Amends differentiate surveillance testing for water & C02 hoses. 
ROSS.T. Project Directorate III-2. 89/04/13. BLISS.H.E. Commonwealth Edison Co. 
4pp. 49467:036-49467:050. 

-8904240161 Amends 116 & 112 to Licenses DPR-29 & DPR-30, respectively, differenti- 
ating surveillance testing for water & C02 hoses. 

MULLER,D.R. Project Directorate III-2. 89/04/13. 8pp. 49467:040-49467:047. 

-8904240163 Safety evaluation supporting Amends 116 & 112 to Licenses DPR-29 & 
DPR-30,respectiveiy. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/13. 3pp. 
49467:048-49467:050. 


H. General correspondence 

8904110115 Forwards responses to questions re Shaff concerns described in 890201 ltr 
on Mark I containment ^s & evacuation plans for plant. 

STELLO.V. Ofc of the Btecutive Director for Operations. 89/04/06. TAUKE.T. House 
of Rep. 7pp, 49278:297-49278:307. 

-8904110118 Ack receipt of 890201 ltr from constituent, J Shaff re plant near 
Codova,IL. 

TAUKE.T. House of Rep. 89/02/27. 2ECH,L.W. Commissioners. 4pp. 49278:305- 
49278:307. 


J. Insurance & Indemnity information 

8903290329 Forwards Endorsements 23.18,34.27,202,176.54,36,114.97,105 & 93 to 
NELIA Policies NF-294,MF-128,NF-277,MF-114.NF-43, MF-22,NF-253.MF-104.NF- 
187,MF-54.NF-201 & MF-64, respectively. 

OSTER,J. Commonwealth Edison Co. 89/03/23. DINIT2,I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 25pp. 49104:333-49104:357. 


P. Operating license stage documents & correspondence 

8903300047 Fonivards notices of consideration of issuance of amends to Licenses DPR- 
1 9,DPR-25,DPR-29.DPR-30,NPF-1 1 ,NPF-1 8,DPR-39, DPR-48.NPF-37,NPF-66,NPF-72 
& NPF-77.Amends consist of organizational changes. 

MULLER, D.R. Project Directorate III-2. 89/03/16. BLISS.H.E. Commonwealth Edison 
Co. 8pp. 49131:084-49131:122. 


8904240429 Forwards responses to station blackout rule re ability of LWR plants to 
withstand & recover from station blackout & list of procedures to be implemented for 
station blackout events. 

RICHTER.M.H. Commonwealth Edison Co. 89/04/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 45pp. 49449:123-49449:167. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities," Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8904050116 Application for amends to Licenses DPR-29 & DPR-30, revising Tech Specs 
re HPCI & Rule testing requirements to be consistent w/NUREG-0123,Rev 3, "STS 
for GE BWRs," per Insp Repts 50-254/88-07 & 50-265/88-07. 

STOLS.R. Commonwealth Edison Co. 89/03/21. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 2pp. 49213:318-49213:346. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Pluas.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

890324(X)63 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 
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8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Math" Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904060144 Ack receipt of 890222 payment of civil penalty in amount of 550,000, per 
NRC 890123 order. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/04/03. O’CONNOR, J.J. Com- 
monwealth Edison Co. 1p. 49225:301-49225:301. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 1l1pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039. “List of Parties Excluded From Federal Procure- 
ment or Nc':c'-ocurf?.T:o''r .‘Programs.’’ Svc list end. 

ROSSI, CE. D:vs::;'i of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Sudd' 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
PCS. ■ Svc s-. end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11, 
Consolidated Edison Co. of New York, Inc, 109pp. 49388:037-49388:145. 

8904210306 Forwards Insp Repts 50-254/89-04 & 50-265/89-04 on 890205-0401 .No 
violations noted. 

MCKENNA.E.M. Region 3, Ofc of the Director, 89/04/13. REED.C. Commonwealth 
Edison Co, 2pp. 49444:285-49444:300. 

-8904210308 Insp Repts 50-254/89-04 & 50-265/89-04 on 890205-0401. No violations 
noted.Major areas inspected:plant operations, radiological controls, maint/ 
su'voilla'ico.c."'er:)e.'- 2 y proDa'nd.''ess & security. 

HARRISON,.;.*! Fogioi 3. Ofc cf :he Director. 89/04/13. 14pp. 49444:287-49444:300. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requafification Program." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc, 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 69/04/20. 
Consolidated Edison Co, of New York, Ino. 106pp. 49397:001-49307!l06. 


8904160193 NRC info Notice 89-042, "Failure of Roeemount Models 1163 A 1164 
Transmitters," Svc list end, 



V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRiGHT.G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2dd. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S. A. Assodate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc, 54pp. 49105:001-49105:055. 


8904030282 Fonwards notice of consideration of issuance of amend to License DPR-20 
& opportunity for hearing to allow transfer of ownership. 

DE AGA2IO.A.W. Project Directorate 111-1. 89/03/21. BERRY, K.W. Consumers Power 
Co. 2pp. 49164:148-49164:154. 

-8904030284 Notice of consideration of issuance of amend to License DPR-20 & op- 
portunity for hearing.Amend would revise Tech Specs to permit transfer of ownership 
in facility & specify entity responsible for fire protection mods & security. 

DllANNI.D.C. Project Directorate III-1, 89/03/21. 5pp. 49164:150-49164:154. 

8903290112 Discusses outstanding Tech Spec change requests (TSCR) re fire detec- 
tion & suppression, fire-rated assemblies & emergency lighting on 850205 & 
11 21 .TSCR will be submitted by 890731 to remove fire protection related require- 
ments. 

SMEDLEY.R.W. Consumers Power Co. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 49081:259-49081:259. 

8904120252 “GORT/EOF Emergency Implementing Procedures Annual Verification." 

* Consumers Power Co. 89/03/27. 6pp. 49276:207-49276:212. 

8904110539 Requests withdrawal of temporary change to security plan required for 
beach erosion project,dtd 861 1 07.Change no longer applicable. 

JOHNSON.B.D. Consumers Power Co. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 1p. 49279:216-49279:216. 

8904120110 Rev 15 to Pages 19 & 20 of El-1, “Plant Power - Electrical." 

* Consumers Power Co. 89/03/30. 3pp. 49295:355-49295:358. 

8904180204 Forwards Safety Insp Rept 50-255/89-04 on 89021 4-031 3.No violations 
noted. 

AXELSON.W.L Region 3, Ofc of the Director. 89/03/30. HOFFMAN, D.P. Consumers 
Power Co. 2pp. 49375:251-49375:263. 

“•8904180207 Insp Rept 50-255/89-04 on 89021 4-031 3.No violations noted. Major 
areas inspected.-actions on previously identified items, plant operations, reactor 
trip, radiological controls, maint, surveillance,security & reportable events. 

BURGESS, B.L Region 3, Ofc of the Director. 89/03/30. 11pp. 49375:253-49375:263. 


L Financial information 


8904030282 Forwards notice of consideration of issuance of amend to License DPR-20 
& opportunity for hearing to allow transfer of ownership. 

DE AGAZIO.A.W. Project Directorate III-1. 89/03/21. BERRY, K.W. Consumers Power 
Co. 2pp. 49164:148-49164:154. 

-8904030284 Notice of consideration of issuance of amend to License DPR-20 & op- 
portunity for hearing.Amend would revise Tech Specs to permit transfer of ownership 
in facility & specify entity responsible for fire protection mods & security. 

DllANNI.D.C. Project Directorate III-1. 89/03/21. 5pp. 49164:150-49164:154. 

8904110107 Summary of 890109 meeting w/util re proposal to transfer ownership of 
plantList of attendees end. 

DE AGAZIO,A.W. Project Directorate III-1. 89/04/04. Project Directorate 111-1. 5pp. 
49290:124-49290:128. 


K. Utility Final Safety Analyale Report (FSAR) & amende 


8908310014 Rev 7 to updated FSAR for Palisades. W/890323 ltr. 

HOFFMAN.D.P. Coneumers Power Co. 89/03/31. 210pp. 491 47:1 64-491 48:01 6. 


F. Optratinn liotnee staoe dooumente A oorrespondenoe 

8904030288 Forwards notice of consideration of Issuance of amend to License DPR-20 
A opportunity for hearing to allow transfer of ownership. 

DE AGAZIO.A.W. Project Directorate III-1, 89/03/21. BERRY, K.W, Consumers Power 
Co. 2pp. 49164:148-49164:154. 

-8904030284 Notice of consideration of issuance of amend to License DPR-20 & op- 
portunity for hearing.Amend would revise Tech Specs to permit transfer of ownership 
In facility A specify entity responsible for fire protection mods & security. 

DllANNI.D.C. Project Directorate [||-1. 89/03/21. 5pp. 49164:150-49164:154. 

8903290112 Discusses outstanding Tech Spec change requests (TSCR) re fire detec- 
tion & suppression.fire-rated assemblies & emergency lighting on 850205 & 
11 21 .TSCR will be submitted by 890731 to remove fire protection related require- 
ments. 

SMEDLEY.R.W. Consumers Power Co. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 49081:259-49081:259. 
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F. Security, medical, emergency & fire protection plans 

8903300090 Revised emergency planning procedures, including Rev 4 to EOF-2,Rev 3 
to EOF-6,Rev 3 to EOF-7,Rev 3 to EOF-9,Rev 3 to EOF-11,Rev 1 to EOF-13.Rev 14 
to App G & Rev 3 to App H. 

WHITE, S.K. Consumers Power Co. 89/03/13. 55pp. 49162:152-49162:205. 

8903280179 Ack receipt of 890217 ltr transmitting changes to plant site emergency 
plan.Changes to EPIPs should be made In accordance w/requirements of 
10CFR50,App E. 

GREGER.LR. Region 3, Ofc of the Director. 89/03/16. HOFFMAN.D.P. Consumers 
Power Co. 2pp. 49062:326-49062:328. 


8903300338 Notification of 890405 meeting w/util & Pacific Sierra in Rockville MD to 
discuss util plans for independent spent fuel storage at plant site. 

DEAGAZIO,A.W. Project Directorate III-1. 89/03/23. QUAY.T.R. Project Directorate III- 
1 . 3pp. 491 22:335-491 22:337. 

8903310259 Fon^vards safety evaluation accepting Generic Ltr 83-28, Item 4.5.2, “Reac- 
tor Trip Sys Reliability-On-Llne Testing.” 

CALVO,J.A. Project Directorate IV. 89/03/23. DEWEASE.J.G. Louisiana Power & 
Light Co. 4pp. 49159:196-49159:223. 


-8710140201 "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nuclear One 
2, Calvert Cliffs 1 & 2, Fort Calhoun, Maine Yankee, Millstone 2, Palisades Palo Verde 1 2 
A 3.San Onofre 2 A 3.St Lucie 1 A 2,Waterford 3,WPPSS 3," informal rept 
FARMER,F.G. EGAG Idaho, Inc. (subs, of EGAG, Inc.). FARMER, F.Q. Idaho National 
Engineering Laboratory. FIN D-6001, EGG-NTA-7463 R02. 87/09/30. NRC - No De- 
tailed Affiliation Given. 23pp. 49159:201-49159:223. 


—8903280181 Requests Ilne-by-line review of Rev 6 to plant emergency plan change 
against current plan.Response ltr A notes of significant changes should tie provided 
by 890407 if change does not downgrade effectiveness of plan. 

SNELUW. Region 3. Ofc of the Director. 89/02/24. NRC - No Detailed Affiliation 
Given, Ip, 49062:328-49062:328. 


8904040182 Advises that Tech Spec change request, addressing shutdown cooling sys 
operation, will be delayed for 90 days due to significant concerns raised in in-house 
review of draft. 

KUEMIN,J.L. Consumers Power Co. 89/03/29. Document Control Branch (Document 
Control Desk). Ip. 49185:069-49185:069. ' 



DOCKETED ITEMS 33 


8904120013 Forwards add! info re NUREG-0737,!tem I1.D.1, ‘‘Performance Testing of 
Relief & Safety Valves,” per 871020 request. Remainder of response re similarity of 
proposed block valves to valves tested by EPRI will be submitted by 890715. 
SMEDLEY.R.W. Consumers Power Co. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 7pp. 49295:320-49295:326. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904120229 Forwards revised ‘‘Analysis of Reactor Pressure Vessel Fast Fluence for 
Palisades Nuclear Plant Through End of Cycle 8” & ‘‘Analysis of Fast Neutron Expo- 
sure of Palisades Reactor Pressure Vessel,” Rev 2. 

SMEDLEY.R.W. Consumers Power Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49284:332-49285:036. 

-8904120232 Revised “Analysis of Reactor Pressure Vessel Fast Fluence for Palisades 
Nuclear Plant Through End of Cycle 8.” 

* Consumers Power Co. 89/03/31. 32pp. 49284:334-49285:006. 

-8904120337 Rev 2 to “Analysis of Fast Neutron Exposure of Palisades Reactor Pres- 
sure Vessel.” 

LIPPINCOTT,E.P., ANDERSON,S.L. Westinghouse Electric Corp. 89/03/31. 30pp. 
49285:007-49285:036. 

8904130404 Forwards application for amend to License DPR-20,to incorporate revs of 
Sections 3.0 & 4.0 of STS re limiting conditions for operation & surveillance 
requirements, per Generic Ltr 87-09, into Tech Specs. 

BERRY,K.W. Consumers Power Co. 89/04/03. Document Control Branch (Document 
Control Desk). Ip. 49321:003-49321:031. 

-8904180334 Application for amend to License DPR-20,revising Tech Specs to incorpo- 
rate revs of STS Sections 3.0 & 4.0. 

HOFFMAN, D.P. Consumers Power Co. 89/04/03. 7pp. 49321:004-49321:010. 

-8904130405 Proposed Tech Specs, incorporating revs of Sections 3.0 & 4.0 of STS re 
limiting conditions for operation & surveillance requirements, as described in Generic 
Ltr 87-09. 

* Consumers Power Co. 89/04/03. 21pp. 49321:011-49321:031. 

8904240290 Discusses 890405 meeting re intent to use Pacific Sierra Nuclear ventilated 
storage casks at ISFSl located at plant. 

SMEDLEY,R.W Consumers Power Co. 89/04/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 49448:040-49448:040. 


8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324. 

8904170168 Advises that Tech Spec Procedure Ml-39 incorporated into on-the-job train- 
ing program on 890407 & task completed, per util 880902 response to Insp Rept 50- 
255/88-08. 

BORDINE.T.C. Consumers Power Co. 89/04/07. Document Control Branch (Docu- 
ment Control Desk). Ip. 49350:314-49350:314. 


8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York. Inc. 98pp. 49176:158-49176:255. 


8904110030 “Palisades Plant Annual Rept to NRC for 50.59 Reviews." W/890331 ltr. 
JOHNSON, B.D. Consumers Power Co. 88/12/31. 40pp. 

8904140134 Forwards 1988 personnel exposure & monitoring repts. 

JOHNSON, B.D. Consumers Power Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). Ip. 49288:306-49288:312. 


8903280286 Responds to NRC Bulletin 88-010, “Nonconforming Molded Case Circuit 
Breakers.” Testing of one non-traceable molded case circuit breaker & submittal of 
test results will be completed prior to startup from 1 990 refueling outage. 

BERRY, K.W., HOFFMAN, D.P. Consumers Power Co. 89/03/22. Document Control 
Branch (Document Control Desk). 3pp. 49064:312-49064:314. 


~8904100207 “1988 Range Summary Rept.” 

* Consumers Power Co. 88/12/31. 2pp. 49288:307-49288:308. 

-8904140167 “1988 Range Summary Rept.” 

* Consumers Power Co. 88/12/31. 2pp. 49288:309-49288:310. 


0903230076 NRC Info Notice 00-O33| "Potential Failure of Westinghouse Steam Qener- 
0 tor Tube Mechanical Plugs." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 070411). 89/03/23, 
Consolidated Edison Co. of New York, Ino. 102pp. 49178:066-49178:157. 


0904800017 Monthly Operating rept for Mar 1989 for Pallsade8.W/890407 ltr. 
MLYNAREK.M.Q., QORALSKLQ. Consumers P< 


49394:358, 


i Power Co. 89/03/31. 5pp. 49394:354- 


0903240083 NRC Info Notice 69-034, "Disposal of Americium Well Logging Souroea," 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medioal Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095, 

0903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 


0904180303 Forwards oorreotlve work order backlog & open control room difloitncies 
rept for Feb & Mar 1909.Next rept will cover months of Apr 1969 & May 1989 & will 
be submitted by June 1969, 

JOHNSON, B.D. Consumers Power Co. 89/04/12. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49381:221-49381:223. 


S. Reportable occurrences, LERs & related correspondence 


8904100087 Forwards response to NRC 880415 request for addi info re util response to 
IE Bulletin 80-11, “Masonry Walls." Five walls require further evaluation or 
justification.AddI evaluation & justification will be submitted by 891001. 

FRISCH, R.R. Consumers Power Co. 89/03/30. Document Control Branch (Document 
Control Desk). 10pp. 49243:001-49243:010. 

8904180204 Forwards Safety Insp Rept 50-255/89-04 on 89021 4-031 3.No violations 
noted. 

AXELSON.W.L. Region 3, Ofc of the Director, 89/03/30. HOFFMAN,D.P. Consumers 
Power Co. 2pp. 49375:251-49375:263. 

-8904180207 Insp Rept 50-255/89-04 on 890214-0313, No violations noted. Major 
areas inspectedractions on previously identified items, plant operations, reactor 
trip, radiological controls, maint, surveillance, security & reportable events, 

BURGESS,B.L. Region 3, Ofc of the Director. 89/03/30. 11pp. 49375:253-49375:263. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys,” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co, of New York, Inc. 108pp, 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, "Excessive Temps In ECCS Piping Located Out- 
side Containment.” Svc list end, 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04, 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 


8903280191 LER 89-002-00:on 89021 5,pressuri2er PORV opened due to primary cool- 
ant sys pressure spike.Caused by air entrainment in primary coolant sys.Pressurizer 
PORV & associated pilot valve repaired.W/890317 ltr. 

KOZUP,C.S., JOHNSON,B.D. Consumers Power Co. 89/03/17. 6pp. 49061:326- 
49061:331. 


8903290111 LER 86-01 7-01 :on 86041 ©.unidentified primary coolant sys leakage calcu- 
lated to be in excess of Tech Spec limlLCaused by relief valve not fully reseated & 
reactor head vent sys valves not fully seated. Valve repaired.W/890323 ltr. 
KOZUP.C.S.. JOHNSON.B.D. Consumers Power Co. 89/03/23. 9pp. 49081:212- 
49081:220. 


8904110541 LER 89-004-00:on 890228, reactor trip occurred during performance of 
Tech Spec Surveillance Procedure RO-21, “Control Rod Drive Sys Interlocks,” 
Caused by inadequate procedure.Surveillance Procedure RO-21 revised,W/890330 ltr. 
KOZUP.C.S.. JOHNSON.B.D. Consumers Power Co. 89/03/30. 4pp. 49285:039- 
49285:042. 

8904100192 LER 88-01 3-02:on 880823, control room HVAC sys declared inoperable for 
failing to meet acceptance criteria.Caused by failure to control opening of penetrations 
& outward leakage within envelope controlled by HVAC sys.W/890331 ltr. 
KOZUP.C.S., JOHNSON.B.D. Consumers Power Co. 89/03/31. 10pp. 49242:337- 
49242:346. 

8904060529 LER 89-005-00:on 890303,diesel generator operation failed to meet & 
maintain required fuel oil capacity.Caused by failure to update diesel fuel oil consump- 
tion, calculations.Storage tank filled to meet required min.W/890403 ltr. 

KOZUP.C.S., JOHNSON.B.D. Consumers Power Co. 89/04/03. 4pp. 49216:148- 
49216:151. 
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V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
crccrnn’ Requests inc'ude extension of max time period of 24 months for r^ualifica- 
’.io:-. c>:: r.- ic r:::ci.n; i::r changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


Y. Dry Cask independent Spent Fuel Storage Installations 


8904240290 Discusses 890405 meeting re intent to use Pacific Sierra Nuclear ventilated 
stc'scr- casks at !S'=^S! located at plant. 

SvIE.DLr.Y,-. A- Ccnsumers Power Co. 89/04/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 49448:040-49448:040. 
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F. Security, medical, emergency & fire protection plans 


8904030248 Forwards objectives for radiological emergency plan exercise currently 
scheduled for 89053 1.W/o end. 

GRIDLEY,R. Tennessee Valley Authority. 89/03/16. Region 2, Ofc of the Director. 
2pp. 49167:001-49167:002. 

8904060360 Revised EPIP, including Rev 4 to EPIP-3,Rev 3 to EPIP-6,Rev 4 to EPIP- 
7.Rev 4 to EPIP-14,Rev 1 to EPIP-20 & Rev 0 to EPIP-21.W/890330 ltr. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/30. 93pp. 49215:172-49215:264. 

8904130159 Forwards Insp Repts 50-259/89-09,50-260/89-09 & 50-296/89-09 on 
6rf3??7-0303 v'ol.«;icrs c' ce.'ifitions noted. 

V,A'.SDN,I. ^ Dir-jctcr fc' inspection Programs. 89/03/31. KINGSLEY, 0.0. 

Tennessee Valley Authority. 2pp. 49319:292-49319:294. 

-8904130162 Partially withheld Insp Repts 50-259/89-09,50-260/89-09 & 50-296/89-09 
on 890227-0303 (ref l0CFR2.790(d) & 73.21). No violations or deviatons noted.Major 
.I'eas nsp-cclE ,J nhvi'c.;! sccL'-ty D'ccr£rr,;'‘.';iudinc met, audits & training. 

CE N..V..I. rer.cn 2, O'c :( -.ho Cirec!; - SD.'C*./C3 Ip. 49319:294-49319:294. 

8904200178 Forwards insp Repts 50-259/89-03,50-260/89-03 & 50-296/89-03 on 
890101-31.No violations or deviations noted. 

WATSON.L.J. Assistant Director for Inspection Programs. 89/04/10. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 49405:292-49405:310. 

-8904200182 Insp Repts 50-259/89-03.50-260/89-03 & 50-296/89-03 on 890101- 
31. No violations or deviations noted.Major areas inspected:operational safety 
verification, refueling activities & review of fuel load procedures. 

CARPENTER, D.R. Region 2, Ofc of the Director. 89/04/10. 17pp. 49405:294- 
49405:310. 

8904210005 Advises that 880701 revs to physical security & safeguards contingency 
plans consistent w/l0CFR50.54(p) & acceptable. 

WATSON.L.J. Assistant Director for Inspection Programs. 89/04/13. KINGSLEY, O.L. 
Tennessee Valley Authority. 3pp. 49405:171-49405:173. 


H. General correspondence 

8903310088 Responds to 890223 ltr to Chairman LW Zech that forwarded ltr from 
constituent, A Black, re effect of proposed landfill on emergency evacuation plan for 
plant.NRC has no authority to regulate offsite matters. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/20. FLIPPO.R.G. 
House of Rep. 5pp. 49145:253-49145:260. 

—8903310092 Forwards ltr from constituent, A Black, which raises questions re possible 
impact of proposed landfill on evacuation plan for plant, for review & consideration. 
FLIPPO.R.G. House of Rep. 89/02/23. ZECH.L.W. Commissioners. 3pp. 49145:258- 
49145:260. 

8904040263 Informs of recent changes made within mgt structure of util 
organization.Util reorganization efforts aimed at implementing changes necessary to 
reflect reorientation from design & mod. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/03/24. CRUTCHFIELD.D. Associate 
Director for Special Projects (Post 890101). 4pp. 49192:016-49192:019. 

8904170332 Informs of listed nuclear power organization & senior mgt changes as part 
of ongoing efforts to improve organizational focus on single-point accountability & in- 
crease emphasis on project mgt approach. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/04/07. CRUTCHFIELD D NRC - No 
Detailed Affiliation Given. 3pp. 49357:001-49357:003. 


J. Insurance & indemnity information 


8903290066 Forwards info re status & details of onsite property damage insurance cov- 
erage for facilities, per 10CFR50.54(w). 

GRIOLEY,R. Tennessee Valley Authority. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49120:162-49120:164. 

8904240173 Fonwards Endorsements 46,70.105 & 36 to NELIA policies NF-256.NF- 
247,NF-198 & NF-258, respectively & Endorsements 62 & 91 to MAELU policies MF- 
102 & MF-66,respectiveiy. 

SAMUELS, J.L. Marsh & McLennan, Inc. 89/04/06. DINlTZ.l. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 7pp. 49449:102-49449:108. 


8904280016 Forwards Endorsements 63 & 64 to MAELU Policy MF-102, Endorsements 
71 & 72 to NELIA Policy NF-247.Endorsements 106 & 107 to NELIA Policy NF- 
198,Endorsement 11 to NELIA Certificates N-38,N-39 & N-40 & Endorsement 10 to 
MF.75. 

SAMUELS.J.L Marsh & McLennan. Inc. 89/04/11. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 29pp. 49544:322-49544:350. 


P. Operating license stage documents & correspondence 

8904240208 Forwards Amends 153,149 & 124 to Licenses DPR-33,DPR-52 & DPR- 
68, respectively, & safety evaluation.Amends implement recommendations on prevent- 
ing excessive testing & improving diesel generator reliability per Generic Ltr 84-15. 
BLACK, S. Ofc of Special Projects (Pre 881231). 88/08/19. WHITE, S.A. Tennessee 
Valley Authority. 2pp. 49445:220-49445:321. 

-8904240215 Amends 153,149 & 124 to Licenses DPR-33,DPR-52 & DPR-68, 
respectively, implementing recommendations contained in Generic Ltr 84-15 on pre- 
venting excessive testing & improving diesel generator reliability. 

BLACK,S. Ofc of Special Projects (Pre 881231). 88/08/19. 96pp. 49445:222- 
49445:317. 


-8904240224 Safety evaluation supporting Amends 153,149 & 124 to Licenses DPR- 
33,DPR-52 & DPR-68, respectively. 

* Ofc of Special Projects (Pre 881231). 88/08/19. 4pp. 49445:318-49445:321. 

8903290377 Informs of listed mgt changes in NRR Associate Director for Special 
Projects.DM Crutchfield appointed Associate Director for Special Projects, effective im- 
mediately & L Watson named as acting Assistant Director for Insp Programs, NRR. 
BLACK.S. Assistant Director for Projects. 89/03/24. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 49081:167-49081:169. 

8903300169 Forwards Rev 1 to moderate energy line break flooding review summary 
rept & list of commitments. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/24. Document Control Branch (Docu- 
ment Control Desk). 7pp. 49129:344-49129:350. 

8903300237 Forwards addi info to support Tech Spec Change 258, proposing to extend 
OL for 40 yrs per 10CFR50.47.Tech Spec page end. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/24, Document Control Branch (Docu- 
ment Control Desk). 3pp. 49144:231-49144:234. 

-8903300239 Proposed Tech Specs re thermal & pressurization limits, structural integri- 
ty & design fatigue usage evaluation. 

* Tennessee Valley Authority. 89/03/24. Ip. 49144:234-49144:234, 

8904060295 Notification of rescheduled 890404 meeting w/util in Rockville, MD to dis- 
cuss cable separation. 

MORAN, D.H. TVA Projects Division. 89/03/28. BLACK.S. Assistant Director for 
Projects. 3pp. 49216:231-49216:233. 

8904040035 Forwards Rev 0 to "TVA Nuclear QA Plan." Summary of changes to Rev 
10 to TVA-TR75-1A provided. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49180:085-49180:212. 

-8904040037 Rev 0 to "TVA Nuclear QA Plan." 

* Tennessee Valley Authority. 89/03/30. 125pp. 49180:088-49180:212. 

8904120298 Notification of 890406 meeting w/util in Decatur, AL to review util work ac- 
complishment on human engineering discrepancies resulting from DCRDR & deter- 
mine outlook for human engineering discrepancy closures ’•equi'ed for restart. 

MORAN, D.H. TVA Projects Division. 89/03/30. 31. ADK,S. Assistant Director for 
Projects. 3pp. 49276:193-49276:195. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904120051 Notification of 890410 meeting w/util in Rockville, MD for util to present info 
on new corporate organization. 

DONOHEW,J.N. TVA Projects Division. 89/04/03. BLACK.S. TVA Projects Division 
4pp. 49282:219-49282:222. 

8904240028 Fonvards notice of consideration of issuance of amends to Licenses DPR- 
33,DPR-52 A DPR-68 re Tech Spec Change Request 265. 

BLACK,S.C. Assistant Director for Projects. 89/04/12. KINGSLEY, C.D. Tennessee 
Valley Authority. 2pp. 49470:076-49470:082. 

-8904240030 Notice of consideration of issuance of amends to Licenses DPR-33,DPR- 
52 & DPR-68.Amends temporarily revise limiting conditions for operation for control 
room emergency ventilation sys. 

BLACK, S.C. Assistant Director for Projects. 89/04/12. 5pp. 49470:078-49470:082. 

8904210356 Forwards Amends 165,163 & 136 to Licenses DPR-33,DPR-52 & DPR- 
68, respectively & safety evaluation.Amends modify Tables 3.2.J & 4.2.J to reflect ven- 
dors suggested testing frequencies. 

BLACK.S. Assistant Director for Projects. 89/04/13. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 49430:188-49430:222. 

-8904210357 Amends 165,163 & 136 to Licenses DPR-33,DPR-52 & DPR-68, 
respectively, modifying Tables 3.2.J & 4.2.J to reflect vendor suggested testing fre- 
quencies for seismic monitoring equipment. j 

BLACK.S. Assistant Director for Technical Programs. 89/04/13. 30pp 49430-191- 
49430:220. I 


-8904210358 Safety evaluation supporting Amends 165,163 & 136 to Licenses DPR- 
33,DPR-52 & DPR-68.respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/13 2dd 
49430:221-49430:222. ’ 
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Q. Inspection reports, !E Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York. Inc. 98pp. 49176:158-49176:255. 

8904030419 Forwards Insp Repts 50-259/89-01,50-260/89-01 & 50-296/89-01 on 
8901 09-1 0.No violations noted. 

MCCOY.F.R. Region 2. Ofc of the Director. 89/03/10. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49182:111-49182:113. 

-8904030429 Partially withheld Insp Repts 50-259/89-01.50-260/89-01 & 50-296/89-01 
on 8901 09-1 0.No violations noted.Major areas inspected:corrective actions to notice 
of violation & program for control & accounting of SNM. 

MCALPINE.E.J.. TODD.G.A. Region 2, Ofc of the Director. 89/03/09. Ip. 49182:113- 
49182:113. 

8904030215 Forwards Insp Repts 50-259/88-35,50-260/88-35 & 50-296/88-35 on 
881 201 -31. No violations or deviations noted.Two unresolved items identified. 
WATSON.LJ. Region 2. Ofc of the Director. 89/03/17. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49155:304-49155:324. 

-8904030220 Insp Repts 50-259/88-35,50-260/88-35 & 50-296/88-35 on 881201- 
31. No violations or deviations noted. Unresolved items noted re surveillance testing & 
missed surveillance.Major areas inspected:ROs,NRC bulletins & open items. 
CARPENTER.D.R., LITTLE.W.S. Region 2, Ofc of the Director. 89/03/17. 19pp. 
49155:306-49155:324. 

8904030256 Ack receipt of 881018 response to violations noted in Insp Repts 50-259/ 
88-22,50-260/88-22 & 50-296/ 88-22. Reiterates NRC decision that corrective actions 
re lack of certification exam records inadequate. 

WATSON.L.J. Assistant Director for Inspection Programs. 89/03/21. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49156:262-49156:263. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end, 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903310232 Documents agreement for extension of due date to 890415 for revising 
Site Director Std Practice SDSP 9.1, "Processing Drawing Discrepancies,” per Insp 
Repts 50-259/88-28. 50-260/88-28 & 50-296/88-28. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49148:195-49148:196. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904170213 Forwards summary of 890202 enforcement conference re unmonitored 
loading of 74 fuel assemblies into plant core during Jan 1989.Summary of 
conference.list of attendees & handout accompanying presentation end. 

WATSON.LJ. Assistant Director for Inspection Programs. 89/03/30. KINGSLEY.O.D. 
Tennessee Valley Authority. 29pp. 49349:267-49349:295. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130159 Forwards Insp Repts 50-259/89-09,50-260/89-09 & 50-296/89-09 on 
890227-0303.No violations or deviations noted. 

WATSON,L.J. Assistant Director for Inspection Programs. 89/03/31. KINGSLEY.O.D, 
Tennessee Valley Authority. 2pp. 49319:292-49319:294. 

--8904130162 Partially withheld Insp Repts 50-259/89-09,50-260/89-09 & 50-296/89-09 
on 890227-0303 (ref 10CFR2.790(d) & 73.21 ).No violations or deviations noted.Major 
areas inspected: physical security program.including mgt,audits & training. 

TOBIN, W.J.. MCGUIRE.D.R. Region 2. Ofc of the Director. 89/04/03. Ip. 49319:294- 
49319:294. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904170040 Ack receipt of 890207 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50:259/88-28, 50-260/88-28 & 50-296/88-28. 

WATSON.LJ. Assistant Director for Inspection Programs. 89/04/04. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49350:028-49360:029. 

8904170159 Ack receipt of 890120 response to 881222 notice of violation from Insp 
Repts 50-259/88-24,50-260/88-24 & 50-296/88-24. Response acceptable per 
10CFR2.201. 

WATSON.LJ. Region 2, Ofc of the Director. 89/04/04. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49350:315-49350:316. 

8904170193 Ack receipt of 890316 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/88-32, 50-260/88-32 & 50-296/88-32. 

WATSON, L.J. Region 2, Ofc of the Director. 89/04/04. KINGSLEY.O.D, Tennessee 
Valley Authority. 2pp. 49350:300-49350:301. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 


8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904130501 Submits addi info re 880930 response to NRC Bulletin 88-004, “Potential 
Safety Related Pump Loss,” including schedule for design calculation review program 
for essential calculations to be completed before restart of each unit. 

FOX.C.H. Tennessee Valley Authority. 89/04/05. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49319:282-49319:284. 

8904210109 Requests revised response to violations noted in Insp Repts 50-259/88- 
21,50-260/88-21 & 50-296/88-21 within 30 days. Corrective actions do not adequately 
address condition adverse to quality repts. 

WATSON,LJ. Assistant Director for Inspection Programs. 89/04/06. KINGSLEY,O.D. 
Tennessee Valley Authority. 2pp. 49444:104-49444:105. 

8904200112 Forwards Insp Repts 50-259/89-08.50-260/89-08 & 50-296/89-08 on 
890201-28 & notice of violation.Unresolved item identified in Paragraph 4 of insp rept 
will be pursued during future insps. 

WATSON, L.J. Assistant Director for Inspection Programs. 89/04/07. KINGSLEY,O.D. 
Tennessee Valley Authority. 2pp. 49426:276-49426:291. 

-8904200115 Notice of violation from insp on G9C201-2fi.Vola:icr.s noted: Steps 
7.14.6.1 & 7.14.6.2 of Procedure 2-SI-4.2.C-3.2, "Fijrci'ona! "est of Unit 2 Intermedi- 
ate Range Monitor Rod Blocks/Scrams," not followed on 890203. 

WATSON, L.J. Assistant Director for Inspection Programs. 89/04/07. 2pp. 49426:278- 
49426:279. 

-8904200118 Resident Insp Repts 50-259/89-08,50-260/89-08 & 50-296/89-08 on 
890201 -28.Violations noted.Major areas inspected: operational safety 
verification.surveillance observation, reportable occurrences & restart test program. 
CARPENTER.D.R., LITTLE.W.S. Region 2, Ofc of the Director. 89/04/06. 12pp. 
49426:280-49426:291. 

8904200178 Forwards Insp Repts 50-259/89-03,50-260/89-03 & 50-296/89-03 on 
890101-31. No violations or deviations noted. 

WATSON,L.J. Assistant Director for Inspection Programs. 89/04/10. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49405:292-49405:310. 

-8904200182 Insp Repts 50-259/89-03,50-260/89-03 & 50-296/89-03 on 890101- 
31. No violations or deviations noted.Major areas inspected:operational safety 
verification, refueling activities & review of fuel load procedures. 

CARPENTER.D.R., LITTLE.W.S. Region 2, Ofc of the Director. 89/04/10. 17pp. 
49405:294-49405:310. 

8904200195 Forwards Insp Repts 50-259/88-36.50-260/88-36 & 50-296/88-36 on 
881208-31 & notice of violation.Response to first violation should include util actions 
to correct deficiencies in configuration control program. 

WATSON,L.J. Assistant Director for Inspection Programs. 89/04/10. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49396:326-49396:348. 

-8904200201 Notice of violation from insp on 881 208-31. Violations noted: prior to 
881223,licensee failed to properly establish administrative procedure for control of 
equipment. 

WATSON,L.J. Assistant Director for Inspection Programs. 89/04/10. 2pp. 49396:328- 
49396:329. 

-8904200204 Insp Repts 50-259/89-36,50-260/89-36 & 50-296/89-36 on 81208-31. Vio- 
lations noted.Major areas inspected:plant operations, mgt control over plant activities & 
work control process to determine readiness for fuel load. 

CARPENTER.D.R., LITTLE.W.S. Region 2, Ofc of the Director. 89/04/07. 19pp. 
49396:330-49396:348. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904170206 Responds to NRC Bulletin 88-010, "Nonconforming Molded Case Circuit 
Breakers." Util identified in excess of 1,200 molded case circuit breakers in ware- 
house stock.Replacement program will be initiated at all site.per Item 5 of bulletin. 
FOX,C.H. Tennessee Valley Authority. 89/04/11. Document Control Branch (Docu- 
ment Control Desk). 17pp. 49350:005-49350:021. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904040078 “Browns Ferry Nuclear Power Plant Annual Operating Rept to NRC, 1988." 
W/890330 Itr. 

GRIDLEY.R. Tennessee Valley Authority. 88/12/31. 233pp. 49192:298-49193:170. 

8904050482 "Annual Rept of Personnel Whole Body Exposures for CY88.” W/890331 
Itr. 

GRIDLEY.R. Tennessee Valley Authority. 88/12/31. 7pp. 49213:268-49213:274. 
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8904030380 Monthly operating repts for Feb 1 989 for Browns Ferry Nuclear Plant,Units 
1.2 &3.W/890321 Itr. 

CAMPBELL, G.G. Tennessee Valley Authority. 89/02/28. 69pp. 49165:292-49165:356. 

8904050308 “Alabama Dept of Environ Mgt Discharge Monitoring Rept, Feb 1989." 

* Tennessee Valley Authority. 89/03/28. 12pp. 49214:254-49214:265. 

8904070128 Forwards annua! rept of employee concerns special program corrective ac- 
tions implementation, Feb 1986 - Sept 1988. 

FOX.C.H. Tennessee Valley Authority 89/04^03. Document Control Branch (Docu- 
ment Control Desk). 22pp. 4023:;. ?:::"-4rf2rj5. 256 


S. Reportable occurrences, LERs & related correspondence 

8904040175 Part 21 rept re hydro test of inboard isolation valve.Disc in valve in RHR 
sys not tested for pressure retention capability during ASME test.ltem not reportable 
per Part 21. 

MITCHELL, R.C. General Electric Co. 89/02/06. BERLINGER,C.H. Generic Communi- 
cations Branch. 12pp. 49194:347-49194:358. 

8903280100 LER 88-036-01:on eSIOlS.Twc possible unanalyzed electrical leading on 
safety related electrical sys Klrniij-c-d.Cc^ufioo by inadequate design control & review 
program.Accident signals from Units 1 & 2 disabled. W/89031 8 Itr. 

WILLARD.S.C., CAMPBELL,G.G. Tennessee Valley Authority. 89/03/15. 5pp. 
49062:346-49062:350. 

8904030018 LER 88-007-01 :on 880127,calibr error discovered in four RHR sve water 
(RHRSW) pump flow instruments.Caused by error on flow transmitter data sheetPump 
2D rebuilt & impeller replaced.RHRSW pumps met Tech Spec flow rate.W/890321 Itr. 
CHUNG.C.K., CAMPBELL.G.G. Tennessee Valley Authority. 89/03/21. 4pp. 
49156:332-49156:335. 

8904040297 PNO-ADSP-89-001:on 89031 7,GE-supplied cables in nuclear instrumenta- 
tion sys found deteriorated w/rubber insulation brittle & cracked w/portions of conduc- 
tor exposed.GE has obtained sample cable for further analysis. 

BEARDEN, W.C. Associate Director for Special Projects (Post 890101). 89/03/23. Ip. 
49191:225-49191:225. 

8904060105 LER 89-006-00:on 890228, loss of secondary containment integrity occurred 
when ventilation exhaust radiation monitor repaired on 890225 but not tested following 
maint. Caused by personnel error. Procedures revised.W/890330 Itr. 

WILLARD,S.C., CAMPBELL.G.G. Tennessee Valley Authority. 89/03/30. 6pp. 
49216:065-49216:070. 

8904070025 Part 21 rept re EMD Air Start Motors Ingersoll Rand 150 BMP Model D 
furnished to util as spare parts for emergency power generators.Subj items returned 
from stores & had not been installed on generators.Problem being investigated. 
KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/04/04. MURLEY.T. Office of Nuclear 
Reactor Regulation. Director (Post 870411). Ip. 49285:043-49285:043. 

8904130417 LER 89-007-00:on 890305, when diesel generator start * logic 

energized, diesel generator unexpectedly started.Caused by start failure relay start 
logic not reset after earlier logic testing. Diesel generator shutdown. W/890404 Itr. 
JONES.S.B., CAMPBELL.G.G. Tennessee Valley Authority. 89/04/04, 4pp. 
49291:141-49291:144. 


T. Hearing transcripts on non-antitrust matters 

8904030222 Summaiy of 890314 meeting w/util in Rockville, MD re presentation on 
plant cable separation issues.Util has not yet documented approach for cable separa- 
tion resolution. 

MORAN.D.H. Assistant Director for Projects. 89/03/24. Assistant Director for Projects. 
7pp. 49156:001-49156:071. 

”8904030227 Notification of 890314 meeting w/util in Rockville, MD to discuss cable 
separation - statistical sampling. 

MORAN.D.H. TVA Projects Division. 88/03/09. BLACK, S. Assistant Director for 
Projects. 4pp. 49156:008-49156:011. 

”8904030233 Transcript of 890314 meeting in Rockville.MD re cable separation 
criteria, Pp 1-58. 

' Commissioners. 89/03/14. 60pp. 49156:012-49156:071. 


8904130169 Forwards Insp Repts 50-259/89-09,50-260/89-09 & 50-296/89-09 on 
890227-0303. No violations or deviations noted. 

WATSON, LJ. Assistant Director for Inspection Programs. 89/03/31. KINGSLEY,O.D. 
Tennessee Valley Authority. 2pp. 49319:292-49319:294. 

”8904130162 Partially withheld Insp Repts 50-259/89-09,50-260/89-09 & 50-296/89-09 
on 890227-0303 (ref 10CFR2.790(d) & 73.21). No violations or deviations noted. Major 
areas inspected: physical security program, including mgt, audits & training. 

TOBIN, W.J. Region 2, Ofc of the Director. 89/04/03. Ip. 49319:294-49319:294. 

8904140024 Summary of 890315 meeting w/util in Rockville.MD re util safe shutdown 
Tech Spec chronology. Licensee also discussed App R implementation methodology & 
outlined specific safe shutdown program for Unit 2. List of attendees & info end. 
MORAN.D.H. TVA Projects Division. 89/04/03. TVA Projects Division. 51pp. 
49303:307-49303:357. 

8904200178 Forwards Insp Repts 50-259/89-03,50-260/89-03 & 50-296/89-03 on 
8901 01 -31 .No violations or deviations noted. 

WATSON.L.J. Assistant Director for Inspectio’- ^^rocrams 89/04/10. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49405.29.? 4 24.3:"'.j' 0. 

”8904200182 Insp Repts 50-259/89-03,50-260/89-03 & 50-296/89-03 on 890101- 
31 .No violations or deviations noted. Major areas inspected:operational safety 
verification, refueling activities & review of fuel load procedures. 

CARPENTER, D.R. Region 2. Ofc of the Director. 89/04/10. 17pp. 49405:294- 
49405:310. 

8904210005 Advises that 880701 revs to physical security & safeguards contingency 
plans consistent w/10CFR50.54(p) & acceptable. 

WATSON.L.J. Assistant Director for Inspection Programs. 89/04/13. KINGSLEY, O.L. 
Tennessee Valley Authority. 3pp. 49405:171-49405:173. 


H. General correspondence 

8903310088 Responds to 890223 Itr to Chairman LW Zech that forwarded Itr from 
constituent, A Black.re effect of proposed landfill on emergency evacuation plan for 
planLNRC has no authority to regulate offsite matters. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/20. FLIPPO.R.G. 
House of Rep. 5pp. 49145:253-49145:260. 

”8903310092 Forwards Itr from constituent, A Black.which raises questions re possible 
impact of proposed landfill on evacuation plan for plant, for review & consideration. 
FLIPPO.R.G. House of Rep. 89/02/23. ZECH.LW. Commissioners. 3pp. 49145:258- 
49145:260. 

8904040263 Informs of recent changes made within mgt structure of util 
organization. Util reorganization efforts aimed at implementing changes necessary to 
reflect reorientation from design & mod. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/03/24. CRUTCHFIELD, D. Associate 
Director for Special Projects (Post 890101). 4pp. 49192:016-49192:019. 

8904170332 Informs of listed nuclear power organization & senior mgt changes as part 
of ongoing efforts to improve organizational focus on single-point accountability & in- 
crease emphasis on project mgt approach. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/04/07. CRUTCHFIELD, D. NRC - No 
Detailed Affiliation Given. 3pp. 49357:001-49357:003. 


J. Insurance & indemnity information 

8903290066 Forwards info re status & details of onsite property damage insurance cov- 
erage for facilities, per 10CFR50.54(w). 

GRIDLEY.R. Tennessee Valley Authority. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49120:162-49120:164. 

8904240173 Forwards Endorsements 46,70,105 & 36 to NELIA policies NF-256,NF- 
247,NF-198 & NF-258, respectively & Endorsements 62 & 91 to MAELU policies MF- 
102 & MF-66, respectively. 

SAMUELS, J.L Marsh & McLennan. Inc. 89/04/06. DINITZ.I. Cffice of Nuclear Reac- 
tor Regulation, Director (Post 870411). 7pp. 49449:102-49449:108. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 


P. Operating license stage documents & correspondence 

8904240208 Forwards Amends 153,149 & 124 to Licenses DPR-33,DPR-52 & DPR- 
68, respectively, & safety evaluation.Amends implement recommendations on prevent- 
ing excessive testing & improving diesel generator reliability per Generic Ltr 84-15. 
BLACK, S. Ofc of Special Projects (Pre 881231). 88/08/19. WHITE, S.A. Tennessee 
Valley Authority. 2pp. 49445:220-49445:321. 

”8904240215 Amends 153,149 & 124 to Licenses DPR-33,DPR-52 & DPR-68, 
respectively, implementing recommendations contained in Generic Ltr 84-15 on pre- 
venting excessive testing & improving diesel generator reliability. 

BLACK, S. Ofc of Special Projects (Pre 881231). 88/08/19. 96pp. 49445:222- 
49445:317. 


8904140126 Forwards “Engineering Evaluations in Support of 10CFR50 App R Submit- 
tal for Browns Ferry Nuclear Plant." Vol I, per NRC 880524 requesLRevs to safe shut- 
down instructions will be provided by 89051 0.Statements of commitments also end. 
GRIDLEY.R. Tennessee Valley Authority. 89/02/14. Document Control Branch (Docu- 
ment Control Desk). 8pp. 49338:147-49339:143. 

”8904140128 Vol 1,to “Engineering Evaluations in Support of 10CFR50 App R Submit- 
tal for Browns Ferry Nuclear Power Plant.” 

ABBAS, R., TEMPLE, T.C.. BELEW.M.R. Tennessee Valley Authority. 89/02/14. 300 od 
49338:155-49339:143. 

8904030248 Forwards objectives for radiological emergency plan exercise currently 
scheduled for 89053 1.W/o end. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/16. Region 2, Ofc of the Director. 
2pp. 491 67:001 -491 67:002. 


890^60360 Revised EPlP.Induding Rev 4 to EPIP-3,Rev 3 to EPlP-6,Rev 4 to EPIl 
^PIP-'^^.Rev 1 to EPtP-20 & Rev 0 to EP1P.21.W/890330 Itr. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/30. 93pp. 49215:172-49215:264. 


”8904240224 Safety evaluation supporting Amends 153,149 & 124 to Licenses DPR- 
33,DPR-52 & DPR-68, respectively. 

* Ofc of Special Projects (Pre 881231). 88/08/19. 4pp. 49445:318-49445:321. 

8904140126 Fonvards “Engineering Evaluations in Support of 10CFR50 App R Submit- 
tal for Browns Ferry Nuclear Plant,” Vol I, per NRC 880524 request.Revs to safe shut- 
down instructions will be provided by 89051 0.Statements of commitments also end 
GRIDLEY.R. Tennessee Valley Authority. 89/02/14. Document Control Branch (Docu- 
ment Control Desk). 8pp. 49338:147-49339:143. 

”8904140128 Vol 1,to “Engineering Evaluations in Support of 10CFR50 App R Submit- 
tal for Browns Ferry Nuclear Power Plant." 

ABBAS.R., TEMPLE.T.C., BELEW.M.R. Tennessee Valley Authority. 89/02/14. 300pp. 
49338: 1 55-49339: 1 43. 


8903300093 Forwards request for addi info on cable ampacity program plan submitted 
by util 880707 & 0930 Itrs for response by 890428. 

BLACK, S.C. Assistant Director for Projects. 89/03/21. KINGSLEY, C.D Tennessee 
Valley Authority. 3pp. 49128:264-49128:266. 
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8903290347 Summary of 890113 meeting w/util in Rockville, MD re civil/ seismic open 
issues.List of participants & slides used in licensee presentation end. 

GEARS, G.E. TVA Projects Division. 89/03/22. TVA Projects Division. 16pp. 

49120:031-49120:046. 

8903290354 Summary of 890217 meeting w/util in Rockville, MD re resolution of open 
civil/seismic issues for plantList of attendees & slide presentation end. 

GEARS, G.E. TVA Projects Division. 89/03/22. TVA Projects Division. 16pp. 

49120:047-49120:062. 

8903300349 Summary of 890105 meeting w/util in Rockville, MD re civil & seismic 
issues, including methodology to address IE Bulletins 79-14 & 79-02.List of meeting at- 
tendees & viewgraphs end. 

GEARS,G.E. TVA Projects Division. 89/03/22. TVA Projects Division. 37pp. 

49123:157-49123:193. 

8903290377 Informs of listed mgt changes in NRR Associate Director for Special 
Projects.DM Crutchfield appointed Associate Director for Special Projects, effective im- 
mediately & L Watson named as acting Assistant Director for Insp Programs, NRR. 
BLACK,S. Assistant Director for Projects. 89/03/24. KINGSLEY, O.D. Tennessee 
Valley Authority. 3pp. 49081:167-49081:169. 

8903300169 Forwards Rev 1 to moderate energy line break flooding review summary 
rept & list of commitments. 

GRIDLEY,R. Tennessee Valley Authority. 89/03/24. Document Control Branch (Docu- 
ment Control Desk). 7pp. 49129:344-49129:350. 

8903300237 Forwards addi info to support Tech Spec Change 258, proposing to extend 
OL for 40 yrs per 10CFR50.47.Tech Spec page end. 

GR1DLEY,R. Tennessee Valley Authority. 89/03/24. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49144:231-49144:234. 

-8903300239 Proposed Tech Specs re thermal & pressurization limits, structural integri- 
ty & design fatigue usage evaluation. 

* Tennessee Valley Authority. 89/03/24. Ip. 49144:234-49144:234. 

8904060295 Notification of rescheduled 890404 meeting w/util in Rockville, MD to dis- 
cuss cable separation. 

MORAN, D.H. TVA Projects Division. 89/03/28. BLACK,S. Assistant Director for 
Projects. 3pp. 49216:231-49216:233. 

8904030293 Forwards request for addI info based upon NRC audit of plant PRA.Section 
III. 11.0 re core melt frequency for plant when compared to similar plants of similar 
vintage.Potential single failure vulnerability noted. 

BLACK, S. Assistant Director for Projects. 89/03/29, KINGSLEY, O.D. Tennessee 
Valley Authority. 4pp. 49164:144-49164:147. 

8904040035 Forwards Rev 0 to “TVA Nuclear QA Plan.” Summary of changes to Rev 
10 to TVA-TR75-1A provided. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49180:085-49180:212. 

-8904040037 Rev 0 to “TVA Nuclear QA Plan." 

* Tennessee Valley Authority. 89/03/30. 125pp. 49180:088-49180:212. 

8904120298 Notification of 890406 meeting w/util in Decatur, AL to review util work ac- 
complishment on human engineering discrepancies resulting from DCRDR & deter- 
mine outlook for human engineering discrepancy closures required for restart. 

MORAN, D.H. TVA Projects Division. 89/03/30. BLACK,S. Assistant Director for 
Projects. 3pp. 49276:193-49276:195. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904120025 Summary of 890314 meeting w/util in Rockville,MD to discuss technical 
resolution of nonseismically qualified discharge piping for emergency equipment cool- 
ing water sys. Attendance list,slides presentation & related transcript end. 

GEARS,G.G. TVA Projects Division. 89/04/03. TVA Projects Division. 13pp. 
49288:200-49288:233. 

-8904170231 Transcript of 890314 meeting in Rockville, MD re clay pipe issue.Pp 1-19. 

* NRC - No Detailed Affiliation Given. 89/03/14. 21pp. 49288:213-49288:233. 

8904120051 Notification of 890410 meeting w/util in Rockville, MD for util to present info 
on new corporate organization. 

DONOHEW.J.N. TVA Projects Division. 89/04/03. BLACK, S. TVA Projects Division. 
4pp. 49282:2 1 9-49282:222. 

8904140024 Summary of 890315 meeting w/util in Rockville,MD re util safe shutdown 
Tech Spec chronology.Licensee also discussed App R implementation methodology & 
outlined specific safe shutdown program for Unit 2. List of attendees & info end. 
MORAN, D.H. TVA Projects Division. 89/04/03. TVA Projects Division. 51pp. 
49303:307-49303:357. 

8904210131 Forwards seismic design audit plan for facility on 890426-28, Results will be 
forwarded. 

BLACK,S. Assistant Director for Projects. 89/04/10. KINGSLEY, O.D, Tennessee 
Valley Authority. 4pp. 49443:048-49443:051 . 

8904240028 Forwards notice of consideration of issuance of amends to Licenses DPR- 
33,DPR-52 & DPR-68 re Tech Spec Change Request 265. 

BLACK, S.C. Assistant Director for Projects, 89/04/12. KINGSLEY, O.D. Tennessee 
Valley Authority. 2pp. 49470:076-49470:082. 

-8904240030 Notice of consideration of issuance of amends to Licenses DPR-33,DPR- 
52 & DPR-68.Amends temporarily revise limiting conditions for operation for control 
room emergency ventilation sys. 

BLACK,S.C. Assistant Director for Projects. 89/04/12. 5pp. 49470:078-49470:082. 

8904210356 Fonvards Amends 165,163 & 136 to Licenses DPR-33,DPR-52 & DPR- 
68, respectively & safety evaluation.Amends modify Tables 3.2,J & 4.2.J to reflect ven- 
dors suggested testing frequencies. 

BLACK,S. Assistant Director for Projects. 89/04/13. KINGSLEY, O.D. Tennessee 
Valley Authority. 3pp. 49430:188-49430:222. 


-8904210357 Amends 165,163 & 136 to Licenses DPR-33,DPR-52 & DPR-68, 
respectively,modifying Tables 3.2.J & 4.2.J to reflect vendor suggested testing fre- 
quencies for seismic monitoring equipment. 

BLACK, S. Assistant Director for Technical Programs. 89/04/13. 30pp. 49430:191- 
49430:220. 

-8904210358 Safety evaluation supporting Amends 165,163 & 136 to Licenses DPR- 
33.DPR-52 & DPR-68, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/13. 2pp. 
49430:221-49430:222. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8904030419 Forwards Insp Repts 50-259/89-01,50-260/89-01 & 50-296/89-01 on 
8901 09-1 0.No violations noted. 

MCCOY, F.R. Region 2, Ofc of the Director. 89/03/10. KINGSLEY,O.D. Tennessee 
Valley Authority. 2pp. 49182:111-49182:113. 

-8904030429 Partially withheld Insp Repts 50-259/89-01,50-260/89-01 & 50-296/89-01 
on 890109-10.No violations noted.Major areas inspected:corrective actions to notice 
of violation & program for control & accounting of SNM. 

MCALPINE.E.J., TODD.G.A. Region 2, Ofc of the Director. 89/03/09. 1p. 49182:113- 
49182:113. 

8904030215 Forwards Insp Repts 50-259/88-35,50-260/88-35 & 50-296/88-35 on 
881 201-31. No violations or deviations noted.Two unresolved items identified. 
WATSON,L.J. Region 2, Ofc of the Director. 89/03/17. KINGSLEY, O.D. Tennessee 
Valley Authority. 2pp. 49155:304-49155:324. 

-8904030220 Insp Repts 50-259/88-35,50-260/88-35 & 50-296/88-35 on 881201- 
31. No violations or deviations noted. Unresolved items noted re surveillance testing & 
missed surveillance.Major areas inspected:ROs,NRC bulletins & open items. 
CARPENTER.D.R., LITTLE.W.S. Region 2. Ofc of the Director. 89/03/17. 19pp. 
49155:306-49155:324. 

8904030256 Ack receipt of 881018 response to violations noted in Insp Repts 50-259/ 
88-22,50-260/88-22 & 50-296/ 88-22. Reiterates NRC decision that corrective actions 
re lack of certification exam records inadequate. 

WATSON, L.J. Assistant Director for Inspection Programs. 89/03/21. KlNGSLEY,O.D. 
Tennessee Valley Authority. 2pp. 49156:262-49156:263. 

8903300349 Summary of 890105 meeting w/util in Rockville, MD re civil & seismic 
issues, including methodology to address IE Bulletins 79-14 & 79-02.List of meeting at- 
tendees & viev^raphs end. 

GEARS,G.E. TVA Projects Division. 89/03/22. TVA Projects Division. 37pp. 
49123:157-49123:193. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903310232 Documents agreement for extension of due date to 890415 for revising 
Site Director Std Practice SDSP 9.1, “Processing Drawing Discrepancies," per Insp 
Repts 50-259/88-28, 50-260/88-28 & 50-296/88-28. 

GRIDLEY,R. Tennessee Valley Authority. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49148:195-49148:196. 

8903240063 NRC Info Notice 89-034. “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Mali." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904170213 Forwards summary of 890202 enforcement conference re unmonitored 
loading of 74 fuel assemblies into plant core during Jan 1989.Summary of 
conference, list of attendees & handout accompanying presentation end. 

WATSON.LJ. Assistant Director for Inspection Programs. 89/03/30. KINGSLEY, O.D. 
Tennessee Valley Authority. 29pp. 49349:267-49349:295. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130159 Forwards Insp Repts 50-259/89-09.50-260/89-09 & 50-296/89-09 on 
890227-0303.No violations or deviations noted. 

WATSON, L.J. Assistant Director for Inspection Programs. 89/03/31. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 49319:292-49319:294, 

-8904130162 Partially withheld Insp Repts 50-259/89-09.50-260/89-09 & 50-296/89-09 
on 890227-0303 (ref 10CFR2.790(d) & 73.21 ).No violations or deviations noted.Major 
areas inspected; physical security program, including mgt, audits & training. 

TOBIN.W.J., MCGUIRE.D.R. Region 2, Ofc of the Director. 89/04/03, Ip. 49319:294- 
49319:294. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York. Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 
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8904170040 Ack receipt of 890207 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/88-28, 50-260/88-28 & 50-296/88-28. 

WATSON, L.J. Assistant Director for Inspection Programs. 89/04/04. KINGSLEY,O.D. 
Tennessee Valley Authority. 2pp, 49350:028-49350:029. 

8904170159 Ack receipt of 890120 response to 881222 notice of violation from Insp 
Repts 50-259/88-24,50-260/88-24 & 50-296/88-24. Response acceptable per 
10CFR2.201. 

WATSON, LJ. Region 2, Ofc of the Director. 89/04/04. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49350:315-49350:316. 

8904170193 Ack receipt of 890316 Itr informing NRC of steps taken to correct violations 
noted In Insp Repts 50-259/88-32, 50-260/88-32 & 50-296/88-32. 

WATSON, L.J. Region 2, Ofc of the Director. 89/04/04. KINGSLEY,O.D. Tennessee 
Valley Authority. 2pp. 49350:300-49350:301. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.’’ Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904210109 Reouests revised response to violations noted In Insp Repts 50-259/88- 
21.50-260/88-21 & 50-296/88-21 within 30 days. Corrective actions do not adequately 
address ccnd ticr. adverse to quality repts. 

WATSON, L.J. Assistari .Drector for Inspection Programs. 89/04/06, KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49444:104-49444:105. 

8904200112 Forwards Insp Repts 50-259/89-08,50-260/89-08 & 50-296/89-08 on 
890201-28 & notice of vIolation.Unresolved item identified in Paragraph 4 of insp rept 
will be pursued during future insps. 

WATSON, LJ. Assistant Director for Inspection Programs. 89/04/07. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49426:276-49426:291. 

-8904200115 Notice of violation from insp on 890201 -28. Violations noted: Steps 
7.14.6.1 & 7.14.6.2 of Procedure 2-SI-4.2.C-3.2, “Functional Test of Unit 2 Intermedi- 
ate Range Monitor Rod Blocks/Scrams,” not followed on 890203. 

WATSON, L.J. Assistant Director for Inspection Programs. 89/04/07. 2pp. 49426:278- 
49426:279. 

-8904200118 Resident Insp Repts 50-259/89-08.50-260/89-08 & 50-296/89-08 on 
890201 -28.Violations noted.Ma|or areas inspected: operational safety 

verification, surveillance observation, reportable occurrences & restart test program. 
CARPENTER.D.R., LITTLE.W.S. Region 2. Ofc of the Director. 89/04/06. 12pp. 
49426:280-49426:291. 

8904200178 Forwards Insp Repts 50-259/89-03,50-260/89-03 & 50-296/89-03 on 
890101 -31. No violations or deviations noted. 

WATSON, L.J. Assistant Director for Inspection Programs. 89/04/10. KINGSLEY.O.D, 
Tennessee Valley Authority. 2pp. 49405:292-49405:310. 

-8904200182 Insp Repts 50-259/89-03,50-260/89-03 & 50-296/89-03 on 890101- 
31. No violations or deviations noted.Major areas inspected:operational safety 
verification, refueling activities & review of fuel load procedures. 

CARPENTER.D.R., LITTLE.W.S. Region 2, Ofc of the Director. 89/04/10. 17pp. 
49405:294-49405:310. 

8904200195 Forwards Insp Repts 50-259/88-36.50-260/88-36 & 50-296/88-36 on 
881208-31 & notice of violation. Response to first violation should include util actions 
to correct deficiencies in configuration control program. 

WATSON, L.J. Assistant Director for Inspection Programs. 89/04/10. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49396:326-49396:348. 

—8904200201 Notice of violation from insp on 88 1208-31. Violations noted: prior to 
881223,licensee failed to properly establish administrative procedure for control of 
equipment. 

WATSON, L.J. Assistant Director for Inspection Programs. 89/04/10. 2pp. 49396:328- 
49396:329. 

-8904200204 Insp Repts 50-259/89-36,50-260/89-36 & 50-296/89-36 on 81 208-31 .Vio- 
lations noted.Major areas inspected:plant operations.mgt control over plant activities & 
work control process to determine readiness for fuel load. 

CARPENTER.D.R., LITTLE.W.S. Region 2, Ofc of the Director. 89/04/07. 19pp. 
49396:330-49396:348. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS," Svc list end, 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, inc. 109pp. 49388:037-49388:145. 

8904170206 Responds to NRC Bulletin 88-010, "Nonconforming Molded Case Circuit 
Breakers.” Util identified in excess of 1,200 molded case circuit breakers in ware- 
house stock.Reptacement program will be initiated at all site, per Item 5 of bulletin., 
FOX.C.H, Tennessee Valley Authority. 89/04/11. Document Control Branch (Docu- 
ment Control Desk). 17pp. 49350:005-49350:021. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York. Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041. “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end, 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904040078 “Browns Ferry Nuclear Power Plant Annual Operating Rept to NRC, 1988." 
W/890330 Itr. 

GRIDLEY.R. Tennessee Valley Authority. 88/12/31. 233pp. 49192:298-49193:170. 

8904050482 “Annual Rept of Personnel Whole Body Exposures for CY88." W/890331 
Itr. 

GRIDLEY.R. Tennessee Valley Authority. 88/12/31. 7pp. 49213:268-49213:274. 

8904030380 Monthly operating repts for Feb 1989 for Browns Ferry Nuclear Plant, Units 
1.2&3.W/890321 Itr. 

CAMPBELL, G.G. Tennessee Valley Authority. 89/02/28. 69pp. 49165:292-49165:356. 


8904050308 "Alabama Dept of Environ Mgt Discharge Monitoring Rept, Feb 1989." 
* Tennessee Valley Authority. 89/03/28. 12pp. 49214:254-49214:265. 


8904070128 Forwards annual rept of employee concerns special program corrective ac- 
tions implementation.Feb 1986 - Sept 1988. 

FOX.C.H. Tennessee Valley Authority. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 22pp. 49235:235-49235:256. 


S. Reportable occurrences, LERs & related correspondence 


8904040175 Part 21 rept re hydro test of inboard isolation valve.Disc in valve in RHR 
sys not tested for pressure retention capability during ASME test. Item not reportable 
per Part 21 . 

MITCHELL, R.C. General Electric Co. 89/02/06. BERLINGER.C.H. Generic Communi- 
cations Branch. 12pp. 49194:347-49194:358. 

8903300177 LER 89-004-00:on 890222, discovered that previous week surveillance of 
240-volt shutdown boards A & B batteries not performed.Caused by inadequate track- 
ing & personnel error. Surveillance tracking program will be modified.W/890324 Itr. 
WILLARD.S.C., CAMPBELL, G.G. Tennessee Valley Authority. 89/03/21. 5pp. 
49122:350-49122:354. 


8903310318 Forwards "Generic Implication of Browns Ferry Fire on 871102." technical 
review rept. 

SU.T.M. Reactor Cperations Analysis Branch. 89/03/24. ROSENTHAL, J.E. Reactor 
Operations Analysis Branch. Ip. 49159:097-49159:100. 

-8904060365 "Generic Implication of Browns Ferry Fire on 871102." 

• Reactor Operations Ara ysis B'cvicn. 89/03/28. 3pp. 49159:098-49159:100. 

8904040238 RO;clarifies units specified for probability estimates in safety evaluation 
end w/890126 Rept BFRO-50-260/89001.Text of safety evaluation should be correct- 
ed as stated to reflect proper units for probability estimate. 

FOX.C.H. Tennessee Valley Authority. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49191:254-49191:256. 

8904070025 Part 21 rept re EMD Air Start Motors Ingersoll Rand 150 BMP Model D 
furnished to util as spare parts for emergency power generators.Sub] items returned 
from stores & had not been installed on generators.Problem being investigated. 
KULCHAK.R.D. Morrison- Knudsen Co., Inc. 89/04/04. MURLEY.T. Cffice of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 49285:043-49285:043. 

8904140265 LER 89-008-00:on 890309,ESF actuation occurred due to electrical fault on 
unit station svc transformer 2B.Caused by personnel not taking appropriate 
actions. Power supplies realigned & isolation & actuations reset. W/890407 Itr. 
WILLARD.S.C., CAMPBELL.G.G. Tennessee Valley Authority. 89/04/07. 10pp. 
49348:015-49348:024. 


T. Hearing transcripts on non-antItrust matters 


8904030222 Summaiy of 890314 meeting w/util in Rockville.MD re presentation on 
plant cable separation issues. Util has not yet documented approach for cable separa- 
tion resolution. 

MORAN.D.H. Assistant Director for Projects. 89/03/24. Assistant Director for Projects. 
7pp. 49156:001-49156:071. 

—8904030227 Notification of 890314 meeting w/util in Rockville.MD to discuss cable 
separation - statistical sampl^pg. 

MORAN.D.H. ■'vA Proiec-.s L'iv.iso"* 88/03/09. BLACK, S. Assistant Director for 
Projects. 4pp. 1 b6.: 1 1 . 

—8904030233 Transcript of 890314 meeting in Rockville.MD re cable separation 
criteria.Pp 1-58. 

* Commissioners. 89/03/14. 60pp. 49156:012-49156:071. 

8904120025 Summary of 890314 meeting w/util in Rockville.MD to discuss technical 
resolution of nonseismically qualified discharge piping for emeraency equipment cool- 
ing water sys.Attendance list.slides presentation & related transcript end. 

GEARS.G.G. TVA Projects Division. 89/04/03. TVA Projects Division. 13pp. 
49288:200-49288:233. 


—8904170231 Transcript of 890314 meeting in Rockville.MD re clay pipe issue.Pp 1-19. 
* NRC - No Detailed Affiliation Given. 89/03/14. 21pp. 49288:213-49288:233. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 

8904060349 Revised emergency plan & procedures, including Rev 21 to PLP-007,Rev 6 
to PEP-451 & Rev 6 to PEP-503.W/890327 Itr. 

MORGAN.R.E. Carolina Power & Light Co. 89/03/27. 47pp. 49218:113-49218:159. 


G. Adjudicatory correspondence 

8903270290 Order imposing civil monetary penalty in amount of $50,000 to 
licensee.Evaluation & conclusions end. 

THOMPSON, H.L. Dep Exec Dir for Nuc Matls Safety, Safeguards & Operations Sup- 
port (Post 890205). 89/03/17. Carolina Power & Light Co. 9pp. 49451:211-49451:219. 


H. General correspondence 

8904060096 Advises that NRC correspondence tor plants should be addressed to LW 
Eury.at listed address, effective immediately.Author retiring from util on 890501. 

UTLEY, E.E. Carolina Power & Light Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). Ip. 49216:099-49216:099. 

8904060124 Advises of listed senior & departmental mat changes within util. 

LOFLIN,L.I. Carolina Power & Light Co. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49216:255-49216:256. 


J. Insurance & indemnity information 

8904240209 Forwards Endorsement 78 to MAELU Policy MF-49. 

BARHAM,C.D. Carolina Power & Light Co. 89/02/02. NASH,D. NRC - No Detailed Af- 
filiation Given. 2pp. 49470:192-49470:193. 

8904240219 Forwards Endorsement 98 to NELIA Policy NF-180. 

BARHAM,C.D. Carolina Power & Light Co. 89/02/02. NASH,D. NRC - No Detailed Af- 
filiation Given, 2pp. 49448:012-49448:013. 


8903230075 NRC Info Notice 89-033. “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904050221 Provides addi info re util response to violations noted in Insp Rept 50-261 / 
88-04 re emergency diesel generator reliability improvements. 

MORGAN,R.E. Carolina Power & Light Co. 89/03/27. Document Control Branch (Doc- 
ument Control Desk). 2pp, 49214:243-49214:244. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Pos! 870723). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. ■‘',9204:001-43204.095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130173 Responds to NRC Bulletin 88-010, “Nonconforming Molded Case Circuit 
Breakers.*’ Molded case circuit breakers applicable to bulletin verified as traceable to 
circuit breaker mfg. 

CUTTER,A.B. Carolina Power & Light Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49298:172-49298:173, 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 


8904240255 Fonvards Endorsement 79 to MAELU Policy MF-49. 

BARHAM, C.D. Carolina Power & Light Co. 89/02/02, NASH,D. NRC - No Detailed Af- 
filiation Given. 2pp. 49448:004-49448:005. 

8904240339 Forwards Endorsement 97 to NELIA Policy NF-180. 

BARHAM, C.D. Carolina Power & Light Co. 89/02/02. NASH,D. NRC - No Detailed Af- 
filiation Given. 2pp. 49452:235-49452:236. 

8904240358 Forwards Endorsements 9 to NELIA Certificate N-21 & MAELU Certificate 
M-21 .respectively. 

BARHAM.C.D. Carolina Power & Light Co. 89/02/02. NASH.D. NRC - No Detailed Af- 
filiation Given. 3pp. 49453:100-49453:102. 

8904130165 Submits info re present level & source of onsite property damage insur- 
ance. 

LOFLIN.L.I. Carolina Power & Light Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 1p. 49321:156-49321:156. 


P. Operating license stage documents & correspondence 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904170198 Clarifies proposal re operability requirements for reactor trip breakers & ad- 
vises that addressing non-trip features in Tech Spec not necessary because status of 
breakers governed by operability definition. 

CUTTER, A.B. Carolina Power & Light Co. 89/04/04. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49349:309-49349:312. 

8904240036 Requests prompt review & r^orting of status of implementation of TMI 
Action Plan items at plant. Printout of all TMI items.annotated where tracking sys indi- 
cates implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. EURY,L.W. Carolina Power & Light Co. 10pp. 49470:087-49470:096. 

8904240479 Submits addI info on actions taken or planned re single electrical failure 
evaluation for ECCS sys. ^ ^ 

EURY,LW. Carolina Power & Light Co. 89/04/19. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49450:360-49450:361. 


Q. inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Consol 
of Licensed Activities." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:168-49176:255. 

8903300236 Forwards Insp Rept 50-261/89-03 on 890111-0210 & notice of violation. 
VERRELLI.D.M. Region 2, Ofc of the Director. 89/03/10. UTLEY, E.E. Carolina Power 
& Light Co. 2pp. 49143:303-49143:316. 


-8903300242 Notice of violation from insp on 890111-0210.Violation notedrprocedure 
OST-162 not adequately implemented on 890124 & safety-related valves SI-867 A & 
B In open position instead of dose position. 

VERRELLI.D.M. Region 2, Ofc of the Director. 89/03/10. Ip. 49143:306-49143:305. 


-8903300247 Insp Rept 50-261/89-03 on 890111-0210.Vlolatlons noted.Major areas 
inspected:operational safety verification, physical protection, surveillance 

observation, maint observation, EoF sys waikdown & onsite review committee. 

GARNER, LW., JURY.K.R., DANCE.H.C. Region 2, Ofc of the Director. 89/03/10. 
11pp. 49143:306-49143:316. 


8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106, 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904200075 Ack receipt of 890315 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-261/89-02. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/04/06. UTLEY, E.E. Carolina Power & 
Light Co. Ip. 49402:020-49402:020. 

8904200175 Forwards Insp Rept 50-261/89-07 on 890211-0310 & notice of violation. 
VERRELLI.D.M. Region 2, Ofc of the Director. 89/04/06. EURY.LW. Carolina Power 
& Light Co. 2pp. 49402:241-49402:252. 

-8904200177 Notice of violation from insp on 890211 -031 0.Violation noted:Rev 5 to 
Plant Maint Procedure CM-1 1 1 re functioning of auxiliary feedwater valve operators 
initialed as completed before work actually performed. 

VERRELLI.D.M. Region 2, Ofc of the Director. 89/04/06. Ip. 49402:243-49402:243. 

-8904200180 Insp Rept 50-261/89-07 on 89021 1-0310. Violation noted.Major areas 
inspected:op6rational safety verification, surveillance observation, maint 

observation, ESF sys waikdown, onsite followup of events & onsite review committee. 
GARNER,L.W., JURY,K.R., DANCE.H.C. Region 2, Ofc of the Director. 89/04/06. 9pp. 
49402:244-49402:252. 

8904210295 Responds to NRC 890307 Itr re violations noted in Insp Rept 50-261/89- 
01. Corrective actions:plant procedures will be revised to require documentation of 
valve stroke time results for valves required to be tested in cold shutdown. 

DIETZ.C.R. Carolina Power & Light Co. 89/04/06. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49432:344-49432:346. 

8904250345 Forwards Exam Rept 50-261 /OL-88-02 administered on 881212-15. 
PEEBLES, T.A. Region 2. Ofc of the Director. 89/04/07. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 49471:297-49472:056. 


-8904250347 Exam Rept 50-261 /OL-88-02 on 881212-15.Exam results:all eight candi- 



cniNO I co,ivi.c:., Dnv./v 

49471:299-49472:056. 


8904240357 Requests that NRC approve use of Code Case N-356, “Certification Period 
for Level III NDE Personnel," for inclusion in Section XI jnservice insp program. 
LOFLIN,L.I. Carolina Power & Light Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49450:038-49450:039. 


8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 


nv/O. ovu 1191 eiiu. ... 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York. Inc. 109pp. 49388:037-49388:145. 


8904180199 Advises that util 890403 response to NRC Bulletin 88-010, "Nonconforming 
Molded Case Circuit Breakers," acceptable. 

LO.R.H. Project Directorate II-1. 89/04/11. EURY.LW. Carolina Power & Light Co. 
2pp. 49372:111-49372:112. 


8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. ^ ^ , 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 
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SS042103S4 Submits ohsok for Enforotmsnt Action EA‘68*088 & informs that addi info 
wilt be submitted In aooordano® w/outllne. 

WATSON.R.A. Carolina Power & Light Co. 89/04/14. LIEBERMAN.J. Ofc of Enforce- 
menl (Post 870413). Ip. 49443:211-49443:211. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/04/20. 
Consolidated Edison Co. of New York, Inc, 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


-8904130143 Concludes that rev to Lloenaa 8NM-2S02 concerns minor 
clerical, administrative reportina & procedural changes that do not alter scop© or type 
of operations presently authorized by license. 

ROUSE, L.C, Fuel Cycle Safety Branch. 89/04/07. Fuel Cycle Safety Branch. 1p. 
49299:098-49299:098. 

-8904130145 Notice of issuance of amend to License SNM-2502.Amend revises Tech 
Specs in Apps A&C. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/04/07. 3pp. 49299:099-49299:101. 

8904200199 Responds to 890111 request for license amend for spent fuel storage at 
ISFSI.Request for addI info re proposed use of Epoxylite resin for sealing of dry 
shielded canister penetrations end. Meeting scheduled on 890417. 

ROBERTS, J.P. Fuel Cycle Safety Branch. 89/04/14. UTLEY.E.E. Carolina Power & 
Light Co. 3pp. 49402:261-49402:263. 
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S. Reportable occurrences, LERs & related correspondence 

8904040070 LER 88-01 9-01 :on 880905, containment fan coolers inoperable due to bio- 
logical fouling.Caused by lack of performance monitoring program.Four containment 
fan coolers & associated fan motor coolers cleaned.W/890323 Itr, 

SAYRE, D., MORGAN, R.E. Carolina Power & Light Co. 89/03/23. 6pp. 49191:316- 
49191:321. 

8904060492 LER 89-004-00:on 890227, unit received safety injection & automatic reac- 
tor trip from 30% power occurred.Caused by inattentiveness by maint technician to 
configuration of multimeter.Summator replaced & sys tested.W/890329 Itr. 
LEGETTE.F.. MORGAN.R.E, Carolina Power & Light Co. 89/03/29. 4pp. 49216:093- 
49216:096. 

8904070057 Special rept:on 890304,challenge to overpressure protection sys 
occurred-Condition caused turbine to initiate runback. Investigation revealed loose 
ground wire on ac power outlet- Ground wire connection secured & calibr completed. 
MORGAN.R.E. Carolina Power & Light Co. 89/03/29. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49235:204-49235:205. 

8904070061 Special repton 890228, when unit synchronized, automatic governor valve 
controller instantaneously loaded approx 80 MW.resulting in decrease in RCS temp & 
pressure.Caused by inaccurate setting of valve governor, 

MORGAN.R.E. Carolina Power & Light Co. 89/03/29. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49235:285-49235:286. 

8904170105 PNO-ll-89-029:on 890403, unit taken offline to recover loose part on primary 
side of C steam generator.Unit being placed in cold shutdown & resident inspectors & 
regional staff monitoring ongoing evaluations. 

DANCE.H.C. Region 2, Ofc of the Director. 89/04/03. Ip. 49350:313-49350:313. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A, Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 

8904250345 Forwards Exam Rept 50-261 /OL-88-02 administered on 881212-15. 
PEEBLES.T.A. Region 2, Ofc of the Director. 89/04/07. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 49471:297-49472:056. 

-8904250347 Exam Rept 50-261 /OL-88-02 on 881212-15.Exam results:all eight candi- 
dates passed written & operating exam. 

ERNSTES.M.E., BROCKMAN, K. Region 2, Ofc of the Director. 89/04/07. 118pp. 
49471:299-49472:056. 


Y. Dry Cask Independent Spent Fuel Storage installations 


F. Security, medical, emergency & fire protection plans 

8904120530 Forwards Insp Rept 50-262/89-01 on 890302-03.No violations or devi- 
ations noted. 

MURRAY, B. Region 4, Ofc of the Director. 89/04/05. STOHLTON.J.B. Brigham 
Young Univ., Provo, UT. 2pp. 49295:086-49295:090. 

-8904120532 Insp Rept 50-262/89-01 on 890302-03.No violations or deviations 
noted.Major areas inspected: licensee reactor operations, radiation protection & physi- 
cal security programs. 

CHANEY, H.D., BAER,R. Region 4, Ofc of the Director. 89/04/05. 3pp. 49295:088- 
49295:090. 


P. Operating license stage documents & correspondence 

8904100157 Informs that arrangement for continued receipt of correspondence from 
NRC can be made if LPDR not adequate. 

HICKMAN, D.E. Project Directorate V. 89/03/27. MCCLUSKY.S. Bechtel Power Corp. 
3pp. 49250:350-49250:352. 


Q. Inspection reports, IE Bulletins & correspondence 

8904190231 Informs that radiation safety committee met on 890322 & approved cutting 
power to L-77 research reactor, to prevent accidental/inadvertent manipulation of re- 
actor mechanisms, per insp on 890302. Power was cut on 890322. 

JACKSON,E.F. Brigham Young Univ., Provo, UT. 89/04/04. YANDELL,L.A. Region 4, 
Ofc of the Director. Ip. 49392:214-49392:214. 

8904120530 Forwards Insp Rept 50-262/89-01 on 890302-03.No violations or devi- 
ations noted. 

MURRAY,B. Region 4, Ofc of the Director. 89/04/05. STOHLTON.J.B. Brigham 
Young Univ., Provo, UT. 2pp. 49295:086-49295:090. 

-8904120532 Insp Rept 50-262/89-01 on 890302-03.No violations or deviations 
noted.Major areas inspected:licensee reactor operations, radiation protection & physi- 
cal security programs. 

CHANEY, H.D., BAER,R. Region 4, Ofc of the Director. 89/04/05. 3pp. 49295:088- 
49295:090. 


DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT 


F. Security, medical, emergency & fire protection plans 

8904100407 Revised EPIPs.inciuding Rev 22 to index, Rev 22 to A.2-001 & Rev 12 to 
A.2-101 .W/undated Itr. 

FEY.F.L. Northern States Power Co. 89/03/03. 75pp. 49246:257-49246-328 


8904030238 Forwards Amend 4 to License SNM-2502 for receipt & storage of spent 
fuel at ISFSt, consisting of changes to Pages 1 & 2, & Pages A-9 & A-15 of App 
A.Amend changes removable beta & gamma contamination limits on dry shielded can- 
ister. 

LOFLIN.LI. Carolina Power & Light Co. 89/03/15. EBNETER.S.D. Region 2, Ofc of 
the Director. 4pp. 49183:131-49183:135. 


8904210314 Forwards Amend 5 to SAR for ISFSI at plant. 

CUTTER, A.B. Carolina Power & Light Co. 89/03/23. Division of Industrial & Medical 
Nuclear Safety (Post 870729). lOpp, 49442:318-49443:046. 


-8904210320 “HB Robinson ISFSI SAR." 

• Carolina Power & Light Co. 89/03/23. 78pp. 49442:328-49443:045. 


8903280033 Forwards Safety Insp Rept 50-263/89-03 on 890127-0306 & forwards 
notice of violation, 

AXELSON.W.L Region 3, Ofc of the Director. 89/03/21. LARSON.C.E. Northern 
States Power Co. 2pp. 49063:091-49063:110. 


-8903280042 Notice of violation from insp on 8901 27-0306. Violation noted:fire detec- 
tion instrumentation sys inoperable from 890113-15 for period of approx 60 hrs w/o 
fire watch patrols being established. 

AXELSON.W.L. Region 3, Ofc of the Director. 89/03/21, Ip. 49063:093-49063:093, 


8904040242 Forwards Rev 27 to security plan.Rev withheld (ref 10CFR73,21). 
MUSOLF.D. Northern States Power Co. 89/03/29. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). Ip. 49204:349-49204:349. 


8904180301 Requests that Amend 5 to License SNM-2502 be inserted into ISFSI Tech 
Specs.Amend changes number of horizontal storage modules which can be built In 
array from three to five. 

LOFLIN.LI. Carolina Power & Light Co. 89/04/06. NRC - No Detailed Affiliation Given. 
3pp. 49375:315-49375:326. 


8904130282 Forwards Amend 61 to License DPR-22 & safety evaluation. Amend re- 
vises Tech Spe 9 s to reflect fire protection sys changes made during 1986 refueling 
outage & other fire protection Tech Spec related changes. 

STEFANO.J.J. Project Directorate II1-1. 89/03/29. MUSOLF.D.M. Northern States 
Power Co. 3pp. 49291:119-49291:140. 


89041301 IS Forwards Amend 6 to License SNM-2502.safety evaluation, notice of issu- 
ance of amend & memo-Amend changes Pages 1 & 2 of license, Pages A-8,A-16,A-21 
of App A & pages C-1 & C-2 of App C re acceptable helium leak rate limits. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/04/07. UTLEY.E.E. Carolina Power & Light 
Co. 2pp. 49299:084-49299:101. ^ 

—8904130131 Amend 6 to License SNM-2502, changing Pages 1 & 2 of license, Pages 
A-8,A-16,A-21 of App A & Pages C-1 & C-2 of App C re acceotable helium leak rate 
limits. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/04/07. 8pp. 49299:086-49299:093. 

‘W130140 Safety evaluation supporting Amend 6 to License SNM-2502. 

IRZ.F.C. Fuel Cycle Safety Branch. 89/04/07. 2pp. 49299:094-49299:097. 


—8904130283 Amend 61 to License DPR-22, revising Tech Spec to reflect fire protection 
sys changes made during 1986 refueling outage & other fire protection Tech Spec 
related changes. 

QUAY.T.R. Project Directorate III-1. 89/03/29. 16pp. 49291:122-49291:137. 

-8904130286 Safety evaluation supporting Amend 61 to License DPR-22. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/29 3dd 
49291:138-49291:140. 


8904110233 Requests NRC review & approval of end proposed change in facility secu- 
permitting short-term alterations in security force manning.Change withheld 
MUSOLF.D. Northern States Power Co. 89/04/03. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). ip. 49295:078-49295:078. 
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a®Q41®0147 Reipondi to 890316 Itr r© programmatic oonoorns ld®Dtlfl@d In Exam Rapt 
50-263/OL'89-0i .Corraotiv© actionsiapprox 16 h of simulator tlm© addad to requallfi- 
cation program to provide addi tlm© for training of operators. 

LARSON.C.E. Northern States Power Co. 89704/04. WRIGHT, Q.C. Region 3, Ofc of 
the Director. 4pp. 49375:353-49375:356. 

8904170188 Advises that 890329 Rev 27 to security plan consistent w/ 1 0CFR50.54(p) 
& acceptable 

GREGER.LR. Region 3, Ofc of the Director. 89/04/06. MUSOLF.D.M. Northern 
States Power Co. 2pp. 49370:299-49370:300. 

8904210233 Revised emergency plan implementing procedures, including Revs 9 to A.2- 
102.A.2-103,A.2-104 & A.2-105.W/890407 Itr. 

BRUIG.R.L, FEY.F.L Northern States Power Co. 89/04/07. 93pp. 49443:087- 
49443:179. 

8904200385 Forwards Safeguards Insp Rept 50-263/89-08 on 890227-0303 & notice of 
violation. Rept details & notice of violation withheld (ref 10CFR73.21). 

HICKEY.J.W. Region 3, Ofc of the Director. 89/04/11. LARSON.C.E. Northern States 
Power Co. 2pp. 49402:281-49402:284. 

-8904200389 Partially withheld Physical Security Insp Rept 50-263/89-08 on 880919-22 
(ref 10CFR73.21).Violations noted.Major areas inspect©d:mgt support, security program 
plans, audits, protected & vital area barriers & vital access controls. 

MADEDA,T.J.. CREED.J.R., GREGER.LR. Region 3, Ofc of the Director. 89/04/10. 
2pp. 49402:283-49402:284. 


J. insurance & indemnity information 

8904240266 Forwards Endorsements 92 & 78 to NELIA Policy NF-174 & MAELU Policy 
MF-51 .respectively & Endorsements 78 & 67 to NELIA Policy NF-197 & MAELU Policy 
M F-68, respectively. 

OARTER,R.J. Marsh & McLennan. Inc. 89/03/28. DINITZ.I. NRO - No Detailed Affili- 
ation Given. 5pp. 49449:265-49449:269. 


P. Operating license stage documents & correspondence 

8904130282 Forwards Amend 61 to License DPR-22 & safety evaluation. Amend re- 
vises Tech Specs to reflect fire protection sys changes made during 1986 refueling 
outage & other fire protection Tech Spec related changes. 

STEFANO.J.J. Project Directorate lll-l. 89/03/29. MUSOLF.D.M. Northern States 
Power Co. 3pp. 49291:119-49291:140. 

-8904130283 Amend 61 to License DPR-22, revising Tech Spec to reflect fire protection 
sys changes made during 1986 refueling outage & other fire protection Tech Spec 
related changes. 

QUAY.T.R. Project Directorate III-1. 89/03/29. 16pp. 49291:122-49291:137. 

-8904130286 Safety evaluation supporting Amend 61 to License DPR-22. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/29. 3pp. 
49291:138-49291:140. 

8904040223 Forwards application for amend to License DPR-22, changing Tech Specs 
to reflect revised pressure-temp limit curves in Reg Guide 1 .99, Rev 2 & to incorporate 
new requirement for augmented insp of piping as required by Generic Ltr 88-01. 
MUSOLF.D. Northern States Power Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49180:213-49180:288. 

-8904040224 Application for amend to License DPR-22,revising Tech Specs to reflect 
revised pressure-temp limit curves to meet requirements of Reg Guide 1.99, Rev 2 & 
new requirement for augmented insp of pipe susceptible to IGSCC. 

MUSOLF.D. Northern States Power Co. 89/03/31. 8pp. 49180:215-49180:222. 

-8904040225 Proposed Tech Specs.reflecting revised pressure-temp limit curves & in- 
corporating requirement for augmented insp of piping susceptible to IGSCC. 

* Northern States Power Co. 89/03/31. 23pp. 49180:223-49180:245. 

-8904040226 Rev 1 to "Implementation of Reg Guide 1.99,R©v 2,for Monticello Nuclear 
Generating Plant.” 

CAINE.T.A., PAPANDREA.C.J., RANGANATH.S. General Electric Co. SASR 88-99 
DRFT R01. 89/01/31. 43pp. 49180:246-49180:288. 

8904130377 Forwards Amend 62 to License DPR-22 & safety ©valuation. Amend re- 
vises Tech Specs to reflect logic changes made to implement requirements of 
NUREG-0737,ltem II.K.3.18 & lower safety/relief valve discharge pipe pressure set- 
points. 

STEFANO.J.J. Project Directorate lll-l. 89/03/31. MUSOLF.D.M. Northern States 
Power Co. 3pp. 49300:022-49300:038. 

-8904130381 Amend 62 to License DPR’22,revising Tech Specs to reflect logic 
changes made to implement requirements of NURE^Q-0737, Item 2.K.3.18 & lower 
safety/relief valve discharge pipe pressure switch setpoints. 

QUAY.T.R. Project Directorate lll-l. 89/03/31. 10pp. 49300:026-49300:034. 

-8904130382 Safety evaluation supporting Amend 62 to License DPR-22. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/31. 4pp. 
49300:035-49300:038. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end, 

VARGA, S. A. Associate Director for Projects (Post 870411), 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp, 49208:320-49209:030. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903280033 Fonwards Safety Insp Rept 50-263/89-03 on 890127-0306 & forwards 
notice of violation. 

AXELSON.W.L Region 3, Ofc of the Director. 89/03/21. LARSON.C.E. Northern 
States Power Co. 2pp. 49063:091-49063:1 10. 


-1998880049 Notice of violation from Imp on 8901 27-0306. Violation notedifir© d®t@o- 
tion instrumentation sy© lnop®rable from 890113-15 for period of approK 60 hrs w/o 
fire watch patrols being established. 

AXELSON.W.L Region 3, Ofc of the Director. 89/03/21. Ip. 49063:093-49063:093. 

—8903280045 Insp Rept 50-263/89-03 on 890 127-0306. Violations noted.Major areas 
inspected:operational safety verification.maint, sun/eillance.temporary insp items, cold 
water preparation, ESF sys walkdown & QA program implementation. 

JACKIW.I.N. Region 3, Ofc of the Director. 89/03/21. 17pp. 49063:094-49063:110. 

8903290009 Forwards Safety Insp Rept 50-263/89-05 on 890221 -24.No violations 
noted. 

GREGER.LR. Region 3, Ofc of the Director. 89/03/22. LARSON.C.E. Northern States 
Power Co. Ip. 49081:281-49081:289. 

-8903290012 Insp Rept 50-263/89-05 on 890221 -24.No violations or deviations 
noted.Major areas inspectedinonradlological confirmatory measurements. 

HOUSE, J.E.. SCHUMACHER.M. Region 3. Ofc of the Director. 89/03/21. 8pp. 
49081:282-49081:289. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York. Inc. 108pp. 49185:070-49185:177. 

8904040223 Forwards application for amend to License DPR-22,changing Tech Specs 
to reflect revised pressure-temp limit curves in Reg Guide 1 .99,Rev 2 & to incorporate 
new requirement for augmented insp of piping as required by Generic Ltr 88-01. 
MUSOLF.D. Northern States Power Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49180:213-49180:288. 

—8904040224 Application for amend to License DPR-22, revising Tech Specs to reflect 
revised pressure-temp limit curves to meet requirements of Reg Guide 1.99, Rev 2 & 
new requirement for augmented insp of pipe susceptible to IGSCC. 

MUSOLF.D. Northern States Power Co. 89/03/31. 8pp. 49180:215-49180:222. 

—8904040225 Proposed Tech Specs.reflecting revised pressure-temp limit curves & in- 
corporating requirement for augmented insp of piping susceptible to IGSCC. 

* Northern States Power Co. 89/03/31. 23pp. 49180:223-49180:245. 

8904100127 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers.” Nine circuit breakers identified as nontraceable mfg by GE & purchased 
outside of 830801-880801 time interval. 

LARSON.C.E. Northern States Power Co. 89/03/31. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 5pp. 49273:168-49273:172. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904060515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037.49386:145. 

8904200385 Forwards Safeguards Insp Rept 50-263/89-00 on 890227-0303 & notice of 
violation.Rept details & notice of violation withheld (ref 10CFR73.21). 

HICKEY.J.W. Region 3, Ofc of the Director. 89/04/11. LARSON.C.E. Northern States 
Power Co. 2pp. 49402:281-49402:284. 

-8904200389 Partially withheld Physical Security Insp Rept 50-263/89-08 on 880919-22 
(ref 10CFR73.21).Violations noted.Major areas inspected:mgt support.security program 
plans.audits, protected & vital area barriers & vital access controls. 

MADEDA.T.J., CREED.J.R., GREGER.L.R. Region 3. Ofc of the Director. 89/04/10. 
2pp. 49402:283-49402:284. 

8904210234 Confirms 890427 Enforcement Conference at Region III ofc to discuss ap- 
parent violation re inadequate corrective action for previous equipment qualification 
violation. Provide handout at conference describing position on end topics. 
GREENMAN.E.G. Region 3, Ofc of the Director. 89/04/13. LARSON.C.E. Northern 
States Power Co. 2pp. 49432:327-49432:328. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York. Inc. 106pp. 49335:001-49335:107. 
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8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York. Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904180251 Monthly operating rept for Mar 1989 for Monticello Nuclear Generating 
Plant.W/890413 Itr. 

MYRABO,A.L.. MUSOLF.D. Northern States Power Co. 89/03/31. 5pp. 49372:236- 
49372:240. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program. Requests Include extension of max time period of 24 months for r^uallfica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411), 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055, 

8904180147 Responds to 890316 Itr re programmatic concerns identified in Exam Rept 
50-263 /OL-89-01. Corrective actions:approx 16 h of simulator time added to requalifi- 
cation program to provide add! time for training of operators. 

LARSON, C.E. Northern States Power Co. 89/04/04. WRIGHT, G.C. Region 3, Ofc of 
the Director. 4pp. 49375:353-49375:356. 


8904180312 Revised Station Procedures, including cover sheet for Rev 8 to CAP HOO- 
TS & Rev 3 to QEP 300-0, "Notifications” & Rev 2 to QEP 300-S2, “Transaction Acci- 
dent Notification Log." 

SWALES.J., BUCKNELL.A.C. Commonwealth Edison Co. 89/03/31. 3pp. 49381:140- 
49381:142. 

8904180342 Revised station procedures,including Rev 4 to QEP 730-0, “Document 
Control & Review" & Rev 2 to QEP 730-S2, "Emergency Preparedness Quarterly 
Audit." 

• Commonwealth Edison Co. 89/03/31. 3pp. 49372:108-49372:110. 

8904210300 Revised station procedures, including Rev 3 to QEP 155-0, “Onsite Envi- 
rons Director” & Rev 2 to QEP 15-2, "Estimating Main Chimney Noble Gas Release 
Using GE or Sping Detectors.” 

WALSH, R. Commonwealth Edison Co. 89/04/04. 9pp. 49451:230-49451:238. 

8904210089 Forwards FEMA 890320 Itr transmitting rept of 880831 offsite radiological 
emergency response plan exercise.All eight deficiencies identified by FEMA corrected. 
GREqER.LR. Region 3, Ofc of the Director. 89/04/11. REED.C. Commonwealth 
Edison Co. 2pp. 49444:037-49444:101. 

8904210306 Forwards Insp Repts 50-254/89-04 & 50-265/89-04 on 890205-0401. No 
violations noted. 

MCKENNA,E.M. Region 3, Ofc of the Director. 89/04/13. REED.C, Commonwealth 
Edison Co. 2pp. 49444:285-49444:300. 

-8904210308 insp Repts 50-254/89-04 & 50-265/89-04 on 890205-0401 -No violations 
noted.Major areas inspected:plant operations, radiological controls, maint/ 

surveillance,emergency preparedness & security. 

HARRISON, J.J. Region 3, Ofc of the Director. 89/04/13. 14pp. 49444:287-49444:300. 


H. General correspondence 


8904110115 Forwards responses to questions re Shaff concerns described in 890201 Itr 
on Mark I containment sys & evacuation plans for plant. 

STELLO,V, Ofc of the Executive Director for Operations, 89/04/06. TAUKE.T. House 
of Rep. 7pp. 49278:297-49278:307. 

-8904110118 Ack receipt of 890201 Itr from constituent, J Shaff re plant near 
Codova,IL. 

TAUKE,T. House of Rep. 89/02/27. ZECH,L.W. Commissioners. 4pp. 49278:305- 
49278:307. 


DOCKET 50-264 DOW CHEMICAL CO. 


P. Operating license stage documents & correspondence 


V. Operator Examinations 

6904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 


8903300047 Forwards notices of consideration of issuance of amends to Licenses DPR- 
1 9,DPR.25.DPR-29,DPR-30,NPF-1 1 ,NPF-1 8,DPR-39, DPR-48.NPF-37,NPF-66,NPF-72 
& NPF-77.Amends consist of organizational changes. 

MULLER, D.R. Project Directorate III-2. 89/03/16. BLISS, H.E. Commonwealth Edison 
Co. Bpp. 49131:084-49131:122. 

-8903300054 Notice of consideration of issuance of amends to Licenses DPR-29.DPR- 
30,DPR-19 & DPR-25 & proposed NSHC determination & opportunity for hearing on 
890217 & 21 requests re revs of Tech Specs to conform w/guidelines of Generic Ltr 
88-06. 

ROSS,T.M. Project Directorate 111-2. 89/03/09. 8pp. 49131:092-49131:099. 


F. Security, medical, emergency & fire protection plans 

8904040025 Forwards "Exercise Evaluation of Implementation of State & Local Radio- 
logical Emergency Response Plans Conducted 880831 for Quad Cities Nuclear Power 
Station.” Approval of offsite plans for plant granted under 44CFR350 In effect. 
KWlATKOWSKI,D. Federal Emergency Management Agency. 89/03/20. CONGEL,F,J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 5 dp 
49194:283-49194:346. 

-8904040028 “Exercise Evaluation of Implementation of State & Local Radiological 
Emergency Response Plans for Quad Cities Nuclear Power Station." 

OVERSTREET, J.D. Federal Emergency Management Agency, 88/11/02. 58pp. 
49194:288-49194:346. 

8904170029 Revised EPIPs, including Rev 2 to QEP 155-SI, Rev 2 to QEP 155-S7 & 
Rev 2 to QEP 155-S8. 

BROWN,C., SKIERMONT.P. Commonwealth Edison Co. 89/03/29. 14pp. 49350:286- 
49350:299. 


8904050118 Application for amends to Licenses DPR-29 & DPR-30.revising Tech Specs 
re HPCI & RCIC testing requirements to be consistent w/NUREG-01 23. Rev 3, “STS 
for GE BWRs," per Insp Repts 50-254/88-07 & 50-265/88-07. 

STOLS.R. Commonwealth Edison Co. 89/03/21. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 87041 1). 2pp. 49213:318-49213:346. 

—8904050119 Proposed Tech Specs re HPCI & RCIC sys testing requirements. 

• Commonwealth Edison Co. 89/03/21. 27pp. 49213:320-49213:346. 

8904050413 Forwards corrected Amends 114 & 108 to Licenses DPR-29 & DPR- 
30,respectively.W/o end. 

ROSS.T.M. Project Directorate III-2. 89/03/31. BLISS.H.E. Commonwealth Edison Co. 
4pp. 49214:298-49214:301. 

8904060074 Forwards notice of withdrawal of application for amends to Licenses DPR- 
19,DPR-25,DPR-29,DPR-30,NPF-11 & NPF-18, modifying Tech Specs re organization 
charts. 

MULLER.D.R. Project Directorate tll-2. 89/03/31. BLISS.H.E. Commonwealth Edison 
Co. 5pp. 49216:001-49216:005. 


8904170085 Revised station procedures.including Rev 2 to QEP 125-Si, Rev 2 to 125- 
S2 & Rev 2 to QEP 125-0. 

SKIERMONT.P. Commonwealth Edison Co. 89/03/29. 13pp. 49350:270-49350:285, 

8904170045 Revised EPIPs, Including Rev 2 to QEP 400-SI, Rev 2 to QEP 400-S2 & 
Rev 2 to QEP 400-S8. 

BROWN.C.. SKIERMONT.P. Commonwealth Edison Co. 89/03/30. 14pp. 49371:044- 
49371:057. 


8904180057 Revised EPIPs, Including Rev 3 to QEP 150-0, "Radiation Chemistry Direc- 
tor" & Rev 2 to QEP 160-S1, “Radiation Chemistry Director Alert Checklist." 
BROWN.C. Commonwealth Edison Co. 89/03/30. 15pp. 49372:182-49372:197. 


8904180221 Rev 3 to Generating Station Procedure QEP 730 T-4, “Support Agency 
List." 

BROWN.C., BUCKNELL,D.C. Commonwealth Edison Co. 89/03/30. 8pp. 49380:190- 
49380:197. 


8904180320 Rev 2 to Generating Station Procedure QEP 300 T-2, "Call-Out Notification 
Scheme.” 

* Commonwealth Edison Co. 89/03/30. 2pp. 49375:359-49375:360. 

8904180343 Revised EPIPs.including Rev 3 to QEP 600-0.Rev 2 to QEP 600-2 & Rev 3 
to QEP 600-S2. 

SIMMS, J.. BUCKNELL,D.C. Commonwealth Edison Co. 89/03/30. 21pp. 49381:098- 
49381:122. 


8904180148 Application for amends to Licenses DPR-29 & DPR-30,changing Tech 
Specs to allow B loop of RHR HXs on each unit to be fed from RHR C & D svc water 
pumps on Unit 1 via cross-tie line. 

STOLS.R. Commonwealth Edison Co. 89/03/31. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation. Director (Post 870411). 2pp. 49357:141-49357:158. 

-8904180206 Proposed Tech Specs, allowing B loop of RHR HXs on each unit to be fed 
from RHR C & D svc water pumps on Unit 1 via cross-tie line. 

* Commonwealth Edison Co. 89/03/31. 16pp. 49357:143-49357:158. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180170 Responds to 890201 telcon request for addi info re Item 2.2.1. 3, "Use of 
Info Handling Sys” & Item 2.2. 1.4, "Mgt Control" of Generic Ltr 83-28. 

STOLS.R. Commonwealth Edison Co. 89/04/03. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 4pp. 49372:355-49372:358. 

8904180345 Application for amends to Licenses DPR-29 & DPR-30, amending Tech 
Specs re frequency for conduct of Type A containment leak rate test in event that two 
consecutive tests fail. 

STOLS.R. Commonwealth Edison Co. 89/04/11. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation. Director (Post 870411). 2pp. 49380:326-49380:334. 
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-8904180347 Proposed Tech Specs re frequency for conduct of Type A containment 
leak rate test in event that two consecutive tests fail. 

* Commonwealth Edison Co. 89/04/11. 7pp. 49380:328-49380:334. 

8904210263 Forwards response to 890301 request to provide schedule for reevaluating 
application of ASME Code Case N-41 1 damping values to previous seismic analysis of 
Class 1 ,2 & 3 piping. Util concluded from review that no reevaluations needed. 
SILADYJ.A. Commonwealth Edison Co. 89/04/11. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 87041 1). 5pp. 49482:081-49482:085. 

8904240159 Forwards Amends 116 & 112 to Licenses DPR-29 & DPR-30, respectively 
& safety evaluation.Amends differentiate surveillance testing for water & C02 hoses. 
ROSS.T. Project Directorate 111-2. 89/04/13. BLISS, H.E. Commonwealth Edison Co. 
4pp. 49467:036-49467:050. 

-8904240161 Amends 116 & 112 to Licenses DPR-29 & DPR-30, respectively, differenti- 
ating surveillance testing for water & C02 hoses. 

MULLER,D.R. Project Directorate III-2. 89/04/13. 8pp. 49467:040-49467:047. 

-8904240163 Safety evaluation supporting Amends 116 & 112 to Licenses DPR-29 & 
DPR-30,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/13. 3pp. 
49467:048-49467:050. 

8904240429 Forwards responses to station blackout rule re ability of LWR plants to 
withstand & recover from station blackout & list of procedures to be implemented for 
station blackout events. 

RICHTER, M.H. Commonwealth Edison Co. 89/04/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 45pp. 49449:123-49449:167. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM.R.E, Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York. Inc. 98pp. 49176:158-49176:255. 

8904050118 Application for amends to Licenses DPR-29 & DPR-30, revising Tech Specs 
re HPCI & RCIC testing requirements to be consistent w/NUREG-0123,Rev 3, “STS 
for GE BWRs," per Insp Repts 50-254/88-07 & 50-265/88-07. 

STOLS.R. Commonwealth Edison Co. 89/03/21. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 2pp. 49213:318-49213:346. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904060144 Ack receipt of 890222 payment of civil penalty In amount of $50, 000, per 
NRC 890123 order. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/04/03. O’CONNOR, J.J. Com- 
monwealth Edison Co. Ip. 49225:301-49225:301. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904210306 Forwards Insp Repts 50-254/89-04 & 50-265/89-04 on 890205-0401 .No 
violations noted. 

MCKENNA, E.M. Region 3, Ofc of the Director. 89/04/13. REED,C, Commonwealth 
Edison Co. 2pp. 49444:285-49444:300. 

-8904210308 Insp Repts 50-254/89-04 & 50-265/89-04 on 890205-0401 .No violations 
noted.Major areas inspected:plant operations, radiological controls,maint/ 
surveillance, emergency preparedness & security. 

HARRiSON.J.J. Region 3, Ofc of the Director. 89/04/13. 14pp. 49444:287-49444:300. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 


8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT,G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8904060118 Forwards corrected Tech Spec Table 15.3. 14-1, correcting discrepancy be- 
tween util 840907 & 880714 submittals re partial coverage automatic water sprinkler 
suppression sys in safe shutdown fire areas. 

FAY.C.W. Wisconsin Electric Power Co. 89/03/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49216:145-49216:147. 

—8904060120 Corrected Tech Spec Table 15.3. 14-1, indicating partial coverage automat- 
ic water sprinkler suppression sys in safe shutdown fire areas. 

* Wisconsin Electric Power Co. 89/03/22. Ip. 49216:147-49216:147. 

8904200186 Ack receipt of 890210 ltr re completely revised plant security plan.Revised 
plan consistent w/l0CFR50.54(p) & acceptable, except for items identified in end.Encl 
Withheld. 

GREGER.L.R. Region 3, Ofc of the Director. 89/04/06. FAY,C.W. Wisconsin Electric 
Power Co. 2pp. 49400:339-49400:340. 

8904190148 Rev 30 to Emergency Plan Procedure EP 7.0, “Emergency Facilities & 
Equipment." W/89041 3 ltr. 

FAY.C.W. Wisconsin Electric Power Co. 89/04/13. 29pp. 49391:271-49391:299. 

8904240148 Forwards Amends 118 & 121 to Licenses DPR-24 & DPR-27, respectively 
& safety evaluation.Amends change Tech Specs by modifying certain fire protection 
sections to include recently installed sys per STS (NUREG-0452). 

SWENSON.W.H. Project Directorate III-3. 89/0'''/17. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49445:179-49445:198. 

-8904240151 Amends 118 & 121 to Licenses DPR-24 & DPR-27,respectively, changing 
Tech Specs by modifying certain fire protection sections to include recently installed 
sys per STS (NUREG-0452). 

HANNON,J.N. Project Directorate III-3. 89/04/17. 14pp. 49445:181-49445:194. 

—8904240153 Safety evaluation supporting Amends 118 & 121 to Licenses DPR-24 & 
DPR-27,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/17. 4pp. 
49445:195-49445:198. 

8904240239 Fonvards proprietary & public versions of revised EPIPs, consisting of Rev 
9 to EPIP 1.1, Rev 0 to EPIP 1.1.1.EP1P-22, EPIP-23.EPIP-24 & EPIP-25. 

FAY.C.W. Wisconsin Electric Power Co. 89/04/17. Document Control Branch (Docu- 
ment Control Desk). Ip. 49448:062-49448:131. 

—8904240245 Public version of revised EPIPs.consisting of Rev 9 to EPIP 1.1, Rev 0 to 
EPIP 1 .1 .1 .EPIP-22,EPIP-23.EPIP-24 & EPIP-25. 

* Wisconsin Electric Power Co. 89/04/17. 69pp. 49448:063-49448:131. 


I. Financial Information 


8904240018 Forwards annual rept to stockholders & certified financial statements. 
FLEISSNER,J.W. Wisconsin Electric Power Co. 89/04/10. Office of Nuciear Reactor 
Regulation, Director (Post 87041 1). 33pp. 49450:173-49450:205. 


J. Insurance & indemnity information 

8904200087 Fonwards Endorsement 94 to NELIA Policy NF-178 & Endorsement 78 to 
MAELU Policy MF-63. 

DUNDAS.W.J. Wisconsin Electric Power Co. 89/04/03. DINITZ,!. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 49395:240-49395:244. 


P. Operating license stage documents & correspondence 


8904030332 Forwards environ assessment & finding of no significant impact re applica- 
tions to increase allowable core power peaking factors for facilities. 

SWENSON.W.H. Project Directorate HI-3. 89/03/15. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49156:234-49156:240. 
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-8904030334 Environ assessment & finding of no significant impact re applications to 
a'iOA-adie co'S oc*Ae.' peaking factors at facilities. 

’ v. .=:p;e:tD..'ec:prare IH-3. 89/03/15. 5pp. 49156:236-49156:240. 

8904060118 Forwards corrected Tech Spec Table 15.3. 14-1, correcting discrepancy be- 
tween uti! 840307 & 88C'714 submifials re partial coverage automatic water sprinkler 
sucpress'cn svs safe shutdown fire areas. 

•/.isco.'"s:n Esectnc Power Co. 89/03/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49216:145-49216:147. 

-8904060120 Corrected Tech Spec Table 15. 2.14-1. indicating pa^ial coverage automat- 
ic w=tor sprinkler supcessicr' svs in safe s.njtdown f:re areas. 

' W.SPcnsin Eiectr.-p Power Cc. 53/C3.-22 Ip. 49216:147-49216:147. 

8903300366 Application for amends to Licenses DPR-24 & DPR-27, consisting of Tech 
Spec Change Request ISC.incorporating permissible enrichments for storage of fuel 
assemblies in new fuel storage vault & spent fuel storage pool. 

FAY.C.W. Wisconsin Electric Power Co. S9/C3;23. SWENSON, W. Project Directorate 
Hl-3. 4pp. 49144:192-49144:196. 

-8903300370 Proposed Tech Spec 15.5.4, “Fuel Sto.'age.” 

• Wisconsin Electric Power Co. 89/03/23. 1p. ‘;9-:.i4:i35-49l4A;i96. 

0904030041 Forwards notice of consideration of issuance of amends to Licenses DPR- 
24 & DPR-27 & proposed N'SHC determination & opportunity for hearing re 890323 
app.’icatic.n fcr amersd to 'I'ech Specs concerning fuel storage 
SWEf'^SO.N/W.H. Project S 'ectcraie i..-3. 89.- 03 '25 .'-AV.CW Wisconsin Electric 
Power Co. 2pp. 49182:090-49182:102. 


8904240148 Forwards Amends 118 & 121 to Licenses DPR-24 & DPR-27, respectively 
& safety evaluation.Amends change Tech Specs by modifying certain fire protection 
sections to include recently installed sys per STS (NUREG-0452). 

SWENSON, W.H. Project Directorate II1-3. 89/04/17. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49445:179-49445:198. 

-8904240151 Amends 118 & 121 to Licenses DPR-24 & DPR.27,respectiveIy. changing 
Tech Specs by modifying certain fire protection sections to include recently installed 
sys per STS {NUREG-0452). 

HANNON.J.N. Project Directorate III-3. 89/04/17. 14pp. 49445:181-49445:194. 

-8904240153 Safety evaluation supporting Amends 118 & 121 to Licenses DPR-24 & 
DPR-27, respectively. 

‘ Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/17. 4pp. 
49445:195-49445:198. 


Q. inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903300099 Forwards Insp Repts 50-266/89-07 & 50-301/89-07 on 890206-21. No vio- 
lations noted. 

GREGER,LR. Region 3, Ofc of the Director. 89/03/14. FAY,C.W. Wisconsin Electric 
Power Co. 2pp. 49144:078-49144:080. 


-8904030042 Notice of consideration of issuance of amends to Licenses DPR-24 & 
DPH-27 & proposed NSHC determination & oppcrtunid,' fcr hearing Ame.nds revise 
Tech Specs re permissible enrichments for s'.craae fuel a.^senb -c-s r nc-.v :uel vault. 
HALLJ.R. Project Directorate III-3. 89/03/28. 49182:092-49132:102. 

8904030448 Forwards corrected notice of consideration of issuance of amends to Li- 
censes DPR-24 & DPR-27 & proposed NSHC determination & opportunity for hearing 
re Tech Spec change on fuel storage. Date on Page 7 corrected. 

SWENSON, W.H. Project Directorate 111-3. 89/03/30. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49156:318-49156:330. 

-8904030451 Corrected notice of consideration of issuance of amends to Licenses 
DPR-24 & DPR-27 & proposed NSHC determination & opportunity for hearing re in- 
creasing U-235 content permitted for fuel assemblies to 40 c oer axial centimeter. 
HALL,J.R. Project Directorate 111-3. 89/03/28. 11pp. -i91f;6..1'2C-49l56-33C. 

8904180341 Informs that util preparing SAR & environ rept for ISFSI to be constructed 
onsite. Util intends to ref Pacific Sierra Nuclear Assoc ventilated storage cask sys In 
SAR.Lscense application anticipated for submittal in early 1990. 

FAY.C.W. Wisconsin Electric Power Co. 89/03/31. ROUSE.LC. Fuel Cycle Safety 
Branch, 2pp. 49381:212-49381:213. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
ccing .accepfab.'e inservice testi.no ptoorams.Svc list end. 

■.ARGA S.A. Assccare D:.''ec:c' tor .Projects ;.=>csf S70411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 7Cpp. 452C3:32C-4S209:GSC. 

8904170050 Advises that implementation dates in util 890224 ltr for ATWS mitigating 
sys actoaticn circuitry instaliaf.ton tc conform W/10CFR50.62 rule acceptable. 
sWc'JSCN.vV.r:. Prcsc: D:rectorate 111-3. 89/04/05. FAY.C.W. Wisconsin Electric 
Fewe-' Cc. 2pc. 4537::3G^-4937C:3:2. 

8904170055 Forwards safety evaluation supporting util response to TMI Action Plan 
Requirements.NUREG-0737,ltem ILD.1, “Performance Testing of Relief & Safety 
Valves." EG&G Technical Evaluation Rept EGG-NTA-8030 also end 
SWENSON. W.H. ^reject Direcfcrate 111-3. 89/04/05. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 4935"’:C55-4s257:CS5. 

-8904170056 Safety evaluation supporting uti! response to TMI Action Plan 
Requirements.NUREG-0737,ltem li.D.i. -Pertorma.nce Testing of Relief & Safety 
Valves." ^ 

Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/05 2dd 
49357061-49357:062. ' 


-8903300103 Insp Repts 50-266/89-07 & 50-301/89-07 on 890206-21. No violations 
noted.Major areas inspected:mgt support, protected & vital area barriers, access control 
- personnel, packages & vehicles.alarm stations & communications. 

CREED. J.R.. MADEDA.T.J., KNICELEY.J.R. Region 3, Ofc of the Director. 89/03/14. 
Ip. 49144:080-49144:080. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 87041 1 ). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001 -49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904050364 Responds to NRC Compliance Bulletin 88-010, “Nonconforming Molded- 
Case Circuit Breakers.” All circuit breakers maintained as stored spares for potential 
use in QA scope applications, identified. 

FAY.C.W. Wisconsin Electric Power Co. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 11pp. 49198:173-49198:183. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904110226 Responds to NRC ltr re violations noted in Insp Repts 50-266/89-07 & 50- 
301/6S-07.Respon.so withheld (ref 10CFR73.21). 

ZACH.J.J. Wisconsin Electric Power Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 1 p. 49295:079-49295:079. 

8904180187 Responds to open item noted in Insp Repts 50-266/89-05 & 50-301/89-05 
re failure to perform 10CFR50.59 reviews for several mods which changed out low 
pressure & high pressure feedwater heaters.lnsp rept error noted.SER 89-013 end. 
FAY.C.W. Wisconsin Electric Power Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 29pp. 49381:065-49381:094 


-8902020399 Rev 1 to EGG-NTA-8030, “TMI Action-NUREG-0737 (li.D 1) Point 
Beach, Units 1 & 2,” technical evaluation rept 

YUAN.C.Y.. NALE2NY.C.L. FINEMAN.C.P. EG&G Idaho, Inc. (subs, of EG&G. Inc.). 
FIN A-6492, EGG-NTA-8030 R01. 88/12/31. NRC - No Detailed Affiliation Given. 
34pp. 49357:063-49357:096. 

8904180217 Discusses inservice testing program review.per Generic Ltr 89-04.NRC will 
discontinue review of Rev 3 to inservice testing program 

SWEN^N W.H. Project Directorate iii-3. 89/04/07. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49372:070-49372:071. 


8904210280 “ecuests add' rfc re Rev 
transf6":’g 'ad.o:oc:::s' evLem Tech 


=ci:cv 5-a:eme-:; c~ Tocn Spec imp-cv 
SWEMvS.TN.'A.-:. .-'no-oc! D:'cc:orr::s 
Power Co. 3pp. 49430:332-49430:334. 


to .effs;*-: dcse calculation manual. specifically 
5p-:-c,s 10 rra.-'.-jaf in fulfillment of Commission 

:■ -3. .89 FAY.C.W. Wisconsin Electric 


8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 


8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 


8904130479 Forwards Exam Repts 50-266/OL-89-01 & 50-301 /OL-89-01 administered 
dunng wk of 890227.Requalification program assigned overall rating of 
NUREG-1021, ES 601 .Confirmatory Action Ltr RIII-89-009 issued on 

890328. 

MILLEaH.J. Region 3, Ofc of the Director. 89/04/04. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49291:145-49291:307. 


8904240013 Forwards Amends 117 & 120 to Licenses DPR-24 & DPR-27, respectively 
nf pormissible enrichments for storage 

"®'^ «®^ ^ storage pool. 

SS 4&S9S.'"-"' 

'll ^ & DPR-27.respecttvely, revising 

vISfa 

HANNON.J.N. Project Directorate Hl-3. 89/04/14. 6pp. 49445:201-49445:206. 

Amends 117 & 120 to Licenses DPR-24 & 
4944^0749^5^^1 Regulation. Director (Post 870411). 89/04/14. 5pp. 


-8904130485 Exam Repts 50-266/OL-89-01 & 50-301 /OL-89-01 on 890227-0303. 
Exam results:all operators passed operating exams & three reactors & four senior re- 
actor operators passed written exams & three reactor & two senior operators failed 
0X3ms. 

i*Spp*^9’291rt47 492^1 307**^^^^*^^^’'^' ^^® S9/03/31. 

^^Unrt^^l &^^^Svc°li^^nd Dump Valve Failures at Palo Verde 

ROSSI. C.E. DMsion of Operational Events Assessment (Post 870411). 89/04/05. 
U)nsoltdated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

89033M113 NRC Info Notice 89-039,' “List of Parties Excluded From Federal Procure- 
2 ®”\®*;Np'^P'P? 4 r®ment Programs.”'Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324. 
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8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). '89/04/11. 
Consolidated Edison Co. of New York, Inc, 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904200100 Monthly operating repts for Mar 1989 for Point Beach Nuclear Power Plant 
Units 1 & 2.W/890410 Itr. 

KRAUSE,C.W.. FAY.C.W. Wisconsin Electric Power Co. 89/03/31. 9pp. 49403:319- 
49403:327. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8904130479 Forwards Exam Repts 50-266/OL-89-01 & 50-301 /OL-89-01 administered 
during wk of 890227.Requalification program assigned overall rating of 
unsatisfactory, per NUREG-1021, ES 601. Confirmatory Action Ltr RIII-89-009 issued on 
890328. 

MILLER.H.J. Region 3, Ofc of the Director. 89/04/04. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49291:145-49291:307. 

-8904130485 Exam Repts 50-266/OL-89-01 & 50-301 /OL-89-01 on 890227-0303. 
Exam results:all operators passed operating exams & three reactors & four senior re- 
actor operators passed written exams & three reactor & two senior operators failed 
exams. 

HOPKINS, J.. SHEPARD.D., LENNARTZ.J. Region 3, Ofc of the Director. 89/03/31. 
161pp. 49291:147-49291:307. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8904180341 Informs that util preparing SAR & environ rept for ISFSl to be constructed 
onsite.Util intends to ref Pacific Sierra Nuclear Assoc ventilated storage cask sys in 
SAR.License application anticipated for submittal in early 1990. 

FAY,C.W. Wisconsin Electric Power Co. 89/03/31. ROUSE, L.C. Fuel Cycle Safety 
Branch. 2pp. 49381:212-49381:213. 
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F. Security, medical, emergency & fire protection plans 

8903280137 Forwards update on 870805 “Radiological Emergency Preparedness Exer- 
cise Rept." including results of remedial drill conducted 880830 & status of correction 
of areas requiring corrective action. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 89/03/13. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
49075:245-49075:310. 

-8903280138 “Radiological Emergency Preparedness Exercise Rept, Rept Update As 
Result of Remedial Drill Conducted 880830." 

* Federal Emergency Management Agency. 88/08/30. 64pp. 49075:246-49075:310. 

8904030493 Forwards Issue 3 of Fire Protection Operability Requirements 13 & 15 re 
insp of both sides of penetration & functional testing of fusible link 
dampers, respectively, per Generic Ltr 86-10. 

WILLI AMS, R.O. Public Service Co. of Colorado. 89/03/27, Document Control Branch 
(Document Control Desk). 5pp. 49168:171-49168:188. 

-8904030496 Issue 3 to fire protection procedures. 

WILLIAMS, R.O. Public Service Co. of Colorado. 89/03/28. 13pp. 49168:176- 
49168:188. 

8904180073 Forwards final SALP Board Rept 50-267/87-35 for May 1987 - Aug 1988. 
MARTIN, R.D. Region 4, Ofc of the Director. 89/04/07, WILLIAMS.R.O. Public Service 
Co. of Colorado. 2pp. 49373:061 -49373: t45. 

-8904180124 Final SALP Rept 50-267/87-35 for May 1987 - Aug 1988. Category 1 as- 
signed in areas of maint,fire protection & radiological controls. 

* Region 4, Ofc of the Director, 89/04/07. 75pp. 49373:063-49373:145. 


8904200313 Forwards FEMA exercise evaluation rept update for plant Aug 1987 
exercise.Rept describes results of remedial drill conducted on 880830. 

CALLAN,L.J. Region 4, Ofc of the Director. 89/04/14. WILLIAMS.R.O. Public Service 
Co. of Colorado. 2pp. 49401:221-49401:288. 

-8903310203 Forwards FEMA 890313 memo transmitting FEMA Region VIII update 
rept of 870805 exercise.Rept includes results of remedial drill conducted on 880830 & 
status of areas requiring corrective action. 

TRAVERS.W.D. Emergency Preparedness Branch. 89/03/27. BANGART,R.L Region 
4, Ofc of the Director. Ip. 49401:223-49401:288. 

-8903310208 Forwards exercise rept update on 870805 joint exercise of offsite radio- 
logical emergency preparedness plans for plant. Rept includes remedial drill conduct- 
ed on 880830 & status of correction of areas requiring corrective action.W/o end. 
KWIATKOWSKI,D. Federal Emergency Management Agency. 89/03/13. C0NGEL,F.J. 
Emergency Preparedness Branch. Ip. 49401:224-49401:288. 


I. Financial Information 


8904210092 “Public Svc Co of Colorado Annual Rept 1988."W/890414 Itr. 

WALKER, R.F., HOCK,D.D., BREY,H.L Public Service Co. of Colorado. 88/12/31. 
53pp. 49443:316-49444:012. 


J. Insurance & indemnity information 


8904240014 Informs NRC of amount of property damage & excess property damage 
Insurance in effect at facility, 

BREY.H.L. Public Service Co. of Colorado. 89/04/07. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49450:171-49450:172. 


P. Operating license stage documents & correspondence 

8903310192 Advises that TAC 69869 re equipment qualification changes to temp profile 
closed.Util should continue effort to update equipment binders for equipment in scope 
of equipment qualification program. 

HEITNER.K.L. Project Directorate IV. 89/03/10. WILLIAMS.R.O. Public Service Co. of 
Colorado. 3pp. 49153:348-49153:350. 

8904030493 Fonwards Issue 3 of Fire Protection Operability Requirements 13 & 15 re 
insp of both sides of penetration & functional testing of fusible link 
dampers, respectively,per Generic Ltr 86-10. 

WILLIAMS.R.O. Public Service Co. of Colorado. 89/03/27. Document Control Branch 
(Document Control Desk). 5pp. 49168:171-49168:188. 

-8904030496 Issue 3 to fire protection procedures. 

WILLIAMS.R.O. Public Service Co. of Colorado. 89/03/28. 13pp. 49168:176- 
49168:188. 

8904040072 Advises that util plans to submit preliminary decommissioning plan by 
890531. Util has identified issues requiring addi evaluation in preparing submittal. 
WILLIAMS.R.O. Public Service Co. of Colorado. 89/03/31. Document Control Branch 
(Document Control Desk). Ip. 49191:358-49191:358. 

8904110524 Forwards Amend 69 to License DPR-34 & safety evaluation. Amend 
changes Tech Spec Section 7 re administrative controls. 

HEITNER.K.L. Project Directorate IV. 89/03/31. WILLIAMS.R.O. Public Service Co. of 
Colorado. 3pp. 49278:325-49278:355. 

-8904110528 Amend 69 to License DPR-34, changirtg Tech Spec Section 7 re adminis- 
trative controls. 

CALVO,J.A. Project Directorate IV. 89/03/31. 24pp. 49278:328-49278:351. 

-8904110529 Safety evaluation supporting Amend 69 to License DPR-34. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/31. 4pp. 
49278:352-49278:355. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904050406 Ack receipt of util 890214 request for total exemption from annual fee re- 
quirements of 10CFR171 for FY89 & each year thereafter.Request presently under 
review.Util will not be billed for 1988 or 1989 annual fee payments. 

HOLLOWAY, C.J. License Fee Management Branch (Post 890205). 89/04/03. 
BREY.H.L. Public Service Co. of Colorado. 2pp. 49214:348-49214:354, 

8904140364 Fonwards response to 890112 request for addI info re steam line rupture 
detection/isolation sys & normal plant control sys. 

WARENBOURG.D.W. Public Service Co. of Colorado. 89/04/07. Document Control 
Branch (Document Control Desk). 1 6pp. 49347:234-49347:275, 

8904190152 Informs that electronic transfer made on 890407 for Invoice H0759 re 
review of Part 50 applications for 6-month period from 871220-880618. 

BREY.H.L. Public Service Co. of Colorado. 89/04/07. NRC - No Detailed Affiliation 
Given. 5pp. 49385:160-49385:164. 

8904240320 Forwards printout of TMI action plan items.annotated by util to denote im- 
plementation status of each item,in response to 890414 Itr. 

WILLIAMS,R.O. Public Service Co. of Colorado. 89/04/18. Document Control Branch 
(Document Control Desk). 8pp. 49453:092-49453:099. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 
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8903290249 Forwards Insp Rept 50-267/89-04 on 890227-0303,No violations or devi- 
ations noted. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/17. WILLIAMS, R.O. Public Service 
Co. of Colorado. 2pp. 49081:349-49081:354. 

-8903290252 Insp Rept 50-267/89-04 on 880227-0303.No violations or deviations 
noted.Major areas inspected:licensed operator training. 

VICKREY, R.B., GAGLIARDO.J.E. Region 4, Ofc of the Director. 89/03/16. 4pp. 
49081:351-49081:354. 


8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM. R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904100235 Informs that all requirements of Bulletin 88-004. “Potential Safety-Related 
Pump Loss." fulfilled & no written response describing actions taken on past demon- 
strated performance of design function of bearing water makeup pump needed. 
HEITNER.K.L Project Directorate IV. 89/03/30. WILLIAMS, R.O. Public Service Co. of 
Colorado. 3pp. 49243:283-49243:285. 

8903270348 Suppl 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds In DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York. Inc. 108pp. 49185:070-49185:177. 

8904040069 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers." Util has no nontraceable circuit breakers purchased after 830801 
Installed in safety-related applications. 

WILLIAMS, R.O. Public Service Co. of Colorado. 89/03/31. Document Control Branch 
(Document Control Desk). 14pp. 49190:251-49190:264. 

8903290256 NRC Info Notice 89-036. “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York. Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York. Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904180073 Forwards final SALP Board Rept 50-267/87-35 for May 1987 - Aug 1988. 
MARTIN.R.D. Region 4, Ofc of the Director. 89/04/07. WILLIAMS.R.O. Public Service 
Co. of Colorado. 2pp. 49373:061-49373:145. 

-8904180124 Final SALP Rept 50-267/87-35 for May 1987 - Aug 1988. Category 1 as- 
signed in areas of maint,fire protection & radiological controls. 

* Region 4, Ofc of the Director. 89/04/07. 75pp. 49373:063-49373:145. 

8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York. Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. I06pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904240351 Monthly operating rept for Mar 1989 for Fort St Vrain. W/890414 Itr. 
BLOCK, M.L., FULLER.C.H, Public Service Co. of Colorado. 89/03/31. 10pp. 
49450:328-49450:337. 


S. Reportable occurrences, LERs & related correspondence 

8904050280 LER 88-01 5-01 :on 88101 1, during loss of outside electric power & turbine 
trip surveillance test, loss of power to 480-volt essential buses occurred.Caused by fail- 
ure of diesel generator output breakers to close.W/890329 Itr. 

CHESNUTT.S.W., FULLER.C.H. Public Service Co. of Colorado. 89/03/29. 13pp. 
49210:312-49210:324. 


V. Operator Examinations 

8903300001 Notifies NRC that LL Hackett temporarily removed from senior licensed op- 
erator duties, per 10CFR50,74, effective 890226 for medical reasons.NRC will be noti- 
fied when operator resumes senior licensed operator duties. 

WILLIAMS.R.O. Public Service Co. of Colorado. 89/03/09. Document Control Branch 
(Document Control Desk). 2pp. 49129:199-49129:200. 

8903290249 Forwards Insp Rept 50-267/89-04 on 890227-0303.No violations or devi- 
ations noted. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/17. WILLIAMS.R.O. Public Service 
Co. of Colorado. 2pp. 49081:349-49081:354. 

“8903290252 Insp Rept 50-267/89-04 on 880227-0303.No violations or deviations 
noted.Major areas inspected:licensed operator training. 

VICKREY, R.B.. GAGLIARDO.J.E. Region 4. Ofc of the Director. 89/03/16. 4pp. 
49081:351-49081:354. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8904180253 Notifies that L Hackett has resumed senior licensed operator 
duties, effective on 890327.Company doctors & nuclear operations mgt approved 
Hackett return to licensed operator duties. 

WILLIAMS.R.O. Public Service Co. of Colorado. 89/04/04. Document Control Branch 
(Document Control Desk). 2pp. 49357:182-49357:183. 

8904180073 Forwards final SALP Board Rept 50-267/87-35 for May 1987 - Aug 1988. 
MARTIN.R.D. Region 4. Ofc of the Director. 89/04/07. WILLIAMS.R.O. Public Service 
Co. of Colorado. 2pp. 49373:061-49373:145. 

“8904180124 Final SALP Rept 50-267/87-35 for May 1987 - Aug 1988. Category 1 as- 
signed in areas of maint.fire protection & radiological controls. 

* Region 4, Ofc of the Director. 89/04/07. 75pp. 49373:063-49373:145. 
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F. Security, medical, emergency & fire protection plans 


8904030312 Forwards Insp Repts 50-269/89-05.50-270/89-05 & 50-287/89-05 on 
890117-0217 & notice of violation. 

HERDT,A.R. Region 2. Ofc of the Director. 89/03/14. TUCKER, H.B. Duke Power Co. 
2pp. 49164:066-49164:098. 

“8904030321 Insp Repts 50-269/89-05.50-270/89-05 & 50-287/89-05 on 890117- 
021 7. Violations noted.Major areas inspected: operations, surveillance 

testing,maint,safeguards & radiation protection. 

SKINNER, P.H. Region 2. Ofc of the Director. 89/03/07. 27pp. 49164:072-49164:098. 

8904060336 Forwards Rev 28 to security plan.Rev withheld. 

TUCKER.H.B. Duke Power Co. 89/03/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 49234:001-49234:002. 

8904040140 Suppis response to violations noted in Insp Repts 50-269/89-02,50-270/ 
89-02 & 50-287/89-02.Corrective actions: health physics procedures will be changed 
to allow hot spot to be identified by individual labels on hot spots. 

TUCKER.H.B. Duke Power Co. 89/03/22. Document Control Branch (Document Con- 
trol Desk). 3pp. 49191:200-49191:202. 

8904170100 Forwards public version of Rev 89-01 ,Vol A to “Emergency Plan Manual" 
& Rev 89-02, Vol B & Rev 89-03, Vol C to “Emergency Plan Implementing Procedures 
Manual.” 

TUCKER.H.B. Duke Power Co. 89/03/22. Document Control Branch (Document Con- 
trol Desk). 3pp. 49351:003-49351:205. 

“8904170112 Public version of Rev 89-1 to Vol A of "Oconee Nuclear Station Emer- 
gency Plan.” 

TUCKMAN.M.S. Duke Power Co. 89/02/28. 86pp. 49351:006-49351:090. 

“8904170141 Public version of Rev 89-02, Vol B to “Oconee Nuclear Station Implement- 
ing Procedures Emergency Plan.” 

TUCKMAN.M.S. Duke Power Co. 89/02/28. 100pp. 49351:091-49351:187. 

“8904170142 Public version of Rev 89-03, Vol C to “Oconee Nuclear Station Implement- 
ing Procedures Emergency Plan.” 

TUCKMAN.M.S. Duke Power Co. 89/02/28. 18pp. 49351:188-49351:205. 

8904240235 Forwards interim SALP Board Repts 50-269/89-01,50-270/89-01 & 50- 
287/89-01 for Aug 1987 - Jan 1989.Strengths identified in areas of plant 
operations, radiological controls & emergency preparedness. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/04/11. TUCKER.H.B. Duke Power 
Co. 2pp. 49470:104-49470:138. 

-8904240237 Interim SALP Repts 50-269/89-01,50-270/89-01 & 50-287/89-01 for Aug 
1987 - Jan 1989.Major areas inspected:plant operations.radiological 

controls, emergency preparedness, security & engineering/technical support. 

• Region 2. Ofc of the Director. 89/04/11. 3lpp. 49470:106-49470:138 



DOCKETED ITEMS 47 


H. Genera! correspondence 

8903310169 Advises that recipient name will be removed from mailing list, unless NRC 
receives request within 30 days of receipt of Itr notifying NRC of wish to remain on list 
& to continue receiving info re plant. 

HOOD.D.S. Project Directorate 11-3. 89/03/22. BORSUM.R.B. Babcock & Wilcox Co. 
2pp. 49148:116-49148:117. 


P. Operating license stage documents & correspondence 

8903290366 Forwards request for addi info re proposed plant mod to meet ATWS rule 
1 0CFR50.62.Response requested within 45 days of receipt of Itr.Proposed dates for 
implementing mods deemed untimely & should be accelerated. 

HOOD.D.S. Project Directorate 11-3. 89/03/22. TUCKER, H.B. Duke Power Co. 14pp. 
49120:320-49120:333. 

8903290434 Forwards request for addI info re Topical Rept DPC-NE-2003, "Core Ther- 
mal-Hydraulic Methodology Using VIPRE-01.” Info requested within 60 days of Itr 
date. 

HOOD.D.S. Project Directorate 11-3. 89/03/22. TUCKER.H.B. Duke Power Co. 5pp. 
49080:162-49080:166. 

8904200036 Notifies of canceled 890425 meeting w/util in Cornelius, NC to discuss vari- 
ous licensing activities & safety initiatives at facilities. 

HOOD.D.S. Project Directorate 11-3. 89/03/23. MATTHEWS, D.B. Project Directorate II- 
3. 6pp. 49395:255-49395:260. 

8904180268 Advises that 890315 revised Amend 12 to QA porogram continues to satis- 
fy 1 0CFR50,App B requirements & acceptable. 

GIBSON.A.F. Region 2, Ofc of the Director. 89/03/30. TUCKER.H.B. Duke Power Co. 
2pp. 49381:210-49381:211. 

8904120489 Forwards request for Relief 89-02 from requirements of Section XI of 
ASME Boiler & Pressure Code.due to impracticality of pressure testing specific welds 
following repair. W/one'oversize drawing. 

TUCKER.H.B. Duke Power Co. 89/03/31. Document Control Branch (Document Con- 
trol Desk). 5pp. 49290:182-49290:186. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904130127 Forwards addi data from recent Catawba integrated leak rate tests which 
further supports util 890203 request for exemption from 10CFR50,App J requirements 
for plants that containment leakage can be determined in less than 24 h. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 10pp. 49347:192-49347:201. 

8904140082 Fonvards lists of topical repts either currently under review, scheduled for 
future submittal or previously approved. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 7pp. 49347:221-49347:227. 

8904130362 Advises that 880523 & 0801 responses to Generic Ltr 88-05, “Boric Acid 
Corrosion of Carbon Steel Reactor Boundary Components in PWR Plants," fulfills re- 
quirement. 

HOOD,D.S. Project Directorate 11-3. 89/04/05. TUCKER.H.B. Duke Power Co. 4pp. 
49299:056-49299:059. 

8904240294 Requests prompt review & reporting of status of implementation of TMI 
action plan at facilities. Info will be utilized to validate existing data base so that NRC 
can accurately respond to congressional inquiries. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. TUCKER.H.B. Duke Power Co. 56pp. 49469:217-49469:266. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903290266 Forwards results of insps during Unit 1 EOC-1 1 refueling outage as partial 
response to Item 2 of NRC Bulletin 88-008 re thermal stresses in piping connected to 
RCS & to clarify activities concerning Item 3. 

TUCKER.H.B. Duke Power Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). 6pp. 49120:197-49120:202. 

8904030312 Forwards Insp Repts 50-269/89-05,50-270/89-05 & 50-287/89-05 on 
890117-0217 & notice of violation. 

HERDT,A.R. Region 2, Ofc of the Director. 89/03/14. TUCKER.H.B. Duke Power Co. 
2pp. 49164:066-49164:098. 

--8904030316 Notice of violation frpm insp on 8901 17-021 7. Violations noted:portions of 
procedures inadequate re PTS operating range & failure to utilize PORVs to reduce 
pressure to thermal shock operating range. 

HERDT,A.R. Region 2, Ofc of the Director. 89/03/14. 2pp. 49164:068-49164:071. 

-8904030321 Insp Repts 50-269/89-05.50-270/89-05 & 50-287/89-05 on 890117- 
021 7. Violations noted.Major areas inspected: operations.surveillance 

testing, maint, safeguards & radiation protection. 

SKINNER,P.H.. WERT,L.D., SHYMLOCK.M. Region 2. Ofc of the Director. 89/03/07. 
27pp. 49164:072-49164:098. 

8904030469 Forwards Insp Repts 50-269/89-07,50-270/89-07 & 50-287/89-07 on 
890213-17 & notice of deviation. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/16. TUCKER.H.B. Duke Power Co. 
2pp. 49183:167-49183:183. 

-8904030471 Notice of violation from insp on 89021 3-1 7. Deviation noted: dedicated 
control board displays for instruments not specifically identified & Trend Info for four 
variables not available on dedicated recorders nor stored in computer. 

JULIAN, C.A. Region 2. Ofc of the Director. 89/03/16. 2pp. 49183:169-49183:170. 


-8904030472 Insp Repts 50-269/89-07,50-270/89-07 & 50-287/89-07 on 890213- 
17.Deviation noted.Major areas inspected:conformance to Reg Guide 1.97 re instru- 
mentation for light-water-cooled plants to assess conditions during & following acci- 
dent. 

FILL10N,P.J., CONLON.T. Region 2, Ofc of the Director. 89/03/10. 13pp. 49183:171- 
49183:183. 

8903310339 Discusses schedule for response to NRC Bulletin 88-004 re safety-related 
pump loss. Requests that 890630 response include detailed identification of all long- 
term actions necessary to complete bulletin. 

MATTHEWS.D.B. Project Directorate 11-3. 89/03/22. TUCKER,H.B. Duke Power Co. 
5pp. 49159:158-49159:163. 

8904040140 Suppis response to violations noted in Insp Repts 50-269/89-02,50-270/ 
89-02 & 50-287/89-02.Corrective actions: health physics procedures will be changed 
to allow hot spot to be identified by individual labels on hot spots. 

TUCKER.H.B. Duke Power Co. 89/03/22. Document Control Branch (Document Con- 
trol Desk). 3pp. 49191:200-49191:202. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904200141 Summarizes status of util actions in response to NRC Bulletin 85-003, 
“Motor-Operated Valve Common Mode Failures During Plant Transients due to Im- 
proper Switch Settings." 

TUCKER.H.B. Duke Power Co. 89/03/23. EBNETER.S.D. Region 2. Ofc of the Direc- 
tor. 4pp. 49400:348-49400:351. 

8904200153 Forwards results of analysis performed on two liquid samples spiked w/ 
radionuclides received by plant on 890123 & results for IFI 88-31-01 identified in Insp 
Repts 50-269/88-31, 50-270/88-31 & 50-287/88-31. 

TUCKER, H.B. Duke Power Co. 89/03/24. KAHLE,J.B. Region 2, Ofc of the Director. 
Ip. 49400:338-49400:338. 

8903300261 Requests addi info re second 10-yr internal inservice insp program plan & 
relief requests within 45 days of Itr receipt. 

HOOD.D.S. Project Directorate 11-3. 89/03/27. TUCKER.H.B. Duke Power Co. 12pp. 
49122:338-49122:349. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904180005 Ack receipt of 890303 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/88-35, 50-270/88-35 & 50-287/88-35. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/03/30. TUCKER.H.B. Duke Power 
Co. Ip. 49372:235-49372:235. 

8903270348 Suppl 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904120478 Responds to NRC 890228 Itr re violations noted in Insp Repts 50-269/88- 
34,50-270/88-34 & 50-287/88-34.Corrective action: proposed mod that has been im- 
plemented & tested on Unit 1 will be implemented & tested for Units 2 & 3. 
TUCKER,H.B. Duke Power Co. 89/03/31. Document Control Branch (Document Con- 
trol Desk). 3pp. 49290:221-49290:223. 

8904140185 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers." Steps taken to ensure that circuit breakers installed after 
880801, will be procured from CBM under 10CFR50.App B program. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 14pp. 49319:184-49319:197. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904200221 Forwards Insp Repts 50-269/89-08,50-270/89-08 & 50-287/89-08 on 
890218-0317 & notice of violation. 

HERDT.A.R. Region 2, Ofc of the Director. 89/04/04. TUCKER.H.B. Duke Power Co. 
2pp. 49400:220-49400:237. 

-8904200225 Notice of violation from insp on 88021 8-031 7. Violation noted:on 
8901 16, Administrative Policy Manual Section 3.2.3.3 re use of approved temporary 
test procedure not followed for test on 1 B HPl pump. 

HERDT.A.R. Region 2, Ofc of the Director. 89/04/04. 2pp. 49400:222-49400:223. 

-8904200227 Onsite Resident Insp Repts 50-269/89-08,50-270/89-08 & 50-287/89- 
OS.Violations noted.Mdor areas inspected: operations.surveillance testing, maint 
activities, B&W Owners Group plant reassessment program & open items. 

SKINNER, P.H., WERT,L.D., SHYMLOCK,M.B. Region 3, Ofc of the Director. 89/04/ 
03. 14pp. 49400:224-49400:237. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3 .” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05- 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 
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1003300113 NRC !nfo Notic® 89-039, "List of Pirtiss Excludsd From Fedtra! Frocura- 
mtnt or Nonprocur®m«nt Programs," Svc list ®ncl. 

ROSSI, C.E. Division of Optrttionil Evsnts Asstssment (Post 3704 jI). 80/04/05. 
Consoliditsd Edison Co, of New York. Inc. 106pp. 49220:218-49220:324. 


8904170371 Responds to 890224 & 0322 Itrs re NRC Bulletin 88-011. "Pressurizer 
Surge Line Thermal Stratification." NRC agrees w/suggestion for 890407 meeting to 
discuss util schedular proposal. , 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
SPOND.D.F. Babcock & Wilcox Operating Plants Owners Group, ip. 49369:360- 
49369:360. 


S. Reportable occurrence®, LER® & related correepondenct 

8904050187 LER 89-005-00:on 890222, main steam supply to emergenoy steam tir ejec- 
tor discovered in closed position while perforrnlng periodic test.Caused by defective 
procedure.Steam supply to emergency steam air ejector opened. W/890327 ltr 
LOWERY, H.R., TUCi^R.H.B. Duke Power Co. 89/03/27. 6pp. 49198:255*49198:260. 

8904050169 LER 89-004-00:on 890123.discovered two sets of redundant main feeder 
bus control cables ^or lockout relavinc were inapproo'iatGly routed through same cable 
travs.Caused by des on deficvency Con;.'o! cables rcrc-.i?od W, '890329 Itr. 

NORTH.P.J., TUCrEn,r-.3. Cu*;c =^ovver Co. 89/03/29. 8pp. 49214:123-49214:130. 


8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS.” Sve list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904170185 Fonwards add! info in response to Bulletin 79-27, “Loss of Non-Class 1£ 
Instrumentation & Control Power Sys Bus During Operation." W/25 oversize drawings. 
TUCKER, H.B. Duke Power Co. 89/04/11. Document Control Branch (Document Con- 
trol Desk). 2pp. 49367:272-49369:196. 

-8904170189 Change 2 to Procedure EP/1 /A/1800/01, “Emergency Operating Proce- 
dure." 

BLACK, J. Duke Power Co. 89/01/31. 203pp. 49367:274-49368:111. 


8904120026 LER 89-006-00:on 890301, discovered that single component failure could 
render e.merconcv oovrc' switching logic incporahle.Caused by design deficiency.Units 
1,2 & 3 on:«rc-d iimi: no ccr!Ci:ior! of OiCoration.W.'SROOrr Itr. 

NORTh.=> J TUCKER .-..5 Duse Po'wer Co. 89. '03/31. 'Spp. 49295:211-49295:219. 


8904170121 LER 89-007-00:on 890305, demineralizer resins unintentionally released to 
chemical treatment pond.Caused by failure to follow procedures & mgt 
deficiency.Potential offsite release paths sampled & analyzed.W/890404 Itr. 
LOWERY,H.R., TUCKER,H.B. Duke Power Co. 89/04/04. 7pp. 49354:326-49354:332. 


V. Operator Examinations 


-8904170191 Chares 83 to Procedure OP/1 /A/1 102/10, “Controlling Procedure For 
■j.':: S-'^jrcow.n." 

E. D-Jks .=ower Co. 89/02/10. 57pp. 49368:112-49368:168. 

-8904170194 Change 45 to Procedure OP/1 /A/1 102/04, "Operation at Power." 
AUSTIN, M.H. Duke Power Co. 89/03/10. 19pp. 49368:169-49368:187. 

-8904170196 Change 1 to Procedure AP/1 /A/1700/23, “Loss of 1KI Bus." 
PATR!CK,M.E. Duke Power Co. 89/03/10. 320pp. 49368:188-49369:196. 

8904240235 Forwards interim SALP Board Repts 50-269/89-01,50-270/89-01 & 50- 
287/89-01 for Aug 1987 - Jan 1 989.Strengths identified in areas of plant 
operations.radic'ocica! controls S emergency preparedness. 

EBNL-ER,S.D.,".5c!C.'' 2. 0:c cf the Director. 89/04/11. TUCKER.H.B. Duke Power 
Co. 2pp '.Sc. 


8904130453 Advises that reactor operator licensing exam scheduled for week of 
890501 .Requests util fuT.ish aop.-oved ref matl listed in End 1 by 890401. Rules & 
cuijei-nes ef'oclive ojrirq aominis’.ration of written exam also end. 

.^EEB ES,T.A. Region 2. C'c at ihc- Director. 89/03/22. TUCKER.H.B. Duke Power 
Co. 9pp. 49320:334-49320:342. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end, 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04, Consolidated 
Edison Co. of New York, Inc. 54pp, 49105:001-49105:055. 


Y. Dry Cask Independent Spent Fuel Storage installations 


-8904240237 fnterim SALP Repts 50-269/89-01.50-270/89-01 & 50-287/89-01 for Aug 
1987 - Jan 1989.Major areas inspectedrplant operations, radiological 

controls, emergency preparedness, security & engineering/technical support. 

' Region 2. Ofc of the Director. 89/04/11. 3tpp. 49470:106-49470:138. 

8904240244 Discusses insp on 881217-890116 & forwards notice of violation & pro- 
posed imposition of civil penalty in amount of $25,000. 

EBNETER.S.D. Region 2. Cfc of the Director, 89/04/11. TUCKER.H.B. Duke Power 
Co. 3pp. 49450:071-49450:075. 

-8904240247 Notice of violation & proposed imposition of civil penalty in amount of 
saS.OOO.Violations noted:cn 8901 07, discovered that all fusible-linked dropout plates 
on reactor bldg ceding unit d uchwerk may not perform safety function, 

EBNETER.S.D. Region 2, Cfc o: the Director. 89/04/11. 2pp. 49450:074-49450:075. 

8904240124 Ack receipt of 890317 & 22 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-269/89-02, 50-270/89-02 & 50-287/89-02. 
COLLINS.D.M. Region 2. Ofc of the Director. 89/04/12. TUCKER.H.B. Duke Power 
Co. Ip. 49470:140-49470:140. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Sve list end. 

ROsSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107, 


8904030267 Forwards addi info to support 880331 proposed Tech Spec amend re 
ISFSI. Proposed amend would revise Tech Specs to accomodate use of multi-element 
spent fuel dry shielded canister placed inside onsite transfer cask in ISFSI, 
TUCKER.H.B. Duke Power Co, 89/03/21. Document Control Branch (Document Con- 
trol Desk). 6pp. 49168:087-49168:092. 

8903280365 Requests rev of estimated costs in Paragraph 6, Page 2 of Chapter 1 of 
application to store spent fuel, per 10CFR72.22 & provide decommissioning funding 
plan & financial assurance per 10CFR72.30. 

ROBERTS, J.P. Fuel Cycle Safety Branch. 89/03/23. TUCKER.H.B. Duke Power Co. 
2pp. 49061:307-49061:308. 

8904140308 Remits fee for 890210 application for amend to ISFSI license to incorpo- 
rate alternative solid neutron shield design. 

TUCKER.H.B. Duke Power Co. 89/03/28. Document Control Branch (Document Con- 
trol Desk). 3pp. 49334:257-49334:272. 
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F. Security, medical, emergency & tire protection plane 


8904110183 Supp1 1 to NRC Info Notice 88-076, “Disabling of Diesel Generator Output 
Circuit Breakers by A.nti-^ump Ci'cuitry." Sve list end. 

ROSSI.C.E. Division c? Ccs.'a;:cnai Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York. inc. 106pp. 49397:001-49397:106. 

8904180193 NRC info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating report® & related oorrespondenoe 

8904040147 "Annual Personnel Exposure & Monitoring Rept for 1988 for Oconee Nu- 
clear Station." Rept consists of tabulation of number of personnel & person-rem by 
work & iob i-jrcthr..W/ 890322 ltr. 

TUCKEP,H.3. Clk£- Powe- Co. 88/12/31. 3pp. 49191:226-49191:228. 

8904040154 “Annual Personnel Monitoring Rept for 1988 for Oconee Nuclear Station." 
Rept consists of statistical rept of recorded personnel whole body exposures.W/ 
890322 ltr. 

TUCKER.H.B. Duke Power CJo. 88/12/31. 2pp. 49191:257-49191:258. 

8904280027 Forwards monthly operating repts for Mar 1989 & personnel exposure & 
licu-d release rept for Feb 1989 for Oconee Nuclear Station. 

TUCKER.H.B. Duke Power Co. 89/04/14. Document Control Branch (Document Con- 
trol Desk'-, -.p. 49521:344-49521:360. 

-8904240155 Monthly operating repts for Mar 1989 for Oconee Units 1,2 & 3. 
WILLIAMS, R.A., MEAD,J.J. Duke Power 89/03/31. 15pp. 49521:345-49521:359. 

-8904280034 Monthly operating repts for Feb 1989 for Oconee Nuclear Station. 

* Duke Power Co. 89/02/28. 1p. 49521:360-49521:360. 


8904030312 Forwards Insp Repts 50-269/89-05.50-270/89-05 & 50-287/69-05 on 
890117-0217 & notice of violation. 

HERDT,A.R. Region 2, Ofc of the Director. 89/03/14. TUCKER.H.B. Duke Power Co. 
2pp. 49164:066-49164:098. 

-8904030321 Insp Repts 50-269/89-05,50-270/89-05 & 50-287/89-05 on 890117- 
021 7. Violations noted.Major areas inspected: operations, surveillance 

testing, maint,safeguards & radiation protection. 

SKINNER.P.H. Region 2, Ofc of the Director. 89/03/07. 27pp. 49164:072-49164:098. 

8904080338 Forwards Rev 28 to security plan.Rev withheld. 

TUCKER.H.B. Duke Power Co. 89/03/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 49234:001-49234:002. 

8904040140 Suppis response to violations noted in Insp Repts 50-269/60-02,60-270/ 
89-02 & 50-2B7/89-02.Correctlve actions: health physios procedures will be changed 
to allow hot spot to be identified by individual labels on hot spots. 

TUCKER.H.B. Duke Power Co. 89/03/22. Document Control Branch (Document Con- 
trol Desk). 3pp. 491 91 :200-491 91 :202. 

8904170100 Forwards public version of Rev 89-01, Vol A to "Emergency Plan Manual" 
& Rev 89-02,Vol B & Rev 89-03, Vol C to "Emergency Plan Implementing Procedures 
Manual." 

TUCKER.H.B. Duke Power Co. 89/03/22, Document Control Branch (Document Con- 
trol Desk). 3pp. 49351:003-49351:205. 

-8904170112 Public version of Rev 89-1 to Vol A of "Oconee Nuclear Station Emer- 
gency Plan." 

TUCKMAN.M.S. Duke Power Co. 89/02/28. 86pp. 49351:006-49351:090. 

-8904170141 Public version of Rev 89-02, Vol B to "Oconee Nuclear Station Implement- 
ing Procedures Emergency Plan." 

TUCKMAN.M.S. Duke Power Co. 89/02/28. 100pp. 49351:091-49351:187. 

-8904170142 Public version of Rev 89-03,Vol C to “Oconee Nuclear Station Implement- 
ing Procedures Emergency Plan." 

TUCKMAN.M.S. Duke Power Co. 89/02/28. 18pp. 49351:188-49351-205 
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®®042402S6 Forwards Intirim 8ALP Board Rapts SO-260/80.01, 50-270/89-01 & 60- 
287/89-01 for Aug 1087 • Jan 1 080.8tr®ngths id®ntifl®d In arsas of plant 
oMritlons.radiologioal controls 8 amargancy pr@par®dn@s®. 

EBNETER,8.D. Region 2, Ofc of th® DIraotor. 89/04/11. TUCKER.H.B. Duk® Power 
Co. 2pp. 49470:104-40470:138. 


-8004240237 Interim SALP Repts 50.269/89-01, 50-270/89-01 & 50-287/89-01 for Aug 
1987 - Jan 1989.Malor areas in8pected:plant operations, radiological 

controls,emergency preparedness, security & engineering/technical support. 

* Region 2, 07c of the Director. 89/04/11. 31pp. 49470:106-49470:138. 


H. General correspondence 

8903310169 Advises that recipient name will be removed from mailing list, unless NRC 
receives request within 30 days of receipt of Itr notifying NRC of wish to remain on list 
& to continue receiving info re plant. 

HOOD.D.S. Project Directorate 11-3. 89/03/22. BORSUM.R.B. Babcock & Wilcox Co. 
2pp. 49148:116-49148:117. 


P. Operating license stage documents & correspondence 

8903290366 Forwards request for addi info re proposed plant mod to meet ATWS rule 
10CFR50.62.Response requested within 45 days of receipt of Itr.Proposed dates for 
implementing mods deemed untimely & should be accelerated. 

HOOD.D.S. Project Directorate 11-3. 89/03/22. TUCKER.H.B. Duke Power Co. 14pp. 
49120:320-49120:333. 

8903290434 Forwards request for addI info re Topical Rept DPC-NE-2003, “Core Ther- 
mal-Hydraulic Methodology Using VIPRE-01.” Info requested within 60 days of Itr 
date. 

HOOD.D.S. Project Directorate 11-3. 89/03/22. TUCKER.H.B. Duke Power Co. 5pp. 
49080:162-49080:166. 


8004030480 Forwards Insp Rapti 60-209/09.07, 50-270/89-07 8 50-287/89-07 on 
800213-17 & notice of davlition. 

JULIAN, C.A. Region 2, Ofc of th® Dlr®ctor. 80/03/16. TUCKER.H.B. Duk® Power Co. 
2pp. 49183:167-49183:183. 

-8004030471 Notice of violation from insp on 89021 3-1 7.D0viatlon noted: dedicated 
control board displays for instruments not specifically identified & Trend info for four 
variables not available on dedicated recorders nor stored In computer. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/16. 2pp. 49183:169-49183:170. 

-8904030472 Insp Repts 50-269/89-07.50-270/89-07 & 50-287/89-07 on 890213- 
17.Deviation noted.Major areas inspected:conformance to Reg Guide 1.97 re instru- 
mentation for light-water-cooled plants to assess conditions during & following acci- 
dent. 

PILLION, P.J., CONLON.T. Region 2, Ofc of the Director. 89/03/10. 13pp. 49183:171- 
49183:183. 

8903310339 Discusses schedule for response to NRC Bulletin 88-004 re safety-related 
pump loss.Requests that 890630 response include detailed identification of all long- 
term actions necessary to complete bulletin. 

MATTHEWS, D.B. Project Directorate 11-3. 89/03/22. TUCKER.H.B. Duke Power Co. 
5pp. 49159:158-49159:163. 

8904040140 Suppis response to violations noted in Insp Repts 50-269/89-02,50-270/ 
89-02 & 50-287/89-02.Corrective actions: health physics procedures will be changed 
to allow hot spot to be identified by individual labels on hot spots. 

TUCKER.H.B. Duke Power Co. 89/03/22. Document Control Branch (Document Con- 
trol Desk). 3pp. 49191:200-49191:202. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 


8904200036 Notifies of canceled 890425 meeting w/util in Cornelius, NO to discuss vari- 
ous licensing activities & safety initiatives at facilities. 

HOOD.D.S. Project Directorate 11-3. 89/03/23. MATTHEWS.D.B. Project Directorate II- 
3. 6pp. 49395:255-49395:260. 

8904180268 Advises that 890315 revised Amend 12 to QA porogram continues to satls- 
1 0CFR50,App B requirements & acceptable. 

IBSON,A.F. Region 2, Ofc of the Director. 89/03/30. TUCKER.H.B. Duke Power Co. 
2pp. 49381:210-49381:211. 

8904120489 Forwards request for Relief 89-02 from requirements of Section XI of 
ASME Boiler & Pressure Code.due to impracticality of pressure testing specific welds 
following repair.W/one oversize drawing. 

TUCKER.H.B. Duke Power Co. 89/03/31 . Document Control Branch (Document Con- 
trol Desk). 5pp. 49290:182-49290:186. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904130127 Forwards addi data from recent Catawba integrated leak rate tests which 
further supports util 890203 request for exemption from 10CFR50,App J requirements 
for plants that containment leakage can be determined in less than 24 h. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 10pp. 49347:192-49347:201. 

8904140082 Forwards lists of topical repts either currently under review, scheduled for 
future submittal or previously approved. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 7pp. 49347:221-49347:227. 

8904130362 Advises that 880523 & 0801 responses to Generic Ltr 88-05, “Boric Acid 
Corrosion of Carbon Steel Reactor Boundary Components in PWR Plants," fulfills re- 
quirement. 

HOOD.D.S. Project Directorate 11-3. 89/04/05. TUCKER.H.B. Duke Power Co. 4pp. 
49299:056-49299:059. 

8904240294 Requests prompt review & reporting of status of Implementation of TMi 
action plan at facilities. Info will be utilized to validate existing data base so that NRC 
can accurately respond to congressional inquiries. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. TUCKER.H.B. Duke Power Co. 56pp. 49469:217-49469:266. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010076 NRC Info Notice 89-026, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49170:168.49176:256. 


8904200141 Summarizes status of util actions in response to NRC Bulletin 85-003, 
“Motor-Operated Valve Common Mode Failures During Plant Transients due to Im- 
proper Switch Settings." 

TUCKER.H.B. Duke Power Co. 89/03/23. EBNETER.S.D. Region 2. Ofc of the Direc- 
tor. 4pp. 49400:348-49400:351. 

8904200153 Forwards results of analysis performed on two liquid samples spiked w/ 
radionuclides received by plant on 890123 & results for IFI 88-31-01 identified in Insp 
Repts 50-269/88-31, 50-270/88-31 & 50-287/88-31. 

TUCKER.H.B. Duke Power Co. 89/03/24. KAHLE.J.B. Region 2. Ofc of the Director. 
Ip. 49400:338-49400:338. 

8903300261 Requests addi info re second 10-yr internal inservice insp program plan & 
relief requests within 45 days of ltr receipt. 

HOOD.D.S. Project Directorate 11-3. 89/03/27. TUCKER.H.B. Duke Power Co. 12pp. 
49122:338-49122:349. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904180005 Ack receipt of 890303 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/88-35, 50-270/88-35 & 50-287/88-35. 

EBNETER,S.D. Region 2. Ofc of the Director. 89/03/30. TUCKER,H.B. Duke Power 
Co. ip. 49372:235-49372:235. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/ Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904120478 Responds to NRC 890228 Itr re violations noted in Insp Repts 50-269/88- 
34,50-270/88-34 & 50-287/88-34.Corrective action: proposed mod that has been im- 
plemented & tested on Unit 1 will be implemented & tested for Units 2 & 3. 
TUCKER.H.B. Duke Power Co, 89/03/31. Document Control Branch (Document Con- 
trol Desk). 3pp. 49290:221-49290:223. 

8904140185 Forwards response to NRC Bulletin 88-010, "Nonconforming Molded-Case 
Circuit Breakers." Steps taken to ensure that circuit breakers Installed after 
880801 jWlll be procured from CBM under 10CFR60,App B program. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 14pp. 49319;184-49319;197. 


6903290266 Forwards results of Insps during Unit 1 EOC-1 1 refueling outage as partial 
response to Item 2 of NRC Bulletin 88-008 re thermal stresses in piping connected to 
RCS & to clarify activities concerning Item 3. 

TUCKER.H.B. Duke Power Co. 89/03/10. Document Control Branch (Document Con- 
trol Desk). 6pp. 49120:197-49120:202. 

8904030312 Forwards Insp Repts 50-269/89-05,50-270/89-05 & 50-287/89-05 on 
890117-0217 & notice of violation. 

HERDT.A.R. Region 2. Ofc of the Director. 89/03/14. TUCKER.H.B. Duke Power Co. 
2pp. 49164:066-49164:098. 

"8904030316 Notice of violation from insp on 8901 17-021 7. Violations noted:portions of 
procedures inadequate re PTS operating range & failure to utilize PORVs to reduce 
pressure to thermal shock operating range. 

HERDT.A.R. Region 2, Ofc of the Director. 89/03/14. 2pp. 49164:068-49164:071. 


8903290266 NRC Info Notice 89-036, “Excessive Temps In ECCS Piping Located Out- 
side Containment." Svc list enoL 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co, of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904200221 Forwards Insp Repts 50-269/89-08,50-270/89-08 & 50-287/89-08 on 
890218-0317 & notice of violation. 

HERDT,A.R. Region 2, Cfc of the Director. 89/04/04. TUCKER.H.B. Duke Power Co. 
2pp. 49400:220-49400:237. 


•8904030321 Insp Repts 50-269/89-05.50-270/89-05 & 50-287/89-05 on 890117- 
0217.Violations noted.Major areas inspected: operations, surveillance 

testing, maint, safeguards & radiation protection. 

SKINNER, P.H., V\mRT,LD., SHYMLCCK.M. Region 2, Ofc of the Director. 89/03/07. 
27pp. 49164:072-49164:098. 


"8904200227 Onsite Resident Insp Repts 50-269/89-08,50-270/89-08 & 50-287/89- 
OS.Violations noted.Major areas inspected: operations, surveillance testing, maint 
activities, B&W Owners Group plant reassessment program & open items. 
SKINNER.P.H., WERT.L.D.. SHYMLOCK.M.B. Region 3, Ofc of the Director. 89/04/ 
03. 14pp. 49400:224-49400:237. 



50 DOCKETED ITEMS 


8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1.2 & 3.'' Svc fist end. 

ROSSf.C.E, Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904170371 Responds to 890224 & 0322 Itrs re NRC Bulletin 88-011, "Pressurizer 
Surge Line Thermal Stratification.” NRC agrees w/suggestion for 890407 meeting to 
discuss util scheduler proposal. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
SPOND.O.F. Babcock & Wilcox Operating Plants Owners Group. Ip. 49369-360- 

49369:360. 


8904050515 Supp! 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
■PCS.’ Svc iist end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11 
Consolidated Edison Co. of New York. Inc. 109pp. 49388:037-49388:145. 


8904170185 Forwards add! info in response to Bulletin 79-27, “Loss of Non-Class IE 
Instrumentation & Control Power Sys Bus Duri.ng Coeration.” W/25 oversize drawings 
TUCKER, H.B. Duke Power Co. 89/04/11. Documer.: Ccnt.^o! Branch (Document Con- 
trol Desk). 2pp. 49367:272-49369:1 96. 


-8904170189 Change 2 to Procedure EP/1 /A/1 800/01, “Emergency Operating Proce- 
dure.” 

BLACK, J. Duke Power Co. 89/01/31. 203pp. 49367:274-49368:111 


V. Operator Examinations 

8904130453 Advises that reactor operator licensing exam scheduled for week of 
890501 .Requests util furnish approved ref matl listed in End 1 by 890401 .Rules & 
guidelines effective during administration of written exam also end. 

PEEBLES, T.A. Region 2, Ofc of the Director. 89/03/22. TUCKER, H.B. Duke Power 
Co. 9pp. 49320:334-49320:342. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA^.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


*9 support 880331 proposed Tech Spec amend re 
ibhbi.Proposed arnend would revise Tech Specs to accomodate use of multi-element 
fielded canister placed inside onsite transfer cask in ISFSI. 
TUCKER.H.B. Duke Power Co. 89/03/21 . Document Control Branch (Document Con- 
trol DeskL 6 dd. 49i6a'nft7^QiftA-nQo ' 


'ev e&iimaiea costs in raragrapn b.Kage 2 ot Chapter 1 of 
applK^tion to store spent fuel, per 10CFR72.22 & provide decommissioning funding 
plan & financial assurance per 10CFR72.30. a « y 

2^^490?V307^906?^08 branch. 89/03/23. TUCKER.H.B. Duke Power Co. 


-8904170191 Change 83 to Procedure OP/ 1 /A/1 102/10. “Controlling Procedure For 
Unit Shutdown." 

BARKER.E. Duke Power Co. 89/02/10. 57pp. 49368:112-49368:168. 


-8904170196 Cherg-. 1 to Procedure AP/1 /A/1 700/23, "Loss of 1KI Bus ” 
:R.C-<..*i.E. Dj-o rower Co. 89/03/10. 320pp. 49368:188-49369:196. 


89042^235 Forwards interim SALP Board Repts 50-269/89-01,50-270/89-01 & 50- 
287/39-01 for Aug 1987 - Jan 1 989.Strengths identified in areas of olant 
operations, radiological controls & emergency preparedness 

tucker, H.B. Duke Power 


-8^4240237 Interim SALP Repts 50-269/89-01.50-270/89-01 & 50-287/89-01 for Aug 
S89.Major areas inspected:plant operations, radiological 
-i.^..io:S,am^genwy preparedness, security & engineering/technical support 
".egicn 2. Ore ol the Director. 89/04/11. 31pp. 49470:106-49470:138. 

Dtosses insp on 881217-890116 & forwards notice of violation & oro- 
pos^mposition of civil penalty in amount of $25 000 violation & pro- 

TUCKER, H.B. Duke Power 


Document Control Branch (Document Con- 


DOCKET SO-271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 


®^OP^^?7 & R®evTto^OP 35^5^^^ ^ 3500.Rev 12 to OP 3513, Rev 17 to 

4^96^^’^*^’ Yankee Nuclear Power Corp. 89/03/08. 63pp. 49395:317- 


NRC 890124 request re deficiencies noted in Insp Rept 50- 
ttfninn procedures.operator training.fire bri- 

MURPHY W^P U surveillance are now being implemented. 

4^8^4928^ 25^ 



8^4240124 Ack receipt of 890317 & 22 Itrs informing NRC of steps taken to correct 
mmwl 50-269/89-02. 50-270/89-02 & 50-287/89-02 

“ IjS ll470:14S7d:m TUCKER,H.B. Duke Power 

Test Results & Effect on 

Ccnsolklated'I'd'Kn <g. 

Pressu^aticn of Low 

Sid'IS'sSS &. ^Ne^ Yo1k,&^4l 
*Ta™n!ittis''"ivcfeten1“ 

SSald eSS 


89^(13 Insp Rept 60-271/89-01 on 8901 04-021 3.No violations noted.Util 

?o^r°MsHnn ®®^215 ltr re failure to follow procedures 

wir^fiSc^ contaminated ar^s.appears to address NRC concerns. 

YaSm^^MuJ* X‘ Director. 89/03/20. MURPHY, W.P. Vermont 

Yankee Nuclear Power Corp. 2pp. 49121:079-49121:144. vwmonx 

890104-0213.NO violations noted. Major 

fnfo ^ ridioloff Sds!weak°^^^^^^^ 

4^12^ri44^^’^'^' Director. 89/03/19. 64pp. 49121:081- 

G. Adjudicatory correspondence 

"RHrsESr S’»--sss£^"5.s-£ s«-:s 


R. Periodic operating reports & related correspondence 

Exposure & Monitoring Rept for 1988 for Oconee Nu- 
TUCKEH,H,B. Duke Power Co. 88/12/31. 3pp. 49191:22649191:228, 

Nuclear Station." 

890322 ltr. ^ recorded personnel whole body exposures. W/ 

TUCKER,H.B. Duke Power Co. 88/12/31. 2pp, 49191:25749191:258. 

‘ ~ •«>- • 

tr^Deski'. ip. Document Control Branch (Document Con- 


fo tellirL tTN^^^^^lSra NRC to explain 

questions do not flow from Interroaatorv 3fci second-round 

»a"s« 

49233:322. ^ Licensing Board Panel. Ip. 49233:322- 

briefs limitedto’Sj^n*of ul^Cou?o^p2ds 890^"d.S-v'’'^ ’"f- ®bP.P'®'7'erifol 

Office 

TOMPK^I'^‘^,‘^ ®®2'‘?‘‘-'N^‘^''«'e O' Svc.Serv^ on 890412 owmenl 

Office of th4 Ger«rr(fou^iM8^“Sr4^^^^^^^^^ 89/04/1 1 . 
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8904200071 Notice of era! arqurrent.* Oral argument on Board 890202 Ruling LBP-89- 
06 will be heard on 89C603 in Be:l'.esaa,MD'.W/ Certificate of Svc.Served on 890413. 
TOMPKINS.B.A. Atomic Safety and Licensing Appeal Panel. #289 8436. 89/04/12. 
3pp. 49340:143-49340:145. 

8904200080 Memorandum & order (rept of oral argument).* Discusses 890322 oral 
argument.Board denied New England Coalition on Nuclear Pollution motion to strike 
portion of applicant testimony.W/Certificate of Svc.Served on 890413. 
BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #289 8437. 89/04/13. 
Office of the General Counsel (Post 860701). 7pp. 49340:146-49340:152. 

8904200039 Advises that author will present 890403 oral argument re LBP-89-06 on 
behalf of New England Coalition on Nuclear Pollution. 

SPIELBERG, A. New England Coalition on Nuclear Pollution. SPIELBERG, A. Harmon, 
Curran & Tousley. #289 8456. 89/04/14. TOMPKlNS,B.A. Atomic Safety and Licens- 
ing Appeal Panel. Ip. 49340:219-49340:219. 

8904200094 NRC Staff response to New England Coalition on Nuclear Pollution 
(NECNP) motion to compel dtd 890329 & Board memorandum of 890405.* Requests 
that ASLB deny NECNP motion to compel answers to Interrogatories 2b-2j. 

JEHLE.P. Assistant General Counsel for Hearings. #289 8461. 89/04/14. Atomic 
Safety and Licensing Board Panel. 13pp. 49340:159-49340:175. 

--8904200099 Affidavit of MB Fairtile.* Advises that author provided responses to all 
interrogatories.W/Fairtile prof qualifications & Certificate of Svc. 

FAIRTILE, M.B. Office of the General Counsel (Post 860701). FAIRTILE.M.B. Project 
Directorate 1-3. 89/04/14. 4pp. 49340:172-49340:175. 

8904210015 Motion to defer supplemental briefs & oral argument & for alternative 
relief.* Requests extension of time to address Limerick decision & to postpone oral 
argument until Third Circuit acts on request for rehearing.W/Certificate of Svc. 
HODGDON,A.P. Assistant General Counsel for Hearings. #289 8477. 89/04/17. 
Atomic Safety and Licensing Appeal Panel. 5pp. 49352:052-49352:056. 

8904210029 Order.* Denies NRC 890417 motion to defer supplemental briefs & oral ar- 
gument & for alternative relief in entirety. Oral argument remains scheduled for 
890503.W/Certificate of Svc.Served on 890418. 

TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #289 8469. 89/04/18. 
Office of the General Counsel (Post 860701). 4pp. 49353:174-49353:177. 


I. Financial information 


8904120421 Forwards financial statements for 3-yr period ending 881231. 
CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 89/04/03. Document Control 
Branch (Document Control Desk). 20pp. 49296:052-49296:072. 


P. Operating license stage documents & correspondence 

8904030235 Forwards status rept summarizing concerns re Proposed Change 105 to 
Tech Specs covering reactor protection sys power supply .Tech Specs required to 
complement design mods made to protect reactor protection sys from abnormal volt- 
age. 

FAIRTILE.M.B. Project Directorate 1-3. 89/03/24. CAPSTICK.R.W. Vermont Yankee 
Nuclear Power Corp. 5pp. 49153:354-49153:358. 

8903310009 Forwards “MICBLIRN-3/CASMO-3/TABLES-3/SIMULATE-3 Benchmarking 
of Vermont Yankee Cycles 9 Through 13.” Models used to calculate engine values & 
detector response data at numerous steady-state exposure points. 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 89/03/27. Document Control 
Branch (Document Control Desk). 2pp. 49126:240-49127:027. 

-8903310033 “MICBURN-3/CASMO-3/TABLES-3/SIMULATE-3 Benchmarking of Ver- 
mont Yankee Cycles 9 Through 13.” 

WOEHLKE,R.A., CACCIAPOUTI.R.. SLIFER.B.C. Yankee Atomic Electric Co. YAEC- 
1683. 89/03/14. 145pp. 49126:242-49127:027. 

8904030313 Discusses util 890216 response & 890320 telcon re Generic Ltr 88-14, "In- 
strument Air Supply Sys Problems....” Pursuit of issue re reactor bldg to torus vacuum 
breakers w/BWR Owners Group acceptable as interim action. 

FAIRTILE.M.B. Project Directorate 1-3. 89/03/27. CAPSTICK,R.W. Vermont Yankee 
Nuclear Power Corp. 4pp, 49181:185-49181:188. 

8904070112 Forwards Amend 110 to License DPR-28 & safety evaluation. Amend 
changes Tech Specs to reflect changes re calibr, surveillance requirements & trip set- 
tings associated w/use of analog instrumentation. 

FAIRTILE.M.B. Project Directorate I-3. 89/03/29. CAPSTICK.R.W. Vermont Yankee 
Nuclear Power Corp. 5pp. 49234:337-49234:358. 

—8904070113 Amend 110 to License DPR-28, changing Tech Specs to reflect changes 
re calibr,surveillance requirements & trip settings associated w/use of analog instru- 
mentation. 

WESSMAN.R.H. Project Directorate 1-3. 89/03/29. 13pp. 49234:342-49234:354. 

“8904070114 Safety evaluation supporting Amend 110 to License DPR-28. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/29. 4pp. 
49234:355-49234:358. 

8904120292 Discusses rev of intermediate date in implementation of SPDS.SPDS func- 
tional schedule changed from “at Cycle 14 startup" to “prior to end of Cycle 14.” Full 
implementation of SPDS operability required prior to end of Cycle 14. 

LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/03/29. 
CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 4pp. 49296:024-49296:027. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consoiidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904200268 Withdraws 861 21 5 afi^iication for amend to License DPR-28, consisting of 
Proposed Change 121 to Tech Specs for separate review of Reactor Water Cleanup 
Sys Valve 12-68. 

CAPSTICK,R.W. Vermont Yankee Nuclear Power Corp. 89/04/11. Document Control 
Branch (Document Control Desk). Ip. 49402:021-49402:021. 


8904190223 Responds to station blackout rule 10CFR50.63.Control circuit mods will be 
implemented no later than 1992,following preparation of design change & procure- 
ment of necessary components. 

MURPHY,W.P. Vermont Yankee Nuclear Power Corp. 89/04/12. Document Control 
Branch (Document Control Desk). 9pp. 49385:058-49385:066. 

8904200358 Notification of 890502 meeting w/util in Rockville,MD for routine scheduling 
& prioritization. 

FAIRTILE.M.B. Project Directorate 1-3. 89/04/13. WESSMAN.R.H. Project Directorate 
1-3. 4pp. 49403:355-49403:358. 

8904240022 Notification of 890502 meeting w/util in Rockville, MD to discuss scheduling 
& prioritization. 

FAIRTILE, M. Project Directorate 1-3. 89/04/14. WESSMAN.R.H. Project Directorate I- 
3. 4pp. 49482:244-49482:247. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8904120414 Responds to NRC 890124 request re deficiencies noted in Insp Rept 50- 
271/88-20.Corrective actions:improvements in procedures, operator training.fire bri- 
gade training.design control & surveillance are now being implemented. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 89/03/16. Region 1, Ofc of the 
Director. 3pp. 49288:258-49288:259. 

8903290032 Forwards Insp Rept 50-271/89-01 on 8901 04-021 3.No violations noted.Util 
890113 response to violation noted in NRC 881215 ltr re failure to follow procedures 
for posting contaminated areas,appears to address NRC concerns. 

WIGGINS.J.T. Region 1, Ofc of the Director. 89/03/20. MURPHY, W.P. Vermont 
Yankee Nuclear Power Corp. 2pp. 49121:079-49121:144. 

-8903290040 Insp Rept 50-271/89-01 on 8901 04-021 3.No violations noted. Major 
areas inspected:operational safety,security,plant operations, maint & 
surveillance,engineering support & radiological controls.Weakness noted.Supporting 
info end. 

HAVERKAMP.D.R. Region 1. Ofc of the Director. 89/03/19. 64pp. 49121:081- 
49121:144. 


8904040174 Forwards updated Rev 3 to “Procedure Generation Package,” including 
justification for deviations from accepted emergency procedure guidelines,in response 
to 880810 Insp Rept 50-271/88-200. 

MURPHY,W.P. Vermont Yankee Nuclear Power Corp. 89/03/20. Document Control 
Branch (Document Control Desk). Ip. 49188:001-49188:237. 

-8904040176 Rev 3 to “Vermont Yankee Procedure Generation Package." 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 89/03/21. 236pp. 49188:002- 
49188:237. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matt.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 Suppl 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904120099 Responds to NRC Bulletin 88-010 re molded-case circuit breakers.Of 212 
total breakers, 187 purchased from Westinghouse.Util will provide response to bulletin, 
identifying status of all ongoing items,by 890701 . 

MURPHY,W.P. Vermont Yankee Nuclear Power Corp, 89/03/31. Document Control 
Branch (Document Control Desk). 9pp. 49296:152-49296:160. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 
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8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program/’ Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.’’ Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.’’ Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904240016 “Effluent & Waste Disposal Semiannual Rept for Third & Fourth Quar- 
ters, 1988 Including Annual Radiological Impact on Man for 1988,’’ supplemental rept 
CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 88/12/31. 43pp. 49448:298- 
49448:339. 

8904240257 Monthly operating rept for Mar 1989 for Vermont Yankee Nuclear Power 
Station.W/8904101tr. 

WALLIN.G.A., MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 89/03/31. 6pp. 
49448:292-49448:297. 


S. Reportable occurrences, LERs & related correspondence 

8903290223 Summary of Operating Reactors Events Meeting 89-11 on 89031 5.List of 
attendees, events discussed & significant elements of events & four events identified 
for Input to NRC Performance Indicator Program & summary of scrams end. 
LANNING.W.D. Events Assessment Branch. 89/03/16. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 18pp. 49120:176-49120:193. 

8904100213 LER 89-008-00:on 890307, primary containment isolation sys group three 
isolation occurred.Caused by personnel error. Personnel involved made aware of oc- 
currence & specific details of sys (ogic.W/890330 Itr. 

PELLETIER,J.P. Vermont Yankee Nuclear Power Corp. 89/03/30, 4pp. 49242:333- 
49242:336. 

8904120101 LER 89-01 2-00;on 890303, west switchgear room C02 suppression sys initi- 
ated triggering control room toxic gas monitoring sys.Caused by latches in 1 h fire bar- 
rier doors not being periodically inspected for proper operation.W/890401 Itr. 
PELLETIER, J.P. Vermont Yankee Nuclear Power Corp. 89/04/01. 5pp, 49288:244- 
49288:248. 

8904120329 LER 89-015:on 89031 0,lo lo reactor water level signal from ECCS B result- 
ed in initiation signals to HPCI & RCIC,trip of RHR B svc water pump, trip of uninter- 
pjct'bie pov/er supply A & startup of diesel generator B.W/890403 Itr. 

PEI.L.ETIER.J.P. Vermont Yankee Nuclear Power Corp. 89/04/03. 4pp. 49295:08’2- 
49295:085. 

8904180279 LER 89-013-00:on 8903 10, reactor vessel inventory decreased. Caused by 
personnel error.RHR operating procedures will be expanded to require isolation 
boundary on all potential drain paths in idle RHR loop.W/890407 Itr. 

PELLETIER, J.P. Vermont Yankee Nuclear Power Corp. 89/04/07. 6pp. 49380:233- 
49380:238. 


T. Hearing transcripts on non-antitrust matters 

8903300184 Transcript of 890322 hearing in BrattIeboro,VT re spent fuel expansion.Pp 
341-430. 

* Atomic Safety and Licensing Board Panel. 89/03/22. 90pp. 49131:123-49131:214. 


U. Congressional/Executive Correspondence 

8903300172 Forwards detailed info re status of implementation of TMI action plan items 
at listed plants.Small number of action items still need resolution. 

ZECH.LW. Commissioners. 89/03/17. MARKEY.E.J. House of Rep. 20pp. 49309:174- 
49309:195. 


V. Operator Examinations 

8904120414 Responds to NRC 890124 request re deficiencies noted in Insp Rept 50- 
271/88-20.Corrective actions:improvements in procedures,operator training, ftre bri- 
gade training, design control & surveillance are now being implemented. 

MURPHY. W.P. Vermont Yankee Nuclear Power Corp. 89/03/16. Region 1, Ofc of the 
Director. 3pp. 49288:258-49288:259, 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 

8903300287 Forwards Safety Insp Repts 50-272/89-02 & 50-311/89-02 on 890206- 
1 0.No violations noted. 

DURR, J.P. Redon 1, Ofc of the Director. 89/03/20. MILTENBERGER.S. Public Serv- 
ice Electric & Gas Co. of New Jersey. 3pp. 49144:266-49144:276. 


-8903300290 Insp Repts 50-272/89-02 & 50-311/89-02 on 890206-1 0.No violations 
noted.Major areas inspected:fire protection/ prevention program, including fire protec- 
tion equipment maint & fire brigade training. 

KRASOPOULOS.A., ANDERSON.C.J. Region 1, Ofc of the Director. 89/03/09. 8pp. 
49144:269-49144:276. 

8904130138 Forwards Safety Insp Repts 50-272/89-01 & 50-311/89-01 on 890131- 
0320 & notice of viotation.Determination as to whether continued noncompliances rep- 
resent breakdown in QA program should be addressed in response. 

WENZINGER.E.C. Region 1, Ofc of the Director. 89/03/31. MILTENBERGER.S. 
Public Service Electric & Gas Co. of New Jersey. 3pp. 49319:141-49319:167. 

-8904130148 Insp Repts 50-272/89-01 & 50-311/89-01 on 890131-0320. Violations 
noted.Major areas inspected:resident safety insp of operations, radiological 
controls, surveillance testing, maint, emergency preparedness, security & engineering 
support. 

SWETLAND.P.D. Region 1, Ofc of the Director. 89/03/29. 22pp. 49319:146- 
49319:167. 


P. Operating license stage documents & correspondence 


8903300039 Application for amends to Licenses DPR-70 & DPR-75,revising Tech Specs 
to more properly reflect operation of ECCS subsystems. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/16. Doc- 
ument Control Branch (Document Control Desk). 11pp. 49143:281-49143:302. 

—8903300176 Proposed Tech Specs.reflecting proper operation of ECCS subsystems. 

* Public Service Electric & Gas Co. of New Jersey. 89/03/16. 11pp. 49143:292- 
49143:302. 

8903290327 Notification of 890328 meeting w/util in Rockville.MD to discuss plants 

iSSli0S 

SHIRAKI.C.Y., STONE, J.C. Project Directorate I-2. 89/03/21. MURLEY.T., 

SNIEZEK.J., MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 49081:176- 
49081:178. 

8903310039 Fonwards Amends 91 & 66 to Licenses DPR-70 & DPR-75, respectively & 
safety evaluation.Amends redefine “fully withdrawn" position of control rod cluster as- 
semblies & delete Figure 3.1.2 from Unit 1 Tech Specs. 

STONE, J.C. Project Directorate 1-2. 89/03/22. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 49162:235-49162:266. 

-8903310041 Amends 91 & 66 to Licenses DPR-70 & DPR-75, respectively, redefining 
“fully withdrawn" position of control rod cluster assemblies & deleting Figure 3.1.2 & 
Spec 3.10.5 from Units 2. 

BUTLER, W.R. Project Directorate i-2. 89/03/22. 26pp. 49162:238-49162:263. 

-8903310044 Safety evaluation supporting Amends 91 & 66 to Licenses DPR-70 & 
DPR-75. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/22. 3pp. 
49162:264-49162:266. 


8904060200 Application for amends to Licenses DPR-70 & DPR-75, deleting Table 3.8-1 
from Tech Specs, per Generic Ltr 84-13. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/23. Doc- 
ument Control Branch (Document Control Desk). 7pp. 49225:312-49225:354. 

-8904060203 Proposed Tech Specs, deleting Table 3.8-1. 

’* Public Service Electric & Gas Co. of New Jersey. 89/03/23. 36pp. 49225:319- 
49225:354. 

8903310323 Approves 890210 request to withhold WCAP-12136, “Salem Unti 1 Steam 
Generators 12,13 & 14 Evaluation of Tube Vibration Induced Fatigue” from public 
disclosure.per 10CFR2.790(b)(5) & Section 103(b) of Atomic Energy Act 1954. 

STONE, J.C. Project Directorate I-2. 89/03/24. WIESEMAN.R.A. Westinghouse Elec- 
tric Corp. 4pp. 49159:120-49159:123. 

8904060472 Forwards Cycle 9 radial peaking factor limit rept.Concurs w/ rept in accord- 
ance w/Westinghouse methodology, “Power Distribution Control & Loading Following 
Procedures," WCAP-8385. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/27, Doc- 
ument Control Branch (Document Control Desk). 4pp. 49226:096-49226:099. 

8904030033 Summary of 890314 meeting w/util re application of Generic Ltr 87-09 to 
plant. 

STONE,J.C. Project Directorate I-2. 89/03/29. Project Directorate I-2. 6pp. 49182:084- 
49182:089. 

8904050412 Accepts Rev 5 to offsite dose calculation manual.Number of points in 
manual remain open. 

STONE, J.C. Project Directorate I-2. 89/03/31. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 49214:355-49215:015, 

8904110156 Forwards “Salem Units 1 & 2 10% Tube Plugging Large Break LOCA 
BASH Analysis." 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/31, Doc- 
ument Control Branch (Document Control Desk). 8pp. 

—8904110159 “Salem Units 1 & 2 10% Tube Plugging Large LOCA Bash Analysis.” 
PETZOLD.J.S., IVEY.J.S., AKERS, J.J. Westinghouse Electric Corp. WCAP-12192. 89/ 
03/31. 131pp. 

8904120308 Responds to Generic Ltr 88-14, “Instrument Air Sys Problems Affecting 
Safety-Related Equipment” 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/31 . Doc- 
ument Control Branch (Document Control Desk). 7pp. 49290:228-49290:234. 

8904120319 Responds to request for add! info re util schedule for responding to Item 
II.D.1 of NUREG-0737 concerning stress anaiyses.Responses will be provided by 
89051 5. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/31. Doc- 
ument Control Branch (Document Control Desk). 2pp. 49290:243-49290:244. 
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8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904210318 Requests prompt review & reporting of status of implementation of TMI 
action plan items at facilities.EncI should be marked-up & returned indicating imple- 
mentation dates for circled items. 

r/URL.E'^.T E. Office cf Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
■■■4 EMBEr.GLR.S. Public Service Electric & Gas Co. of New Jersey. 17pp. 
49452:177-49452:193. 


Q. Inspection reports, IE Bulletins & correspondence 

8904170243 Forwards Insp Repts 50-272/88-08 & 50-311/88-08 on 880216-0321 .No 
violations noted. 

WENZINGER.E.C. Region 1, Ofc of the Director. 88/03/25. MILTENBERGER.S. 
Public Service Electric & Gas Co. of New Jersey. 2pp. 49369:197-49369:280. 

-8904170245 Insp Repts 50-272/88-08 & 50-311/88-08 on 88021 6-0321 .Two violations 
noted.Major areas inspected:plant operations, including operational safety 
verification, surveillance, maint, review of special repts & assurance of quality. 
SWETLAND.P.D. Region 1, Ofc of the Director. 88/03/25. 82pp. 49369:199- 
49369:280. 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Sve list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903300287 Fonwards Safety Insp Repts 50-272/89-02 & 50-311/89-02 on 890206- 
10. No violations noted. 

DURR.J.P. Region 1. Ofc of the Director. 89/03/20. MILTENBERGER.S. Public Serv- 
ice Electric & Gas Co. of New Jersey. 3pp. 49144:266-49144:276. 

-8903300290 Insp Repts 50-272/89-02 & 50-311/89-02 on 890206-1 0.No violations 
noted.Major areas inspected:fire protection/ prevention program, including fire protec- 
tion equipment maint & fire brigade training. 

KRASOPOULOS,A.. ANDERSON, C.J. Region 1, Ofc of the Director. 89/03/09. 8pp. 
49144:269-49144:276. 

8903310133 Ack receipt of 890303 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-272/88-80 & 50-311/88-80. 

GALLO, R.M. Region 1, Ofc of the Director. 89/03/21. MILTENBERGER,S. Pacific 
Gas & Electric Co. 5pp. 49148:350-49148:354. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Sve list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Sve 
list end. 

CUNNiNGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 Suppl 1 to NRC Info Notice 88-086, “Operating W/ Multiple Grounds in DC 
Distribution Sys." Sve list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130138 Forwards Safety Insp Repts 50-272/89-01 & 50-311/89-01 on 890131- 
0320 & notice of violation. Determination as to whether continued noncompliances rep- 
resent breakdown in QA program should be addressed in response. 

WENZINGER.E.C. Region 1, Ofc of the Director. 89/03/31. MILTENBERGER.S. 
Public Service Electric & Gas Co. of New Jersey. 3pp. 49319:141-49319:167. 

-8904130144 Notice of violation from insp on 890131-0320.Violation noted:surveillance 
procedures not properly implemented as listed. 

* Region 1, Ofc of the Director. 89/03/31. 2pp. 49319:144-49319:145. 

-8904130148 Insp Repts 50-272/89-01 & 50-311/89-01 on 890131-0320, Violations 
noted.Major areas inspected:resident safety insp of operations, radiological 
controls, surveillance testing, maint, emergency preparedness,security & engineering 
support. 

SWETLAND.P.D. Region 1, Ofc of the Director. 89/03/29. 22pp. 49319:146- 
49319:167. 

8904110193 Responds to NRC Bulletin 88-010 re potentially nonconforming molded 
case circuit breakers. End table represents preliminary list of circuit breakers deter- 
mined not to be traceable to circuit breaker mfg. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 89/04/03. Document 
Control Branch (Document Control Desk). 4pp. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Sve list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Sve list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc, 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc, 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessmerit (Post 870411), 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 


8904140161 Forwards summary of inservice insp exams to be performed during upcom- 
ing Unit 1 refueling outage scheduled to begin on 89041 5.lnfo provided in accordance 
w/ Article lWA-6220(a) of Section XI of ASME Boiler & Pressure Vessel Code. 
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 89/04/06. Document 
Control Branch (Document Control Desk). 4pp. 49348:231-49348:234. 

8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904190490 Forwards response to Bulletin 88-004, consisting of results of ongoing re- 
views by Ingersoll-Rand & Pacific Pumps re plant RHR & safety injection 
pumps.Operating procedures re initiating RHR & mid-loop operation will be revised. 
LABRUNA,S. Public Service Electric & Gas Co. of New Jersey. 89/04/11. Document 
Control Branch (Document Control Desk). 3pp. 49391:139-49391:141. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Sve list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. t06pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry,” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys," Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc, 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters,” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107, 


R. Periodic operating reports & related correspondence 


8904050245 “Personnel Exposure Monitoring Rept for Exposure Yr 1988.” W/890329 
ltr. 

MILTENBERGER.S, Public Service Electric & Gas Co, of New Jersey. 88/12/31. 5pp. 
49214:245-49214:249. 

8904030180 Revised monthly operating rept for Feb 1989 for Salem Generating Station 
Unit 1.W/890322 ltr. 

WHITE, P., MILLER,L.K. Public Service Electric & Gas Co. of New Jersey. 89/02/28. 
3pp. 49183:111-49183:113. 

8904100040 “Discharge Monitoring Rept for Feb 1989.” W/890323 ltr. 

* Public Service Electric & Gas Co. of New Jersey. 89/02/28. CAPORALE.G. New 
Jersey, State of. 24pp. 49246:329-49246:354. 

8904190227 Monthly operating rept for Mar 1989 for Salem Unit 1.W/ 890413 ltr. 
ORTICELLE,A., MILLER, L.K. Public Service Electric & Gas Co. of New Jersey. 89/03/ 
31. 10pp. 49387:286-49387:295. 

8904180291 Forwards revised monthly operating rept for Feb 1989 for Salem Unit 1. 
MILLER,L.K, Public Service Electric & Gas Co. of New Jersey. 89/04/12. Document 
Control Branch (Document Control Desk). Ip. 49380:213-49380:223. 

-8904180313 Rev to monthly operating rept for Feb 1989 for Salem Unit 1. 
ORTICELLE.A. Public Service Electric & Gas Co. of New Jersey. 89/02/28. 10pp. 
49380:214-49380:223. 


S. Reportable occurrences, LERs & related correspondence 


8903280211 Special Rept 89-01 re through-wall leak on spray header line.Header 22 
will be examined at next outage of sufficient duration. Procedure changes being made 
to require fluid samples be taken from piping inside containment. 

MILLER, L.K. Public Service Electric & Gas Co. of New Jersey. 89/03/17. 
RUSSELL,W.T. Region 1, Ofc of the Director. 29pp. 49075:312-49075:345. 

8904030245 LER 89-01 3-00:on 89021 9, discovered that surveillance for sve water valve 
& diesel generator 1A prelube oil pump vibration not performed.Caused by inadequate 
administrative controls.Event reviewed w/personnel,W/890322 ltr. 

POLLACK, M.J., MILLER,L.K. Public Service Electric & Gas Co. of New Jersey. 89/03/ 
22. 5pp. 49164:061-49164:065. 

8903300333 PNO-l-89-024:on 890323, unit removed from sve due to high combustible 
gas concentrations on phase A main power transformer.Licensee plans to maintain 
unit in Mode 3 for estimated 6-day outage. 

GIBSON,K., SWETLAND,P. Region 1, Ofc of the Director. 89/03/24. Ip. 49129:079- 
491 29:079. 

8904060148 Special Rept 89-2:on 890228, fire barrier penetration seals impaired for 
more than 7 days.Caused by decision to curtail repair of fire barrier penetration seals 
until completion of review of penetration configuration/design. 

MILLER, L.K. Public Service Electric & Gas Co. of New Jersey. 89/03/29, Document 
Control Branch (Document Control Desk). 4pp. 49234:003-49234:006. 

8904180132 Supplemental Special Rept 88-3-8:on 880720,0809,0907,1011, 

1107,1207,890105,0206 & 0307 fire barrier cable penetrations found degraded.Cause 
unknown.Hourly fire watch will continue until all fire protection concerns resolved. 
MILLER, LK, Public Service Electric & Gas Co. of New Jersey. 89/04/05. Document 
Control Branch (Document Control Desk). 8pp. 49375:197-49375:204. 

8904240389 LER 89-01 4-00:on 89031 5,ESF for containment purge/ pressure vacuum 
relief sys actuated.Caused by failure of plant vent particulate monitor,causing channel 
to intermittently spike.Scalar replaced & channel calibr.W/890412 ltr. 

POLLACK.M.J.. MILLER, L.K. Public Service Electric & Gas Co. of New Jersey. 89/04/ 
12. 4pp. 49470:083-49470:086. 
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V. Operator Examinations 

8904110321 Advises that senior reactor operator licensing exams scheduled for wk of 
8906 19. Listed matl must be furnished by 890501. 

ESELGROTH.P.W. Region 1. Ofc of the Director. 89/03/30. MILTENBERGER.S. 
Public Service Electric & Gas Co. of New Jersey. 13pp. 49268:236-49268:248. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 

8904040136 Forwards Safeguards Insp Repts 50-275/89-07 & 50-323/89-07 on 
890227-0303.No violations noted.Repts withheld (ref 10CFR2.790(d) & 73.21). 
PATE.R.J. Region 5, Ofc of the Director. 89/03/24, SNIFFER, J.D. Pacific Gas & Elec- 
tric Co. 3pp. 49190:267-49190:269. 

8904140142 Forwards public version of Rev 3, Change 9 to “Emergency Plan.’’ W/DH 
Grimsiey undtd release memo. 

FUJIMOTO.W. Pacific Gas & Electric Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49291:314-49294:277. 

—8904140144 Rev 3 to Change 9 to “Emergency Plan.’’ 

TOWNSEND.J.D. Pacific Gas & Electric Co. 89/03/01. 1.000pp. 49291:318- 
49294:277. 

8904190013 Forwards public version of Rev 10 to EPIP EP G-2S1. “Notification of 
Onsite Emergency Organization,” & Rev 10 to EP EF-5, “Emergency Procedure Emer- 
gency Equipment. Instruments & Supplies." W/undated release memo. 

FUJIMOTO.W. Pacific Gas & Electric Co. 89/03/28. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49393:304-49394:027. 

-8904190015 Public version of Rev 10 to EPIP EP G-2S1, "Notification of Onsite Emer- 
gency Organization" & Rev 10 to EP EF-S, Emergency Equipment, Instruments & Sup- 
plies.’* 

* Pacific Gas & Electric Co. 89/03/28. 81pp. 49393:306-49394:027. 


H. General correspondence 

8904170047 Advises that documents filed by licensee & NRC will continue to be made 
available in NRC PDR & LPDR at California Polytechnic State Univ Library in San Luis 
Obispo, CA. 

ROOD.H. Project Directorate V. 89/04/04. KERR.J.E. California, State of. 3pp. 
49357:056-49357:058. 


J. Insurance & indemnity information 

8904190226 Forwards Endorsement 35 to MAELU Policy MF-103 & Endorsements 65 & 
1 16 to NELIA Policies NF-228 & NF-113. respectively. 

LOCKE, R.F. Pacific Gas & Electric Co. 89/04/07. DINITZ.l. NRC - No Detailed Affili- 
ation Given. 4pp. 49385:069-49385:072. 


P. Operating license stage documents & correspondence 

8903280331 Forwards “Estimation of Dilution Factor for Diablo Canyon Power Plant 
Thermal Discharge Plume.” 

TOWNSEND.J.D. Pacific Gas & Electric Co. 89/03/16. LEONARD.W.R. California 
State of. 2pp. 49063:001-49063:053. 

-8903280336 “Estimation of Dilution Factor for Diablo Canyon Power Plant Thermal 
Discharge Plume." 

LEIGHTON, J.P., MCMILLAN, L.E. Pacific Gas & Electric Co. 028.282-88.2. 89/01/05. 
51pp. 49063:003-49063:053. 

8903300258 Forwards application for amends to Licenses DPR-80 & DPR-82. consisting 
of License Amend Request 89-02,revising Tech Spec Section 6.0 re administrative 
controls covering general ofc nuclear plan review & audit committee.Fee paid. 
SNIFFER, J.D. Pacific Gas & Electric Co. 89/03/20. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49144:199-49144:213. 

-8903300260 Application for amends to Licenses DPR-80 & DPR-82, consisting of Li- 
cense Amend Request 89-02,changing Tech Spec Section 6.0 re administrative con- 
trols. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/20. 7pp. 49144:201-49144:207. 

—8903300263 Proposed Tech Specs re administrative controls, plant staff, onsite safety 
review group & plant staff review committee. 

* Pacific Gas & Electric Co. 89/03/20. 6pp. 49144:208-49144:213. 

8903280262 Responds to NRC SER open items on inservice insp & testing 
programs.Util deleted two sys pressure test relief requests & revised three NDE relief 
requests. 

SNIFFER, J.D. Pacific Gas & Electric Co. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 50pp. 49064:190-49064:239. 

8903300010 Forwards staff position re Amend Request LAR 89-01, revising Tech Spec 
Section 6.0, ’'Administrative Controls.” Revised Tech Specs should state that quorum 
consists of majority of plant staff review committee members. 

ROOD.H. Project Directorate V. 89/03/21. SNIFFER, J.D. Pacific Gas & Electric Co. 
5pp. 49129:234-49129:238. 

8903300319 Forwards application for amends to Licenses DPR-80 & DPR-82, consisting 
of License Amend Request 89-03,revising Tech Spec 3/4.3. 1 & Tables 3.3-1 & 4.3- 
1,ltem 23 re performance of operational test of seismic trip actuating device.Fee paid. 
SNIFFER, J.D. Pacific Gas & Electric Co. 89/03/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49132:338-49132:355. 


—8903300321 Application for amends to Licenses DPR-80 & DPR-82, consisting of Li- 
cense Amend Request 89-03,revising Tech Spec 3/4.3.1 & Tables 3.3-1 & 4.3-1, Item 
23 to increase test interval for seismic trip sys from 6 to 18 months. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/22. 11pp. 49132:340-49132:350. 

-8903300323 Proposed Tech Specs.revising Tables 3.3-1 & 4.3-1, Item 23, “Seismic 
Trip.” 

* Pacific Gas & Electric Co. 89/03/22. 5pp. 49132:351-49132:355. 

8903290143 Forwards addi info re License Amend Request 88-10, “Undervoltage Trip & 
Shunt Trip Attachments Testing,” per 881219 submittal.Table Notation 11 of Table 
4 . 3-1 revised to more nearly match Generic Ltr 85-09 recommendation. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 49121:034-49121:038. 

-8903290147 Proposed Tech Specs consisting of marked up Pages 3/4 3-12 & 3/4 3- 
14 & inserts to include bypass breaker testing, per Generic Ltr 85-09. 

* Pacific Gas & Electric Co. 89/03/23. 4pp. 49121:035-49121:038. 

8904050417 Forwards Amends 34 & 33 to Licenses DPR-80 & DPR-82. respectively & 
safety evaluation. Amends revise Tech Specs & associated bases to reduce steam 
generator water level low & to lo setpoints from 15 to 7.2% of narrow-range span. 
ROOD.H. Project Directorate V. 89/03/27. SHIFFER.J.D. Pacific Gas & Electric Co. 
4pp. 49214:021-49214:036. 

-8904050421 Amends 34 & 33 to Licenses DPR-80 & DPR-82, respectively, revising 
Tech Specs & associated bases to reduce steam generator water level low & lo lo 
setpoints from 15 to 7.2% of narrow-range span, 

KNIGHTON.G.W. Project Directorate V. 89/03/27. 7pp. 49214:025-49214:031. 

-8904050426 Safety evaluation supporting Amends 34 & 33 to Licenses DPR-80 & 
DPR-82,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/27. 2pp. 
49214:032-49214:033. 

—8904050430 Notice of Issuance of Amends 34 & 33 to Licenses DPR-80 & DPR-82, re- 
spectively. 

ROOD.H. Project Directorate V. 89/03/27. 3pp. 49214:034-49214:036. 

8904060310 Forwards denial of amends proposing that combined Tech Specs be modi- 
fied to allow continued power operation w/reactor vessel level indicating sys Inoper- 
able. 

ROOD.H. Project Directorate V. 89/03/27. SHIFFER.J.D. Pacific Gas & Electric Co. 
3pp. 49226:025-49226:030. 

-8904060318 Denial of amend to facility OLs & opportunity for hearing to modify Tech 
Specs to allow continued power operation w/ reactor vessel level Indication sys inop- 
erable. 

ROOD.H. Project Directorate V. 89/03/27. 3pp. 49226:028-49226:030. 

8904060327 Summary of 890216 meeting w/util & consultants in San Francisco.CA to 
discuss PRA,890217 audit of relay chatter analysis & facility long-term seismic 
program. List of attendees end. 

ROOD.H. Project Directorate V. 89/03/29. Project Directorate V. 48pp. 49226:100- 
49226:150. 

-8904060332 Summarizes 890216 & 17 meetings w/util from licensee perspective. 
FITZPATRICK.R. Brookhaven National Laboratory. 89/03/01. CHOKSHl.N. NRC - No 
Detailed Affiliation Given. 2pp. 49226:149-49226:150. 

8904120288 Forwards application for amends to Licenses DPR-80 & DPR-82. revising 
Tech Spec 3/4,9.10, “Water Level - Reactor Vessel” & associated bases re reactor 
vessel water level required to unlatch control rod drive mechanism extension shafts. 
SHIFFER.J.D, Pacific Gas & Electric Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 1p. 49273:347-49273:359. 

—8904120299 Application for amends to Licenses DPR-80 & DPR-82. consisting of Li- 
cense Amend Request 89-04, revising Tech Spec 3/4.9.10, “Water Level - Reactor 

\/peeial” A Kacoc 

SNIFFER, J.D. Pacific Gas &' Electric Co. 89/03/29. 6pp. 49273:348-49273:353. 

—8904120301 Proposed Tech Spec, revising Section 3/4.9.10, “Water Level - Reactor 
Vessel ” 

* Pacific Gas & Electric Co. 89/03/29. 6pp. 49273:354-49273:359. 

8904100166 Forwards request for add) info re ODCM.consisting of complete, legible & 
current ODCM. 

ROOD.H. Project Directorate V. 89/03/31. SHIFFER.J.D. Pacific Gas & Electric Co. 
6pp. 49250:334-49250:339. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904200315 Fonvards errata to Amends 34 & 33 to Licenses DPR-80 & DPR- 
82,respectively,Errata consists of revised Tech Spec Table 3.3-4,ltem 6.c (Page 3/4- 
3-26.) concerning steam generator setpoints. 

ROOD.H. Project Directorate V. 89/04/11. SHIFFER.J.D. Pacific Gas & Electric Co. 
4pp. 49426:1 78-49426:1 82. 

-8904200336 Corrected Amends 33 & 34 to Licenses DPR-80 & DPR-82, 
respectively .consisting of revised Page 3/4 3-26,Table 3.3-4 re ESF actuation sys in- 
strumentation trip setpoints. 

* Project Directorate V. 89/04/11. Ip. 49426:182-49426:182. 

8904200340 Summary of 890331 meeting w/util in Rockville, MD to discuss two license 
amend requests re seismic trip sys & diesel generator changes. Agenda, list of atten- 
dees & viewgraphs end. 

ROOD.H. Project Directorate V. 89/04/11. Project Directorate V. 84pp. 49402:154- 
49402:234. 

8904240006 Responds to util 890324 request for info re fee for review of seismic re- 
evaluation program for plant. 

HOLLOWAY, C.J. License Fee Management Branch (Post 890205). 89/04/11, 
SHIFFER.J.D. Pacific Gas & Electric Co. 9pp. 49468:053-49468:069. 
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—8904240011 Requests listed addl info based on review of end 890309 invoice re costs 
for evaluation of application for amends to Licenses DPR-80 & DPR-82. 

SHIPPER, J.D. Pacific Gas & Electric Co. 89/03/24. HOLLOWAY, C.J. NRC - No De- 
tailed Affiliation Given. 8pp. 49468:062-49468:069. 

8904240104 Forwards response to NRC 890414 request for status of implementation of 
TMI action plan items. List of unverified TMI action plan items & implementation status 
of TMI action plan items end. 

SHIFFER,J.D. Pacific Gas & Electric Co. 89/04/18. Document Control Branch (Docu- 
ment Control Desk). 22pp. 49467:051-49467:072. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903280247 Forwards Insp Repts 50-275/89-02 & 50-323/89-02 on 890130- 0202.No 
violations noted. 

KIRSCH,D.F. Region 5. Ofc of the Director. 89/03/13. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 49064:347-49064:359. 

-8903280248 Insp Repts 50-275/89-02 & 50-323/89-02 on 890130-0202.No violations 
noted.Major areas inspected;conformance of ATWS sys W/10CFR50.62. 

MELFI.J.F., RICHARDS.S.A. Region 5, Ofc of the Director. 89/03/13. 11pp. 
49064:349-49064:359. 

8903290333 Forwards Mgt Meeting Repts 50-275/89-11 & 50-323/89-11 on 890303 re 
configuration mgt program. 

CHAFFEE.A.E. Region 5, Ofc of the Director. 89/03/13. SHIFFER,J.D. Pacific Gas & 
Electric Co. 2pp. 49080:174-49080:197. 

-8903290335 Mgt Meeting Insp Repts 50-275/89-11 & 50-323/89-11 on 890303.Major 
areas discussed:configuration mgt & sys engineering efforts. 

CREWS,J.L, RICHARDS.S.A., MENDONCA.M.M. Region 5, Ofc of the Director. 89/ 
03/13. 22pp. 49080:176-49080:197. 

8903310089 Responds to NRC 890217 request for addl info re util 890119 response to 
violations noted in Insp repts 50-275/88-31 & 50-323/88-29.lnfo re measuring tech- 
niques for irregularly oscillating gauges end. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/20. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49125:065-49125:067. 

8903280262 Responds to NRC SER open items on inservice insp & testing 
programs.Util deleted two sys pressure test relief requests & revised three NDE relief 
requests. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 50pp. 49064:190-49064:239. 

8904110129 Forwards Insp Repts 50-275/89-01 & 50-323/89-01 on 890123-0228 & no- 
tices of violation & deviation. 

MARTIN,J.B. Region 5, Ofc of the Director. 89/03/21. SHIFFER.J.D. Pacific Gas & 
Electric Co. 5pp. 

-8904110133 Notice of violation from Insp on 890123-0228.Violation noted:GE/GW 
ventilation sys declared operational although partial closure of DCP H-38182 not 
completed.Operations valve identification diagrams not updated. 

MARTIN,J.B. Region 5, Ofc of the Director. 89/03/21. 4pp. 

-8904110138 Notice of deviation from insp on 890109-0228.Deviatlon noted:no info 
avaitabie to operators on 002 buildup. 

MARTIN, J.B. Region 5. Ofc of the Director. 89/03/21. Ip. 

-8904110144 Insp Repts 50-275/89-01 & 50-323/89-01 on 890123-0228. Violations or 
Deviations noted.Major areas inspected: licensee programs for technical & perform- 
ance based audits of engineering work & plant mods. 

BOSTED,C.J.. ROYACK,M.J., RfCHARDS.S.A. Region 5, Ofc of the Director. 89/03/ 
21.33pp. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 102pp. 49176:056-49176:157. 

8904170083 Forwards Insp Repts 50-275/89-05 & 50-323/89-05 on 890123-0304 & 
notice of violation. 

ZIMMERMAN, R.P. Region 5, Ofc of the Director. 89/03/23. SHIFFER.J.D. Pacific Gas 
& Electric Co. 2pp. 49353:284-49353:315. 

-8904170084 Notice of violation from insp on 8901 23-0304. Violation noted:on 
89021 3, split washer modified by craft personnel to increase inner diameter to 15/16 
inch.Change authorized by maint engineer. 

ZIMMERMAN, R.P. Region 5. Ofc of the Director. 89/03/23. 2pp. 49353:286- 
49353:287. 

-8904170086 Insp Repts 50-275/89-05 & 50-323/89-05 on 890122-0304. Violations 
noted.Major areas inspected:plant operations, maint & surveillance activities, followup 
of onsite events, open items, LERs & selected independent insp activities. 

O’BRIEN, J.P., JOHNSTON,K.E.. NARBUT.P.P. Region 5, Ofc of the Director. 89/03/ 
23. 28pp. 49353:288-49353:315. 

8904040136 Forwards Safeguards Insp Repts 50-275/89-07 & 50-323/89-07 on 
890227-0303.No violations noted.Repts withheld (ref 10CFR2.790(d) & 73.21). 
PATE,R.J. Region 5, Ofc of the Director. 89/03/24. SHIFFER.J.D. Pacific Gas & Elec- 
tric Co. 3pp. 49190:267-49190:269. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Welt Logging Sources." 
Svc list end. 

CUNNlNGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. * 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp, 49205:001-49205:109. 


8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904070100 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers." Util cannot complete verification for 512 molded-case circuit break- 
ers mfg by Westinghouse until 890531. 

BRAND.D.A. Pacific Gas & Electric Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 15pp. 49232:114-49232:128. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E, Division of Industrial & Medical Nuclear Safet, (Post 870T29). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 4i)2l8:CC'-492lB:-;l2. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106, 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107, 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904070322 "Tabulation of Personnel Exposure to Radiation for 1988.” W/890330 Itr. 
FUJIMOTO.W. Pacific Gas & Electric Co. 88/12/31. 4pp. 49235:030-49235:033. 

8904050129 “Rept on Discharge Monitoring at Diablo Canyon Power Plant During 
Month of Feb 1989." W/890320 Itr. 

TOWNSEND, J.D. Pacific Gas & Electric Co. 89/02/28. LEONARD.W. California, State 
of. 44pp. 49205:254-49205:297. 

8904240193 Monthly operating repts for Mar 1989 for Diablo Canyon Units 1 & 2.W/ 
890412 Itr. 

BEDESEM.P., TOWNSEND, J.D. Pacific Gas & Electric Co. 89/03/31. 11pp. 
49450:076-49450:086. 


S. Reportable occurrences, LERs & related correspondence 

8903280069 Summary of Operating Reactors Events Meeting 89-010 on 890308.List of 
attendees, significant events identified for input to NRC Performance Indicator Program 
& summary of reactor scrams for wk ending 890305 end. 

LANNING,W.D. Events Assessment Branch. 89/03/16. ROSSI,C.E. Division of Oper- 
ational Events Assessment (Post 870411). 23pp. 49158:275-49158:297. 

8903300158 LER 84-040-00:on 840722, determined that engineering recommendations 
to ensure compliance w/design basis for dosed cooling water & auxiliary saltwater 
sys not incorporated in procedures, FSAR reviewed.W/890324 Itr. 

MARBURGER,D.C., SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/24. 10pp. 
49123:081-49123:090. 

8904040066 LER 89-002-00:on 890327, failure to reinstall backwater check valves in fuel 
oil transfer pump vault drain sys.Caused by personnel error.Backwater check valves 
installed in diesel fuel oil transfer pump vault drain.W/890327 Itr. 

KELLY,W.J.. SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/27. 9pp. 49192:160- 
49192:168. 

8904060523 LER 88-032-00:on 880525, improper design change package for auxiliary 
saltwater sys pump impeller replacementCaused by engineering personnel error by 
failing to fully evaluate safety measures.Personnel retrained.W/890329 Itr. 
MARBURGER.D.C., SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/29. 13pp. 
49217:032-49217:044. 

8904040245 LER 88-016-01 :on 88061 6, PORV closed w/o meeting surveillance require- 
ments of Tech Spec 4,4.9.3.1 due to surveillance test procedures not performed 
within required time.Caused by procedural deficiency.Procedures to be revised.W/ 
890330 Itr. 

KELLY, W.J., SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/30. 6pp. 49191:351- 
49191:356. 
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8904200270 LER S'’-\:QS-Z'‘ :cr 37C511 tri.c t_'bhs trip & subsequent reactor trip oc- 
curred due to nTic trarsforn'c:.' cs";! .:ne //:re differential relay signal.Cause un- 
determined. Unit trip signal removed from s'vc.W/890410 Itr. 

ARHAR.J.H., SNIFFER, J.D. Pacific Gas & Electric Co. 89/04/10. 5pp. 49400:326- 
49400:330. 

8804210345 LER 89-001 -00:cr SGCOl-Vvoltag-:: transient on instrument inverter IY-13A 
d-:;wr,6.'c‘::c-d h-gb -ad'afo.') ;“C:j.“:ti.';n cutpL.: .'oia/s '<201 from plant ventilation train B 
'adi.=ticn mon.'rc's.Cnusec oy T,crr..;?.'':?.r/ c'ounc.’.'V- 8GC412 Itr. 

<E_-''vVJ. 3H:F-E.= .j.D. Gas & Eleci'c Co 59/04/12. 5pp. 49427:225- 

49427:229. 


T. Hearing transcripts on non-antitrust matters 

8904110527 Forwards minutes from 890208 meeting w/DOE,US Air Force, State of NV 
& Nye County re NRC concerns about overflights of Yucca Mountain, NV high level 
nuclear waste repository. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
89/04/10. STEIN, R. Energy, Dept. of. 30pp. 49279:001-49279:149. 

“8904110534 Testimony on aircraft operations in response to request from 
Board.Related info end. 

KRUG.H.E. Atomic Safety and Licensing Board Panel. 89/04/10. 32pp. 49279:084- 
49279:114. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 

8903310243 Forwards public version of revised emergency response 
procedures.including Rev 2 to ERP-101,Rev 5,App 5 to ERP-140,Rev 2 to ERP-600 & 
Rev 1 to ERP-640.W/DH Grimsiey release memo. 

FOGARTY, E.P. Philadelphia Electric Co. 89/03/01. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49145:308-49146:020. 

“8903310244 Public version of revised emergency response procedures, including Rev 
2 to ERP-IOI.Rev 5,App 5 to ERP-140,Rev 2 to ERP-600 & Rev 1 to ERP-640. 

' Philadelphia Electric Co. 89/03/01. 72pp. 49145:310-49146:020. 

8904050033 Forwards public version of emergency response procedures, including App 
1.Rev 7 to EPP-1 10 & App 2, Rev 4 to EPP-1 10. 

FOGARTY, E.P. Philadelphia Electric Co. 89/03/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 49214:228-49214:233. 

“8904050038 Public version of revised emergency response procedures including, table 
of contents to emergency response procedures Index. 

* Philadelphia Electric Co. 80/03/13. 4pp. 4921 4:220-4921 4:233. 

1909310229 Respond! to §61219 Itr r§ potential for multiple high impedinoe faults 
during postulated Aop R fire at plant. Wrmen verelon of presentation It hand-oute pro- 
VidecTat 800318 meeting to resolve Issue snol. 

KOWALSKI, S.J. Philadeiphia Electric Co. 88/03/23, Doeument Control Branoh (Docu- 
ment Control Desk). 37pp. 4914§:079-4S148:1 IS. 

§904070269 Discusses 10CFR50,App R high/low pressure interface in response to 
890113 Itr re protection of low pressure primary coolant boundary piping during or 
after postulated fire discussed in Insp Repts 50-277/87-30 & 50-278/87-30. 
GALLAGHER, J.W. Philadelphia Electric Co. 89/03/31. Document Control Branch 
(Document Control Desk). 2pp. 49242:269-49242:270. 

8904180010 Responds to NRC 890306 Itr re violations noted in Insp Repts 50-277/89- 
81 & 50-278/89-81. Corrective actionsrpersonnel currently reviewing NUREG/CR- 
5228, "Techniques for Preparing Flowchart-Format Emergency Operating Proce- 
dures." 

SMITH, D.M. Philadelphia Electric Co. 89/04/06. Document Control Branch (Document 
Control Desk). 23pp. 49375:275-49375:297. 

8904210178 Forwards detailed scenario for annual emergency preparedness exercise 
scheduled for 89061 4.Schedule of exercise activities listed. 

GALLAGHER, J.W. Philadelphia Electric Co. 89/04/10. Document Control Branch 
(Document Control Desk). 2pp. 49443:085-49443:086. 

8904190246 Forwards Security Insp Repts 50-277/89-14 & 50-278/89-14 on 
890405.Review of security program indicates no outstanding security-related items 
exist to preclude restart. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/04/11. MCNEILLC.A. Philadelphia 
Electric Co. 3pp. 49385:013-49385:020. 

“8904190247 Physical Security Insp Repts 50-277/89-14 & 278/89-14 on 890405.AII 
commitments made to resolve open items metMajor areas inspected.'progress to date 
on open items in Insp Repts 50-277/89-80 & 50-278/89-80. 

SMITH, Q.C., KE1M1G,R.R. Region 1, Ofc of the Director. 89/04/11. 5pp. 49385:016- 
49385:020. 

8904190355 Provides corr^tion to 890331 Itr re 10CFR50 App R high/low pressure 
interface. Motive power will be removed from shutdown cooling suction valve outside 
containment not inboard valve, per 890405 discussion. 

GALLAGHER, J.W. Philadelphia Electric Co. 89/04/11. Document Control Branch 
(Document Control Desk). 1p. 49385:235-49385:235. 

8904170290 Forwards rev to physical security plan.Rev withheld (ref 10CFR2.790 & 
1 0CFR73.21 ). 

SMITH, D.M. Philadelphia Electric Co. 89/04/13. Document Control Branch (Document 
Control Desk). 2pp. 49371:040-49371:041. 


G. Adjudicatory correspondence 


8904130105 NRC Staff status rept concerning settlement agreement* NRC 890329 Itr 
informed Commonwealth of PA & util of certain concerns noted in review of settle- 
ment documents forwarded by 890227 Itr.W/CertIficate of Svc. 

HODGDON,A.P. Assistant General Counsel for Hearings. #289 8394. 89/03/31. 4pp. 
49233:318-49233:321. 


H. General correspondence 


8903290043 Responds to JS Ewing 890302 Itr expressing opposition to restart of 
plant.Bases provided in support of opposition are related to recent NRC recommenda- 
tions for Mark I containment improvements & concern over radwaste disposal. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
20. EWING, J.S. Peach Bottom Alliance. 4pp. 49081:263-49081:269. 

“8903290048 Discusses reasons why opening of facility should be delayed. NRC staff 
recommendations.including that GE plants be required to speed up implementation of 
blackout rule & improve evacuation & emergency education noted. 

EWING.J.S. Peach Bottom Alliance. 89/03/02. ZECH.L. Commissioners. 3pp. 
49081:267-49081:269. 


J. Insurance & indemnity information 


8904040277 Forwards Endorsements 4 & 13 to MAELU & NELIA Master Policy 
l.respectively.Endorsement 78 to MAELU Policy MF-67 & Endorsement 128 to NELIA 
Policy NF-140. 

CULLEN, E.J. Philadelphia Electric Co. 89/03/27. DINITZ,!. NRC - No Detailed Affili- 
ation Given. 5pp. 49191:106-49191:110. 


P. Operating license stage documents & correspondence 


8904200116 "Peach Bottom Atomic Power Station Unit 2 Reactor Containment Bldg In- 
tegrated Leak Rate Test." W/890411 Itr. 

SMITH, D.M. Philadelphia Electric Co. 89/01/31. 88pp. 49401:133-49401:220. 

8903290358 Forwards notice of consideration of issuance of amends to Licenses DPR- 
44 & DPR-56 & proposed NSHC determination & opportunity for hearing on 890310 
request re Tech Spec mod to remove requirement for calibr of source range monitor. 
MARTIN, R.E. Project Directorate 1-2. 89/03/16. HUNGER.G.A. Philadelphia Electric 
Co. 3pp. 49121:051-49121:061. 

“8903290359 Notice of consideration of issuance of amends to Licenses DPR-44 & 
DPR-56 & proposed NSHC determination & opportunity for hearing on 89031 0 request 
to revise calibr frequencies for source range monitor detector not In startup position. 
BUTLER.W.R. Project Directorate 1-2. 89/03/15. 8pp. 49121:054-49121:061. 

8903300189 Forwards Amends 142 & 144 to Licenses DPR-44 & DPR-56, respectively 
& safety evaluation. Amends change Tech Spec administrative controls to reflect addi- 
tion of restrictions on use of overtime for plant personnel. 

MARTIN, R.E. Project Dlreotorat® 1-2. 80/03/22. HUNGER, Q.A. Philadelphia Electric 
Co. 3pp. 4012a!341-40123!360. 



for plant piraonnil. 

BUtLER,W,R, ProjiOt DifiPtorate 1-2. 80/03/22. 12pp. 4l123!344-49123i3@@. 


“8803300101 Safety evaluation supporting Amends 142 & 144 to Licenses DPR-44 & 
DPR-66, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/22. 3pp. 
49123:366-49123:358. 

8904030266 Forwards Amends 141 & 143 to Licenses DPR-44 & DPR-66, respectively 
& safety evaluation. Amends revise Tech Specs to reflect Incorporation of recirculation 
pump trip & alternate rod insertion features consistent w/10C;FR50.62 requirements. 
MARTIN.R.E. Project Directorate 1-2. 89/03/22. HUNGER.G.A. Philadelphia Electric 
Co. 3pp. 49181:163-49181:184. 

“8904030279 Amends 141 & 143 to Licenses DPR-44 & DPR-56, respectively, revising 
Tech Specs to reflect incorporation of recirculation pump trip & alternate rod insertion 
features consistent w/1 0CFR50.62 C(3) & C(5). 

BUTLER,W,R. Project Directorate 1-2. 89/03/22. 16pp. 49181:166-49181:181. 

“8904030281 Safety evaluation supporting Amends 141 & 143 to Licenses DPR-44 & 
DPR-56, respectively, 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/22. 3pp. 
49181:182-49181:1^4. 

8904030035 Discusses 890227 submittal re agreement between Commonwealth of PA 
& util concerning plantConcems raised that some agreements inconsistent w/NRC 
regulations. Meeting to resolve inconsistencies suggested. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
29. DAVIS, AA Pennsylvania, Commonwealth of. MCNEILL, C.A. Philadelphia Electric 
Co. 3pp. 491 68:096-491 68:1 59. 

“890403(K)36 Forwards Exhibit A consisting of proposed app to updated 
FSAR, reflecting agreements reached between Commonwealth of PA & util & Info 
agreement between parties permitting state access to plant Info. 

DAVIS, A.A. Pennsylvania, Commonwealth of. MCNEILL,C.A. Philadelphia Electric Co. 
89/02/27. RUSSELL, W.T. Region 1, Ofc of the Director. 61pp. 49168:099-49168:159. 

8904060068 Advises that util will provide schedule for response to questions on PECo- 
FMS-005, "Methods for Performing BWR Steady State Reactor Physics Analyses” by 
690512. 

HUNGER, G.A Philadelphia Electric Co. 89/03/30. Docunnent Control Branch (Docu- 
ment Control Desk). 1p. 49216:103-49216:103. 
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8904100255 Submits revised response to Generic Ltr 88-01, “NRC Position on IGSCC 
in BWR Austenitic Stainless Steel Piping.” Util concluded that inserting recommended 
statement in Tech Specs not necessary or appropriate. 

KC*VALSK;,S.J. Philadelphia Electric Co. 89/03/31. Document Control Branch (Docu- 
mcn: C:n:ro! Dosk). 2pp. 49250:353-49250:354. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable insen/ice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904170281 Notification of 890411 meeting w/util in Rockville,MD to review current 
status of plant. 

MARTIN.R.E. Project Directorate 1-2. 89/04/05. MURLEY.T.. SNIEZEK.J. 

MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 49350:215-49350:217. 

8904180146 Requests addi info re FROSSTEY fuel performance code described in Rept 
PECo-FMS-003,including gadolinia matl properties used in code & upper level of ga- 
dolinia concentrations to be used by util. 

MARTIN,R.E. Project Directorate I-2. 89/04/10. HUNGER.G.A. Philadelphia Electric 
Co. 3pp. 49357:159-49357:161. 

8904170374 Forwards Amends 143 & 145 to Licenses DPR-44 & DPR-56, respectively 
& safety evaluation. Amends modify Tech Specs to correct deficiencies in degraded 
voltage protection features. 

MARTIN,R.E. Project Directorate 1-2. 89/04/13. HUNGER.G.A. Philadelphia Electric 
Co. 4pp. 49350:243-49350:269. 

—8904170376 Amends 143 & 145 to Licenses DPR-44 & DPR-56, respectively, modifying 
Tech Specs to correct deficiencies in degraded voltage protection features, including 
provision of separate undervoltage setpoints & associated time delays, 

BUTLER, W.R. Project Directorate 1-2. 89/04/13. 14pp. 49350:247-49350:260. 

--8904170378 Safety evaluation supporting Amends 143 & 145 to Licenses DPR-44 & 
D PR-56,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/13. 9pp. 
49350:261-49350:269. 

8904210217 Informs of concerns re disagreement or miscommunication between 
Region I & NRR. 

DAVIS, A.A. Pennsylvania, Commonwealth of. 89/04/13. MURLEY,T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp, 49430:330-49430:331. 

8904210242 Requests prompt review & reporting of status of implementation of TMI 
Action Plan items at facilities. Printout of all TMI items annotated where tracking sys 
indicates implementation incomplete end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. HUNGER,G.A. Philadelphia Electric Co. 11pp. 49444:354-49445:004. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:265. 

8903310284 Ack receipt of 890206 ltr Informing NRC of steps taken to correct violations 
noted In Insp Repts 60-277/88-30 & 60-278/e8-30. 

MARTINJ.f. Region 1, Ofo of the Director. 89/03/10. MCNEILL, C.A. Philadelphia 
EliOtrlo Co. 2pp. 49140i189-49140!l94. 

9903230076 NRG Info Notion 89-033, “Potential Failure of Weatinghouae 8taam Gantr- 
aior Tubs Mechanioi<! Pluga." Sve list anel. 

R088I.C.E. Division of oparatiorial Events Aasassmant (Post 070411). 09/03/23. 
Conaolldated Edison Co. of New York, Ino. 102pp. 49170!O00«40176!187. 

9904080029 Forwards Insp Repts 60-277/89-07 & 60-278/69-07 on 690130-0210 & 
notice of vIolatlon.Llsted Issues require continued mgt attention for prompt resolution. 
MARTIN.T.T. Region 1, Ofc of the Director. 89/03/24. MCNEILL, C.A. Philadelphia 
Electric Co. 3pp. 49210:086-49210:125. 

—8904050035 Notice of violation from insp on 8901 30-021 0.Violation noted:deficiGncy 
identified in Calculation 1 8247-008-E, Attachment D not corrected. 

* Region 1, Ofc of the Director. 89/03/24. 2pp. 49210:089-49210:090. 

-8904050037 Insp Repts 50-277/89-07 & 50-278/89-07 on 890130-0210. Violations 
noted.Major areas inspected:electrical power sys including verification of as-built 
drawings, adequacy of breaker & fuse coordination & plant mods. 

KOSHY.T., MATHEW, R.. ANDERSON.C.J. Region 1, Ofc of the Director. 89/03/21. 
35pp. 49210:091-49210:125. 

8904110514 Forwards Insp Repts 50-277/89-04 & 50-278/89-04 on 890109-1 4.No vio- 
lations noted. 

MARTIN,T.T. Region 1, Ofc of the Director. 89/03/29. MCNEILL, C.A. Philadelphia 
Electric Co. 2pp. 49279:150-49279:176. 

-8904110520 Insp Repts 50-277/89-04 & 50-278/89-04 on 890109-14.No violations 
noted.Major areas inspected:iicensee actions in response to NRC ltr to PEPCO re al- 
legations on motor- operated valve refurbishment. 

KOSHY.T., ANDERSON.C.J. Region 1. Ofc of the Director. 89/03/28. 15pp. 
49279:152-49279:176. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources," 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York. Inc. 108pp. 49185:070-49185:177. 


8904070269 Discusses 10CFR50,App R high/low pressure interface in response to 
890113 ltr re protection of low pressure primary coolant bcunda'^/ pining during or 
after postulated fire discussed in Insp Repts 50-277/87-30 £ 5C-275/5 .’-jO. 
GALLAGHER, J.W. Philadelphia Electric Co. 89/03/31. Document Control Branch 
(Document Control Desk). 2pp. 49242:269-49242:270. 

8904120521 Responds to NRC Bulletin 88-010, “Nonconforming Molded Case Circuit 
Breakers," Breakers maintained as stored spares at plant all verified traceable to cir- 
cuit breaker mfg. 

GALLAGHER.J.W. Philadelphia Electric Co. 89/04/03. Document Control Branch 
(Document Control Desk). 4pp. 49295:135-49295:138. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety fPrst 37C729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. -^32 !8 CG'-;92 Il’ 112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904180010 Responds to NRC 890306 ltr re violations noted in Insp Repts 50-277/89- 
81 & 50-278/89-81 .Corrective actions:personnel currently reviewing NUREG/CR- 
5228, “Techniques for Preparing Flowchart-Format Emergency Operating Proce- 
dures." 

SMITH, D.M. Philadelphia Electric Co. 89/04/06. Document Control Branch (Document 
Control Desk). 23pp. 49375:275-49375:297. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904190246 Forwards Security Insp Repts 50-277/89-14 & 50-278/89-14 on 
890405.Review of security program indicates no outstanding security-related items 
exist to preclude restart. 

BELLAMY.R.R. Region 1. Ofc of the Director. 89/04/11. MCNEILL.C.A. Philadelphia 
Electric Co. 3pp. 49386:013-49385:020. 

-8904190247 Physical Security Insp Repts 50-277/89-14 & 278/89-14 on 890405. All 
commitments made to resolve open items met.Major areas inspected; progress to date 
on open Items In ln«5 Repts 50-277/89-80 & 50-278/89-80. 

SMITH, Q.C., KEIMIQ.R.R. Region 1, Ofc of the Director. 89/04/11. 5pp. 49385:016- 
49386:020. 


8904100379 NRC Info Notio® 09»O4O, “Uniatlifaotory Optrater Teat Roiults 0 Efftet on 
Requallfloatlon Program." 8vo list enol, 

ROSSI.C.E. Division of Oparatlonai Evanta Aseeasm@nt (Post S70411). 80/04/14, 
Coniolidatad Ediaon Co. of New York, Ino. 1O0pp, 49336:001 ■49338:1 07. 


8004110193 Supp1 1 to NRC Info Notice 88-076, “Disabling of Dl®8®l Generitor Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 


8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 


8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904070321 Forwards plant periodic status rept for 890227-0320. 

LINVILLE.J.C. Region 1, Ofc of the Director. 89/03/24. KANE.W.F. Region 1, Ofc of 
the Director. 5pp. 49234:326-49234:330. 


S. Reportable occurrences, LERs & related correspondence 


8904050312 LER 88-032-01 :on 881212,determined that control room temp could 
exceed design basis during emergency operation. Noted during exam of concerns 
stated in NRC Info Notice 88-061. Caused by lack of procedure, Procedure revised.W/ 
890330 ltr, 

CRIBBE.T.E., SMITH, D.M. Philadelphia Electric Co. 89/03/30. Spp. 49213:056- 
49213:060. 


8904170012 LER 88-01 2-01 :on 880524, discovered that Units 2 & 3 drywell high range 
radiation monitors out-of-svc w/o being reported to NRC as required.Caused by per- 
sonnel errors.Monitors returned to svc on 880830.Training conducted. W/890410 ltr. 
CRIBBE.T.E., SMITH, D.M. Philadelphia Electric Co. 89/04/10. 7pp. 49350:030- 
49350:036. 
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U. CongressionaJ/Executive Correspondence 

8904030066 Informs of Commonwealth of PA vs NRC litigation re NRC use of authority 
to issue immediately effective license amends upon finding of NSHC 
invoived.Commonwealth challenging amends to plant licenses. 

BRIGGS, W.H. Solicitor (Post 860701). 88/09/16. BREAUX. J.B. Senate. Environment 
& Public Works. UDALL,IVI.K. House of Rep., Interior & Insular Affairs. 4pp. 49190:088- 
49190:091. 

8904210281 Responds to 890322 Itr requesting that NRC reserve judgement on plant 
restart until issues raised by State of MD residents addressed.Public hearing sched- 
uled on 89041 7 in Rockvilte.MD to consider possible restart. 

ZECH.LW. Commissioners. 89/04/14. SARBANES, P.S. Senate. 83pp. 49427:073- 
49427:165. 

“8904210288 Expresses continuing concern re plant restart.Statement of Counselwo- 
men JL Parrott & BA Risacher on 890228 to NRC end. 

MIKULSK1,B.A.. MlKULSKl.B.A. Senate. 89/03/22. ZECH.LW. Commissioners. 10pp. 
49427:156-49427:165. 


V. Operator Examinations 

8904070141 Forwards amended operator licensing exam schedules.per Generic Ltr 88- 
13, “Operator Licensing Exams.” 

SMITH, D.M. Philadelphia Electric Co. 89/03/09. Document Control Branch (Document 
Control Desk). 3pp. 49235:194-49235:196. 

8903290079 Requests termination of senior operator License SOP-1 0336. R Hoopes 
permanently reassigned.No longer maintains need to hold senior operator license. 
SMITH, D.M, Philadelphia Electric Co. 89/03/22. Document Control Branch (Document 
Control Desk). 1p. 49120:079-49120:079. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A, Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055, 
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F. Security, medical, emergency & fire protection plans 

8903310243 Forwards public version of revised emergency response 
procedures.including Rev 2 to ERP-101,Rev 5,App 5 to ERP-140,Rev 2 to ERP-600 & 
Rev 1 to ERP-640.W/DH Grimsiey release memo. 

FOGARTY, E.P. Philadelphia Electric Co. 89/03/01, Document Control Branch (Docu- 
ment Control Desk). 2pp. 49145:308-49146:020. 

“8903310244 Public version of ■■ovised emc.'gorcv ‘^osccnse procedures, including Rev 
2 to ERP-101.Rev 5,App 5 to f:RP-l.'.0,.Rev 2 ;c ■ERP-dCG & Rev 1 to ERP-640. 

* Philadelphia Electric Co. 89/03/01. 72pp. 49145:310-49146:020. 

8904050033 Forwards public version of emergency response procedures, includinq App 
I.Rev 7 to EPP-110 & App 2, Rev 4 to EPP-110. 

FOGARTY, E.P. Philadelphia Electric Co. 89/03/13. Document Control Branch (Docu- 
ment Control Desk). 1p. 49214:228-49214:233. 

“8904050038 Public version of revised emergency response procedures including, table 
of contents to emergency response procedures index. 

• Philadelphia Electric Co. 89/03/13. 4pp. 49214:229-49214:233. 

8903310229 Responds to 881219 ltr re potential for multiple high Impedance faults 
during postulated App R fire at plant. Written version of presentation & hand-outs pro- 
vided at 890315 meeting to resolve issue end. 

KOWALSKI, S.J. Philadelphia Electric Co. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 37pp. 49148:079-49148:115. 

8904070269 Discusses 10CFR50,App R high/low pressure interface in response to 
890113 Itr re protection of low pressure primary coolant boundary piping during or 
after postulated fire discussed in Insp Repts 50-277/87-30 & 50-278/87-30. 
GALLAGHER.J.W. Philadelphia Electric Co. 89/03/31. Document Control Branch 
(Document Control Desk). 2pp. 49242:269-49242:270. 

8904180010 Responds to NRC 890306 Itr re violations noted in Insp Repts 60-277/89- 
81 & 50-278/89-81. Corrective actions.-personnel currently reviewing NUREG/CR- 
5228, “Techniques for Preparing Flowchart-Format Emergency Operating Proce- 
dures." 

SMITH, D.M. Philadelphia Electric Co. 89/04/06. Document Control Branch (Document 
Control Desk). 23pp. 49375:275-49375:297. 

8904210178 Forwards detailed scenario for annual emergency preparedness exercise 
scheduled for 89061 4.Schedule of exercise activities listed. 

GALLAGHER.J.W. Philadelphia Electric Co. 89/04/10. Document Control Branch 
(Document Control Desk). 2pp. 49443:085-49443:086. 

8904190246 Forwards Security Insp Repts 50-277/89-14 & 50-278/89-14 on 
890405.Review of security program indicates no outstanding security-related items 
exist to preclude restart. 

BELLAMY, R.R. Region 1. Ofc of the Director. 89/04/11. MCNEILL.C.A. Philadelphia 
Electric Co. 3pp. 49385:013-49385:020. 

“8904190247 Physical Security Insp Repts 50-277/89-14 & 278/89-14 on 890405.AII 
commitments made to resolve open items met.Major areas inspectedrprogress to date 
on open items in Insp Repts 50-277/89-80 & 50-278/89-80. 

SMITH, G.C. Region 1, Ofc of the Director. 89/04/11. 5pp. 49385:016-49385:020. 

8904190355 Provides correction to 890331 ltr re 10CFR50 App R high/low pressure 
interface.Motive power will be removed from shutdown cooling suction valve outside 
containment not inboard valve, per 890405 discussion. 

GALLAGHER.J.W. Philadelphia Electric Co. 89/04/11. Document Control Branch 
(Document Control Desk), ip. 49385:235-49385:235. 

8904170290 Forwards rev to physical security plan.Rev withheld (ref 10CFR2.790 & 
10CFR73.21). 

SMITH, D.M. Philadelphia Electric Co. 89/04/13, Document Control Branch (Document 
Control Desk). 2pp. 49371:040-49371:041. 


G- Adjudicatory correspondence 

8904130105 NRC Staff status rept concerning settlement agreement.* NRC 890329 Itr 
informed Commonwealth of PA & util of certain concerns noted in review of settle- 
ment documents forwarded by 890227 Itr.W/Certificate of Svc. 

HODGDON.A.P. Assistant General Counsel for Hearings. #289 8394. 89/03/31. 4pp. 
49233:318-49233:321. 


H. General correspondence 

8903290043 Responds to JS Ewing 890302 Itr expressing opposition to restart of 
plant. Bases provided in support of opposition are related to recent NRC recommenda- 
tions for Mark I containment improvements & concern over radwaste disposal. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
20. EWING, J.S. Peach Bottom Alliance, 4pp. 49081:263-49081:269. 

“8903290048 Discusses reasons why opening of facility should be delayed. NRC staff 
recommendations, including that GE plants be required to speed up implementation of 
blackout rule & improve evacuation & emergency education noted. 

EWING, J.S. Peach Bottom Alliance. 89/03/02. 2ECH,L. Commissioners. 3pp. 
49081:267-49081:269. 


J. insurance & indemnity information 


8904040277 Forwards Endorsements 4 & 13 to MAELU & NELIA Master Policy 
1 .respectively, Endorsement 78 to MAELU Policy MF-67 & Endorsement 128 to NELIA 
Policy NF-140. 

CULLEN, E.J. Philadelphia Electric Co. 89/03/27. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 5pp. 49191:106-49191:110. 


P. Operating license stage documents & correspondence 


8903290358 Forwards notice of consideration of issuance of amends to Licenses DPR- 
44 & DPR-56 & proposed NSHC determination & opportunity for hearing on 890310 
request re Tech Spec mod to remove requirement for calibr of source range monitor. 
MARTIN.R.E. Project Directorate I-2. 89/03/15. HUNGER, G.A. Philadelphia Electric 
Co. 3pp, 49121:051-49121:061. 

“8903290359 Notice of consideration of issuance of amends to Licenses DPR-44 & 
DPR-56 & proposed NSHC determination & opportunity for hearing on 890310 request 
to revise calibr frequencies for source range monitor detector not in startup position. 
BUTLER,W.R. Project Directorate 1-2. 89/03/15. 8pp. 49121:054-49121:061. 

8903300189 Forwards Amends 142 & 144 to Licenses DPR-44 & DPR-56, respectively 
& safety evaluation. Amends change Tech Spec administrative controls to reflect addi- 
tion of restrictions on use of overtime for plant personnel. 

MART1N,R.E. Project Directorate 1-2. 89/03/22. HUNGER.G.A. Philadelphia Electric 
Co. 3pp. 49123:341-49123:358. 

“8903300192 Amends 142 & 144 to Licenses DPR-44 & DPR-56, respectively, changing 
Tech Spec administrative controls to reflect addition of restrictions on use of overtime 
for plant personnel. 

BUTLER.W.R. Project Directorate I-2. 89/03/22. 12pp. 49123:344-49123:355. 

“8903300195 Safety evaluation supporting Amends 142 & 144 to Licenses DPR-44 & 
DPR-56, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/22. 3pp. 
49123:356-49123:358. 

8904030266 Forwards Amends 141 & 143 to Licenses DPR-44 & DPR-56, respectively 
& safety evaluation. Amends revise Tech Specs to reflect incorporation of recirculation 
pump trip & alternate rod insertion features consistent W/10CFR50.62 requirements. 
MARTIN.R.E. Project Directorate 1-2. 89/03/22. HUNGER.G.A. Philadelphia Electric 
Co. 3pp. 49181:163-49181:184. 

“8904030279 Amends 141 & 143 to Licenses DPR-44 & DPR-56, respectively, revising 
Tech Specs to reflect incorporation of recirculation pump trip & alternate rod insertion 
features consistent W/10GFR50.62 C(3) & C(5). 

BUTLER.W.R. Project Directorate 1-2. 89/03/22. 16pp. 49181:166-49181:181. 

“8904030281 Safety evaluation supporting Amends 141 & 143 to Licenses DPR-44 & 
DPR-56,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/22. 3pp. 
49181:182-49181:184. 

8904030035 Discusses 890227 submittal re agreement between Commonwealth of PA 
& util concerning plantConcerns raised that some agreements inconsistent w/NRC 
regulations.Meeting to resolve inconsistencies suggested. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
29. DAVIS, A.A. Pennsylvania, Commonwealth of. MCNEILL.C.A. Philadelphia Electric 
Co. 3pp. 49168:096-49168:159. 

“8904030036 Forwards Exhibit A consisting of proposed app to updated 
FSAR, reflecting agreements reached between Commonwealth of PA & util & info 
agreement between parties permitting state access to plant info. 

DAVIS, A.A. Pennsylvania, Commonwealth of. MCNEILL, C.A. Philadelphia Electric Co. 
89/02/27, RUSSELL, W.T. Region 1, Ofc of the Director. 61pp. 49168:099-49168:159. 

8904060068 Advises that util will provide schedule for response to questions on PECo- 
FMS-005. “Methods for Performing BWR Steady State Reactor Physics Analyses" by 
890512. 

HUNGER.G.A. Philadelphia Electric Co. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). Ip. 49216:103-49216:103. 

8904100255 Submits revised response to Generic Ltr 88-01, "NRC Position on IGSCC 
in BWR Austenitic Stainless Steel Piping." Util concluded that inserting recommended 
statement in Tech Specs not necessary or appropriate. 

KOWALSKI, S.J. Philadelphia Electric Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49250:353-49250:354. 
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8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904170281 Notification of 890411 meeting w/util in Rockville,MD to review current 
status of plant. 

MARTIN,R.E. Project Directorate 1-2. 89/04/05. MURLEY,T.. SNIEZEK.J., 

MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 49350:215-49350:217. 

8904180146 Requests addi info re FROSSTEY fuel performance code described in Rept 
PECo-FMS-003, including gadolinia matl properties used in code & upper level of ga- 
dolinia ccncertrations to be used by util. 

f4ARTN,R E. p-oicct Directorate 1-2. 89/04/10. HUNGER, G.A. Philadelphia Electric 
Co. 3pp. 49357:159-49357:161. 

8904170374 Forwards Amends 143 & 145 to Licenses DPR-44 & DPR-56, respectively 
& safety evaluation.Amends modify Tech Specs to correct deficiencies in degraded 
voltage protection features. 

MARTIN, R.E. Project Directorate 1-2. 89/04/13. HUNGER.G.A. Philadelphia Electric 
Co. 4pp. 49350:243-49350:269. 

-8904170376 Amends 143 & 145 to Licenses DPR-44 & DPR-56, respectively, modifying 
Tech Specs to correct deficiencies in degraded voltage protection features, including 
provision of separate undervoltage setpoints & associated time delays. 

BUTLER.W.R. Project Directorate 1-2. 89/04/13. 14pp. 49350:247-49350:260. 

-8904170378 Safety evaluation supporting Amends 143 & 145 to Licenses DPR-44 & 
DPR-56,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/13. 9pp. 
49350:261-49350:269. 

8904210217 Informs of concerns re disagreement or miscommunication between 
Region I & NRR. 

DAVIS, A.A. Pennsylvania, Commonwealth of. 89/04/13. MURLEY,T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 49430:330-49430:331. 

8904210242 Requests prompt review & reporting of status of implementation of TMI 
Action Plan items at facilities. Printout of all TMI items annotated where tracking sys 
indicates implementation incomplete end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. HUNGER,G.A. Philadelphia Electric Co. 11pp. 49444:354-49445:004. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903310264 Ack receipt of 890206 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-277/88-39 & 50-278/88-39. 

MARTIN,T.T. Region 1, Ofc of the Director. 89/03/16. MCNEILL,C.A. Philadelphia 
Electric Co. 2pp. 49148:189-49148:194. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904050029 Forwards Insp Repts 50-277/89-07 & 50-278/89-07 on 890130-0210 & 
notice of violation.Listed issues require continued mgt attention for prompt resolution. 
MARTIN,T.T. Region 1, Ofc of the Director. 89/03/24. MCNEILL,C.A. Philadelphia 
Electric Co. 3pp. 49210:086-49210:125. 

-8904050035 Notice of violation from insp on 8901 30-0210. Violation noted:deficiency 
identified in Calculation 1 8247-008-E, Attachment D not corrected. 

* Region 1, Ofc of the Director. 89/03/24. 2pp. 49210:089-49210:090. 

-8904050037 Insp Repts 50-277/89-07 & 50-278/89-07 on 890130-0210. Violations 
noted.Major areas inspected:electrical power sys including verification of as-built 
drawings,adequacy of breaker & fuse coordination & plant mods. 

KOSHY.T., MATHEW,R., ANDERSON,CJ. Region 1, Ofc of the Director. 89/03/21. 
35pp. 49210:091-49210:125. 

8904110514 Forwards Insp Repts 50-277/89-04 & 50-278/89-04 on 890109-14.No vio- 
lations noted. 

MARTIN.T.T. Region 1. Ofc of the Director. 89/03/29. MCNEILL,C,A. Philadelphia 
Electric Co. 2pp. 49279:150-49279:176. 

-8904110520 Insp Repts 50-277/89-04 & 50-278/89-04 on 890109-14.No violations 
noted.Major areas inspected-.licensee actions in response to NRC ltr to PEPCO re al- 
legations on motor- operated valve refurbishment. 

KOSHY.T., ANDERSON.C.J. Region 1, Ofc of the Director. 89/03/28. 15pp. 
49279:152-49279:176. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035. “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904070269 Discusses 10CFR50,App R high/low pressure interface in response to 
890113 ltr re protection of low pressure primary coolant boundary piping during or 
after postulated fire discussed in insp Repts 50-277/87-30 & 50-278/87-30. 
GALLAGHER.J.W, Philadelphia Electric Co. 89/03/31. Document Control Branch 
(Document Control Desk). 2pp. 49242:269-49242:270. 


8904120521 Responds to NRC Bulletin 88-010, “Nonconforming Molded Case Circuit 
Breakers.” Breakers maintained as stored spares at plant all verified traceable to cir- 
cuit breaker mfg. 

GALLAGHER,J.W. Philadelphia Electric Co. 89/04/03. Document Control Branch 
(Document Control Desk). 4pp. 49295:135-49295:138. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904180010 Responds to NRC 890306 ltr re violations noted in Insp Repts 50-277/89- 
81 & 50-278/89-81. Corrective actions:personnel currently reviewing NUREG/CR- 
5228, “Techniques for Preparing Flowchart-Format Emergency Operating Proce- 
dures." 

SMITH, D.M. Philadelphia Electric Co. 89/04/06. Document Control Branch (Document 
Control Desk). 23pp. 49375:275-49375:297. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904190246 Forwards Security Insp Repts 50-277/89-14 & 50-278/89-14 on 
890405.Review of security program indicates no outstanding security-related items 
exist to preclude restart. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/04/11. MCNEILL,C.A. Philadelphia 
Electric Co. 3pp. 49385:013-49385:020. 

-8904190247 Physical Security Insp Repts 50-277/89-14 & 278/89-14 on 890405.AII 
commitments made to resolve open items metMajor areas inspected:progress to date 
on open items in Insp Repts 50-277/89-80 & 50-278/89-80. 

SMITH,G.C., KE1MIG,R.R. Region 1, Ofc of the Director. 89/04/11. 5pp. 49385:016- 
49385:020. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904070321 Forwards plant periodic status rept for 890227-0320. 

LINVILLE.J.C. Region 1, Ofc of the Director. 89/03/24. KANE,W.F. Region 1, Ofc of 
the Director. 5pp. 49234:326-49234:330. 


U. Congressional/Executive Correspondence 

8904030066 Informs of Commonwealth of PA vs NRC litigation re NRC use of authority 
to issue immediately effective license amends upon finding of NSHC 
involved.Commonwealth challenging amends to plant licenses. 

BRIGGS,W.H. Solicitor (Post 860701). 88/09/16. BREAUX, J.B. Senate, Environment 
& Public Works. UDALL,M.K. House of Rep., Interior & Insular Affairs. 4pp. 49190:088- 
49190:091. 

8904210281 Responds to 890322 ltr requesting that NRC reserve judgement on plant 
restart until issues raised by State of MD residents addressed.Public hearing sched- 
uled on 890417 in Rockville,MD to consider possible restart. 

ZECH.LW. Commissioners. 89/04/14. SARBANES, P.S. Senate, 83pp. 49427:073- 
49427:165. 

-8904210288 Expresses continuing concern re plant restart.Statement of Counselwo- 
men JL Parrott & BA Risacher on 890228 to NRC end. 

MIKULSKI,B.A., MIKULSKI,B.A. Senate. 89/03/22. ZECH,L.W. Commissioners. 10pp. 
49427:156-49427:165. 


V. Operator Examinations 


8904070141 Forwards amended operator licensing exam schedules,per Generic Ltr 88- 
13 , “Operator Licensing Exams." 

SMITH, D.M. Philadelphia Electric Co. 89/03/09. Document Control Branch (Document 
Control Desk). 3pp. 49235:194-49235:196. 
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8903290073 Henjostf- ter-.ination of senior operator License SOP-1 0336. R Hoopes 
oormarr-nt y '--■.sssio.n-i'c.!'.:; longer maintains need to hold senior operator license. 
5:V:rH,C fv:' :-jdo.cn a iiflectric Co. 89/03/22. Document Control Branch (Document 
Control Desk), ip. 49120:079-49120:079. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F, Security, medical, emergency & fire protection plans 

8903290214 Forwards scope & objectives fc' Gr"orgency exe-cisc to be conducted on 
59D.? lt:.Fxe-e;:s<- p.ackar,!: wii: be provide;^ oy S9C125. 

CV HT'.VP.'G.HT vv Power (V-.'Ci.riia E:-:;c:r.c 3 Power Co.). 88/12/05. 
.CECKEP.T R .Pe.gior- 2. Cic of the Direc'.o.“. Gpp 49C ■■■2.356-400:2:361. 

8904120022 Rev 20 to EPIP-1.01, “Emergency Manager Controlling Procedure," W/ 
890331 ltr 

COSTELLb.J.G., CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 
89/03/02. 105pp. 49288:052-49288:156. 

8903310047 Forwards Insp Repts 50-280/89-04 & 50-281/89-04 on 890213- 17.No vio- 
lations or deviations noted. 

JULIAN,C.A. Region 2, Ofc of the Director. 89/03/14. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49148:065-49148:078. 

-8903310063 Insp Repts 50-280/89-04 & 50-281/89-04 on 89021 3-1 7.No violations or 
dc-viat'ois notcd.Major areas inspected:fire protection/prevention & followup on previ- 
ous ic:er :': ed -ns:? !!::rr:s. 

HARRIS,J.R., CbNLON,T.E. Region 2, Ofc of the Director. 89/03/08. 12pp. 
49148:067-49148:078. 

8904030251 Forwards Insp Repts 50-280/89-07 & 50-281/89-07 on 89021 5-1 7.No vio- 
lations or deviations noted. 

COLLlNS,D.M. Region 2. Ofc of the Director. 89/03/22. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49166:347-49166:362. 

-8904030253 Insp Repts 50-280/89-07 & 50-281/89-07 on 89021 5-1 7.No violations or 
deviations noted. Major areas inspected: observation & evaluation of emergency exer- 
cise to fulfill licensee 881102 commitment 

SARTOR,W., KREH,J., RANKIN,W. Region 2, Ofc of the Director. 89/03/22. 14pp. 
49166:349-49166:362. 

8903310290 Forwards Rev 23 to plant security program.Rev withheld (ref 10CFR73.21). 
CARTWRIGHT,W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/24. Docu- 
ment Control Branch (Document Control Desk). 1p. 49148:136-49148:136. 


I. Financial information 

8904030252 Forwards listed Info re guarantees of payment of deferred 
premiums,including “Annual Rept to Securities & Exchange Commission," compara- 
tive statement of income for 3 months ended Dec 1987 & 1988 & CY89 cash flow 
projection. 

CARTWRIGHT,W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/29. Docu- 
ment Control Branch (Document Control Desk). 66pp. 49204:096-49204:163. 


J. Insurance & indemnity information 

8904050463 Confirms that util purchased max limits of primary nuclear property Insur- 
ance on actual cash value basis offered by Nuclear Mutual Ltd & excess nuclear prop- 
erty insurance offered by American Nuclear Insurers/ Mutual Atomic Energy, 
CARTWRIGHT,W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/30. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49205:173-49205:174. 


P, Operating license stage documents & correspondence 

8903310248 Confirmation of action ltr re 890126 meeting in Atlanta, GA, 890228 meeting 
at site & 890306 conference call re status of issues that must be completed prior to 
restart of either unit. Ltr updates 880906 & 1102 confirmation of action Itrs. 

ERNST,M.L. Region 2, Ofc of the Director. 89/03/09. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49148:187-49148:188. 

8904170149 Confirms telcon re 890330 meeting in Rockville.MD to discuss assess- 
ments of nuclear operations & mgt & anticipated organizational changes to address 
identified weaknesses. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/03/13. STEWART, W.L Virginia 
Power (Virginia Electric & Power Co.). Ip. 49350:317-49350:317. 

8903310002 Application for amends to Licenses DPR-32 & DPR-37, changing Tech 
Specs to address interim mod & operation of main control room & emergency swltch- 

g ear room.Discussion of request end. 

lARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/20. Docu- 
ment Control Branch (Document Control Desk). 21pp. 49162:312-49162:339. 

—8903310003 Proposed Tech Specs, addressing interim mod & operation of main control 
& emergency switchgear rooms. 

’ Virginia Power (Virginia Electric & Power Co.). 89/03/20. 7pp. 49162:333-49162:339. 

8904070050 Confirms 890321 telcon agreement to reschedule submittal of requested 
info re svc water sys to 890505. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/23. Docu- 
ment Control Branch (Document Control Desk). Ip. 49235:172-49235:172. 

8903290372 Advises that util 880603 response to Generic Ltr 88-05, “Boric Acid Corro- 
sion of Carbon Steel Reactor Boundary Components in PWR Plants," acceptable. 
BUCKLEY, B.C. Project Directorate 11-2. 89/03/24. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 49120:065-49120:066. 


8904030350 Application for amends to Licenses DPR-32 & DPR-37,changing Tech 
Specs by raising nub circulating & svc water intake canal level from 18 to 23 ft & 
providing operability requirements for canal level actuation sys. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/27. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49165:215-49165:267, 

-8904030364 Proposed Tech Specs re circulating & svc water sys & intake canal. 

* Virginia Power (Virginia Electric & Power Co.). 89/03/27. 50pp. 49165:217- 
49165:267. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904130369 Forwards notice of consideration of issuance of amends to Licenses DPR- 
32 & DPR-37 & proposed NSHC determination & opportunity for hearing, per 890327 
application for Tech Spec change re canal inventory & canal safety. 

BUCKLEY.B.C. Project Directorate II-2. 89/04/03. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 49298:205-49298:214. 

-8904130371 Notice of consideration of issuance of amends to Licenses DPR-32 & 
DPR-37 & proposed NSHC determination & opportunity for hearing.Amends would 
raise min circulating & svc water intake canal level from 18 ft to 23 ft. 

BUCKLEY.B.C. Project Directorate 11-2. 89/04/03. 8pp. 49298:207-49298:214. 

8904140442 Application for amends to Licenses DPR-32 & DPR-37, consisting of 
changes to Tech Specs, modifying requirement for dry rotation inservice insp & testing 
of inside recirculation spray pump to quarterly & full flow testing. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/06. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49334:236-49334:256. 

-8904140444 Proposed Tech Specs modifying requirement for dry rotation inservice 
insp & testing of inside recirculation spray pump to quarterly & incorporation of full 
flow testing of pump each refueling period.Revised pages & discussion end. 

* Virginia Power (Virginia Electric & Power Co.). 89/04/06. 18pp. 49334:239- 
49334:256. 

8904180090 Forwards Amends 124 to Licenses DPR-32 & DPR'37.respectively & safety 
evaluation.Amends delete requirements for & refs to control room chlorine monitoring 
sys. 

BUCKLEY.B.C. Project Directorate 11-2. 89/04/07. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 49371:293-49371:306. 

-8904180097 Amends 124 to Licenses DPR-32 & DPR-37, respectively, deleting require- 
ments for & refs to control room chlorine monitoring sys. 

BERKOW.H.N. Project Directorate II-2. 89/04/07. 9pp. 49371:296-49371:304. 

-8904180101 Safety evaluation supporting Amends 124 to Licenses DPR-32 & DPR- 
37,respectively. 

* C^ice of Nuclear Reactor Regulation, Director (Post 870411). 89/04/07. 2pp. 
49371:305-49371:306. 

8904210125 Forwards safety evaluation re 890109 request for relief from hydrostatic 
test requirements following valve replacements, per ASME BPVC Section XI. Relief 

E ranted as requested. 

ERKOW.H.N. Project Directorate 11-2. 89/04/07. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 49452:142-49452:145. 

-8904210127 Safety evaluation accepting util 890109 request for relief from hydrostatic 
test requirements following valve replacements. 

* Project Directorate 1I-2. 89/04/07. 2pp. 49452:144-49452:145. 

8904170323 Summary of 890330 meeting w/util in Rockville.MD re util overall long-term 
improvement plan to enhance plant operations. 

BUCKLEY.B.C. Project Directorate 11-2. 89/04/11. Project Directorate II-2. 17pp. 
49371:127-49371:143. 

8904240267 Forwards summary of mgt meeting on 890228 at plant. List of attendees & 
handout also end. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/04/13. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 49pp. 49470:141-49470:189. 

8904240275 Requests review & reporting of status of implementation of TMI action plan 
items at facility. Printout of all TMI items believed to be incomplete provided for confir- 
mation or indication of projected implementation date. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 18pp. 
49448:014-49448:031. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC^Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903310047 Forwards Insp Repts 50-280/89-04 & 50-281/89-04 on 890213- 17.No vio- 
lations or deviations noted. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/14. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49148:065-49148:078. 

-8903310063 Insp Repts 50-280/89-04 & 50-281/89-04 on 89021 3-1 7.No violations or 
deviations noted.Major areas inspected:fire protection/prevention & followup on previ- 
ous identified insp items. 

HARRIS, J.R., CONLON.T.E. Region 2, Ofc of the Director. 89/03/08. 12pp, 
49148:067-49148:078. 

8904040001 Forwards Insp Repts 50-280/89-05 & 50-281/89-05 on 890206-1 0.No vio- 
lations or deviations noted.Attention invited to unresolved Items identified. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/16. CARTWRIGHT W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49203:335-49203:349. 
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-8904040002 Insp Repts 50-280/89-05 & 50-281/89-05 on 890206-1 0.No violations or 
deviations noted.Major areas inspected: previous open items re pipe support base 
plate designs & IE Bulletins 79-02,79-14,87-002,88-008 & 88-011. 

CHOU,R.C., BLAKE,J.J. Region 2, Ofc of the Director. 89/03/15. .13pp. 49203:337- 
49203:349. 

8904040004 Forwards Insp Repts 50-280/89-03 & 50-281/89-03 on 890123-27 & 0201- 
02.Understands that oral commitment made by licensee representative differs from 
rept statement in end insp rept.No violations or deviations noted. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/17. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49196:085-49196:105. 

-8904040005 Insp Repts 50-280/89-03 & 50-281/89-03 on 890123-27 & 0201-02.No 
violations or deviations noted.Major areas inspected:followup on recently identified op- 
erating events re motor-operated valve deficiencies. 

MERRIWEATHER.N., TINGEN,S., CONLON.T.E. Region 2, Ofc of the Director. 89/ 
03/14. 19pp. 49196:087-49196:105. 

8904030251 Forwards Insp Repts 50-280/89-07 & 50-281/89-07 on 890215-17.No vio- 
lations or deviations noted. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/03/22. CARTWRIGHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49166:347-49166:362. 

-8904030253 Insp Repts 50-280/89-07 & 50-281/89-07 on 89021 5-1 7.No violations or 
deviations noted.Major areas inspected: observation & evaluation of emergency exer- 
cise to fulfill licensee 881102 commitment. 

SARTOR, W., KREH,J., RANKIN, W. Region 2, Ofc of the Director. 89/03/22. 14pp. 
49166:349-49166:362. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904030106 Responds to NRC 890223 Itr re violations noted in Insp Repts 50-280/88- 
51 & 50-28 1/88-51. Corrective actions:temporary operating procedure written to ad- 
dress installation & removal of mechanical stop blocking devices. 

CARTWRIGHT,W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/23. Docu- 
ment Control Branch (Document Control Desk). 4pp. 49165:060-49165:063. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904120410 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers." Subj breakers will be replaced. 

CARTWRIGHT,W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/03. Docu- 
ment Control Branch (Document Control Desk). 5pp. 49288:159-49288:163. 

8904180335 Forwards Insp Repts 50-280/89-06 & 50-281/89-06 on 890129-0304.Viola- 
tions re safety-related components & potentially unqualified parts being considered for 

AnTnrr*omorit ar'tirtn 

EBNETER.S.D. Region 2, Ofc of the Director. 89/04/03. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49374:128-49374:145. 

-8904180340 Insp Repts 50-280/89-06 & 50-281/89-06 on 890129-0304. Violations 
noted.Major areas inspected-.plant operations, maint & surveillance, LER 

review,installation & testing of mods & licensee action on previous insp findings. 
HOLLAND.W.E., YORK,J.W.. NICHOLSON, LE. Region 2, Ofc of the Director. 89/03/ 
31. 16pp. 49374:130-49374:145. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co, of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324. 

8904140442 Application for amends to Licenses DPR-32 & DPR-37, consisting of 
changes to Tech Specs. modifying requirement for dry rotation inservice insp & testing 
of inside recirculation spray pump to quarterly & full flow testing. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/06. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49334:236-49334:256. 

-8904140444 Proposed Tech Specs modifying requirement for dry rotation inservice 
insp & testing of inside recirculation spray pump to quarterly & incorporation of full 
flow testing of pump each refueling period.Revised pages & discussion end. 

* Virginia Power (Virginia Electric & Power Co.). 89/04/06. 18pp, 49334:239- 
49334:256, 

8904240100 Forwards summary of analysis procedure for masonry block walls per IE 
Bulletin 80-1 1. No free standing cantilever block walls at plants. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/07. Docu- 
ment Control Branch (Document Control Desk), 4pp. 49449:289-49449:292. 


8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904240362 Forwards Insp Repts 50-280/89-01 & 50-281/89-01 on 890117- 20,24- 
26,0208-09,13-17 & 0302-05. Rept identifies violations. 

JUUAN,C.A. Region 2, Ofc of the Director. 89/04/11. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49450:012-49450:023. 

-8904240369 Insp Rept 50-280/89-01 & 50-281/89-01 on 890117-20,24-26, 0208- 
09,13-17 & 0302-05.Major areas inspected:review & witness 

procedures, tests, methodology confirming power supply & train independence & loss 
of offsite power site. 

TAYLOR.P.A., KNOX.J.L, SPARKS, S.E. Region 2, Ofc of the Director. 89/03/31. 
10pp. 49450:014-49450:023. 

8904200406 Notification of 890419 meeting w/util in Rockville.MD to discuss followup 
on NRC Bulletin 80-11, “Masonary Wall Design.” 

BUCKLEY.8.C. Project Directorate 11-2. 89/04/13. MURLEY.T., SNIEZEK.J., 
MIRAGL1A.F. NRC - No Detailed Affiliation Given. 3pp. 49402:286-49402:288. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York. Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904070104 “Recorded Annual Whole Body Exposure Rept for 1988." W/890331 Itr. 
DENSMORE,D.W.. GARBER, B.A., ERICKSON.D.L. Virginia Power (Virginia Electric & 
Power Co.). 88/12/31. 7pp. 49235:197-49235:203. 


S. Reportable occurrences, LERs & related correspondence 


8903290223 Summary of Operating Reactors Events Meeting 89-11 on 890315.List of 
attendees, events discussed & significant elements of events & four events identified 
for input to NRC Performance Indicator Program & summary of scrams end. 
LANNING,W.D. Events Assessment Branch. 89/03/16. ROSSl,C.E. Division of Oper- 
ational Events Assessment (Post 870411). 18pp. 49120:176-49120:193. 

8904030356 Summary of Operating Reactors Events Meeting 89-12 on 890322.List of 
attendees,events discussed & significant elements,summary of reactor scrams & com- 
parison of weekly statistics w/industry averages for wk ending 890319 end. 
LANNING,W.D. Events Assessment Branch. 89/03/24. ROSSI,C.E. Division of Oper- 
ational Events Assessment (Post 870411). 13pp. 49183:154-49183:166. 

8904100042 LER 89-007-00:on 890302,planned ESF actuation resulted in lockout of 
ventilation vent radiation monitor sample pump & alternate sampling not 
initiated.Caused by personnel error. Auxiliary ventilation emergency mode reset.W/ 
890329 Itr. 

KANSLER,M.R. Virginia Power (Virginia Electric & Power Co.). 89/03/29. 5pp. 
49604:032-49604:036. 

8904130619 NPDES noncompliance notification:oil spills observed in discharge 
canal. Floating containment booms, used to contain any oil discharges permanently in- 
stalled across canal. NRC to be notified if release escape discrete containment area. 
MARSHALL,B.M. Virginia Power (Virginia Electric & Power Co.). 89/04/03. 
JENKINS,R.R. Virginia, Commonwealth of. 2pp. 49317:216-49317:217. 

8904210084 LER 88-009-00:on 89031 8, discovered that manual RHR & component cool- 
ing valves to RHR HX A open but manual outlet valve of HX B closed since 
89031 7.Caused by operator error & not using procedure.Personnel reprimanded.W/ 
890414 Itr. 

KANSLER,M.R. Virginia Power (Virginia Electric & Power Co.). 89/04/14. 6pp. 
49427:266-49427:271. 


V. Operator Examinations 

8904030226 Confirms that portion of 1988 licensed operator requalification program 
originally scheduled to occur during fourth quarter of 1988 deferred until Jan & Feb 
1989.Change in schedule did not change scope of requaiification program. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/22. 
MUNRO.J.F. Region 2. Ofc of the Director. Ip. 49165:358-49165:358. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8904200038 Requests cancellation of Operator License SOP-3700-4 for JM Pickworth. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/10. Docu- 
ment Control Branch (Document Control Desk). Ip. 49402:010-49402:010. 
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F. Security, medical, emergency & fire protection plans 

8903290214 Forwards scope & ob:c-rt:v“£ fc' e’T'O'Cor.zy exe-c'se to be conducted on 
89021 S.Exercise package will be prc-^ cc;: by 

CAPT’/.'PiGi iT.’/v Virginia Pd*»:' /.'■•g-'-;* E:r.:‘.ric S PcAor Co.). 88/12/05. 
DIvC<Lt". r.F. r-iegion 2 Ofc of the iJircc'.O'. npp ■lG0"2-3:ji'>-''-9272;35v 

8904120022 Rev 20 to EPIP-1.01, “Emergency Manager Controlling Procedure." W/ 
£9032" "tr 

COSTLI.LO.J G.. CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 
2. :n5pr.. 49288:052-49288:156. 

8903310047 Forwards Insp Repts 50-280/89-04 & 50-281/89-04 on 890213- 17.No vio- 
lations or deviations noted. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/14. CARTWRIGHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49148:065-49148:078. 

-8903310063 Insp Repts 50-280/89-04 & 50-281/89-04 on 890213-17.No violations or 
deviations noted.Major areas inspected:fire protection/prevention & followup on previ- 
ous identified insp items. 

HARRIS, J.R. Region 2. Ofc of the Director. 89/03/08. 12pp. 49148:067-49148:078. 

8904030251 Forwards Insp Repts 50-280/89-07 & 50-281/89-07 on 890215-17.No vio- 
lations or deviations noted. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/03/22. CARTWRIGHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49166:347-49166:362. 

-8904030253 Insp Repts 50-280/89-07 & 50-281/89-07 on 890215-17.No violations or 
deviations noted.Major areas inspected: observation & evaluation of emergency exer- 
cise to fulfill licensee 881 1 02 commitment. 

SARTOR, W. Region 2, Ofc of the Director. 89/03/22. 14pp. 49166:349-49166:362. 

8903310290 Forwards Rev 23 to plant security program. Rev withheld (ref 10CFR73.21). 
CARTWRIGHT,W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/24. Docu- 
ment Control Branch (Document Control Desk). 1p. 49148:136-49148:136. 


I. Financial information 

8904030252 Forwards listed info re guarantees of payment of deferred 
premiums,inciuding “Annual Rept to Securities & Exchange Commission,” compara- 
tive statement of income for 3 months ended Dec 1987 & 1988 & CY89 cash flow 
projection. 

CARTWR1GHT,W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/29. Docu- 
ment Control Branch (Document Control Desk). 66pp. 49204:096-49204:163. 


J. Insurance & indemnity information 

8904050463 Confirms that util purchased max limits of primary nuclear property insur- 
ance on actual cash value basis offered by Nuclear Mutual Ltd & excess nuclear prop- 
erty insurance offered by American Nuclear Insurers/ Mutual Atomic Energy. 
CARTWRIGHT,W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/30. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49205:173-49205:174. 


P. Operating license stage documents & correspondence 

8903310248 Confirmation of action Itr re 890126 meeting in Atlanta, GA, 890228 meeting 
at site & 890306 conference call re status of issues that must be completed prior to 
restart of either unit.Ltr updates 880906 & 1102 confirmation of action Itrs. 

ERNST.M.L. Region 2, Ofc of the Director. 89/03/09. CARTWRIGHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49148:187-49148:188. 

8904170149 Confirms telcon re 890330 meeting in Rockville, MD to discuss assess- 
ments of nuclear operations & mgt & anticipated organizational changes to address 

EBNETER.S.D. Region 2. Ofc of the Director. 89/03/13. STEWART. W.L. Virginia 
Power (Virginia Electric & Power Co.). 1p. 49350:317-49350:317. 

8903310002 Application for amends to Licenses DPR-32 & DPR-37.changing Tech 
Specs to address interim mod & operation of main control room & emergency switch- 

g ear room. Discussion of request end. 

ARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/20. Docu- 
ment Control Branch (Document Control Desk). 21pp. 49162:312-49162:339. 

—8903310003 Proposed Tech Specs.addressing interim mod & operation of main control 
& emergency switchgear rooms. 

* Virginia Power (Virginia Electric & Power Co.). 89/03/20. 7pp. 49162:333-49162:339. 

8904070050 Confirms 890321 telcon agreement to reschedule submittal of requested 
info re sve water sys to 890505. 

CARTWRIGHT,W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/23. Docu- 
ment Control Branch (Document Control Desk). Ip. 49235:172-49235:172. 

8903290372 Advises that util 880603 response to Generic Ltr 88-05, “Boric Acid Corro- 
sion of Carbon Steel Reactor Boundary Components in PWR Plants," acceptable. 
BUCKLEY, B.C. Project Directorate II-2. 89/03/24. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 49120:065-49120:066. 

8904030350 Application for amends to Licenses DPR-32 & DPR-37,changlng Tech 
Specs by raising nub circulating & sve water intake canal level from 18 to 23 ft & 
providing operability requirements for canal level actuation sys. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/27. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49165:215-49165:267. 

-8904030364 Proposed Tech Specs re circulating & sve water sys & intake canal. 

* Virginia Power (Virginia Electric & Power Co.). 89/03/27. 50pp. 49165:217- 
49165:267. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 


8904130369 Forwards notice of consideration of issuance of amends to Licenses DPR- 
32 & DPR-37 & proposed NSHC determination & opportunity for hearing, per 890327 
application for Tech Spec change re canal inventory & canal safety. 

BUCKLEY, B.C. Project Directorate 11-2. 89/04/03. CARTWRIGHT, W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 49298:205-49298:214. 

“8904130371 Notice of consideration of issuance of amends to Licenses DPR-32 & 
DPR-37 & proposed NSHC determination & opportunity for hearing.Amends would 
raise min circulating & sve water intake canal level from 1 8 ft to 23 ft. 

BUCKLEY, B.C. Project Directorate I1-2. 89/04/03. 8pp. 49298:207-49298:214. 

8904140442 Application for amends to Licenses DPR-32 & DPR-37, consisting of 
changes to Tech Specs, modifying requirement for dry rotation inservice insp & testing 
of inside recirculation spray pump to quarterly & full flow testing. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/06. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49334:236-49334:256. 

-8904140444 Proposed Tech Specs modifying requirement for dry rotation inservice 
insp & testing of inside recirculation spray pump to quarterly & incorporation of full 
flow testing of pump each refueling period. Revised pages & discussion end. 

* Virginia Power (Virginia Electric & Power Co.). 89/04/06. 18pp. 49334:239- 
49334:256. 

8904180090 Forwards Amends 124 to Licenses DPR-32 & DPR-37, respectively & safety 
evaluation.Amends delete requirements for & refs to control room chlorine monitoring 
sys. 

BUCKLEY.B.C. Project Directorate II-2. 89/04/07. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 49371:293-49371:306. 

-8904180097 Amends 124 to Licenses DPR-32 & DPR-37, respectively.deleting require- 
ments for & refs to control room chlorine monitoring sys. 

BERKOW.H.N. Project Directorate 11-2. 89/04/07. 9pp. 49371:296-49371:304. 

-8904180101 Safety evaluation supporting Amends 124 to Licenses DPR-32 & DPR- 
37, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/07. 2pp. 
49371:305-49371:306. 

8904210125 Forwards safety evaluation re 890109 request for relief from hydrostatic 
test requirements following valve replacements, per ASME BPVC Section XI. Relief 
granted as requested. 

BERKOW.H.N. Project Directorate 11-2. 89/04/07. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co,). 2pp. 49452:142-49452:145. 

-8904210127 Safety evaluation accepting util 890109 request for relief from hydrostatic 
test requirements following valve replacements. 

* Project Directorate II-2. 89/04/07. 2pp. 49452:144-49452:145. 

8904170323 Summary of 890330 meeting w/util in Rockville, MD re util overall long-term 
improvement plan to enhance plant operations. 

BUCKLEY.B.C. Project Directorate 11-2. 89/04/11. Project Directorate 11-2. 17pp. 
49371:127-49371:143. 

8904240267 Forwards summary of mgt meeting on 890228 at plant.List of attendees & 
handout also end. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/04/13. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 49pp. 49470:141-49470:189. 

8904240275 Requests review & reporting of status of implementation of TMI action plan 
items at facility. Printout of all TMI items believed to be incomplete provided for confir- 
mation or indication of projected implementation date. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 18pp. 
49448:014-49448:031. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Sve list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York. Inc. 98pp. 49176:158-49176:255. 

8903310047 Fonwards Insp Repts 50-280/89-04 & 50-281/89-04 on 890213- 17.No vio- 
lations or deviations noted. 

JULIAN,C.A. Region 2, Ofc of the Director. 89/03/14. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49148:065-49148:078. 

-8903310063 Insp Repts 50-280/89-04 & 50-281/89-04 on 89021 3-1 7.No violations or 
deviations noted.Major areas inspected:fire protection/prevention & followup on previ- 
ous identified insp items. 

HARRIS.J.R., CONLON.T.E. Region 2. Ofc of the Director. 89/03/08. 12pp. 
49148:067-49148:078. 

8904040001 Forwards Insp Repts 50-280/89-05 & 50-281/89-05 on 890206-1 0.No vio- 
lations or deviations noted.Attention invited to unresolved items identified. 

JULIAN.C.A. Reg'on 2,- Ofc of the Director. 89/03/16. CARTWRIGHT.W.R. Virginia 
Power (V rgir.ua E ociric & Power Co.). 2pp. 49203:335-49203:349. 

-8904040002 Insp Repts 50-280/89-05 & 50-281/89-05 on 890206-1 0.No violations or 
deviations noted.Major areas inspected: previous open items re pipe support base 
plate designs & IE Bulletins 79-02,79-14,87-002.88-008 & 88-011. 

CHOU.R.C., BLAKE, J.J. Region 2. Ofc of the Director. 89/03/15. 13pp. 49203:337- 
49203:349. 

8904040004 Fonwards Insp Repts 50-280/89-03 & 50-281/89-03 on 890123-27 & 0201- 
02. Understands that oral commitment made by licensee representative differs from 
rept statement in end insp rept.No violations or deviations noted. 

JULIAN.C.A. Region 2. Ofc of the Director. 89/03/17. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49196:085-49196:105. 

-8904040005 Insp Repts 50-280/89-03 & 50-281/89-03 on 890123-27 & 0201-02.No 
violations or deviations noted.Major areas inspected:followup on recently identified op- 
erating events •'e motor-operated valve deficiencies. 

MlPRI WEA'' rIER.N.. TINGEN.S., CONLON.T.E. Region 2, Ofc of the Director. 89/ 
03/14. 19pp. 49196:087-49196:105. 
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8904030251 Forwards Insp Repts 50-280/89-07 & 50-281/89-07 on 890215-17.No vio- 

iations or deviations noted. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/03/22. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49166:347-49166:362. 

-8904030253 Insp Repts 50-280/89-07 & 50-281/89-07 on 890215-17.No violations or 
deviations noted.Major areas inspected: observation & evaluation of emergency exer- 
cise to fulfill licensee 881 1 02 commitment. 

SARTOR.W., KREH.J.. RANKIN, W. Region 2, Ofc of the Director. 89/03/22. 14pp. 
49166:349-49166:362. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904030106 Responds to NRC 890223 Itr re violations noted in Insp Repts 50-280/88- 
51 & 50-28 1/88-51. Corrective actions:temporary operating procedure written to ad- 
dress installation & removal of mechanical stop blocking devices. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/23. Docu- 
ment Control Branch (Document Control Desk). 4pp. 49165:060-49165:063. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904120410 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers.” Subj breakers will be replaced. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/03. Docu- 
ment Control Branch (Document Control Desk). 5pp. 49288:159-49288:163. 

8904180335 Forwards Insp Repts 50-280/89-06 & 50-281/89-06 on 890129-0304.Viola- 
tions re safety-related components & potentially unqualified parts being considered for 
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EBNETER.S.D. Region 2, Ofc of the Director. 89/04/03. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49374:128-49374:145. 

-8904180340 Insp Repts 50-280/89-06 & 50-281/89-06 on 890129-0304. Violations 
noted.Major areas inspected:plant operations, maint & surveillance, LER 
review, installation & testing of mods & licensee action on previous insp findings. 
HOLLAND, W.E., YORK.J.W., NICHOLSON, LE. Region 2, Ofc of the Director. 89/03/ 
31. 16pp. 49374:130-49374:145. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904140442 Application for amends to Licenses DPR-32 & DPR-37, consisting of 
changes to Tech Specs, modifying requirement for dry rotation inservice insp & testing 
of inside recirculation spray pump to quarterly & full flow testing. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/06. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49334:236-49334:256. 

-8904140444 Proposed Tech Specs modifying requirement for dry rotation inservice 
insp & testing of inside recirculation spray pump to quarterly & incorporation of full 
flow testing of pump each refueling period.Revised pages & discussion end. 

* Virginia Power (Virginia Electric & Power Co.). 89/04/06. 18pp. 49334:239- 
49334:256. 

8904240100 Forwards summary of analysis procedure for masonry block walls per IE 
Bulletin 80-1 1 .No free standing cantilever block walls at plants. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co,). 89/04/07. Docu- 
ment Control Branch (Document Control Desk). 4pp. 49449:289-49449:292. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904240362 Forwards Insp Repts 50-280/89-01 & 50-281/89-01 on 890117- 20,24- 
26,0208-09,13-17 & 0302-05.Rept identifies violations. 

JULIAN, C,A. Region 2, Ofc of the Director. 89/04/11. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49450:01 249450:023. 

-8904240369 Insp Rept 50-280/89-01 & 50-281/89-01 on 890117-20.24-26, 0208- 
09,13-17 & 0302-05.Major areas lnspected:review & witness 

procedures,tests,methodology confirming power supply & train independence & loss 
of offsite power site, 

TAYLOR,PA., KNOX,J,L„ SPARKS,S.E. Region 2. Ofc of the Director. 89/03/31. 
10pp. 49450:014-49450:023. 


8904200406 Notification of 890419 meeting w/util in Rockville,MD to discuss followup 
on NRC Bulletin 80-11, “Masonary Wall Design.” 

BUCKLEY, B.C. Project Directorate 11-2. 89/04/13. MURLEY.T., SNIEZEK.J., 

MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp, 49402:286-49402:288. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSt.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York. Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York. Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list enci. 

ROSS!, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904070104 "Recorded Annual Whole Body Exposure Rept for 1988." W/890331 Itr. 
DENSMORE.D.W., GARBER, B.A., ERICKSON, D.L Virginia Power (Virginia Electric & 
Power Co.). 88/12/31. 7pp. 49235:197-49235:203. 


S. Reportable occurrences, LERs & related correspondence 

8903290223 Summary of Operating Reactors Events Meeting 89-11 on 89031 S.List of 
attendees,events discussed & significant elements of events & four events identified 
for input to NRC Performance Indicator Program & summary of scrams end. 
LANNING.W.D. Events Assessment Branch. 89/03/16. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 18pp. 49120:176-49120:193. 

8904130619 NPDES noncompliance notification:©!! spills observed in discharge 
canal.Floating containment booms.used to contain any oil discharges permanently in- 
stalled across canal.NRC to be notified if release escape discrete containment area. 
MARSHALL, B.M. Virginia Power (Virginia Electric & Power Co.). 89/04/03. 
JENKINS, R.R. Virginia, Commonwealth of. 2pp. 49317:216-49317:217, 


V. Operator Examinations 


8904030226 Confirms that portion of 1988 licensed operator requalification program 
originally scheduled to occur during fourth quarter of 1988 deferred until Jan & Feb 
1989.Change in schedule did not change scope of requalification program. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/02/22. 
MUNRO.J.F. Region 2, Ofc of the Director. 1p. 49165:358-49165:358. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8904200038 Requests cancellation of Operator License SOP-3700-4 for JM Pickworth. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/10. Docu- 
ment Control Branch (Document Control Desk). Ip. 49402:010-49402:010. 
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E Security, medical, emergency & fire protection plans 


8904130253 Forwards Safety Insp Repts 50-282/89-03 & 50-306/89-03 on 890129- 
0309.No violations noted. 

AXELSON.W.L Region 3, Ofc of the Director. 89/03/28. LARSON, C.E. Northern 
States Power Co. 2pp. 49298:190-49298:203. 

-8904130254 Insp Repts 50-282/89-03 & 50-306/89-03 on 890129-0309.No violations 
noted.Major areas inspected; previous insp findings.plant operational 

safety, maint,surveillance8,ESF sys, security, QA programs & followup of LERs. 
BURGESS, B. Region 3, Ofc of the Director. 89/03/28. 12pp. 49298:192-49298:203. 

8904110230 Requests NRC review & approval of end proposed change in plant securi- 
ty plan.Plan withheld. 

MUSOLF.D. Northern States Power Co. 89/04/03. Office of Nuclear Reactor Regula- 
tion. Director (Post 870411). Ip. 49295:080-49295:080. 

8904180203 Ack receipt of 890316 description of scope & objectives for 1989 exercise 
scheduled for 890606.No concerns identified. 

GREGER,L.R. Region 3, Ofc of the Director. 89/04/04. LARSON, C.E. Northern States 
Power Co. 1p. 49380:201-49380:201. 


J. Insurance & indemnity information 


8904240268 Forwards Endorsements 92 & 78 to NELIA Policy NF.174 & MAELU Policy 
MF-51 .respectively & Endorsements 78 & 67 to NELIA Policy NF-197 & MAELU Policy 
MF-68, respectively. 

CARTER, R.J. Marsh & McLennan, Inc. 89/03/28. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 5pp. 49449:265-49449:269. 
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P. Operating license stage documents & correspondence 

8904030399 Forwards environ assessment & finding of no significant impact re 880718 
application for amends to Licenses DPR-42 & DPR -60. Amends revise Tech Specs re 
steam/feedwater mismatch flow. 

DKANNl.D.C. Project Directorate III-1. 89/03/28. MUSOLF.D.M. Northern States 
Power Co. 3pp. 49164:135-49164:141. 

-8904030405 Environ assessment & finding of no significant impact re 88071 8 applica- 
tion for amends to Licenses DPR-42 & DPR-60. Amends revise Tech Specs by delet- 
ing steam/feedwater mismatch flow coincident w/low feedwater flow reactor trip. 
DIIANNI.D.C. Project Directorate IH-1. 89/03/28. 4pp. 49164:138-49164:141. 

8904120331 Requests withdrawal of 871218 application for amends to Licenses DPR- 
42 & DPR-60 re drills to test flood protection measures contained in Section 5 of 
Tech Specs.Section 5 will be revised as part of plant Tech Spec improvement pro- 
gram. 

MUSOLF.D. Northern States Power Co, 89/03/31. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). Ip. 49295:292-49295:292. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904170088 Forwards Amends 87 & 80 to Licenses DPR-42 & DPR-60, respectively & 
safety evaluation. Amends change Tech Specs fay eliminating steam/feedwater mis- 
match flow in coincident w/ low feedwater flow reactor trip. 

DIIANNI.C.C. Project Directorate 111-1. 89/04/03. MUSOLF.D.M. Northern States 
Power Co. 4pp. 49371 :086-49371 :107. 

“8904170090 Amends 87 & 80 to Licenses DPR-42 & DPR-60, respectively, changing 
Tech Spec by eliminating steam/feedwater mismatch flow in coincident w/low feed- 
water flow reactor trip, 

QUAY.T.R. Project Directorate III-1. 89/04/03. 14pp. 49371:090-49371:103, 

“8904170092 Safety evaluation supporting Amends 87 & 80 to Licenses DPR-42 & 
DPR-60,respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/03. 4pp. 
49371:104-49371:107. 

8904170126 Application for amends to Licenses DPR-42 & DPR-60, increasing fuel en- 
richment limit. Proposed changes w/reasons for request, supporting safety evaluation/ 
significant hazards determination, Tech Specs pages & Westinghouse rept end. 
MUSOLF.D, Northern States Power Co. 89/04/06. Document Control Branch (Docu- 
ment Control Desk), 13pp. 49356:303-49356:361. 

“8904170132 Proposed Tech Specs, increasing fuel enrichment limit to allow storage of 
4.25 weight % U-235 fuel in new fuel pit & spent fuel pool. 

* Northern States Power Co. 89/04/06. 7pp. 49356:316-49356:322. 

“8904170133 "Criticality Analysis of Prairie Island Units 1 & 2 Fuel Racks.” 

BOYD.W.A., KfllEG,D.J., COBB.R.C. Westinghouse Electric Corp. 89/03/31. 39pp. 
49356:323-49356:361. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-026, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. DIvlalon of Industrial & Medical Nuclear Safety (Poet 870728). 
89/03/07. Conaolldated Edison Co. of New York, Ino. 96pp. 491 76: 168>49 176:256. 

6803230078 NRC Info Notice 68*039, “Potential Failure of Weatlnghouae Steam Gener- 
ator Tube Meohanleal Plugs.’' 8vo llet end. 

ROSSI, G.E. Division of Operational Evente Aeaesament (Poat 870411). 68/03/23. 
Consolidated Edison Co. of New York, Ino. 102pp. 481 76:056491 76: 167, 


8904130283 Forwards Safety Insp Repts 60-282/e9'03 & 60-306/69-03 on 690129- 
0309.No violations noted. 

AXELSON.W.L Region 3, Ofc of the Director. 89/03/28. LARSON.C.E. Northern 
States Power Co. 2pp. 49298:190-49298:203. 


“8904130254 Insp Repts 60-282/89-03 & 50-306/89-03 on 8901 29-0309. No violations 
noted.Major areas inspected:previous insp findings, plant operational 
safety, maint,surv 0 lllances,ESF sys,security,QA programs & followup of LERs. 
BURGESS, B. Region 3, Ofc of the Director. 89/03/28. 12pp. 49298:19249298:203. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 


8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl,” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729), 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904130298 Forwards Safety Insp Repts 50-282/89-07 & 50-306/89-07 on 890306- 
10.No violations noted. 

GREGER.LR. Region 3, Ofc of the Director. 89/03/30. LARSON.C.E. Northern States 
Power Co. 2pp. 49319:207-49319:218. 


“8904130301 Insp Repts 50-282/89-07 & 50-306/89-07 on 890306-1 0.No violations 
noted.Major areas inspected:chemistry program, including procedures, organization & 
training & primary & secondary sys water QC programs. 

HOLTZMAN,R.B. Region 3, Ofc of the Director. 89/03/30. 10pp. 49319:209- 


8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear S.-ifct'. f.f^cst B7C729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. ■':9.'5i5: J0i-':j2'£>::l2. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Suppl 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904210276 Discusses operation of Unit 2 w/suspect mechanical steam generator tube 
plugs {SGTPs).following rupture of mechanically expanded SGTPs at Unit 1. Replace- 
ment of ref plugs not prudent, based on calculations & visual insp. 

MUSOLF.D.M. Northern States Power Co. 89/04/11. Document Control Branch (Doc- 
ument Control Desk). 13pp. 49452:153-49452:165. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904170036 Monthly operating repts for Prairie Island Nuclear Generating Plant for Mar 
1989.W/890407 ltr. 

DUQSTAD.D., MUSOLF.D. Northern States Power Co. 89/03/31. 9pp. 49360:304* 
49350:312. 


6. Rtportabit doeurraneea, LiRa & ralated oorraapondanoa 

•104210278 Dl8cui8a§ operation of Unit 2 w/suepact meehtnietl itatm ganarator tuba 
plugs (SQTPi), following ruptura of meohanleally expanded SGTPi at Unit I.Raplaoi* 
prudent, baaed on oaloulations & visual Insp. 

MUSOLF.D.M. Northern States Power Co. 89/04/11, Dooument Control Branch (Doc* 
ument Control Desk). 13pp. 49462:153-49462:165. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program. Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRiGHT.G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-284 IDAHO STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8904040255 Forwards Insp Rept 50-284/89-01 on 890226-0301 & notice of violation 
MURRAY, B. Region 4, Ofc of the Director. 89/03/30. HUTCHINSON, J.M. Idaho State 
Univ., Pocatello. ID. 3pp. 49186:212-49186:229. 


8903270348 Suppl 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds In DC 
Distribution Sys.” Svc list end, 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. lOBpp. 49185:070-49185:177. 


“8904040256 Notice of violation from insp on 890226-0301. Violations notediHcensee re- 
actor safety committee did not perform observations on one senior reactor operator & 
one reactor operator.Attachment withheld (ref 10CFR2.790). 

* Region 4, Ofc of the Director. 89/03/30. 2pp. 49186:215-49186:216 


8904070135 Responds to NRC Bulletin 88-010. “Nonconforming Molded-Case Circuit 
Breakers (MCCBs)." End table summarizes results of research into MCCBs not trace- 
able to circuit breaker mfg & purchased prior to 880801. 

LARSON, C,E. Northern States Power Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 6pp. 49235:260-49236:265. 


“8904040258 Partially withheld Insp Rept 50-284/89-01 on 890226-0301 (ref 
10CFR2.790(d)).Violations noted.Major areas inspected: operator requalification 
program.fuel handling.nuclear matls accountability & safeguards & security plan. 
CHANEY, H.D., BAER.R. Region 4, Ofc of the Director. 89/03/30. 13pp. 49186-217- 
49186:229. 
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Q. Inspection reports, IE Bulletins & correspondence 

8904040255 Forwards Insp Rept 50-284/89-01 on 890226-0301 & notice of violation, 
MURRAY, B. Region 4, Ofc of the Director. 89/03/30. HUTCHINSON.J.M.' Idaho State 
Univ.. Pocatello, ID. 3pp. 49186:212-49186:229. 

-8904040256 Notice of violation from insp on 890226-0301. Violations noted:licensee re- 
actor safety committee did not perform observations on one senior reactor operator & 
one reactor operator.Attachment withheld (ref 1 0CFR2.79O). 

• Region 4, Ofc of the Director. 89/03/30. 2pp. 49186:215-49186:216. 

-8904040258 Partially withheld Insp Rept 50-284/89-01 on 890226-0301 (ref 
1 0CFR2.790(d)).Violations noted.Major areas inspected: operator requalification 
program,fuel handling,nuclear matls accountability & safeguards & security plan. 
CHANEY,H.D.. BAER,R. Region 4, Ofc of the Director. 89/03/30. 13pp. 49186:217- 
49186:229. 


V. Operator Examinations 

8904040255 Forwards Insp Rept 50-284/89-01 on 890226-0301 & notice of violation. 
MURRAY, B. Region 4. Ofc of the Director. 89/03/30. HUTCHINSON, J.M. Idaho State 
Univ., Pocatello, ID. 3pp. 49186:212-49186:229. 

-8904040256 Notice of violation from insp on 890226-0301. Violations noted:licensee re- 
actor safety committee did not perform observations on one senior reactor operator & 
one reactor operator.Attachment withheld (ref 1 0CFR2.790). 

* Region 4, Ofc of the Director. 89/03/30, 2pp. 49186:215-49186:216. 

-8904040258 Partially withheld Insp Rept 50-284/89-01 on 890226-0301 (ref 
10CFR2.790(d)). Violations noted.Major areas inspected: operator requalification 
program, fuel handling,nuclear matls accountability & safeguards & security plan. 
CHANEY, H.D., BAER.R. Region 4, Ofc of the Director. 89/03/30. 13pp. 49186:217- 
49186:229. 
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I. Financial information 


8904040134 “Omaha Public Power District 1988 Annual Rept.” W/890329 Itr. 
SPENCE,G.P.. PETERSON.F.M., MORRIS,K.J. Omaha Public Power District. 88/12/ 
31. MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 29pp. 
49205:138-49205:166. 


P. Operating license stage documents & correspondence 


8903310259 Forwards safety evaluation accepting Generic Ltr 83-28, Item 4.5.2, “Reac- 
tor Trip Sys Reliability-On-Line Testing.” 

CALVO,J.A. Project Directorate IV. 89/03/23. DEWEASE.J.G. Louisiana Power & 
Light Co. 4pp. 49159:196-49159:223. 

-8710140201 “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nuclear One 
2,Calvert Cliffs 1 & 2,Fort Calhoun, Maine Yankee, Millstone 2,Palisades,Palo Verde 1,2 
& 3,San Onofre 2 & 3,St Lucie 1 & 2,Waterford 3,WPPSS 3," informal rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7463 
R02. 87/09/30. NRC - No Detailed Affiliation Given. 23pp. 49159:201-49159:223. 

8904120188 Informs that util response to Generic Ltr 88-11, “Radiation Embrittlement of 
Reactor Vessel Matls & Impact of Plant Operations” acceptable.Summary of results of 
low-pressure- overpressure protection analysis requested when completed. 
MILANO,P.D. Project Directorate IV. 89/03/24. MORRIS, K.J. Omaha Public Power 
District. 3pp. 49282:223-49282:225. 

8904050384 Forwards attendance list & slides presentation from 890224 meeting in 
Region IV ofc re safety enhancement program, 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/27. MORRIS, K.J. Omaha Public 
Power District. 43pp. 49213:075-49213:117. 

8904050357 Forwards "Reappraisal of Nuclear Activities Re Fort Calhoun Station." 
Summary of 890321 meeting w/util re improvements to performance at facility also 
end. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/28. MORRIS, K.J. Omaha Public 
Power District. 4pp. 49214:270-49214:294. 


F. Security, medical, emergency & fire protection plans 


8904110412 Forwards Insp Rept 50-285/89-10 on 890227-0303.Violations noted.per 
890316 telcon.Enforcement conference scheduled for 890412. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/24. MORRIS, K.J. Omaha Public 
Power District. 3pp. 49268:306-49268:310. 


-8904110420 Partially withheld Insp Rept 50-285/89-10 on 890227-0303 (ref 
l0CFR73.21).Violations noted.Major areas inspected: physical security 
program.induding mgt support & security program audits & security training & qualifi- 
cations. 

CALDWELL, R.A.. EARNEST.A.B., EVERETT, R.J. Region 4. Ofc of the Director. 89/ 
03/21. 2pp. 49268:309-49268:310. 


8904060168 Revised radiological emergency response plan.W/890329 Itr. 

MORRIS, K.J. Omaha Public Power District. 89/03/29. 31pp. 49215:326.49216:356. 


8904060416 Revised EPIPs.IndudIno Rev 6 to EPIP-OSC-S.Rev 7 to EPIP-08C-ie.Rev 
7 10 EP!P.tOi-‘7.n-.'V 2 to EPIP.08C.9,Rev 6 to EPIP-OSO-IS & R«V 0 to EPIP-OSC- 
2C.W/ay032D Itr. 

r-RANCo.F.F:, MORRIS, K.J. Omghi PubllG Power Dletrlot. 19/03/89. 46pp. 

4S2l!):r“/T,-4n;;i1b:31li. 


1904140414 Informs that oommitment date for rewrite of EPIP-EOP-e, "Onslte/Offlste 
Dose AsMismiht" changed to 690601 to ensure proper documentation of dose as- 
sessment related procedures w/verlfled software. 

MORRIS, K.J. Omaha Public Power District. 89/03/30. MARTIN, R.D. Region 4, Ofc of 
the Director. Ip. 49347:356-49347:366. 


8904120127 Forwards Insp Rept 50-285/89-09 on 890201-28 & notices of violation & 
deviation.Three unresolved items also identified in Insp rept. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/31. MORRIS.K.J. Omaha Public 
Power District. 2pp. 49290:273-49290:313. 


-8904120136 Notice of violation from insp on 89020 1-28. Violation noted: equipment 
modified w/o instructions, In that two hangers on fire water sys removed w/o written 
procedures, potentially affecting operability of emergency diesel generator 2. 

* Region 4, Ofc of the Director. 89/03/31. Ip. 49290:275-49290:275. 

-8904120162 Notice of deviation from insp on 890201 -28. Deviations noted: failure to 
install water curtain in doorway opening between fan room & Room 81 & failure to 
test eight fusible-link valves that supply water to curtains. 

* Region 4, Ofc of the Director. 89/03/31. Ip. 49290:276-49290:276. 


-8904120173 Insp Rept 50-285/89-09 on 890201 -28. Violations & deviations 
noted.Major areas inspected:LER followup, operational safety verification, plant 
tours, monthly maint & surveillance observations & security observations. 
WESTERMAN.T.F. Region 4, Ofc of the Director. 89/03/24. 37pp. 49290:277- 
49290:313. 


8904140404 Forwards FEMA exercise evaluation rept of plant 880622 emergency pre- 
paredness exercise.Six deficiencies & 12 areas requiring corrective action during exer- 
cise noted. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/04/05. MORRIS.K.J. Omaha Public 
Power District. 2pp. 49335:1 44-49335:1 75, 

8904240195 Forwards public & proprietary versions of revised EPIPs, consisting of Rev 
7 to EOF-7,Rev 14 to OSC-1 -5/6,Rev 8 to OSC-15 & Rev 1 to OSC-20. 

MORRIS, K.J. Omaha Public Power District. 89/04/10. Document Control Branch 
(Document Control Desk). Ip. 49469:116-49469:210. 

-8904240205 Public version of revised EPIPs, consisting of Rev 7 to EOF-7,Rev 14 to 
OSC-1 -5/6.Rev 8 to OSC-15 & Rev 1 to OSC-20. 

* Omaha Public Power District. 89/04/10. 93pp. 49469:117-49469:210. 


-8904050359 “Reappraisal of Nuclear Activities Re Fort Calhoun Station.” 
BARUNAS.G.A. Stone & Webster Engineering Corp. 89/03/31. 21pp. 49214:274- 
49214:294. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904130497 Forwards 1988 refueling outage Type B & C local leak rate tests summary. 
MORRIS.K.J. Omaha Public Power District. 89/04/03. Document Control Branch 
(Document Control Desk). 1 1 pp. 49299:043-49299:053. 

8904140320 Provides completion schedule for surveillance testing of alternate shutdown 
panel, per JA Calvo 890130 request. Determination of scope of surveillance test re- 
quirements will be completed by 890501 & tests approved by 891229. 

MORRIS.K.J. Omaha Public Power District. 89/04/07, Document Control Branch 
(Document Control Desk). Ip. 49335:136-49335:135. 

S904210067 Responds to Generic Ur 68-17. “Loss of DHR." Engineering will be com- 
pleted & metis preoured on schedule for instslletion of mods during TliO refueling 
outage. 

MOmlS.K.J. Omaha Public Power District. 19/04/11. Document Control Branch 
(Dooumeht Control Desk). 6pp. 493921364-493921336. 


Q. Inapeotlon reporta, IE Bulletins A oorrespondenoe 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end, 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

6903290403 Discusses Safety Team Insp Rept 50-285/88-201 on 881031-1110 & for- 
wards notice of violation. 

CALLAN,L,J. Region 4, Ofc of the Director, 89/03/17. MORRIS,K.J. Omaha Public 
Power District. 3pp. 49119:261-49119:268, 

—8903290410 Notice of violation from insp on 881031-1110.Violation noted:licensee 
failed to establish adequate procedure for shift turnover in that Standing Order 0-29 
did not specify that Forms FC-95 & FC-95A had to be completed . 

* Region 4, Ofc of the Director. 89/03/17. 5pp, 49119:264-49119:268. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903280236 Forwards Info re upgrades to inservice testing & insp program.induding 
operability analysis verification & list of completed & ongoing activities. 

MORRIS.K.J. Omaha Public Power District. 89/03/24. Document Control Branch 
(Document Control Desk). 7pp. 49062:304-49062:325. 

8904110412 Forwards Insp Rept 50-285/89-10 on 890227-0303,Violations noted.per 
890316 telcon.Enforcement conference scheduled for 890412. 

CALLAN.LJ. Region 4. Ofc of the Director. 89/03/24. MORRIS.K.J. Omaha Public 
Power District. 3pp. 49268:306-49268:310. 

-8904110420 Partially withheld Insp Rept 60-285/89-10 on 890227-0303 (ref 
10CFR73,21). Violations noted.Major areas Inspected: physical security 

program.induding mgt support & security program audits & security training & qualifi- 
cations, 

CALDWELL.R.A., EARNEST.A.B., EVERETT.R.J. Region 4, Ofc of the Director. 89/ 
03/21. 2pp. 49268:309-49268:310. 
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8904040201 Forwards Insp Rept 50-285/89-11 on 890227-0303. No violations or devi- 
ations noted. 

CALUN.LJ. Region 4. Ofc of the Director. 89/03/28. MORRIS, K.J. Omaha Public 
Power District 2pp. 49192:022-49192:034. 

“8904040202 Insp Rept 50-285/89-11 on 890227-0303.No violations noted. Major 
areas inspected:liquid & gaseous radwaste mgt programs. 

NICHOLAS, J.B.. RICKETSON.LT., BAER.R.E. Region 4, Ofc of the Director. 89/03/ 
23. 11pp. 49192:024-49192:034. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co, of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904040149 Responds to NRC 890217 Itr re violations noted in Insp Rept 50-285/89- 
oa.Corrective actions:appropriate tracking documents will be written for all film requir- 
ing reradiography & training will be conducted by 890430. 

MORRlS,K.J. Omaha Public Power District. 89/03/31. Document Control Branch 
(Document Control Desk), 7pp. 49187:293-49187:299. 

8904040151 Responds to NRC 890131 Itr re violations noted in Insp Rept 50-285/88- 
46.Corrective actlons:Standing Order G-22 will be revised to address designated 
areas,access control, qualifications & certifications of personnel. 

MORRIS,K.J. Omaha Public Power District. 89/03/31. Document Control Branch 
(Document Control Desk). 6pp. 49187:331-49187:336. 

8904040152 Responds to NRC 890301 Itr re violations noted in Insp Rept 50-285/89- 
03.Correctlve actions:Rev 28 to Procedure SO-0-25, "Temporary Mod Control" issued 
on 890221. 

MORRIS, K.J. Omaha Public Power District. 89/03/31. Document Control Branch 
(Document Control Desk). 3pp. 49192:040-49192:042. 

8904120127 Forwards Insp Rept 50-285/89-09 on 890201-28 & notices of violation & 
deviation. Three unresolved items also identified in insp rept. 

CALLAN,L.J. Region 4, Ofc of the Director. 89/03/31. MORRIS, K.J. Omaha Public 
Power District. 2pp. 49290:273-49290:313. 

“8904120136 Notice of violation from insp on 890201 -28. Violation noted: equipment 
modified w/o instructions, in that two hangers on fire water sys removed w/o written 
procedures, potentially affecting operability of emergency diesel generator 2. 

* Region 4, Ofc of the Director. 89/03/31. ip. 49290:275-49290:275. 

“8904120162 Notice of deviation from insp on 890201 -28.Deviations noted: failure to 
install water curtain In doorway opening between fan room & Room 81 & failure to 
test eight fusible-link valves that supply water to curtains. 

• Region 4, Ofc of the Director. 89/03/31. 1p. 49290:276-49290:276. 

“8904120173 Insp Rept 50-285/89-09 on 89020 1-28. Violations & deviations 
noted.Ma|or areas inspected:LER followup, operational safety verification, plant 
tours, monthly maint & surveillance observations & security observations. 

WESTER M AN, T.F. Region 4, Ofc of the Director. 89/03/24. 37pp, 49290:277- 
49290:313. 

8904120239 Forwards Insp Rept 50-285/89-14 on 890306-1 0.No violations or devi- 
ations noted. 

CALLAN,L.J. Region 4, Ofc of the Director. 89/03/31. MORRIS, K.J. Omaha Public 
Power District. 2pp. 49276:196-49276:206. 

“8904120242 Insp Rept 50-285/89-14 on 890306-10.No violations or deviations 
noted. Major areas inspected:licensee Tech Spec required calibr program & preventa- 
tive maint program re unaddressed component plant instrumentation calibr. 
JOHNSON.A.R., STETKA,T-F, Region 4, Ofc of the Director, 89/03/30. 7pp. 
49276:198-49276:206. 

8904130502 Requests alternate schedule for submittal of written response to NRC Bul- 
letin 88-010, “Nonconforming Molded-Case Circuit Breakers," to 890501. 

MORRIS, K.J. Omaha Public Power District. 89/04/03. Document Control Branch 
(Document Control Desk). 2pp. 49319:280-49319:281, 

8904130504 Responds to NRC 890303 Itr re violations noted in Insp Rept 50-285/89- 
OS.Corrective actlon:utj| will continue to promote attention to detail & emphasize Im- 
portance of design control process & procedures. 

MORRIS, K.J. Omaha Public Power District. 89/04/03. Document Control Branch 
(Document Control Desk). 4pp. 49317:207-49317:210. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411), 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Vaive Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324. 


8904140343 Responds to NRC 890227 Itr re violations noted in Insp Rept 50-285/89- 
02.Corrective actions:changes to SP-PRCPT-1 initiated which will require independent 
review of preliminary results be performed & documented. 

MORRIS,K.J. Omaha Public Power District. 89/04/07. Document Control Branch 
(Document Control Desk). 6pp. 49335:210-49335:215. 

8904190409 Ack receipt of 890331 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-285/89-08. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/04/07. MORRIS, K.J. Omaha Public 
Power District. 2pp. 49391:332-49391:340. 

8904190435 Notification of 890412 enforcement conference w/util in Region IV ofc to 
discuss issues discovered during NRC Insp 50-285/89-1 0.Proposed agenda end. 
CALLAN.L.J. Region 4, Ofc of the Director. 89/04/07. Region 4, Ofc of the Director. 
3pp. 49385:190-49385:192. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERs & related correspondence 


8904200208 LER 89-008-00:on 8901 12,surveillance test coordinator discovered that 
testing interval for ST-FP-2, “Fire Protection Sys Diesel Fire Pump Battery," not 
met,perTech Spec 3.15(7)a.Changes will be implemented.W/890406 Itr. 

MOL2ER,D., MORRIS,K.J. Omaha Public Power District. 89/04/06. 4pp. 49402:047- 
49402:050. 


U. Congressional/Executive Correspondence 


8903300172 Forwards detailed info re status of implementation of TMI action plan items 
at listed piants.Small number of action items still need resolution. 

ZECH.LW. Commissioners. 89/03/17. MARKEY.E.J. House of Rep. 20pp, 49309:174- 
49309:195. 


V. Operator Examinations 


8903310017 Requests util info re NRC action taken to prevent reoccurrence of inaccu- 
rate info on Form NRC-396 re operator license applications.One of medical certifica- 
tions observed to have been improperly completed. 

MART1N,R.D. Region 4, Ofc of the Director. 89/03/22. GATES, W.G. Omaha Public 
Power District. 2pp. 49146:313-49146:314. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 

8903300388 Forwards Insp Rept 50-286/89-02 on 890118-0227.Deficiencies noted in 
performance of surveillance tests, including poor contamination controls, use of uniden- 
tified bearing lubricants & improper recording of performance data. 

WENZINGER.E.C. Region 1. Ofc of the Director. 89/03/16. JOSIGER.W. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 49129:048- 
'49129:063. 

“8903300390 Insp Rept 50-286/89-02 on 890118-0227.Deficiencies noted. Major areas 
' inspected:operations,PRA based waikdowns, maint/ surveillance, security, engineering/ 
technical support, safety assessment/assurance of quality & followup of open items. 
JOHNSON, J.R. Region 1, Ofc of the Director. 89/03/14. 14pp. 49129:050-49129:063. 

8904060082 Forwards Rev 26 to “Emergency Plan Vol ll:Emergency Response Activa- 
tion" & revised EPlPs, including Rev 16 to lP-1021, "Radiological Medical Emergen- 
cy." 

* New York Power Authority (formerly Power Authority of the State of New York). 89/ 
03/17. Document Control Branch (Document Control Desk), ip. 49217:251- 
49217:350. 


“8904060087 Rev 26 to Vol II to emergency plan, “Emergency Response Activation." 
MCCOUGH.M.M.. BELL,D.D. New York Power Authority (formerly Power Authority of 
the State of New York). 89/03/17. 20pp. 49217:252-4921 7:271 . 
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-8904060089 Revised EPIPs, including Rev 16 to IP-1021, “Radiological Medical Emer- 
gency" & Rev 4 to IP-1028, “Core Damage Assessment.” 

* New York Power Authoritv (for.merly Power Authority of the State of New York). 89/ 
03/17. 79pp. ■'■■921 / 2.-2-':9?l 7:360. 

8903310149 Requests withdrawal of 830603 proposed changes to Tech Specs re fire 
protection mods. Util will resubmit revised proposed change to Tech Specs subsequent 
to comolet’cn of current re^ie'inc outage. 

ERONS.J.C No'a Yo'!C Power Authoritv (formerly Power Authority of the State of New 
York) S3.'03.'2‘. Dccjmc-rv. Comre! Branch (Document Control Desk). 2pp. 
49148:132-49148:133. 

8904200045 Grants request for withdrawal of application for amend to License DPR-64 
re alternate shutdown equipment. 

NEIGHBORS, J.D. Project Directorate 1-1. 89/04/06. BRONS,J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 3pp. 49395:261- 
49395:265. 

-8904200050 Notice of withdrawal of application for amend to License DPR-64.Amend 
revises Tech Specs to include provisions for alternate shutdown equipment. 
NEIGHBORS, J.D. Project Directorate 1-1. 89/04/06, 2pp. 49395:264-49395:265. 


H. General correspondence 

8904200320 Forwards Amend 85 to License DPR-64 & safety evaluation. Amend re- 
vises Tech Specs to reflect util mgt reorganization. 

NEIGHBORS, J.D. Project Directorate 1-1. 89/04/11. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 3pp. 49402:264- 
49402:274. 

-8904200328 Amend 85 to License DPR-64, revising Tech Specs to reflect util mgt reor- 
ganization. 

CAPRA,R.A. Project Directorate 1-1. 89/04/11. 6pp. 49402:267-49402:272. 

-8904200331 Safety evaluation supporting Amend 85 to License DPR-64. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/11. 2pp. 
49402:273-49402:274. 


P. Operating license stage documents & correspondence 

8903310149 Requests withdrawal of 830603 proposed changes to Tech Specs re fire 
protection mods.Util will resubmit revised proposed change to Tech Specs subsequent 
to completion of current refueling outage. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/03/24. Document Control Branch (Document Control Desk). 2pp. 
49148:132-49148:133. 

8904100105 Forwards state pollutant discharge & elimination sys monitoring repts for 
1988,880427 Itr noting deficiencies discovered during annual compliance insp on 
880422 & util 881117 request for mod to 870820 order on consent. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/03/28. Document Control Branch (Document Control Desk). 36pp. 
49236:043-49236:077. 

8904190205 Notice Of Significant Licensee Meeting 89-055 on 890405 in King of 
Prussia.PA to discuss environ qualification of submerged electrical cable. 

JOHNSON, J.R. Region 1, Ofc of the Director. 89/03/29. Region 1, Ofc of the Direc- 
tor. 2pp. 49385:236-49385:237. 

8904120031 Grants 890306 request to withdraw 870306 & parts of 871013 proposed 
Tech Spec requests re containment ambient temp & containment isolation 
valves.Notice of withdrawal of application for amend to OL end. 

NEIGHBORS.J.D. Project Directorate 1-1. 89/03/31. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 3pp. 49296:170- 
49296:179. 

-8904120035 Notice of withdrawal of 870306 & 1013 applications for amend to License 
DPR-64. Amends would revised Tech Specs to include provision re containment ambi- 
ent temp of 1 30 F.Reanalysis being performed of containment integrity. 
NEIGHBORS.J.D. Project Directorate 1-1. 89/03/31. 2pp. 49296:173-49296:179. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing prograrns.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904170257 Fonwards safety evaluation re 880812 request for relief from volumetric 
exam of replacement steam generator nozzle inner radius sections as required by 
Sedion XI of ASME Code. Relief not required. 

CAPRA,R.A. Project Directorate 1-1. 89/04/04. BRONS.J.C. New York Power Authority 
(formerly Power Authority of the State of New York). 3pp. 49349:255-49349:266. 

-8904170266 Safety evaluation re 880812 request for relief from exam requirements for 
steam generator steam outlet nozzles. Relief not necessary, 

* NRC - No Detailed Affiliation Given. 89/04/04. 3pp. 49350:164-49350:175, 

8904200045 Grants request' for withdrawal of application for amend to License DPR-64 
re alternate shutdown equipment. 

NEIGHBORS.J.D. Project Directorate 1-1. 89/04/06. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 3pp. 49395:261- 
49395:265. 

-8904200050 Notice of withdrawal of application for amend to License DPR-64.Amend 
revises Tech Specs to include provisions for alternate shutdown equipment, 
NEIGHBORS.J.D. Project Directorate 1-1. 89/04/06. 2pp. 49395:264-49395:265. 

8904190141 Notifies NRC of requests for & approval of mods to plant SPDES State of 
NY permitRequests cover permission to allow discharge of boron from Outfall 001 L & 
use of morpholine as corrosion control chemical on secondary side of plant. 
BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/04/10. Document Control Branch (Document Control Desk). 6pp. 
49387:235-49387:240. 


8904200320 Forwards Amend 85 to License DPR-64 & safety evaluation. Amend re- 
vises Tech Specs to reflect util mgt reorganization. 

NEIGHBORS.J.D. Project Directorate i-1. 89/04/11. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 3pp. 49402:264- 
49402:274. 

-8904200328 Amend 85 to License DPR-64, revising Tech Specs to reflect util mgt reor- 
ganization. 

CAPRA,R.A. Project Directorate 1-1. 89/04/11. 6pp. 49402:267-49402:272. 

-8904200331 Safety evaluation supporting Amend 85 to License DPR-64, 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/11. 2pp. 
49402:273-49402:274. 

8904210060 Forwards application for amend to License DPR-64, revising Tech Specs 
Tables 3.5-5 & 4.1-1 to reflect sensor locations, operability & surveillance require- 
ments for new temp detection sys located in primary auxiliary bldg. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/04/12. Document Control Branch (Document Control Desk). 2pp. 
49392:341-49392:353. 


“8904210062 Application for amend to License DPR-64,revising Tech Spec Tables 3.5- 
5 & 4.1-1 re temp detection sys in primary auxiliary bldg. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). ‘89/04/ 12. Ip. 49392:343-49392:343. 

-8904210063 Proposed Tech Specs, revising Tables 3.5-5 & 4.1-1 re temp detection sys 
in primary auxiliary bldg. 

* New York Power Authority (formerly Power Authority of the State of New York). 89/ 
04/12. 10pp. 49392:344-49392:353. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Sve list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8904040429 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers." Util to replace one installed non-traceable molded-case circuit breaker 
prior to startup from current Cycle 6/7 refueling outage, 

JOSIGER,W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 89/03/15. ROSSI,C.E. Division of Operational Events Assessment (Post 
870411). 7pp. 49191:229-49191:235. 

8903300388 Forwards Insp Rept 50-286/89-02 on 890118-0227.Deficiencies noted in 
performance of surveillance tests,including poor contamination controls,use of uniden- 
tified bearing lubricants & improper recording of performance data. 

WENZINGER.E.C. Region 1, Ofc of the Director. 89/03/16. JOSIGER,W. New York 
Power Authority (formerly Power Authority of the State of New York), 2pp. 49129:048- 
49129:063. 

-8903300390 Insp Rept 50-286/89-02 on 8901 18-0227.Deficiencies noted. Major areas 
inspected:operations,PRA based waikdowns.maint/ surveillance.security, engineering/ 
technical support.safety assessment/assurance of quality & followup of open items. 
JOHNSON.J.R. Region 1, Ofc of the Director. 89/03/14. 14pp. 49129:050-49129:063. 

8903310254 Informs that end to JC Brons 890119 Itr entitled. "Probability Missile Gen- 
eration From Disc Rupture Due to Stress Corrosion," contains Itr from Westinghouse 
which grants util permission to release curve to NRC. 

BRONS.J.C, New York Power Authority (formerly Power Authority of the State of New 
York). 89/03/17. Document Control Branch (Document Control Desk). 4pp. 
49195:313-49195:316. 


8903290054 Ack receipt of 890203 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-286/88-21. 

DURR.J.P. Region 1. Ofc of the Director. 89/03/20. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York), 2pp. 49081:053- 
49081:059. 

8904040235 Responds to NRC Bulletin 88-011, “Pressurizer Surge Line Thermal Stratifi- 
cation." Visual exam did not identify gross discernible distress or structural damage.AII 
plant-specific analyses included loadings due to stratification. 

JOSIGER.W. A. New York Power Authority (formerly Power Authority of the State of 
New York). 89/03/21. ROSSI.C.E. Division of Operational Events Assessment (Post 
870411). 5pp. 49190:246-49190:250. 

8903310059 Forwards Team Insp Rept 50-286/88-200 on 881017-28 re corrective ac- 
tions in response to Insp Rept 50-286/87-15. Concerns raised re maint work per- 
formed w/inaccurate.unclear or conflicting instructions & failure to follow procedures. 
LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/03/22. BRONS.J.C, 
New York Power Authority (formerly Power Authority of the State of New York). 11pp. 
49145:161-49145:220. 

-8903310060 Insp Rept 50-286/88-200 on 881017-28.Major areas inspected: corrective 
actions in response to Insp Rept 50-286/87-15. Util should improve site administrative 
procedures to be consistent w/commitments to ANSI N18.7, 

STEIN.S.R., KONKLIN,J.E., HAUGHNEY.C.J. Division of Reactor Inspection & Safe- 
guards (Post 870411). 89/02/23. 49pp. 49145:172-49145:220. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157, 

8904100105 Forwards state pollutant discharge & elimination sys monitoring repts for 
1988,880427 Itr noting deficiencies discovered during annual compliance insp on 
880422 & util 881117 request for mod to 870820 order on consent. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/03/28. Document Control Branch (Document Control Desk). 36pp. 
49236:043-49236:077. 
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8903240063 NRC Info Notice 89-034. “Disposal of Americium Weil Logging Sources.” DOCKET 50-287 OCONEE NUCLEAR STATION, UNIT 3 

Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 

89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. F. Security, medical, emergency & fire protection plans 


8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Mat!." Svc 
list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 


8904030312 Forwards Insp Repts 50-269/89-05,50-270/89-05 & 50-287/89-05 on 
8901 17-0217 & notice of violation. 

HERDT,A.R. Region 2. Ofc of the Director. 89/03/14. TUCKER,H.B. Duke Power Co. 
2pp. 49164:066-49164:098. 

-8904030321 Insp Repts 50-269/89-05,50-270/89-05 & 50-287/89-05 on 890117- 
021 7. Violations noted. Major areas inspected: operations,surveillance 

testing, maint, safeguards & radiation protection. 

SKINNER.F.H. Region 2. Ofc of the Director. 89/03/07. 27pp. 49164:072-49164:098. 


8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds tor Radionuclides.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 


8904060336 Forwards Rev 28 to security plan.Rev withheld. 

TUCKER, H.B. Duke Power Co. 89/03/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 49234:001-49234:002. 

8904040140 Suppis response to violations noted in Insp Repts 50-269/89-02,50-270/ 
89-02 & 50-287/89-02.Corrective actions: health physics procedures will be changed 
to allow hot spot to be identified by individual labels on hot spots. 

TUCKER, H.B. Duke Power Co. 89/03/22. Document Control Branch (Document Con- 
trol Desk). 3pp. 49191:200-49191:202. 


8904140162 Requests response re plans for resolution of cable qualification violation 
within 30 days as result of 890217 telcon concerning Insp Repts 50-286/86-10,50- 
286/86-24, 50-286/87-20 & 50-286/87-22. 

RUSSELL.W.T. Region 1, Ofc of the Director. 89/04/04. JOSIGER.W. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 49291:31 1- 
49291:313. 


8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assatsment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 


8904170100 Forwards public version of Rev 89-01, Vol A to “Emergency Plan Manual" 
& Rev 89-02,Vol B & Rev 89-03.Vol C to “Emergency Plan lr::p:erncntir.g Procedures 
Manual." 

TUCKER, H.B. Duke Power Co. 89/03/22. Document Control Branch (Document Con- 
trol Desk). 3pp. 49351:003-49351:205. 

-8904170112 Public version of Rev 89-1 to Vol A of "Oconee Nuclear Station Emer- 
gency Plan." 

TUCKMAN,M.S. Duke Power Co. 89/02/28. 86pp. 49351:006-49351:090. 

-8904170141 Public version of Rev 89-02,Vol B to “Oconee Nuclear Station Implement- 
ing Procedures Emergency Plan." 

TUCKMAN.M.S. Duke Power Co. 89/02/28. 100pp. 49351:091-49351:187. 

-8904170142 Public version of Rev 89-03, Vol C to “Oconee Nuclear Station Implement- 
ing Procedures Emergency Plan.” 

TUCKMAN,M.S. Duke Power Co. 89/02/28. 18pp. 49351:188-49351:205. 


8904180018 Responds to NRC 890307 Itr re violations noted in Insp Rept 50-286/89- 
OS.Corrective actions:TMA/NORCAL evaluated on 890208-09 as acceptable for per- 
forming radio-analytical work to determine scaling factors for process control program. 
JOSiGER,W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 89/04/05. BELLAMY, R.R. Region 1, Ofc of the Director. 4pp. 49380:352- 
49380:355. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

R0SSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 


8904240235 Forwards interim SALP Board Repts 50-269/89-01,50-270/89-01 & 50- 
287/89-01 for Aug 1987 - Jan 1989.Stiengths identified in areas of plant 
operations.radiological controls & emergency preparedness. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/04/11. TUCKER,H.B. Duke Power 
Co. 2pp. 49470:104-49470:138. 

-8904240237 Interim SALP Repts 50-269/89-01,50-270/89-01 & 50-287/89-01 for Aug 
1987 - Jan 1989. Major areas inspected:plant operations.radiological 

cortrols.emergercy preparedness, security & engineerinq/technical suppori. 

• Region P. 0;c of the Director. 89/04/11. 31pp.'-':9470: :06-'!9-'i70:::-:B. 


8904100376 NRC info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14, 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Supp1 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry," Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904100105 Forwards state fwllutant discharge & elimination sys monitoring repts for 
1988,880427 Itr noting deficiencies discovered during annual compliance insp on 
880422 & util 881 1 1 7 request for mod to 870820 order on consent. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/03/28. Document Control Branch (Document Control Desk). 36pp. 
49236:043-49236:077. 


S. Reportable occurrences, LERs & related correspondence 

8904170065 LER 89-005-00:on 890313, both refueling Water storage tank level instru- 
ments did not satisfy as-found operability criteria,while performing Surveillance Test 
3PC-R10.Periodic calibr schedule less than adequate.W/890407 Itr. 

DIAMOND, E., JOSIGER,W.A. New York Power Authority (formerly Power Authority of 
the State of New York). 89/04/07. 5pp. 49354:207-49354:211. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


H. General correspondence 

8903310169 Advises that recipient name will be removed from mailing list, unless NRC 
receives request within 30 days of receipt of Itr notifying NRC of wish to remain on list 
& to continue receiving info re plant. 

HOOD,D.S. Project Directorate II-3. 89/03/22. BORSUM.R.B. Babcock & Wilcox Co. 
2pp. 49148:116-49148:117. 


P. Operating license stage documents & correspondence 

8903290366 Forwards request for addi info re proposed plant mod to meet ATWS rule 
10CFR50.62. Response requested within 45 days of receipt of Itr. Proposed dates for 
implementing mods deemed untimely & should be accelerated. 

HOOD.D.S. Project Directorate 11-3. 89/03/22. TUCKER, H.B. Duke Power Co. 14pp. 
49120:320-49120:333. 

8903290434 Forwards request for add! info re Topical Rept DPC-NE-2003, “Core Ther- 
mal-Hydraulic Methodology Using VIPRE-01." Info requested within 60 days of Itr 
date. 

HOOD.D.S. Project Directorate iI-3. 89/03/22. TUCKER.H.B. Duke Power Co. 5pp. 
49080:162-49080:166. 

8904200036 Notifies of canceled 890425 meeting w/util in Cornelius, NC to discuss vari- 
ous licensing activities & safety initiatives at facilities. 

HOOD.D.S. Project Directorate 11-3. 89/03/23. MATTHEWS, D.B. Project Directorate II- 
3. 6pp. 49395:255-49395:260. 

8904180268 Advises that 890315 revised Amend 12 to QA porogram continues to satis- 
10CFR50,App B requirements & acceptable. 

IBSON,A.F. Region 2, Ofc of the Director. 89/03/30. TUCKER.H.B. Duke Power Co. 
2pp. 49381:210-49381:211. 

8904120489 Forwards request for Relief 89-02 from requirements of Section XI of 
ASME Boiler & Pressure Code, due to impracticality of pressure testing specific welds 
following repair.W/one oversize drawing. 

TUCKER.H.B. Duke Power Co. 89/03/31. Document Control Branch (Document Con- 
trol Desk). 5pp. 49290:182-49290:186. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904130127 Forwards addI data from recent Catawba integrated leak rate tests which 
further supports util 890203 request for exemption from 10CFR50,App J requirements 
for plants that containment leakage can be determined in less than 24 h. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 10pp. 49347:192-49347:201. 
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8904140082 Forwards lists of topical repts either currently under review, scheduled for 
future submittal or previously approved. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 7pp. 49347:221-49347:227. 

8904130362 Advises that 880523 & 0801 responses to Generic Ltr 88-05, “Boric Acid 
Corrosion of Carbon Steel Reactor Boundary Components in PWR Plants,” fulfills re- 
quirement. 

HOOD.D.S. Project Directorate 11-3. 89/04/05. TUCKER.H.B. Duke Power Co. 4pp. 
49299:056-49299:059. 

8904240294 Requests prompt review & reporting of status of implementation of TMI 
action plan at facilities. Info will be utilized to validate existing data base so that NRC 
can accurately respond to congressional inquiries. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. TUCKER.H.B. Duke Power Co. 56pp. 49469:217-49469:266. 


Q. Inspection reports, !E Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of L 'censed Activities " Svc list end. 

CUNNlNGH.A.'/i.P.c. Division of Industrial & Medical Nuclear Safety (Post 870729). 
ao.’CG 'Ci'. Consdidaled Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903290266 Forwards results of insps during Unit 1 EOC-1 1 refueling outage as partial 
response to Item 2 of NRC Bulletin 88-008 re thermal stresses in piping connected to 
RCS & to clarify activities concerning Item 3. 

TUCKER.H.B. Duke Power Co. :i3/C3.'iO Document Control Branch (Document Con- 
trol Desk). 6pp. 49120:197-49120:202. 

8904030312 Forwards Insp Repts 50-269/89-05,50-270/89-05 & 50-287/89-05 on 
890117-0217 & notice of violation. 

HERDT.A.R Region Ofc of the Director. 89/03/14. TUCKER.H.B. Duke Power Co. 
2pp. 4916^: :)55---9; 64.008 

-8904030316 Notice of violation from insp on 89011 7-021 T.Violations noted:portions of 
procedures inadequate re PTS operating range & failure to utilize PORVs to reduce 
pressure to thermal shock operating range. 

HERDT.A.R. Region 2, Ofc of the Director. 89/03/14. 2pp. 49164:068-49164:071. 

-8904030321 Insp Repts 50-269/89-05.50-270/89-05 & 50-287/89-05 on 890117- 
0217.Violations noted.Major areas inspected: operations.surveillance 

testing, maint.safeguards & radiation protection. 

SKINNER.P.H., WERT.LD., SHYMLOCK.M. Region 2. Ofc of the Director. 89/03/07. 
27pp. 49164:072-49164:098. 

8904030469 Forwards Insp Repts 50-269/89-07,50-270/89-07 & 50-287/89-07 on 
890213-17 & notice of deviation. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/03/16. TUCKER.H.B. Duke Power Co. 
2pp. 49183:167-49183:183. 

-8904030471 Notice of violation from insp on 89021 3-1 7. Deviation noted: dedicated 
control board displays for instruments not specifically identified & Trend info for four 
variables not available on dedicated recorders nor stored in computer, 

JULIAN.C.A. Region 2, Ofc of the Director. 89/03/16. 2pp. 49183:169-49183:170. 

-8904030472 Insp Repts 50-269/89-07.50-270/89-07 & 50-287/89-07 on 890213- 
17. Deviation noted.Major areas inspected:conformance to Reg Guide 1.97 re instru- 
mentation for light-water-cooled plants to assess conditions during & following acci- 
dent, 

FILLION.P.J., CONLON.T. Region 2. Ofc of the Director. 89/03/10. 13pp. 49183:171- 
49183:183. 

8903310339 Discusses schedule for response to NRC Bulletin 88-004 re safety-related 
pump loss.Requests that 890630 response include detailed identification of all long- 
term actions necessary to complete bulletin. 

MATTHEWS.D.B. Project Directorate 11-3. 89/03/22. TUCKER.H.B. Duke Power Co. 
5pp. 49159:158-49159:163. 

8904040140 Suppis response to violations noted in Insp Repts 50-269/89-02,50-270/ 
89-02 & 50-287/89-02.Corrective actions: health physics procedures will be changed 
to allow hot spot to be identified by individual labels on hot spots. 

TUCKER.H.B. Duke Power Co. 89/03/22. Document Control Branch (Document Con- 
trol Desk). 3pp. 49191:200-49191:202. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904200141 Summarizes statu^of util actions in response to NRC Bulletin 85-003, 
“Motor-Operated Valve Common Mode Failures During Plant Transients due to Im- 
proper Switch Settings." 

TUCKER.H.B. Duke Power Co. 89/03/23. EBNETER.S.D. Region 2, Ofc of the Direc- 
tor. 4pp. 49400:348-49400:351. 

8904200153 Forwards results of analysis performed on two liquid samples spiked w/ 
radionuclides received by plant on 890123 & results for IFl 88-31-01 identified in Insp 
Repts 50-269/88-31, 50-270/88-31 & 50-287/88-31. 

TUCKER.H.B. Duke Power Co. 89/03/24. KAHLE.J.B, Region 2, Ofc of the Director. 
Ip. 49400:338-49400:338. 

8903300261 Requests addi info re second 10-yr internal inservice insp program plan & 
relief requests within 45 days of ltr receipt. 

HOOD.D.S. Project Directorate 11-3. 89/03/27. TUCKER.H.B, Duke Power Co. 12pp. 
49122:338-49122:349. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:001-49205:109. 


8904180005 Ack receipt of 890303 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-269/88-35, 50-270/88-35 & 50-287/88-35. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/03/30. TUCKER.H.B. Duke Power 
Co. Ip. 49372:235-49372:235. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904120478 Responds to NRC 890228 ltr re violations noted in Insp Repts 50-269/88- 
34,50-270/88-34 & 50-287/88-34.Corrective action: proposed mod that has been im- 
plemented & tested on Unit 1 will be implemented & tested for Units 2 & 3. 

TUCKER, H.B. Duke Power Co. 89/03/31. Document Control Branch (Document Con- 
trol Desk). 3pp. 49290:221-49290:223. 

8904140185 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers." Steps taken to ensure that circuit breakers installed after 
880801, will be procured from CBM under lOCFRSO.App B program. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 14pp. 49319:184-49319:197. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safefy (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49.^ 13:00 1-49218: ■ 12 

8904200221 Forwards Insp Repts 50-269/89-08,50-270/89-08 & 50-287/89-08 on 
890218-0317 & notice of violation. 

HERDT.A.R. Region 2, Ofc of the Director, 89/04/04. TUCKER.H.B, Duke Power Co. 
2pp. 49400:220-49400:237. 

-8904200227 Onsite Resident Insp Repts 50-269/89-08,50-270/89-08 & 50-287/89- 
OS.Violations noted.Major areas inspected: operations.surveillance testing, maint 
activities.B&W Owners Group plant reassessment program & open items. 
SKINNER.P.H.. WERT.L.D., SHYMLOCK.M.B. Region 3, Ofc of the Director. 89/04/ 
03. 14pp. 49400:224-49400:237. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904170371 Responds to 890224 & 0322 Itrs re NRC Bulletin 88-011, “Pressurizer 
Surge Line Thermal Stratification." NRC agrees w/ suggestion for 890407 meeting to 
discuss util schedular proposal. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
SPOND.D.F, Babcock & Wilcox Operating Plants Owners Group. 1p. 49369:360- 
49369:360. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904170185 Forwards addI info in response to Bulletin 79-27, “Loss of Non-Class 1E 
Instrumentation & Control Power Sys Bus During Operation." W/25 oversize drawings. 
TUCKER.H.B. Duke Power Co. 89/04/11. Document Control Branch (Document Con- 
trol Desk). 2pp. 49367:272-49369:196. 

-8904170189 Change 2 to Procedure EP/1/A/1800/01, “Emergency Operating Proce- 
dure." 

BLACK.J. Duke Power Co. 89/01/31. 203pp. 49367:274-49368:111. 

-8904170191 Change 83 to Procedure OP/1/A/1 102/10, “Controlling Procedure For 
Unit Shutdown.” 

BARKER.E. Duke Power Co. 89/02/10. 57pp. 49368:112-49368:168. 

-8904170196 Change 1 to Procedure AP/1 /A/1 700/23, "Loss of 1KI Bus," 
PATRICK,M.E. Duke Power Co. 89/03/10. 320pp. 49368:188-49369:196. 

8904240235 Forwards interim SALP Board Repts 50-269/89-01,50-270/89-01 & 50- 
287/89-01 for Aug 1987 ■ Jan 1 989.Strengths identified in areas of plant 
operations, radiological controls & emergency preparedness. 

EBNETER.S.D, Region 2. Ofc of the Director. 89/04/11. TUCKER.H.B. Duke Power 
Co. 2pp. 49470:104-49470:138. 

-8904240237 Interim SALP Repts 50-269/89-01.50-270/89-01 & 50-287/89-01 for Aug 
1987 - Jan 1989. Major areas inspected:plant operations.radiological 

controls.emergency preparedness, security & engineering/technical support. 

* Region 2, Ofc of the Director. 89/04/11. 31pp. 49470:106-49470:138. 

8904240244 Discusses insp on 881217-890116 & forwards notice of violation & pro- 
posed imposition of civil penalty in amount of $25,000. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/04/11. TUCKER.H.B. Duke Power 
Co. 3pp. 49450:071-49450:075. 

-8904240247 Notice of violation & proposed imposition of civil penalty in amount of 
$25,000.Violations noted:on 890107,discovered that all fusible-linked dropout plates 
on reactor bldg cooling unit ductwork may not perform safety function. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/04/11. 2pp. 49450:074-49450:075. 

8904240124 Ack receipt of 890317 & 22 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-269/89-02, 50-270/89-02 & 50-287/89-02. 
COLLINS.D.M. Region 2, Ofc of the Director. 89/04/12. TUCKER.H.B. Duke Power 
Co. 1p. 49470:140-49470:140. 
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8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904040147 “Annual Personnel Exposure & Monitoring Rept for 1988 for Oconee Nu- 
clear Station." Rept consists of tabulation of number of personnel & person-rem by 
work & job function.W/ 890322 Itr. 

TUCKER, H.B. Duke Power Co. 88/12/31. 3pp. 49191:226-49191:228. 

8904040154 “Annual Personnel Monitoring Rept for 1988 for Oconee Nuclear Station." 
Rept consists of statistical rept of recorded personnel whole body exposures.W/ 
890322 Itr. 

TUCKER.H.B. Duke Power Co. 88/12/31. 2pp. 49191:257-49191:258. 

8904280027 Forwards monthly operating repts for Mar 1989 & personnel exposure & 
liquid release rept for Feb 1 989 for Oconee Nuclear Station. 

TUCKER.H.B. Duke Power Co. 89/04/14. Document Control Branch (Document Con- 
trol Desk). Ip. 49521:344-49521:360. 

~8904240155 Monthly operating repts for Mar 1989 for Oconee Units 1,2 & 3. 

WILLIAMS, R.A.. MEAD.J.J. Duke Power Co. 89/03/31. 15pp. 49521:345-49521:359. 

“8904230034 Monthly ooera^mg repts for Feb 1989 for Oconee Nuclear Station. 

* Djkr =Qvvo' Co. H9'0?/.?8. Ip. 49521:360-49521:360. 


S. Reportable occurrences, LERs & related correspondence 

8904180103 LER 89-002-00:on 890306,main turbine tripped, resulting in anticipatory re- 
actor trip & causing damage to three pipe supports due to water hammer.Caused by 
generator lockout due to loss of excitation.Unit stabilized. W/890405 Itr. 

LOWER Y.H.R.. TUCKER,H.B. Duke Power Co. 89/04/05. 8pp. 49372:006-49372:013. 


V. Operator Examinations 

8904130453 Advises that reactor operator licensing exam scheduled for week of 
890501. Requests util furnish approved ref mail listed in Encl 1 by 890401. Rules & 
.^..'dc'ires Gff,T.:t've rtu''": ndr^inist.^■jt■.c'' cf •//'■tten exam also encl. 

■‘'i.cf3L!:3,-A. Rog-on 2" C'": cf me DrodC' 89/03/22. TUCKER.H.B. Duke Power 
Co. 9pp. 49320:334-49320:342. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
encl. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp, 49105:001-49105:055. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8904030267 Forwards addi info to support 880331 proposed Tech Spec amend re 
ISFSI.Proposed amend would revise Tech Specs to accomodate use of multi-element 
spent fuel dry shielded canister placed inside onsite transfer cask in ISFSI. 
TUCKER.H.B. Duke Power Co. 89/03/21 . Document Control Branch (Document Con- 
trol Desk). 6pp. 49168:087-49168:092. 

8903280365 Requests rev of estimated costs in Paragraph B.Page 2 of Chapter 1 of 
application to store spent fuel, per 10CFR72,22 & provide decommissioning funding 
plan & financial assurance per 10CFR 72.30. 

ROBERTS. J.P. Fuel Cycle Safety Branch. 89/03/23. TUCKER.H.B. Duke Power Co. 
2pp. 49061:307-49061:308. 

8904140308 Remits fee for 89021 0 application for amend to ISFSI license to Incorpo- 
rate alternative solid neutron shield design. 

TUCKER.H.B. Duke Power Co. 89/03/28. Document Control Branch (Document Con- 
trol Desk). 3pp. 49334:257-49334:272. 
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tion plans 

Preparedness Remedial Exercise Evai- 
gency preapredness deemed adequate 
3tected in event of emergency, 
jment Agency. 89/03/17. CONGEL,F.J. 
icy Preparedness (Post 870411). Ip. 


redness Remedial Exercise Evaluation 

i9/02/15. 15pp. 49144:122-49144:136. 

471-ADM.1300.03.Rev 1 to 9471 -ADM- 
D 9471-1MP-1300.10. 

I Service Corp. 89/03/21. 180pp. 


8903310266 Fonvards safety evaluation supporting util response to TMI Action Plan 
Item I.C.1 re emergency operating procedures. 

HERNAN.R.W. Project Directorate 1-4. 89/03/28. HUK1LL,H.D. General Public Utilities 
Corp. - GPU Service Corp. 3pp. 49195:236-49195:248. 

-8903310267 Safety evaluation supporting util response to NUREG-0737 issues pertain- 
ing to plant emergency procedures guidelines. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/28. 10pp. 
49195:239-49195:248. 

8904130155 Forwards SALP Rept 50-289/87-99 for 871 101 -8901 15.SALP meeting w/ 
util scheduled for 890410. 

RUSSELL. W.T. Region 1, Ofc of the Director. 89/04/03. HUKILL,H.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 49317:306-49317:345. 

-8904130160 SALP Rept 50-289/87-99 for 871101-890116. 

* Region 1, Ofc of the Director. 89/04/03. 37pp. 49317:308-49317:345. 

8904180017 Procedure Change Requests 1-EP-89-0006.1-EP-89-0007 & 1-EP-89-0009 
to Emergency Preparedness Administrative Procedures 9471-ADM-1300.06.Rev 
1,9471 -IMP-1 300.01, Rev 2 & 9471 -IMP-1 300.02, Rev 2.respectively. 

BROWN.N.D. General Public Utilities Corp. - GPU Service Corp. 89/04/10. 107pp. 
49373:258-49374:004. 

8904240201 Rev 2 to EPIP 9471 -IMP-1 300.36, "Emergency Assembly Area.” 
BEAVER.J.R. General Public Utilities Corp. - GPU Service Corp. 89/04/10. 12pp. 
49449:173-49449:184. 

8904240130 Forwards JR Sutton 890323 Itr expressing concern re TMI warning siren & 
unexplained actuation of siren near author home.Events described in Itr reflect poorly 
on industry emergency planning efforts. 

REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/04/13. 
STELLO.V. Ofc of the Executive Director for Operations, 1p. 49450:147-49450:149. 

-8904240167 Raises concerns re unexplained actuation of warning siren at 
plant.located less than 1 mile from author residence, 

SUTTON, J.R. Affiliation Not Assigned. 89/03/23. ACRS - Advisory Committee on Re- 
actor Safeguards. 2pp. 49450:148-49450:149. 


J. insurance & indemnity information 

8903280332 Submits verification of property insurance coverage for plant, effective on 
890401. 

HUKILUH.D. General Public Utilities Corp. - GPU Service Corp. 89/03/17. Document 
Control Branch (Document Control Desk). 2pp. 49064:188-49064:189. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

8904240130 Forwards JR Sutton 890323 Itr expressing concern re TMI warning siren & 
unexplained actuation of siren near author home.Events described in Itr reflect poorly 
on industry emergency planning efforts. 

REMICK.F.J, AijRS - Advisory Committee on Reactor Safeguards. 89/04/13. 
STELLO.V. Ofc of the Executive Director for Operations. Ip. 49450:147-49450:149. 

-8904240167 Raises concerns re unexplained actuation of warning siren at 
plantjocated less than 1 mile from author residence. 

SUTTON, J.R. Affiliation Not Assigned. 89/03/23. ACRS - Advisory Committee on Re- 
actor Safeguards. 2pp. 49450:148-49450:149. 


P. Operating license stage documents & correspondence 

8904110075 Informs that NUREG-1355, “Status of Recommendations of President 
Commission on Accident at TMI - 10-Yr Review,” forwarded to PresIdent.W/o encl. 
ZECH,L.W. Commissioners. 89/03/17. QUAYLE,J.D. Senate, President of the Senate. 
7pp. 49290:106-49290:112. 

8903310266 Forwards safety evaluation supporting util response to TMI Action Plan 
Item I.C.I re emergency operating procedures. 

HERNAN.R.W. Project Directorate 1-4. 89/03/28. HUKILL.H.D. General Public Utilities 
Corp. - GPU Service Corp. 3pp. 49195:236-49195:248. 

—8903310267 Safety evaluation supporting util response to NUREG-0737 issues pertain- 
ing to plant emergency procedures guidelines. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/28. 10pp. 
49195:239-49195:248. 

8904030023 Forwards safety evaluation stating that BAW-1976 satisfies TMI Item 
ILK.3.31 re small break LOCA.NRC agrees w/ conclusion that analyses confirm B&W 
177FA lowered-loop reactor plant conformance to criteria of 10CFR50.46. 
HERNAN.R.W. Project Directorate I-4. 89/03/28. HUKILL.H.D. General Public Utilities 
Corp. - GPU Service Corp. 32pp. 49156:072-49156:104. 

8904030049 Informs of review of util 890224 response to Generic Ltr 88-14 re instru- 
ment air supply problems.NRC understands that util program will be completely imple- 
mented by completion of 9R refueling outage estimated to be 91 1231. 

HERNAN.R.W. Project Directorate 1-4. 89/03/29. HUKILL.H.D. General Public Utilities 
Corp. - GPU Service Corp. 5pp, 49156:192-49156:196. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list encl. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904100257 Notification of 890410 meeting w/util in Middletown.PA to discuss status of 
current licensing issues for TMI-1. 

HERNAN.R.W, Project Directorate 1-4. 89/04/03. STOLZ.J.F. Project Directorate !-4. 
3pp. 49242:357-49242:359. 

8904110079 Partial response to FOIA request for records.App D & E records available 
in PDR.App E records encl. 

GRIMSLEY.DH. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/05. PERLMAN.D.J. Levin & Fishbein. 4pp. 49220:325-49221:146. 
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>8203290001 Responds to request for info re liquid effiuents.Actual Unit 2 liquid re- 
leases are much less than projected normal operation releases. 

BARRETT, L.H. TMI Program Office. 82/02/26. DORSEY, J.A. Public Interest Law Ctr 
of Philadelphia. 45pp. 49221:101-49221:146. 


8904050515 SuppI 3 to NRC Bulletin 88-008. “Thermal Stresses in Piping Connected to 
RCS. Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11 
Consolidated Edison Co. of New York. Inc. 109pp. 49388:037-49388:145. 


8904190344 Forwards response to NRC 890227 request for addl info re post 890215 
meeting question on ATWS implementation issues. Addl final design details will be 
available subsequent to May 1989 transmittal. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 89/04/13. Document 
Control Branch (Document Control Desk). 9pp. 49385:082-49385:090. 


8904100p6 NRC Info Notice 89-040. “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 


8904210137 Requests prompt review & reporting of implementation status of TMI action 
plan items at facility.Printout of all TMI items end w/incomplete implementation 
indicated. Requests certification that correct to allow validation of data base. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 29pp. 49442:278- 
49442:306. 


Q. Inspection reports, IE Bulletins & correspondence 


Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 


8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 


8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904060167 Ack receipt of 890125 response to violations noted in Insp Rept 50-289/ 
88-16. 

DURR.J.P. Region 1, Ofc of the Director. 89/03/27. HUKILL.H.D. General Public Utili- 
ties Corp. - GPU Service Corp. 2pp. 49216:076-49216:077. 

8904060084 Forwards Safety Insp Rept 50-289/89-01 on 890115-0225.No violations 
noted. 

BETTENHAUSEN.L. Region 1. Ofc of the Director. 89/03/28. HUKILL,H.D. Genera! 
Public Utilities Corp. - GPU Service Corp. 2pp. 49216:262-49216:278. 

“8904060088 Insp Rept 50-289/89-01 on 890115-0225 & 27.No violations noted.Major 
areas inspected:areas of plant operations, equipment operability (maint & surveillance) 
& licensee action on previous insp findings. 

COWGILL.C. Region 1, Ofc of the Director. 89/03/27. 15pp. 49216:264-49216:278. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 Suppl 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130628 Suppis 890331 response to NRC Bulletin 88-004, “Potential Safety-Related 
Pump Loss," covering DHR pumps.Existing alarm settings for normal flow rate 
satisfactory.Procedures will be revised by June 1 989 re blade passing frequency. 
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 89/03/31. Document 
Control Branch (Document Control Desk). 3pp, 49317:189-49317:191. 

8904130155 Forwards SALP Rept 50-289/87-99 for 871 101-8901 15.SALP meeting w/ 
util scheduled for 890410. 

RUSSELL, W.T. Region 1. Ofc of the Director. 89/04/03. HUKILL.H.D. General Public 
Utilities Corp, - GPU Service Corp. 2pp. 49317:306-49317:345. 

“8904130160 SALP Rept 50-289/87-99 for 871101-890115. 

• Region 1. Ofc of the Director. 89/04/03. 37pp. 49317:308-49317:345. 

8904140401 Notification of Licensee Meeting 89-054 re SALP mgt meeting on 890410 
at TMI training ctr. 

COWGILL,C.J. Region 1, Ofc of the Director. 89/04/03. Region 1, Ofc of the Director. 
2pp. 49335:314-49336:315. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc, 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Alr Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs," Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904170371 Responds to 890224 & 0322 Itrs re NRC Bulletin 88-011, "Pressurizer 
Surge Line Thermal Stratification.” NRC agrees w/suggestion for 890407 meeting to 
discuss util scheduler proposal. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
SPOND.D.F. Babcock & Wilcox Operating Plants Owners Group, Ip. 49369:360- 
49369:360, 


S. Reportable occurrences, LERs & related correspondence 

8904200314 PNS-l-89-003:on 890401, security officer allegedly committed homicide 
while on vacation.Weapon unconnected to employment. Measures taken to preclude 
Individual from returning to work pending outcome of case. Commonwealth of PA in- 
formed. 

KEIMIG.R.R. Region 1, Ofc of the Director. 89/04/07. Ip. 49401:360-49401:360. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8904120369 Rev 3 to EPIP EP-IP-210, “Control Room Augmentation." W/890331 ltr. 
WALUC.K., HOOK.S.E., BIRD.R.G. Boston Edison Co. 89/02/09. 14pp. 49276:115- 
49276:128. 

8903310050 Responds to 890117 & 0207 Itrs re status of offsite emergency planning 
for plant & extent to which Commission considering views of commonwealth & local 
officials. Commission endorses deliberate.phased start-up program. 

ZECH,LW. Commissioners. 89/03/17. THOMPSON, A.C. Plymouth. MA. 5pp. 
49148:027-49148:043. 

“8903310058 Requests explanation as to how NRC could have testified that Taunton 
reception ctr viable & ready to perform safety function in event of nuclear disaster & 
why emergency planning staff did not rept existing conditions. 

THOMPSON,A.C. Plymouth, MA. 89/01/17. ZECH.L Commissioners. 5pp. 49148:032- 
49148:036. 

“8903310061 Protests submission of periodic status rept on offsite emergency planning 
by util & rejects any util status rept on status of town emergency planning. 
THOMPSON,A,C. Plymouth, MA. 89/01/24. ZECH.L. Commissioners. 4pp. 49148:037- 
49148:040. 

“8903310064 Reaffirms that community disagrees w/inaccurate repts on status of re- 
ception ctrs re radiological emergency plans. 

THOMPSON,A.C. Plymouth, MA. 89/02/07. ZECH.L Commissioners. 3pp. 49148:041- 
49148:043. 

8904130615 Responds to 890119 ltr re NRC review of evacuation time estimates for 
plant.Detailed info re traffic control beyond EPZs provided in listed two types of docu- 
ments. 

BIRD.R.G. Boston Edison Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 2pp. 49300:355-49300:356. 

8904260266 Partial response to FOIA request for records.App H/H records available in 
PDR.App I/I records end & available in PDR.App J/J & K/K records partially & com- 
pletely withheld, respectively (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/19. JOHNSON.G.E. Swidler & Berlin. 16pp. 49501:326-49504:338. 

“8610230109 Confirms that FEMA will provide NRC w/evaluation of offsite emergency 
planning & preparedness issues raised in petition to prohibit restart of plant. Evaluation 
will be provided by 861215. 

JORDAN, E.L. Div of Emergency Preparedness & Engineering Response.l £(850212- 
870413). 86/10/16. KRIMM.R.W. Federal Emergency Management Agency. 36pp. 
49502:309-49502:344. 

“8707230491 Forwards RG Bird 870630 ltr to PW Agnes providing repts on offsite 
emergency planning issues. 

CONgEL,FJ. Division of Radiation Protection & Emergency Preparedness (Post 
070411). 87/07/16. KRIMM.R.W. Federal Emergency Management Agency. 6pp. 
49503:341-49503:348. 

“8904260412 Forwards "Evacuation Time Estimate & Beach Population 
Sheltering, Mobility Impaired & Special Facilities," for review & consideration. 
BELLAMY, R.R. Region 1, Ofc of the Director. 87/06/12. MATTHEWS.D.B. Emergency 
Preparedness Branch, Ip. 49503:313-49503:313. 
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-8104370073 Documents 860626 telcon w/R Bird re understanding that FEMA would 
issue evaluation rapt on 870701 showing deficiencies In emergency plans. 

MURLEYJ.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 87/07/ 
07. Office of Nuclear Reactor Regulation, Director Post 870411). 16pp, 49503:325- 
49503:340. 

-89042701 IS Forwards draft response to util request for exercise exemption. Author 
supports granting of exemption re conduct of full participation exercise in 1 987. 
CONGEL.h.J. Division of Radiation Protection & Emergency Preparedness {Post 
870411). 87/10/26. VARGA.S.A. Project Directorate I-2. 26pp. 49504:270-49504:294. 

-8904270133 Provides info on status of offsite emergency planning efforts at facility.AII 
draft local town plans complete & all plans to be submitted to MCDA by end of Jan 
1988. 

KANTOR.F. .Fmem'rcy P.^'-noamriness Branch. 88/01/06. Emergency Preparedness 
Branch. 6pp. ‘'•95C'':::i3::-;?5C4 3^:7 


H. General correspondence 

89042400S9 Responds to 890218 Itr to Chairman Zech re concerns w/status of emer- 
gency preparedness at facility.Commission continues to endorse deliberate, phased 
startup program, over 4 to 6 month period, w/augmented NRC oversight. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
17. LAMPERT,E. Affiliation Not Assigned. 4pp. 49450:106-49450:113. 

-8904240076 Raises concerns re state of emergency preparedness at facility.Citizens in 
impacted towns want plan which takes into account evacuation. 

LAMPERT.M.E. Affiliation Not Assigned. 89/02/18. ZECH.L Commissioners. 2pp. 
49450:110-49450:113. 


J. Insurance & indemnity information 

8904240420 Forwards Endorsements 128 & 129 to NELIA Policy NF-188 & Endorse- 
ments 109 & 110 to MAELU Policy MF-58. 

VIETEN.M.J. Marsh & McLennan, Inc. 89/03/23. DINITZ,!. Office of Nuclear Reactor 
Regulation. Director (Post 870411). 5pp. 49452:280-49452:284. 

8904070081 Submits lists of sources & amounts of financial insurance protection carried 
by util in compliance W/10CFR50.54(W). 

ANASTASIA, D. Boston Edison Co. 89/03/27. Document Control Branch (Document 
Control Desk). 2pp. 49242:276-49242:277. 


P. Operating license stage documents & correspondence 

8904040187 Responds to 890117 request for add! info re NUREG-0737.ltem II.E.4.2(7). 
"Automatic Isolation of Containment Purge & Vent Valves." Given multiple & diverse 
alarms of reactor coolant leakage, adequate detection of leak assured. 

BIRD.R.G. Boston Edison Co. 89/03/27. Document Control Branch (Document Con- 
trol Desk). 4pp. 49191:221-49191:224. 

8904110123 Fonvards arbitration decision prohibiting util from implementing drug 
screening as part of annual physical exam under “Fitness for Duty Program," for ofc 
& clerical employees having unescorted access to plant. 

BIRD.R.G. Boston Edison Co. 89/03/28. Document Control Branch (Document Con- 
trol Desk). 21pp. 49290:065-49290:085. 

8904060384 Requests info listed in end util 880804 response to Generic Ltr 88-01 con- 
cerning IGSCC near welds in BWR piping.Response requested within 6 days directly 
to NRC contractor listed. 

MCDONALD, D.G. Project Directorate I-3. 89/03/31. BIRD.R.G. Boston Edison Co. 
11pp. 49226:324-49226:334. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904200125 Informs of completion of followup on plant regulatory effectiveness review 
effort & activities re TAG 56995. Previous compensatory measures removed as result 
of implementing corrective action. 

MCDONALD.D.G Project Directorate 1-3. 89/04/10. BIRD.R.G. Boston Edison Co. 
2pp. 494:2:305-49403:306. 

8904170068 Notification of 890421 meeting w/util in Rockville, MD to discuss routine 
scheduling & prioritization of activities. 

MCDONALD.D.G. Project Directorate 1-3. 89/04/11. WESSMAN.R.H. Project Director- 
ate 1-3. 3pp. 49371:124-49371:126. 

for addi Info re Rev 3 to Reg Guide 1.97, "Emergen- 
nentation used to monitor status of standby power ays 
afety listed. 

9/04/11. Document Control Branch (Document Con- 
0:369. 


-8904260278 Forwards show cause petition & Llebtrman 860724 memo to Taylor for 
direction in preparation of director's decision, 

LEECH.P. BWR Project Directorate 1, 86/08/07. LAINAS.Q. NRC • No Detailed Affill- 
ation Given. Ip. 49502:230-49502:230. 

-8904260281 Advises that due date for director's decision on 860715 show cause peti- 
tion extended until 860929. 

LEECH.P. BWR Project Directorate 1. 86/08/14. LAINAS.G. NRC - No Detailed Affili- 
ation Given. 1p. 49502:231-49502:231. 

-8904260285 Submits schedule for response to petition to show cause. Related docu- 
mentation end. 

LEECH,P. BWR Project Directorate 1. 86/04/27. LAINAS.G. Division of Boiling Water 
Reactor (BWR) Licensing (851125-870411). 79pp. 49502:232-49502:308. 

-8904260401 Forwards questions & answers to address issues that effluent releases 
have been from facility & minimal impact of releases on public. 

BELLAMY.R.R. Region 1, Ofc of the Director. 87/04/23. MARTIN.T.T. Region 1, Ofc 
of the Director. 15pp. 49503:047-49503:061. 

-8904260408 Submits daily high'ight.On 870-'i27,u‘.i! sc-iicr vice president informed NRC 
that restart date had slippec 'renr June to Auc t.9B7 Reiated info end. 

WESSMAN.R. Project Directorate .-3. ‘'87 '04/29. MURLEY.T., SNIEZEK.J.. 
MIRAGLIA.F. NRC - No Detailed Affiliation Given. 250pp. 49503:062-49503:312. 

-8904270056 Forwards list of proposed agenda topics for 870629 meeting on restart 
issues.Addl agenda items requested by 870622. 

BOGER.B. Region 1. Ofc of the Director. 87/06/18. CONGEL.F., NOVAK.T., 
GRIMES.B. NRC - No Detailed Affiliation Given. 3pp. 49503:314-49503:316. 

—8904270062 Forwards documents supporting partial director’s decision. 

PATON.W.D. Office of the General Counsel (Post 860701). 87/06/25. NERSES.V. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 4pp. 49503:317- 
49503:320. 


-8904270080 Forwards advance Commonwealth of MA Legislative Committee rept on 
Pilgrim. 

WESSMAN.R. Project Directorate 1-3. 87/08/05. NRC - No Detailed Affiliation Given. 
Ip. 49503:349-49503:349. 


-8904270089 "Rept of Special Committee Established for Purpose of Making Investiga- 
tion & Study re Pilgrim Nuclear Generating Facility." 

• Massachusetts, Commonwealth of. 87/07/31. 250pp. 49603:350-49504:251. 

-8904270096 Discusses current status of rusty drywell spray header nozzles 
issue.Spray headers cut, hydro-lazed, inspected & header integrity restored. 
WESSMAN.R. NRC - No Detailed Affiliation Given. 87/09/24. NERSES.V. NRC - No 
Detailed Affiliation Given. 12pp. 49504:252-49504:262. 

“8904270106 Forwards draft Commonwealth of MA 2.206 petition re Pilgrim & pro- 
posed assignments & milestones. 

BOGER.B. A. Assistant Director for Region I Reactors. 87/10/20. THADANl.A. Office 
of Nuclear Reactor Regulation, Director (Post 870411). 7pp. 49504:263-49504:269. 

-8904270121 Requests descriptive matl re proposed organization changes & amend 
package. 

WESSMAN.R.H. Project Directorate 1-3. 87/12/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 16pp. 49504:295-49504:309. 

-8904270152 Fonwards projected schedule for Pilgrim restart developed during 880309 
Restart Assessment Panel meeting. 

MCDONALD, D. NRC - No Detailed Affiliation Given. 88/03/16. STOHR.P. NRC - No 
Detailed Affiliation Given. 2pp. 49505:287-49605:288. 


-8904270158 Forwards proposed response to Senator Kennedy questions on 880308 
re historical scram rate for Pilgrim. 

NOVAK, T.M. Division of Safety Programs (Post 870413). 88/03/22. MIRAGLIA.F. As- 
sociate Director for Projects (Post 870411). 7pp. 49505:289-49505:296. 

-8904270162 Provides update on status of testing of items covered by util 850923 envi- 
ron qualification extension request. 

HARRINGTON, W.D. Boston Edison Co. 85/11/26. PALLADINO.N.J. Commissioners. 
25pp, 49505:296-49505:320. 

“8904270167 Partially withheld Commission paper providing staff analysis & recommen- 
dations re environ qualification of extension request post-851130 for Pilgrim. 
DIRCKS.W.J. Ofc of the Executive Director for Operations. SECY-85-338. 85/10/24. 
4pp. 49505:321-49505:324. 


“8904270172 Partially withheld Commission paper providing staff position & recommen- 
dation for revised environ qualification extension request post-851130 for Pilgrim. 
DIRCKS,W.J. Ofc of the Executive Director for Operations. SECY-86-338A. 86/11/22. 
8pp. 49505:325-49506:154. 


^iew & r^orting of status of implementation of TMI 
3ut of all TMI items annotated where tracking sys indl- 
)mplete end. 

Reactor Regulation, Director (Post 870411). 89/04/ 
). 10pp. 49450:318-49450:327. 

OIA request for records.App H/H records available in 
.liable in PDR.App J/J & K/K records partially & com- 
f FOIA Exemption 5). 

Bedom of Information & Publications Services (Post 
G.E. Swidler & Berlin. 16pp. 49501:326-49504:338. 

protection fact sheet for facility as well as responses 
quest. 

Totection Branch. 87/12/29. MATTHEWS, D.B. Emer- 
pp. 49504:310-49504:332. 

>onses to Senator Kennedy questions on proposed re- 

• Reactor Regulation, Director (Post 870411). 88/03/ 
cecutive Director for Operations. 200pp. 49501:342- 


Q. Inspection repcfrtSi IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Sve list end. 


CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 


8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 


8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logginq Sources." 
Sve list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 8707291 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl " Sve 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 8707291 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 
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§©04130131 Responds to NRC Bulletin 86-010 re nonoonformlno moldtd-oes® oirouit 
breakers, No nontraoeable molded oas® oirouit breaker® identmed.Util reviewing QA 
supplier audit rtpts for determining basis for vendor oertlfioat® of oonformanoe. 
BIRD.R.Q, Boston Edison Co. 86/03/30. Document Control Branch (Document Con- 
trol Desk). 2pp. 49372:21 1 -49372:21 2. 


8t041tO313 Forward® plant bi-weekly status rept for period 890326-0407. NRC reatart 
staff In place It onsite, monitoring lloeneee activities on extended shift basis during 
power ascension testing program through 25% power plateau. 

BLOUQH.A.R, Region 1 , Ofc of the Director. 89/04/12. WIGGINS, J.T. Region 1, Ofc 
of the Director. 6pp. 46381:353-49381:360. 


8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds In DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/03/31, 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904180110 Fonvards Insp Rept 50-293/88-37 on 881227-890205.Violation noted re 
failure to control locked high radiation area access. 

COLLINS, S.J. Region 1, Ofc of the Director. 89/04/03. BIRD,R.G. Boston Edison Co. 
3pp. 49375:072-49375:112. 

-8904180115 Insp Rept 50-293/88-37 on 881227-890205.Violation noted re failure to 
control locked high radiation area access, Major areas inspected:licensee mgt 
controls,conduct of operations & startup testing during power ascension program, 
BLOUGH,A.R. Region 1, Ofc of the Director. 89/03/30. 38pp. 49375:075-49375:112. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904180149 Forwards Mgt Meeting Rept 50-293/89-43 on 890309 to discuss util follow- 
up actions to 890304 reactor scram. 

COLLINS,S.J. Region 1, Ofc of the Director. 89/04/07. BIRD,R.G. Boston Edison Co. 
3pp. 49372:074-49372:105. 

--8904180164 Mgt Meeting Rept 50-293/89-43 on 890309 re licensee followup to 
890304 reactor scram & util overview of turbine control sys. 

KOHUM., BLOUGH.R.A. Region 1, Ofc of the Director. 89/04/06. 29pp. 49372:077- 
49372:105. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-076, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 


S. Reportable occurrence®, LERs It related correepondenc® 

8603300201 LER 89-008-00:on 89021 6, primary containment inadvertently breached w/ 
opening of inner & outer doors of personnel airlock for 5 s.Caused by slack in tie rod 
roller chain assembly.Securlty post order issued.W/890317 Itr. 

KELLY, J.L, BIRD.R.G. Boston Edison Co. 89/03/17. 5pp. 49144:109-49144:113. 

8603310221 LER 89-009-00:on 89021 6,automatic closing of outboard RWCU primary 
containment isolation sys occurred.Caused by RWCU sys flow fluctuation. Inboard & 
outboard RWCU sys to be modified to preclude recurrence. W/8903 17 Itr. 

ELLIS,D.W., BIRD.R.G. Boston Edison Co. 89/03/17. 5pp. 49195:231-49195:235. 

8903300185 LER 89-010-00:on 890221, loss of preferred offsite power occurred that re- 
sulted in automatic start of emergency diesel generators.Caused by actuation of start- 
up transformer differential ground relay.Cable replaced.W/890320 Itr. 

CANNON, R.L, BIRD.R.G. Boston Edison Co. 89/03/20. 5pp. 49144:104-49144:108. 

8904060007 LER 89-01 1-00:on 890304, automatic actuation of portion of primary con- 
tainment isolation control & reactor protection sys occurred during turbine-generator 
coastdown.Caused by turbine bypass valve low vacuum trip.W/890331 Itr. 

ELLIS.D.W., BIRD.R.G. Boston Edison Co. 89/03/31. 6pp. 49216:034-49216:039. 

8604140266 PNS-l-89-002:on 890405,telephone call received by licensee, indicating 
that bomb was on site.Security force responded by implementing bomb threat contin- 
gency procedure.NothIng suspicious found.Threat considered to be hoax. 

KIM.tj., KEIMIG.R.R., WIGGINS.J.T. Region 1, Ofc of the Director. 89/04/06. Ip. 
49335:321-49335:321. 

8904210284 LER 89-01 2-00:on 890309, unplanned actuation of portion of RHR/LPCI 
loop selection logic circuitry occurred during logic relay testing, resulting in close sig- 
nals to loop A valves.Caused by technician error. W/890410 Itr. 

ELLIS.D.W., BIRD.R.G. Boston Edison Co. 89/04/10. 4pp. 49442:001-49442:004. 

6904200019 PNO-l-89-027:on 89041 2,RCIC injection valves unexpectedly opened 
during testing of sys logic.Discharge check valve failure also allowed feedwater 
backleakage, contaminating five workers slightly.Augmented insp team dispatched. 
BLOUGH.A.R. Region 1. Ofc of the Director. 89/04/13. 2pp. 49401:045-49401:046. 


T. Hearing transcripts on non-antitrust matters 

8604260286 Partial response to FOIA request for records.App H/H records available in 
PDR.App I/I records end & available in PDR.App J/J & K/K records partially & com- 
pletely withheld, respectively (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/19. JOHNSON.G.E. Swidler & Berlin. 16pp. 49501:326-49502:195. 

--8904270137 Forwards Kennedy hearing transcrIpt.Comments requested by 880121. 
WESSMAN.R. NRC - No Detailed Affiliation Given. 88/01/15. MURLEY.T, 
RUSSELL, W. NRC - No Detailed Affiliation Given. Ip. 49504:338-49504:338. 

—8904270145 Testimony before Senate Labor & Human Resources Committee re Pil- 
grim Nuclear Power Station. 

^ Senate. Labor 8 Human Resources. 88/01 /07. 300pp. 49504:339-49605:267. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam. Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055, 


8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York. Inc. 106pp. 49451:001-49451:107. 
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R. Periodic operating reports & related correspondence 

8904040308 "Annual Dose Assessment to General Public from Radioactive Effluents 
1988.Radiologioal Section." W/e60330 Itr. 

REILLY, 8.M., HIQHFILL.K.L Boston Edison Co. 88/12/31. 106pp. 49186:223- 
49186:327. 

8604130043 "Annual Dose Assessment to General Public from Radioactive 
Effluents, Jan-Dec 1988, Radiological Section." W/890330 Itr. 

REILLY.S.M., DIONNE, B.J.. HIGHFILL.K.L. Boston Edison Co. 88/12/31. 104pp. 
49321:038-49321:143. 

8903290062 Forwards biweekly status rept for 890225-03 10. Acting regional administra- 
tor for Region I approved NRC Restart Panel recommendation to release licensee 
from second approval point in Power Ascension Test Program. 

BLOUGH.A.R. Region 1, Ofc of the Director. 89/03/21. WIGGINS.J.T, Region 1. Ofc 
of the Director. 7pp, 49080:317-49080:323, 

8904050144 Forwards update to long-term plan as part of semiannual rept.consisting of 
commitment description.progress since Mar 1986 update & summary of changes & 
reasons associated w/regulatory requirements. 

BIRD.R.G. Boston Edison Co. 89/03/27. Document Control Branch (Document Con- 
trol Desk). 1 9pp. 4921 0:325-4921 0:343. 

8904110289 Forwards biweekly status rept for period of 890311-24. 

BLOUGH,A.R. Region 1, Ofc of the Director. 89/03/29. WIGGINS.J.T. Region 1. Ofc 
of the Director. 5pp. 6971 5:024-6971 5:073. 


6903290416 Forwards request for addi info to complete review of decommissioning plan 
for Michigan State Univ, 

MICHAELS, T.S. Standardization & Non-Power Reactor Project Directorate. 89/03/21. 
WILKINSON, R.E. Michigan State Univ., East Lansing, Ml, 5pp. 49081:337-49081:341. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 2^4 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8904070055 Change Request A-89-023 to EPIP 320-1, "Activation of GSEP Station 
Group." 

* Commonwealth Edison Co. 89/01/31. 6pp. 49235:166-49235:171. 

8904070089 Change Request A-89-068 to EPIP 180-1, "Rad/Chem Director." 

* Commonwealth Edison Co. 89/03/14. 9pp. 49235:207-49235:214. 
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S904070093 Change Request A-89-060 to EPIP 110-1, "Station Director," 

* Commonwealth Edison Co. 89/03/14. 31pp. 49228:327-49228:357. 

8904070088 Change Request A-88-727 to Rev 0 to EPIP 210-1, "Operational Support 
Ctr Supervisor." 

* Commonwealth Edison Co. 89/03/15. 6pp. 49235:034-49235:039. 

8904070041 Change Request A-89-038 to Rev 4 to EPIP 190-1, “Communication Direc- 
tor." 

* Commonwealth Edison Co. 89/03/21. 14pp, 49226:335-49226:347. 

8904070045 Change Request A-89-069 to Rev 0 to EPIP 370-3, "Offsite Transportation 
Accident Response.” 

* Commonwealth Edison Co. 89/03/21. 9pp. 49236:01 2-49236:020. 

8904070071 Change Request A-88-728 to Rev 1 to EPIP 200-1, "Operational Support 
Ctr Director." 

NYKIRK.J.W. Commonwealth Edison Co. 89/03/21. 6pp. 49235:287-49235:292. 

8904110153 Forwards Insp Repts 50-295/89-05.50-304/89-05,50-295/89-03 & 50-304/ 
89-03 on 881215-890124 & notice of violation. Violation resulted from inadequate 
communication between contractor employees & member of security staff. 
NORELIUS.C.E. Region 3, Ofc of the Director. 89/03/27. 0’CONNOR,J.J. Common- 
wealth Edison Co. 3pp. 49236:348-49236:362. 

8904130562 Discusses allegations involving alleged improper background screening of 
individuals & breach of security involving Incomplete background screening.Allegation 
that individual improperly screened unsubstantiated. 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/03/28. REED.C. Commonwealth 
Edison Co. 2pp. 49317:184-49317:188. 

-8904130565 Forwards results of investigation re Allegation 88-A-0060 on screening 
security.Details withheld (ref 10CFR2.790(a)(7). 

BUSS.H.E. Commonwealth Edison Co. 88/08/25. DAVIS.A.B. Region 3, Ofc of the Di- 
rector. Ip. 49317:186-49317:186. 

-8904130567 Partially withheld discussion of Allegation AMS-III-88-A-0060 (ref 
1 0CFR2.790).Corporate security unable to uncover any circumstances that would 
cause individual to pass test in 1985 & fail test in 1988. 

LAIRD, P.J. Commonwealth Edison Co. 88/11/29. CHRISTOFFER,G. Region 3, Ofc of 
the Director. 2pp. 49317:187-49317:188. 

8904140153 Advises that plant evacuation time estimates within plume exposure path- 
way EPZ for plant consistent w/NUREG-0654,App A. 

URBANIK.T. Affiliation Not Assigned. 89/03/28. KANTOR.F. Emergency Prepared- 
ness Branch. 7pp. 49348:208-49348:215. 


J. Insurance & Indemnity information 

8903290329 Forwards Endorsements 23,18,34,27,202,176,54,36,114,97,105 & 93 to 
NEllA Policies NF-294,MF-128.NF-277,MF-114,NF-43. MF-22,NF-253,MF-104.NF- 
187,MF-54,NF-201 & MF-64, respectively. 

OSTER.J, Commonwealth Edison Co. 89/03/23, DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 25pp. 49104:333-49104:357. 


P. Operating license stage documents & correspondence 

8903300038 Forwards steam generator activities eddy current special rept for 1 988 refu- 
eling outagaRept fulfills reporting requirements of Tech Specs 4.3.1. B.5.B & 
6,6.3.B.(k). 

RIECK,T.A. Commonwealth Edison Co. 89/03/06. DAVIS.A.B. Region 3. Ofc of the 
Director. 51pp. 49128:301-49128:351. 

8903300047 Forwards notices of consideration of issuance of amends to Licenses DPR- 
1 9.DPR-25,DPR-29,DPR-30,NPF-1 1 ,NPF-1 8.DPR-39. DPR-48,NPF-37,NPF-66,NPF-72 
& NPF-77.Amends consist of organizational changes. 

MULLER, D.R. Project Directorate II1-2. 89/03/16. BLISS.H.E. Commonwealth Edison 
Co. 8pp. 49131:084-49131:122. 

-8903300058 Notice of consideration of issuance of amends to Licenses DPR-39 & 
DPR-48 & proposed NSHC determination & opportunity for hearing on 890222 request 
re revs of Tech Specs to conform w/guidelines of Generic Ltr 88-06. 

PATEL, C.P. Project Directorate III-2. 89/03/09. 8pp. 49131:108-49131:115. 

8903280284 Forwards allegation details re activities at plant (RIII-88-A-0176) for review 
& followup. W/o end. Requests that results of review & disposition be submitted within 
45 days of ltr date. 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/03/20. REED.C. Commonwealth 
Edison Co. 2pp. 49075:239-49075:240. 

8904120223 Application for amends to Licenses DPR-39 & DPR-48, changing Adminis- 
tration Control Section 6.0, per Generic Ltr 88-06. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/03/22. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 3pp. 49288:249-49288:254. 

-8904120224 Proposed Tech Specs re Administrative Controls Section 6.0. 

* Commonwealth Edison Co, 89/03/22. 4pp. 49288:251-49288:254. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.SA Associate Director for Projects (Post 870411), 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180200 Confirms 890425 meeting in Region III ofc to discuss allegations re com- 
munications between plant mot & station operators. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/04/03. REED.C. Commonwealth 
Edison Co. Ip. 49380:275-49380:275. 

8904180230 Advises that util 881128 response to Generic Ltr 88-11 re radiation embrit- 
tlement of reactor vessel matls acceptable. Pressure-temp curves calculated per Feb 
1986 draft Reg Guide 1.99.Rev 2, 

PATEL,C.P. Project Directorate 111-2. 89/04/06. BLISS.H.E. Commonwealth Edison Co. 
3pp. 49372:067-49372:069. 


8904240296 Forwards details of allegation re activities at plant. Results of review & dis- 
position of matter should be submitted to Region III within 30 days of ltr date. 
GREENMAN,E.G. Region 3, Ofc of the Director. 89/04/10. REED,C. Commonwealth 
Edison Co. 2pp. 49468:014-49468:015. 

8904200300 Requests review of end Allegations RIII-88-A-0161 & RIII-88-A-0169 within 
30 days of ltr date.Allegations withheld (ref 10CFR2.790). 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/04/11, REED.C. Commonwealth 
Edison Co. 2pp. 49405:357-49405:358. 

8904200301 Requests results of review & disposition of end Allegation RIII-88-A-0032 
re plant activities within 45 days of ltr date.Allegation withheld (ref 10CFR2.790). 
GREENMAN.E.G. Region 3, Ofc of the Director. 89/04/11. REED.C. Commonwealth 
Edison Co. 2pp. 49405:359-49405:360. 

8904210254 Requests withdrawal of 861216 amend request re radiological effluent 
Tech Specs (RETS).Recent issuance of Generic Ltr 89-01 proposed that RETS can 
be removed from Tech Specs if intent of RETS addressed in other station documents. 
TRZYNA.G.E. Commonwealth Edison Co. 89/04/11. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). ip. 49432:310-49432:310. 

8904240464 Forwards SER supporting util post-accident monitoring instrumentation re- 
quired by Reg Guide 1.97, Rev 2.Technical evaluation rept also encl.AddI info request- 
ed re containment isolation valve position indication. 

PATEL.C.P. Project Directorate III-2. 89/04/14. BLISS.H.E. Commonwealth Edison Co, 
4pp. 49448:258-49448:291. 

-8904240470 Safety evaluation supporting util post-accident monitoring instrumentation 
per Reg Guide 1 .97 & Generic Ltr 82-33. 

* NRC - No Detailed Affiliation Given. 89/04/14. 5pp. 49448:262-49448:266, 

—8904240473 "Technical Evaluation Rept.Conformance to Reg Guide 1.97, Zion 1 & 2." 
STOFFEL.J.W., UDY.A.C. Idaho National Engineering Laboratory. FIN A-6483. EGG- 
NTA-7368. 88/07/31. NRC - No Detailed Affiliation Given. 25pp. 49448:267- 
49448:291. 

8904240429 Fonwards responses to station blackout rule re ability of LWR plants to 
withstand & recover from station blackout & list of procedures to be implemented for 
station blackout events. 

RICHTER, M.H. Commonwealth Edison Co. 89/04/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 87041 1). 45pp. 49449:123-49449:167. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities," Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Ck)nsolidated Edison Co. of New York, Inc. 98pp. 49176:168-49176:265. 

8903280230 Responds to NRC 890207 ltr re violations noted in Insp Repts 60-295/88- 
21 & 50-304/88-21 .Corrective actions;package addressing out-of-tolerance condition 
reviewed & training on ZAP 15-53-1, "Processing Discrepancy Records,” held for QC. 
BLISS.H.E. Commonwealth Edison Co. 89/03/07. DAVIS.A.B. Region 3, Ofc of the Di- 
rector. 4pp, 49075:177-49075:180, 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904110153 Forwards Insp Repts 50-295/89-05,50-304/89-05,50-295/89-03 & 50-304/ 
89-03 on 881215-890124 & notice of violation. Violation resulted from inadequate 
communication between contractor employees & member of security staff. 
NORELIUS.C.E. Region 3. Ofc of the Director. 89/03/27. O’CONNOR.J.J. Common- 
wealth Edison Co. 3pp. 49236:348-49236:362. 

-8904110180 Notice of violation from insp on 881 21 5-8901 04.Violation noted:isotopes 
shipped in overpack that failed to meet marking & labeling requirements. 
NORELIUS.C.E. Region 3. Ofc of the Director. 89/03/27. 3pp. 49236:351-49236:362. 

8904130623 Ack receipt of 890307 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-295/88-21 & 50-304/88-21. Written verification of commit- 
ments stated requested within 45 days of ltr date. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/29. REED.C. Commonwealth 
Edison Co. 2pp. 49299:054-49299:056. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:096. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York. Inc. 108pp. 49185:070-49185:177. 

8904130621 Forwards Exam Rept 50-295/OL'89-01 of exams administered during wk of 
890220. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/31. REED.C. Commonwealth 
Edison Co. 2pp. 4931 8:060-4931 8: 1 81 . 

—8904130622 Exam Rept 50-295/OL-89-01 on 890220-24. Exam results:all six senior re- 
actor operator & four reactor operator candidates passed exams. Master copy of 
exams end. 

DAMON, D.. BURDICK.T.M. Region 3, Ofc of the Director. 89/03/30. 120pp. 
49318:062-49318:181. 
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8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904200304 Forwards Safety Insp Repts 50-295/89-08 & 50-304/89-08 on 890210- 
0323 & notice of violation. 

MCKENNA,E.M. Region 3, Ofc of the Director. 89/04/10. REED.C. Commonwealth 
Edison Co. 2pp. 49426:217-49426:232. 

“8904200305 Notice of violation from insp on 89021 0-031 7.Violation noted:on 
890225, both QC & QA signed off hold point as acceptable w/o noting that weld 4 
data had been recorded as weld 3. 

MCKENNA,E.M. Region 3, Ofc of the Director. 89/04/10. Ip. 49426:219-49426:219. 

“8904200307 Insp Repts 50-295/89-08 & 50-304/89-08 on 890210-0323. Violations 
noted. Major areas inspected:licensee action on previous insp findings, summary oper- 
ations & 890219 shutdown of Unit 2 to repair failed control rod. 

H1NDS,J.M. Region 3, Ofc of the Director. 89/04/10. 13pp. 49426:220-49426:232. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end, 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc, 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp, 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904180311 Forwards plant annual rept & 10CFR50.59 rept for 1988. 

JOYCE,T.P. Commonwealth Edison Co. 89/03/26. Document Control Branch (Docu- 
ment Control Desk). Ip. 49375:172-49375:196. 

“8904180315 “Annual Operating Rept for 1988.” 

* Commonwealth Edison Co. 88/12/31. 7pp. 49375:173-49375:179. 

“8904180317 "Zion Nuclear Power Station Annual 10CFR50.59 Rept, 1988.” 

* Commonwealth Edison Co. 88/12/31. 17pp. 49375:180-49375:196. 

8904190438 Monthly operating repts for Mar 1989 for Zion Generating Station Units 1 & 
2.W/890404 Itr. 

THOMAS, J., JOYCE.T.P. Commonwealth Edison Co. 89/03/31. 12pp. 49394:304- 
49394:315. 


S. Reportable occurrences, LERs & related correspondence 

8904170146 LER 89-004-00:on 890308, all rod position indicators dropped to reading of 
approx 220 steps due to line voltage regulator failure.AII indicator channels declared 
Inoperable & operators prepared to ramp unit down.W/890407 Itr. 

PARKER, J.. JOYCE.T.P. Commonwealth Edison Co. 89/04/07. 5pp. 49426:127- 
49426:131. 

8904200263 LER 89-005-00:on 89031 7,fire door declared inoperable & continuous fire 
watch not established within 1 h.Caused by failure of shift engineer to obtain person- 
nel for fire watch.Station directive issued.W/890414 Itr, 

KNUDTSON.K., JOYCE.T.P. Commonwealth Edison Co, 89/04/14. 4pp. 49402:275- 
49402:278. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requallfication 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT,G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8904130621 Forwards Exam Rept 50-295/OL-89-01 of exams administered during wk of 
890220. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/31. REED.C. Commonwealth 
Edison Co. 2pp. 4931 8:060-4931 8:1 81 . 


“8904130622 Exam Rept 50-295/OL-89-01 on 890220-24. Exam results:all six senior re- 
actor operator & four reactor operator candidates passed exams.Master copy of 
exams end. 

DAMON,D., BURDICK.T.M. Region 3, Ofc of the Director. 89/03/30. 120pp. 
49318:062-49318:181. 

8903300106 Generic Ltr 89-05 to licensees of alt power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 


8904030248 Fonvards objectives for radiological emergency plan exercise currently 
scheduled for 890531 .W/o end. 

GRIDLEY.R. Tennessee Valley Authority, 89/03/16. Region 2, Ofc of the Director. 
2pp. 49167:001-49167:002. 

8904060360 Revised EPIP, including Rev 4 to EPlP-3,Rev 3 to EPIP-6,Rev 4 to EPIP- 
7,Rev 4 to EPIP-14.Rev 1 to EPIP-20 & Rev 0 to EPIP-21.W/890330 Itr. 

GRIDLEY,R. Tennessee Valley Authority. 89/03/30. 93pp. 49215:172-49215:264. 

8904130159 Forwards Insp Repts 50-259/89-09,50-260/89-09 & 50-296/89-09 on 
890227-0303. No violations or deviations noted. 

WATSON, L.J. Assistant Director for Inspection Programs. 89/03/31. KINGSLEY,O.D. 
Tennessee Valley Authority. 2pp. 49319:292-49319:294. 

“8904130162 Partially withheld Insp Repts 50-259/89-09,50-260/89-09 & 50-296/89-09 
on 890227-0303 (ref 10CFR2.790(d) & 73.21 ).No violations or deviations noted.Major 
areas inspected: physical security program,including mgt,audits & training. 

TOBIN,W.J. Region 2, Ofc of the Director. 89/04/03. Ip. 49319:294-49319:294. 

8904200178 Forwards Insp Repts 50-259/89-03,50-260/89-03 & 50-296/89-03 on 
890101-31. No violations or deviations noted. 

WATSON,L.J. Assistant Director for Inspection Programs. 89/04/10. KINGSLEY,O.D. 
Tennessee Valley Authority. 2pp. 49405:292-49405:310. 

“8904200182 Insp Repts 50-259/89-03,50-260/89-03 & 50-296/89-03 on 890101- 
31. No violations or deviations noted.Major areas inspected:operational safety 
verification, refueling activities & review of fuel load procedures. 

CARPENTER, D.R. Region 2. Ofc of the Director. 89/04/10. 17pp. 49405:294- 
49405:310. 

89042 10(}05 Advises that 880701 revs to physical security & safeguards contingency 
plans consistent w/10CFR50.54{p) & acceptable. 

WATSON,L.J. Assistant Director for inspection Programs. 89/04/13. K1NGSLEY,0.L. 
Tennessee Valley Authority. 3pp. 49405:171-49405:173. 


H. General correspondence 

8903310088 Responds to 890223 Itr to Chairman LW Zech that forwarded Itr from 
constituent, A Black,re effect of proposed landfill on emergency evacuation plan for 
plantNRC has no authority to regulate ohsite matters. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/20. FLiPPO,R.G. 
House of Rep. 5pp. 49145:253-49145:260. 

“8903310092 Fonwards Itr from constituent,A Black,which raises questions re possible 
impact of proposed landfill on evacuation plan for plant, for review & consideration. 
FLIPPO,R.G. House of Rep. 89/02/23. ZECH.LW. Commissioners. 3pp. 49145:258- 
49145:260. 

8904040263 Informs of recent changes made within mgt structure of util 
organization. Util reorganization efforts aimed at implementing changes necessary to 
reflect reorientation from design & mod. 

KINGSLEY,O.D. Tennessee Valley Authority. 89/03/24. CRUTCHF1ELD,D. Associate 
Director for Special Projects (Post 890101). 4pp. 49192:016-49192:019. 

8904170332 Informs of listed nuclear power organization & senior mgt changes as part 
of ongoing efforts to improve organizational focus on single-point accountability & in- 
crease emphasis on project mgt approach. 

KINGSLEY,O.D. Tennessee Valley Authority. 89/04/07. CRUTCHFIELD,D. NRC - No 
Detailed Affiliation Given. 3pp. 49357:001-49357:003. 


J. Insurance & indemnity information 


8903290066 Forwards info re status & details of onsite property damage insurance cov- 
erage for faciiities,per 10CFR50.54(w). 

GRIDLEY.R. Tennessee Valley Authority. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49120:162-49120:164. 

8904240173 Forwards Endorsements 46,70,105 & 36 to NELIA policies NF-256,NF- 
247,NF-198 & NF-258, respectively & Endorsements 62 & 91 to MAELU policies MF- 
102 & MF-66, respectively. 

SAMUELS,J.L. Marsh & McLennan, Inc. 89/04/06. DINITZ,!. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 7pp. 49449:102-49449:108. 


P. Operating license stage documents & correspondence 

8904240208 Fonwards Amends 153,149 & 124 to Licenses DPR-33,DPR-52 & DPR- 
68,respectively, & safety evaluation.Amends implement recommendations on prevent- 
ing excessive testing & improving diesel generator reliability per Generic Ltr 84-1 5. 
BLACK, S. Ofc of Special Projects (Pre 881231). 88/08/19. WHITE, S.A. Tennessee 
Valley Authority. 2pp. 49445:220-49445:321. 



76 DOCKETED ITEMS 


-8904240215 Amends 153,149 & 124 to Licenses DPR-33.DPR-52 & DPR-68. 
respectively, implementing recommendations contained in Generic Ltr 84-15 on pre- 
venting excessive testing & improving d'c-sc-l cc-’'0'.~:tr-r reliability. 

BLACK, S. Ofc of Special Projects 58 '.■'3:. 88/08/19. 96pp. 49445:222- 

49445:317. 

-8904240224 Safety evaluation supporting Amends 153,149 & 124 to Licenses DPR- 
33,DPR-52 & DPR-68.respective!y. 

* Ofc of Special Projects (Pre 881231). 88/08/19. 4pp. 49445:318-49445:321. 

8903290377 Informs of listed mgt changes in NRR Associate Director for Special 
Projects.DM Crutchfield appointed Associate Director for Special Projects, effective im- 
mediately & L Watson named as acting Assistant Director for Insp Programs, NRR. 
BLACK, & Assistant Director for Projects. 89/03/24. KiNGSLEY,C5.D. Tennessee 
Valley Authority. 3pp. 49081:167-49081:169. 

8903300169 Forwards Rev 1 to moderate energy line break flooding review summary 
rept & list of commitments. 

GRIDLEY,R. Tennessee Valley Authority. 89/03/24. Document Control Branch (Docu- 
ment Control Desk). 7pp. 49129:344-49129:350. 

8903300237 Forwards addi info to support Tech Spec Change 258,proposing to extend 
OL for 40 yrs per 1 CCFR50.47.Tech Spec page end. 

GR!DLEY,R. Tennessee Valley Authority. 89/03/24. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49144:231-49144:234. 

-8903300239 Proposed Tech Specs re thermal & pressurization limits, structural integri- 
ty & design fatigue usage evaluation. 

* Tennessee Valley Aurhoniy. 69/03/24. Ip. 49144:234-49144:234. 

8904060295 Notification of rescheduled 890404 meeting w/util in RockviIle,MD to dis- 
cuss cable separation. 

MORAN, D.H. TVA Projects Division. 89/03/28. BLACK,S. Assistant Director for 
Projects. 3pp. 49216:231-49216:233. 

8904040035 Forwards Rev 0 to “TVA Nuclear QA Plan.” Summary of changes to Rev 
10 to TVA-TR75-1A provided. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49180:085-19180:212. 

-8904040037 Rev 0 to “TVA Nuclear QA Plan.” 

* Tennessee Valley Authority. 89/03/30. 125pp. 49180:088-49180:212. 

8904120298 Notification o* 890406 neetinn wAjt'l in Decatur, AL to review util work ac- 
complishment on ."iiirrar er::] .■■■.ocr-r;: disc'oparcios resulting from DCRDR & deter- 
mine outlook for hurra'’ cr-girocr ng ■"■£,:ropapcv 'j'csures required for restart. 

MORAN, D.H. TVA -“'ejects Di^'ison. SS '02 '30 BLACK, S. Assistant Director for 
Projects. 3pp. 49276:193-49276:195. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs. Sve list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904120051 Notification of 890410 meeting w/util in Rockville, MD for util to present info 
on new corporate organization. 

DONOHEW.J.N. TVA Projects Division. 89/04/03. BUCK.S. TVA Projects Division.. 
4pp. 49282:219-49282:222. 

8904240028 Forwards notice of consideration of issuance of amends to Licenses DPR- 
33,DPR-52 & DPR-68 re Tech Spec Change Request 265. 

BLACK, S.C. Assistant Director for Projects. 89/04/12. KINGSLEY, O.D. Tennessee 
Valley Authority. 2pp. 49470:076-49470:082. 

-8904240030 Notice of consideration of issuance of amends to Licenses DPR-33,DPR- 
52 & DPR-68.Amends temporarily revise limiting conditions for operation for control 
room emergency ventilation sys. 

BLACK.S.C. Assistant Director for Projects. 89/04/12. 5pp. 49470:078-49470:082. 

8904210356 Forwards Amends 165,163 & 136 to Licenses DPR-33,DPR-52 & DPR- 
68, respectively & safety evaluation. Amends modify Tables 3.2. J & 4.2. J to reflect ven- 
dors suggested testing frequencies. 

BLACK, S. Assistant Director for Projects. 89/04/13. KiNGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 49430:188-49430:222. 

-8904210357 Amends 165,163 & 136 to Licenses DPR-33,DPR-52 & DPR-68, 
respectively, modifying Tables 3.2.J & 4.2.J to reflect vendor suggested testing fre- 
quencies for seismic monitoring equipment. 

BLACK,S. Assistant Director for Technical Programs. 89/04/13. 30pp. 49430:191- 
49430:220. 

-8904210358 Safety evaluation supporting Amends 165,163 & 136 to Licenses DPR- 
33,DPR-52 & DPR-68, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/13. 2pp. 
49430:221-49430:222. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Sve list end. 

CUNN1NGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

89040^419 Forwards Insp Repts 50-259/89-01,50-260/89-01 & 50-296/89-01 on 
890Tt)9-10.No violations noted. 

MCCOY.F.R. Region 2, Ofc of the Director. 89/03/10. KlNGSLEY,O.D. Tennessee 
Valley Authority. 2pp. 49182:1 1 1-49182:1 13. 

-8904030429 Partially withheld Insp RejJts 50-259/89-01,50-260/89-01 & 50-296/89-01 
on 8901 09-1 0.No violations noted.Major areas inspected:corrective actions to notice 
of violation & program ccnt'ol & acccuntino of SNM. 

MCALPINE.EJ.. '"ODD.n.A. R-ogio:i 2. Cfc or=he Director. 89/03/09. 1p. 49182:113- 
49182:113. ^ 

8904030215 Forvyards Insp Repts 50-259/88-35,50-260/88-36 & 50-296/88-35 on 
881 201 -31. No violations or deviations noted.Two unresolved items identified. 

WATSON, LJ. Region 2. Ofc of the Director. 89/03/17. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49155:304-49155:324, 


-8904030220 Insp Repts 50-259/88-35.50-260/88-35 & 50-296/88-35 on 881201- 
31 .No violations or deviations noted. Unresolved items noted re surveillance testing & 
missed surveillance.Major areas inspected:ROs,NRC bulletins & open items. 
CARPENTER, D.R., LITTLE, W.S. Region 2, Ofc of the Director. 89/03/17. 19pp. 
49155:306-49155:324. 

8904030256 Ack receipt of 881018 response to violations noted in Insp Repts 50-259/ 
88-22,50-260/88-22 & 50-296/88-22.Reiterates NRC decision that corrective actions 
re lack of certification exam records inadequate. 

WATSON, L.J. Assistant Director for inspection Programs 89/03/21. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 4:)-:b6 26? -'*-9 1 56:263. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903310232 Documents agreement for extension of due date to 890415 for revising 
Site Director Std Practice SDSP 9.1, “Processing Drawing Discrepancies,” per Insp 
Repts 50-259/88-28, 50-260/88-28 & 50-296/88-28. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49148:195-49148:196. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Sve list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Sve 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904170213 Forwards summary of 890202 enforcement conference re unmonitored 
loading of 74 fuel assemblies into plant core during Jan 1989.Summary of 
conference, list of attendees & handout accompanying presentation end. 

WATSON.L.J. Assistant Director for Inspection Programs. 89/03/30. KINGSLEY.O.D. 
Tennessee Valley Authority. 29pp. 49349:267-49349:295. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys,” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130159 Forwards Insp Repts 50-259/89-09.50-260/89-09 & 50-296/89-09 on 
890227-0303.No violations or deviations noted. 

WATSON, LJ. Assistant Director for Inspection Programs. 89/03/31. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49319:292-49319:294. 

-8904130162 Partially withheld Insp Repts 50-259/89-09,50-260/89-09 & 50-296/89-09 
on 890227-0303 (ref 10CFR2.790(d) & 73.21 ).No violations or deviations noted.Major 
areas inspected: physical security program, including mgt, audits & training. 

TOBIN.W.J., MCGUIRE.D.R. Region 2, Ofc of the Director. 89/04/03. Ip. 49319:294- 
49319:294. 


8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Sve list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904170040 Ack receipt of 890207 ltr informing NRC of steps taken to correct violations 
noted In Insp Repts 50-259/88-28, 50-260/88-28 & 50-296/88-28. 

WATSON. L.J. Assistant Director for Inspection Programs. 89/04/04. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49350:028-49350:029. 

8904170159 Ack receipt of 890120 response to 881222 notice of violation from Insp 
Repts 50-259/88-24,50-260/88-24 & 50-296/88-24. Response acceptable per 
10CFR2.201. 

WATSON,L.J. Region 2, Ofc of the Director. 89/04/04. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49350:315-49350:316. 

8904170193 Ack receipt of 890316 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/88-32, 50-260/88-32 & 50-296/88-32. 

WATSON, LJ. Region 2, Ofc of the Director. 89/04/04. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49350:300-49350:301. 

8903300021 NRC Info Notice 89-038. “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904130501 Submits add! info re 880930 response to NRC Bulletin 88-004, “Potential 
Safety Related Pump Loss,” including schedule for design calculation review program 
for essential calculations to be completed before restart of each unit. 

FOX.C.H. Tennessee Valley Authority. 89/04/05. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49319:282-49319:284. 

8904210109 Requests revised response to violations noted in Insp Repts 50-259/88- 
21,50-260/88-21 & 50-296/88-21 within 30 days. Corrective actions do not adequately 
address condition adverse to quality repts. 

WATSON, LJ. Assistant Director for Inspection Programs. 89/04/06. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49444:104-49444:105. 
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8904200112 Forwards Insp Repts 50-259/89-08,50-260/89-08 & 50-296/89-08 on 
890201-28 & notice of violation. Unresolved item identified in Paragraph 4 of insp rept 
will be pursued during future insps. 

WATSON, L.J. Assistant Director for Inspection Programs. 89/04/07. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 49426:276-49426:291. 

-8904200115 Notice of violation from insp on 890201 -28. Violations noted: Steps 
7.14.6.1 & 7.14.6.2 of Procedure 2-SI-4.2.C-3.2, "Functional Test of Unit 2 Intermedi- 
ate Range Monitor Rod Blocks/Scrams,” not followed on 890203. 

WATSON, L.J. Assistant Director for Inspection Programs. 89/04/07. 2pp. 49426:278- 
49426:279. 

-8904200118 Resident Insp Repts 50-259/89-08,50-260/89-08 & 50-296/89-08 on 
890201 -28. Violations noted.Major areas inspected: operational safety 
verification,surveillance observation, reportable occurrences & restart test program. 
CARPENTFR.D.R., LITTLE, W.S. Region 2, Ofc of the Director. 89/04/06. 12pp. 
49-''.25-2:i0-'!9-^26:291. 

8904200178 Forwards Insp Repts 50-259/89-03,50-260/89-03 & 50-296/89-03 on 
890101-31 .No violations or deviations noted. 

WATSON, L.J. Assistant Director for Inspection Programs. 89/04/10. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49405:292-49405:31 0. 

-8904200182 Insp Repts 50-259/89-03,50-260/89-03 & 50-296/89-03 on 890101- 
31. No violations or deviations noted.Major areas inspected.-operational safety 
verification,refueling activities & review of fuel load procedures. 

CARPENTER,D.R., LITTLE,W.S. Region 2, Ofc of the Director, 89/04/10. 17pp. 
49405:294-49405:310. 

8904200195 Forwards Insp Repts 50-259/88-36,50-260/88-36 & 50-296/88-36 on 
881208-31 & notice of violation.Response to first violation should include util actions 
to correct deficiencies in configuration control program. 

WATSON,L.J. Assistant Director for Inspection Programs. 89/04/10. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49396:326-49396:348. 

-8904200201 Notice of violation from insp on 881 208-31 .Violations noted: prior to 
881223,licensee failed to properly establish administrative procedure for control of 
equipment. 

WATSON,L.J. Assistant Director for Inspection Programs. 89/04/10. 2pp. 49396:328- 
49396:329, 

-8904200204 Insp Repts 50-259/89-36,50-260/89-36 & 50-296/89-36 on 81 208-31. Vio- 
lations noted.Major areas inspected:plant operations, mgt control over plant activities & 
work control process to determine readiness for fuel load. 

CARPENTER.D.R., LITTLE.W.S. Region 2, Ofc of the Director. 89/04/07. 19pp. 
49396:330-49396:348. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904170206 Responds to NRC Bulletin 88-010, "Nonconforming Molded Case Circuit 
Breakers." Util identified in excess of 1,200 molded case circuit breakers In ware- 
house stock. Replacement program will be initiated at all site,per Item 5 of bulletin. 
FOX,C.H. Tennessee Valley Authority. 89/04/11. Document Control Branch (Docu- 
ment Control Desk). 17pp. 49350:005-49350:021. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI,C.E, Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904040078 “Browns Ferry Nuclear Power Plant Annual Operating Rept to NRC,1988." 
W/890330 Itr. 

GRIDLEY.R. Tennessee Valley Authority. 88/12/31. 233pp. 49192:298-49193:170. 

8904050482 "Annual Rept of Personnel Whole Body Exposures for CY88." W/890331 
Itr. 

GRIDLEY,R. Tennessee Valley Authority. 88/12/31. 7pp. 49213:268-49213:274. 

8904030380 Monthly operating repts for Feb 1 989 for Browns Ferry Nuclear Plant, Units 
1,2&3.W/890321 Itr. 

CAMPBELL,G.G. Tennessee Valley Authority. 89/02/28. 69pp. 49165:292-49165:356, 

8904050308 "Alabama Dept of Environ Mgt Discharge Monitoring Rept, Feb 1989," 

* Tennessee Valley Authority. 89/03/28. 12pp. 49214:254-49214:265. 

8904070128 Forwards annual rept of employee concerns special program corrective ac- 
tions implementation, Feb 1986 - Sept 1988. 

FOX.C.H. Tennessee Valley Authority. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 22pp. 49235:235-49235:256. 


S. Reportable occurrences, LERs & related correspondence 

8904040175 Part 21 rept re hydro test of inboard isolation valve.Disc in valve in RHR 
sys not tested for pressure retention capability during ASME test. I tern not reportable 
per Part 21. 

MITCHELL, R.C. General Electric Co. 89/02/06. BERLINGER,C.H. Generic Communl- 
cations Branch. 12pp. 49194:347-49194:358. 


8904070025 Part 21 rept re EMD Air Start Motors Ingersoll Rand 150 BMP Model D 
furnished to util as spare parts for emergency power generators. Subj items returned 
from stores & had not been installed on generators.Problem being investigated. 
KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/04/04. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 87041 1). 1p. 49285:043-49285:043. 

8904170093 LER 89-002-00;on 890307,discovered that compensatory reactor coolant 
water sampling not performed w/continuous conductivity monitor inoperable as re- 
quired by Tech Specs. Caused by procedural deficiencies.W/890405 Itr. 

AUSTIN.S.W.. CAMPBELUG.G. Tennessee Valley Authority. 89/04/05. 6pp. 
49350:022-49350:027. 


T. Hearing transcripts on non-antitrust matters 

8904030222 Summary of 890314 meeting w/util in Rockville, MD re presentation on 
plant cable separation issues.Util has not yet documented approach for cable separa- 
tion resolution, 

MORAN, D.H. Assistant Director for Projects. 89/03/24. Assistant Director for Projects. 
7pp. 49156:001-49156:071. 

“8904030227 Notification of 890314 meeting w/util in Rockville.MD to discuss cable 
separation - statistical sampling. 

MORAN, D.H. TVA Projects Division. 88/03/09. BLACK.S. Assistant Director for 
Projects. 4pp. 49156:008-49156:011. 

“8904030233 Transcript of 890314 meeting in Rockville,MD re cable separation 
criteria.Pp 1-58. 

* Commissioners. 89/03/14. 60pp. 49156:012-49156:071. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 


8904070232 Rev 12 to EPIP 5.7.6, "Notification" & Rev 12 to EPIP 5.7.21, "Emergency 
Equipment Inventory." W/890330 Itr. 

TREVORS, G.A. Nebraska Public Power District. 89/03/30. 43pp. 49235:050- 
49235:092. 


J. Insurance & indemnity information 

8904190172 Fonvards Endorsement 68 to MAELU Policy MF-70 & Endorsement 84 to 
NELIA Policy NF-200.Endorsements extend coverage for CY89. 

TREVORS.G.A. Nebraska Public Power District. 89/04/14. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 5pp. 49385:034-49385:038. 


P. Operating license stage documents & correspondence 

8903290114 Forwards safety evaluation approving 881028 revised process control 
program,outlining sampling, processing,anaiysis & waste formulation during solidifica- 
tion of wet radwaste. Meeting suggested to discuss low level waste forms. 
0’CONNOR,P.W. Project Directorate IV. 89/03/20. TREVORS,G.A. Nebraska Public 
Power District. 4pp. 49309:108-49309:113. 

“8903290120 Safety evaluation accepting revised process control program re general 
methods of sampling,processing,analysis & waste formulation during solidification of 
fddwdsto 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/20. 2pp. 
49309:112-49309:113. 

8903310250 Application for amend to License DPR-46, revising Tech Specs to remove 
organizational charts per recommendations of Generic Ltr 88-06. 

KUNCL,L.G. Nebraska Public Power District. 89/03/20. Document Control Branch 
(Document Control Desk). 2pp. 49153:296-49153:306. 

“8903310252 Proposed Tech Specs removing nuclear power group organizational 
charts. 

* Nebraska Public Power District. 89/03/20. 9pp. 49153:298-49153:306. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03, Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903290113 Forwards Insp Rept 50-298/89-07 on 890206-28 & notice of violation. 
CALLAN,L.J. Region 4, Ofc of the Director. 89/03/20. TREVORS,G.A. Nebraska 
Public Power District. 2pp. 49080:292-49080:300. 

“8903290118 Notice of violation from insp on 890206-28.Violation noted: licensee did 
not respond to Violation 298/8831-01 until 890210 (34 days after issuance of notice 
of violation), 

* Region 4, Ofc of the Director. 89/03/20. Ip. 49080:294-49080:294. 
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-8903290123 Insp Rept 50-298/89-07 on 890206-28. Violation noted.Major areas 
inspected :followup of previously identified insp findings, operational safety verification 
& monthly surveillance & r^eint obser\'ations. 

PICK,G.A., BENNETT, W.R., CONSTAELE.G L. Region 4. Ofc of the Director. 89/03/ 
14. 6pp. 49080:295-49080:300. 

8903230075 NRC Info Notice 89-033. “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Piugs." Svc iist end. 

ROSSI.C.E. Division of Ooerationa! Events Assessment (Post 870411), 89/03/23. 
Consolidated Edison Co. of Nev/ York, l.nc. 102pp. 49176:056-49176:157. 

8904050314 Responds to NRC 890227 Itr re violations noted in Insp Rept 50-298/89- 
01. Corrective actions:updated USAR will be revised to delete mention of locking de- 
vices or seals on applicable instrument shutoff valves. 

TREVORS, G.A. Nebraska Public Power District. 89/03/27. Document Control Branch 
(Document Control Desk). 3pp. 49213:157-49213:159. 

8904050316 Fonvards addenda to Rev 3 to “Inservice Insp Program for ASME Class 
1,2 & 3 Components." 

TREVORS, G.A. Nebraska Public Power District. 89/03/29. Document Control Branch 
(Document Control Desk). Ip. 49205:337-49205:348. 

“8904050317 Addenda to Rev 3 to, “Inservice Insp Program for ASME Class 1,2 & 3 
Components.” 

* Nebraska Public Power District. 89/02/28. 11pp. 49205:338-49205:348. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources," 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co, of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904110382 Ack receipt of 890210 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-298/88-31. 

CALLAN.L.J. Region 4. Ofc of the Director. 89/03/30. TREVORS, Q.A. Nebraska 
Public Power District. 2pp. 49290:102-49290:105. 


8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904200296 Monthly operating rept for Mar 1989 for Cooper Nuclear Station.W/890404 
Itr. 

SCHEUERMAN.J.T., HORN.G.R. Nebraska Public Power District. 89/03/31. 5pp. 
49400:317-49400:321. 

8904240318 Fonvards “Annual Radiological Environ Operating Rept for 1988.” 
TREVORS, G.A. Nebraska Public Power District. 89/04/14. Document Control Branch 
(Document Control Desk). Ip. 49482:260-49483:119. 

“8904240329 "Annual Radiological Environ Operating Rept for 1988.” 

MARTIN,J.D. Teledyne Isotopes. 88/12/31. 221pp. 49482:261-49483:119. 


S. Reportable occurrences, LERs & related correspondence 


8904130459 Forwards summary of 890323 enforcement conference meeting re findings 
of NRC Insp Rept 50-298/89-90 on 890213-16. Attendance list & viewgraphs also 
end. 

CALLAN.LJ. Region 4. Ofc of the Director. 89/03/30. TREVORS, G.A. Nebraska 
Public Power District. 12pp. 49319:219-49319:230. 

8903270348 Suppl 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130169 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers." In-depth review of safety-related, molded-case circuit breakers performed 
to determine applicability of bulletin concerns. 

KUNCUL.G. Nebraska Public Power District. 89/04/03. Document Control Branch 
(Document Control Desk). 20pp. 49299:102-49299:121. 

8904180111 Responds to NRC 890302 Itr re violations noted in Insp Rept 50-298/89- 
OS.Corrective actions:SRAB instructions & guidelines will be changed to reflect revised 
training requirements. 

TREVORS,G.A. Nebraska Public Power District. 89/04/03. Document Control Branch 
(Document Control Desk). 2pp. 49381:214-49381:215. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 11 1pp. 4921 8:001 -4921 8:1 12. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904200067 Advises that util 880406 response to NRC Bulletin 88-003, "Inadequate 
Latch Engagement in HFA Type Latching Relays Mfg by GE," fulfills bulletin require- 
ments. 

O’CONNOR.P.W. Project Directorate IV. 89/04/05. TREVORS.G.A. Nebraska Public 
Power District. Ip. 49402:009-49402:009. 

8904180001 Forwards Insp Rept 50-298/89-03 on 890213-17 & notice of violatlon.NRC 
should be notified when GE provides info on faulted switchgear. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/04/10, TREVORS.G.A. Nebraska 
Public Power District. 2pp. 49371:239-49371:259. 

“8904180003 Notice of violation from insp on 89021 3-1 7. Violations noted: procedures & 
instructions not provided to maintain two fan coil units within design requirements in 
safety-related svc water sys. 

* Region 4, Ofc of the Director. 89/04/10. Ip. 49371:241-49371:241. 

“8904180004 Insp Rept 50-298/89-03 on 89021 3-1 7,Violations noted.Major areas 
inspectediunresolved items from safety sys functional insp.including emergency elec- 
trical sys, auxiliary support sys & other related issues. 

CONSTABLE.G.L Region 4. Ofc of the Director. 89/04/10. 18pp 49371:242- 
49371:259. 

8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses In Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 


8903290200 Forwards LERs 89-004,89-005,89-006,89-007,89-008,89-009 & 89-010. 
HORN.G.R. Nebraska Public Power District. 89/03/20. Document Control Branch 
(Document Control Desk). Ip. 49080:348-49081:001. 

“8903290207 LER 89-004-00:on 89021 6, emergency diesel generator trouble alarm re- 
ceived due to inadvertent actuation of safety shutdown valve overspeed trip 
lever.Caused by personnel error.Responsible supervisor counseled. 

KRAUSE, R.W. Nebraska Public Power District. 89/03/20. 3pp. 49080:349-49080:352. 

“8903290392 LER 89-005-00:ac voltage regulation concerns identified during NRC insp 
on 870511 -061 9.Caused by inadequate design. Design Change 88-263 will install an- 
nunciation on 69 kV line to alert operator If line voltage cannot support ECCS. 
REEVES,D.L. Nebraska Public Power District, 89/03/20, 6pp. 49080:353-49080:358. 

“8903290394 LER 89-006-00:control bldg HVAC design concerns identified during NRC 
insp on 87051 1-061 Q.Caused by inadequate design. Steps to install permanent essen- 
tial equipment that will provide acceptable room temps being pursued. 

REEVES, D.L Nebraska Public Power District. 89/03/20. 3pp. 49080:359-49081:001. 

“8903290397 LER 89-007-00:on 890217 svc water sys flowrate concerns associated w/ 
original sys design identified during NRC insp NRC insp on 87051 1-061 0.Caused by 
inadequate design. Reduction of diesel generator room temps being pursued. 

REEVES, D.L Nebraska Public Power District. 89/03/20. 4pp. 49081:002-49081:005. 

“8903290399 LER 89-008-00:insufficient operator guidance to assure adequate svc 
water flow during design basis LOCA identified during NRC insp on 870511- 
0619.Caused by procedural deficiency.Procedures revised. 

KRAUSE, R.W. Nebraska Public Power District. 89/03/20. 3pp. 49081:006-49081:008. 

“8903290404 LER 89-009-00:svc water sys inservice testing concerns identified during 
NRC insp on 870511 -061 9.Cause not stated.lnservice testing program procedure for 
pump testing,providing specific trending guidance, upgraded. 

REEVES, D.L. Nebraska Public Power District. 89/03/20. 4pp. 49081:009-49081:012. 

“8903290408 LER 89-01 0-00:diesei generator room ambient temp control inadequacies 
identified during NRC insp on 870511-0619. Caused by error in original plant 
design.Design Change 87-132 provided permanent mod to eliminate deficiency. 
REEVES,D.L. Nebraska Public Power District. 89/03/20. 3pp. 49081:013-49081:015. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8904240099 Discusses requalification program evaluation scheduled at GE facility in 
Morris,IL & at plant during wks of 890729 & 89091 1 .respectively.EncI ref matl request- 
ed in order for examiners to prepare for visit. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/04/07. TREVORS.G.A. Nebraska 
Public Power District. 8pp. 49468:070-49468:077. 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8904060118 Forwards corrected Tech Spec Table 15.3.1 4-1 .correcting discrepancy be- 
tween util 840907 & 880714 submittals re partial coverage automatic water sprinkler 
suppression sys in safe shutdown fire areas. 

FAY.C.W. Wisconsin Electric Power Co, 89/03/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49216:145-49216:147. 
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“8904060120 Corrected Tech Spec Table 15.3. 14-1 .indicating partial coverage automat- 
ic water sprinkler suppression sys in safe shutdown fire areas. 

* Wisconsin Electric Power Co. 89/03/22. 1p. 49216:147-49216:147. 

8904200186 Ack receipt of 890210 Itr re completely revised plant security plan.Revised 
plan consistent w/10CFR50.64(p) & acceptable, except for items identified in encI.EncI 
Withheld. 

GREGER.LR. Region 3, Ofc of the Director. 89/04/06. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49400:339-49400:340. 

8904190148 Rev 30 to Emergency Plan Procedure EP 7.0, “Emergency Facilities & 
Equipment." W/890413 Itr. 

FAY.C.W. Wisconsin Electric Power Co. 89/04/13. 29pp. 49391:271-49391:299. 

8904240148 Forwards Amends 118 & 121 to Licenses DPR-24 & DPR-27, respectively 
& safety evaluation. Amends change Tech Specs by modifying certain fire protection 
sections to include recently installed sys per STS (NUREG-0452). 

SWENSON.W.H. Project Directorate III-3. 89/04/17. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49445:179-49445:198. 

“8904240151 Amends 118 & 121 to Licenses DPR-24 & DPR-27,respectiveiy, changing 
Tech Specs by modifying certain fire protection sections to include recently installed 
sys per STS {NUREG-0452). 

HANNON, J.N. Project Directorate III-3. 89/04/17. 14pp. 49445:181-49445:194. 

“8904240153 Safety evaluation supporting Amends 118 & 121 to Licenses DPR-24 & 
DPR-27,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/17. 4pp. 
49445:195-49445:198. 

8904240239 Fonvards proprietary & public versions of revised EPIPs, consisting of Rev 
9 to EPIP 1.1, Rev 0 to EPIP 1.1.1.EPIP-22. EPiP-23.EPIP-24 & EPIP-25. 

FAY.C.W. Wisconsin Electric Power Co. 89/04/17. Document Control Branch (Docu- 
ment Control Desk). Ip. 49448:062-49448:131. 

“8904240245 Public version of revised EPIPs,consisting of Rev 9 to EPIP 1.1, Rev 0 to 
EPIP 1.1.1,EPIP-22,EPIP-23.EPIP-24& EPIP-25. 

* Wisconsin Electric Power Co. 89/04/17. 69pp. 49448:063-49448:131. 


I. Financial information 


8904240018 Forwards annual rept to stockholders & certified financial statements. 
FLEISSNER,J.W. Wisconsin Electric Power Co. 89/04/10. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 33pp. 49450:173-49450:205. 


J. Insurance & indemnity information 

8904200087 Forwards Endorsement 94 to NELIA Policy NF-1 78 & Endorsement 78 to 
MAELU Policy MF-63. 

DUNDAS.W.J. Wisconsin Electric Power Co. 89/04/03. DINITZ.I. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 49395:240-49395:244. 


P. Operating license stage documents & correspondence 

8904030332 Fon/vards environ assessment & finding of no significant impact re applica- 
tions to increase allowable core power peaking factors for facilities. 

SWENSON,W.H. Project Directorate III-3. 89/03/15. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49156:234-49156:240. 

“8904030334 Environ assessment & finding of no significant impact re applications to 
increase allowable core power peaking factors at facilities. 

WAMBACH.T.V. Project Directorate III-3. 89/03/15. 5pp. 49156:236-49156:240. 

8904060118 Forwards corrected Tech Spec Table 15.3.1 4-1, correcting discrepancy be- 
tween util 840907 & 880714 submittals re partial coverage automatic water sprinkler 
suppression sys in safe shutdown fire areas. 

FAY.C.W. Wisconsin Electric Power Co. 89/03/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49216:145-49216:147. 

“8904060120 Corrected Tech Spec Table 15.3.1 4-1, indicating partial coverage automat- 
ic water sprinkler suppression sys in safe shutdown fire areas. 

* Wisconsin Electric Power Co. 89/03/22. Ip. 49216:147-49216:147. 

8903300366 Application for amends to Licenses DPR-24 & DPR-27, consisting of Tech 
Spec Change Request 130, incorporating permissible enrichments for storage of fuel 
assemblies in new fuel storage vault & spent fuel storage pool. 

FAY.C.W. Wisconsin Electric Power Co. 89/03/23. SWENSON.W. Project Directorate 
III-3. 4pp. 49144:192-49144:196. 

“8903300370 Proposed Tech Spec 16.5.4, “Fuel Storage." 

* Wisconsin Electric Power Co. 89/03/23. Ip. 49144:196-49144:196. 

8904030041 Forwards notice of consideration of issuance of amends to Licenses DPR- 
24 & DPR-27 & proposed NSHC determination & opportunity for hearing re 890323 
application for amend to Tech Specs concerning fuel storage. 

SWENSON.W.H. Project Directorate III-3. 89/03/28. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49182:090-49182:102. 

“8904030042 Notice of consideration of issuance of amends to Licenses DPR-24 & 
DPR-27 & proposed NSHC determination & opportunity for hearing.Amends revise 
Tech Specs re permissible enrichments for storage fuel assemblies in new fuel vault. 
HALL.J.R. Project Directorate 111-3. 89/03/28. 11pp. 49182:092-49182:102. 

8904030448 Forwards corrected notice of consideration of issuance of amends to Li- 
censes DPR-24 & DPR-27 & proposed NSHC determination & opportunity for hearing 
re Tech Spec change on fuel storage.Date on Page 7 corrected. 

SWENSON.W.H. Project Directorate III-3. 89/03/30. FAY,C.W. Wisconsin Electric 
Power Co. 2pp. 491 56:31 8-491 56:330. 

“8904030451 Corrected notice of consideration of issuance of amends to Licenses 
DPR-24 & DPR-27 & proposed NSHC determination & opportunity for hearing re in- 
creasing U-235 content permitted for fuel assemblies to 40 g per axial centimeter. 
HALUJ.R. Project Directorate 111-3. 89/03/28. 11pp. 49156:320-49156:330. 


8904180341 Informs that util preparing SAR & environ rept for ISFSl to be constructed 
onsite.Util intends to ref Pacific Sierra Nuclear Assoc ventilated storage cask sys in 
SAR.License application anticipated for submittal in early 1990. 

FAY.C.W. Wisconsin Electric Power Co. 89/03/31. ROUSE.L.C. Fuel Cycle Safety 
Branch. 2pp. 49381:212-49381:213. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable insen/ice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904170050 Advises that Implementation dates in util 890224 Itr for ATWS mitigating 
sys actuation circuitry installation to conform W/10CFR50.62 rule acceptable. 
SWENSON, W.H. Project Directorate III-3. 89/04/05. FAY,C.W. Wisconsin Electric 
Power Co. 2pp. 49370:301-49370:302. 

8904170055 Forwards safety evaluation supporting util response to TMI Action Plan 
Requlrements.NUREG-0737,ltem II.D.1, “Performance Testing of Relief & Safety 
Valves." EG&G Technical Evaluation Rept EGG-NTA-8030 also end. 

SWENSON,W.H. Project Directorate 1II-3. 89/04/05. FAY,C.W. Wisconsin Electric 
Power Co. 2pp. ^-9357:059-: 935 /lOrG 

“8904170056 Safety eva'uaticn supporting util response to TMI Action Plan 
RGquircrG'-il.s,NLPEG-C73 7.::Gm ll.D.I, “Performance Testing of Relief & Safety 
Valves." 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/05. 2pp. 
49357:061-49357:062. 

“8902020399 Rev 1 to EGG-NTA-8030, “TMI Action--NUREG-0737 (ll.D.I) Point 
Beach.Units 1 & 2,” technical evaluation rept. 

YUAN.C.Y., NALEZNY.C.L, FINEMAN,C.P. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FIN A-6492. EGG-NTA-8030 R01. 88/12/31. NRC - No Detailed Affiliation Given. 
34pp. 49357:063-49357:096. 

8904180217 Discusses inservice testing program review,per Generic Ltr 89-04. NRC will 
discontinue review of Rev 3 to inservice testing program. 

SWENSON.W.H. Project Directorate III-3. 89/04/07. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49372:070-49372:071 . 

8904210280 Requests addi info re Rev 1 to offsite dose calculation manual.specifically 
transferring radiological effluent Tech Specs to manual in fulfillment of Commission 
Policy Statement on Tech Spec Improvements. 

SWENSON.W.H. Project Directorate III-3. 89/04/14. FAY.C.W. Wisconsin Electric 
Power Co. 3pp. 49430:332-49430:334. 

8904240013 Forwards Amends 117 & 120 to Licenses DPR-24 & DPR-27, respectively 
& safety evaluation. Amends revise Tech Specs re permissible enrichments for storage 
of fuel assemblies in new fuel storage vault & spent fuel storage pool. 

SWENSON.W.H. Project Directorate III-3. 89/04/14. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49445:199-49445:21 1 . 

“8904240017 Amends 117 & 120 to Licenses DPR-24 & DPR-27,respectively, revising 
Tech Specs re permissible enrichment for storage of fuel assemblies in new fuel stor- 
age vault & spent fuel storage pool. 

HANNON.J.N. Project Directorate I1I-3. 89/04/14. 6pp. 49445:201-49445:206. 

“8904240020 Safety evaluation supporting Amends 117 & 120 to Licenses DPR-24 & 
DPR-27, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/14. 5pp. 
49445:207-49445:211. 

8904240148 Forwards Amends 118 & 121 to Licenses DPR-24 & DPR-27, respectively 
& safety evaluation. Amends change Tech Specs by modifying certain fire protection 
sections to include recently installed sys per STS (NUREG-0452). 

SWENSON.W.H. Project Directorate 1II-3. 89/04/17. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49445:179-49445:198. 

“8904240151 Amends 118 & 121 to Licenses DPR-24 & DPR-27,respectively, changing 
Tech Specs by modifying certain fire protection sections to include recently installed 
sys per STS (NUREG-0452). 

HANNON.J.N. Project Directorate III-3. 89/04/17. 14pp. 49445:181-49445:194. 

“8904240153 Safety evaluation supporting Amends 118 & 121 to Licenses DPR-24 & 
DPR-27, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/17. 4pp. 
49445:195-49445:198. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903300099 Forwards Insp Repts 50-266/89-07 & 50-301/89-07 on 890206-21. No vio- 
lations noted. 

GREGER,L.R. Region 3, Ofc of the Director. 89/03/14. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49144:078-49144:080. 

-8903300103 Insp Repts 60-266/89-07 & 50-301/89-07 on 890206-21. No violations 
noted.Major areas inspected:mgt support, protected & vital area barriers.access control 
- personnel, packages & vehicles, alarm stations & communications. 

CREED, J.R., MADEDA,T.J., KNICELEY.J.R. Region 3, Ofc of the Director. 89/03/14. 
Ip. 49144:080-49144:080. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 
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8003270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 


89041 10226 Responds to NRC Itr re violations noted in Insp Repts 50-266/89-07 & 50- 
301/£9-D7.Response withheld (ref 10CFR73.21). 

2.AC!-.,J.J. Wisconsir. Electric Power Co. 89/04/03. Document Control Branch (Docu- 
r-eni Cc-T-ro: Desk). Ip. 49295:079-49295:079. 


8904180187 Responds to open item noted In Insp Repts 50-266/89-05 & 50-301/89-05 
re failure to perform 10CFR50.59 reviews for several mods which changed out low 
pressure & high pressure feedwater heaters.lnsp rept error noted, SER 89-013 end. 
FAY.C.W. Wisconsin Electric Power Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 29pp. 49381:065-49381:094. 

8903290256 NRC Info Notice 89-036, "Excessive Temps In ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI,C,E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Alr Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904130479 Forwards Exam Repts 50-266/OL-89-01 & 50-301 /OL-89-01 administered 
during wk of 890227.Requalification program assigned overall rating of 
unsatisfactory, per NUREG-1021, ES 601 .Confirmatory Action Ltr RIII-89-009 issued on 
890328 

MILLER, H.J. Region 3, Ofc of the Director. 89/04/04. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 49291:145-49291:307. 


-8904130485 Exam Repts 50-266/OL-89-01 & 50-301 /OL-89-01 on 890227-0303. 
Exam results:all operators passed operating exams & three reactors & four senior re- 
actor operators passed written exams & three reactor & two senior operators failed 
exams. 

HOPKINS, J., BURDICK, T.M. Region 3, Ofc of the Director. 89/03/31. 161pp. 
49291:147-49291:307. 


8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05.’ 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411), 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 
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HOPKINS.J., SHEPARD.D., LENNARTZ.J, Region 3, Ofc of the Director. 89/03/31. 
161pp. 49291:147-49291:307. 


Y. Dry Cask independent Spent Fuel Storage Installations 

8904180341 Informs that util preparing SAR & environ rept for ISFSI to be constructed 
onsite. Util intends to ref Pacific Sierra Nuclear Assoc ventilated storage cask sys in 
SAR License apolication anticipated for submittal in early 1 990. 

."AY,C.V\. Yvisconsin E'ectric Power Co. 89/03/31. ROUSE, L.C. Fuel Cycle Safety 
Branch. 2pp. 49381 :21 2-49381 :21 3. 
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F. Security, medical, emergency & fire protection plans 

8904050341 Rev 7 to Procedure AR-701, "SSFP Annunciator Response." 
MARSHALL.W. Florida Power Corp. (subs, of Florida Progress Corp.). 88/11/14. 
22pp. 49214:131-49214:152. 

8904130397 Forwards Insp Rept 50-302/89-03 on 890128-0224.No violations or devi- 
ations noted. 

WILSON, A-.S. Region 2, Ofc of the Director. 89/03/24. WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 49317:229-49317:242. 

“8904130401 Insp Rept 50-302/89-03 on 890128-0224.No violations or deviations 
noted.Major areas inspected:plant operations, security, radiological controls, LERs & 
nonconforming operations rept, facility mods & licensee actions on insp. 
HOLMES-RAY,P., TEDROW.J., CRLENJAK,R. Region 2, Ofc of the Director. 89/03/ 
24. 1 2pp. 493 1 7:23 1 -493 1 7:242 . 

8904070102 Forwards SALP Rept 50-302/88-35 for Sept 1987 - Dec 1988. Overall per- 
formance satisfactory.! nadequate training & staff size contributed to significant weak- 
nesses in engineering & technical support areas.lmprovement in security area. 
EBNETER,S.D. Region 2, Ofc of the Director. 89/03/27. WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 49234:127-49234:162. 

-8904070103 SALP Rept 50-302/88-35 for Sept 1987 - Dec 1988.Rating of Category 2 
assigned in area of emergency preparedness. 

* Region 2, Ofc of the Director. 89/03/27. 34pp. 49234:129-49234:162. 

8904120226 Forwards Insp Rept 50-302/89-05 on 890306-1 0.No violations or devi- 
ations noted. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/03/27. WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 49276:141-49276:148. 

-8904120238 Insp Rept 50-302/89-05 on 890306-1 0.No violations or deviations 
noted.Major areas inspected:emergency preparedness,radiological emergency re- 
sponse plan & implementing procedures & emergency facilities. 

KREH.J.L, RANKIN, W.H. Region 2, Ofc of the Director, 89/03/24. 6pp. 49276:143- 
49276:148. 


P. Operating license stage documents & correspondence 


8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York. Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp, 49451:001-49461:107. 


R. Periodic operating reporta & related eorreepondenee 

8904200100 Monthly operating repts for Mar 1989 for Point Beach Nuclear Power Plant 
Units 1 & 2.W/890410 ltr. 

KRAUSE.C.W., FAY.C.W. Wisconsin Electric Power Co. 89/03/31. 9pp. 49403:319- 
49403:327. 


8903280299 Application for amend to License DPR-72,consisting of Tech Spec Change 
Request 166,removing cycle-dependent core operating limits from Tech Specs & relo- 
cating limits to core operating limits rept. 

BOLDT.G.L. Florida Power Corp. (subs, of Florida Progress Corp.). 89/03/22. Docu- 
ment Control Branch (Document Control Desk). 14pp. 49064:258-49064:311. 

-8903280302 Proposed Tech Specs re moderator temp coefficient, reactivity control 
sys, rod program & axial power shaping rod insertion limits. 

* Florida Power Corp. (subs, of Florida Progress Corp.). 89/03/22. 40pp. 49064:272- 
49064:311. 

8904030014 Forwards Rev 1 to EGG-NTA-7739. "Technical Evaluation Rept TM! 
Action-NUREG-0737 (H.D.1) Relief & Safety Valve Testing, Crystal River Unit 3." Li- 
censee should now proceed to resolve noted deficiencies. 

SILVER.H. Project Directorate 11-2. 89/03/22. WILQUS.W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). 2pp. 49182:040-49182:067. 

-8010040039 Rev 1 to "Technical Evaluation Rept,TMI Action-NUREG-0737 
(II.D.1), Relief & Safety Valve Testing, Crystal River Unit 3,^ 

PACE.N.E., NALEZNY.C.L., FINEMAN.C.P. EG&Q Idaho, Inc. (subs, of EG&G, Inc.). 
FIN A-6492. EGG-NTA-7739 R01. 88/08/31. NRC - No Detailed Affiliation Given. 
27pp. 49182:042-49182:067. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program-Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT.G.C. Region 3. ac of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentels exam.Svc list 
end, 

VARGA, S. A. Associate Director for Projects (Post 87041 1). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


8903300171 Notification of 890330 meeting w/utii in Rockville, MD to discuss min flow 
for DHR/LPl pumps (Bulletin 88-004) & status of reactor coolant pump shaft repair. 
SILVER.H. Project Directorate II-2. 89/03/27. MURLEY.T., SNIEZEK.J.. MIRAGLIA.F. 
NRC - No Detailed Affiliation Given. 3pp. 49131:355-49131:357. 

8904110172 Requests withdrawal of Tech Spec Change Request e.Proposed changes 
will be incorporated in Tech Spec improvement program. 

WILSON, K.R. Florida Power Corp. (subs, of Florida Progress Corp.). 89/03/31. Docu- 
ment Control Branch (Document Control Desk). Ip. 

8904130387 Concurs w/revising chlorine limiting condition for operation setpoint to no 
greater than 5 ppm, per Tech spec Change Request 162 re toxic gas detection sys, per 
discussion w/NRC. 

WILSON.K.R. Florida Power Corp. (subs, of Florida Progress Corp.). 89/03/31. Docu- 
ment Control Branch (Document Control Desk). Ip. 49301 ;066-49301;066. 
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8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 


8904200192 Forwards final mod to NPDES Permit FL0000159. 

W!DELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp,). 89/04/07. Docu- 
ment Control Branch (Document Control Desk). 8pp. 49403:347-49403:354. 

8904210226 Confirms 890406 telcon w/N Economos re completed eddy current exams 
O', obp®-through steam generators.No addi tubes examined. 

W1DELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/04/07. Docu- 
ment Control Branch (Document Control Desk). Ip. 49430:294-49430:294. 

8904190445 Requests withdrawal of Tech Spec Change Request 134 re ATWS reactor 
trip breaker shunt trip, per Generic Ltr 85-10. Proposed changes will be incorporated In 
Tech Spec improvement program. 

WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/04/11. Docu- 
ment Control Branch (Document Control Desk). 1p. 49385:033-49385:033. 

8904210372 Requests withdrawal of Tech Spec Change Request 111 re ATWS silicon 
control rectifiers. 

WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/04/11. Docu- 
ment Control Branch (Document Control Desk). Ip. 49432:357-49432:357. 

8904180028 Approves 890331 request for withdrawal of proposed Tech Spec Change 
Request 6 re degraded grid protection.Util committed to incorporate changes consist- 
ent w/NRC guidance on matter in Tech Spec improvement program.TAC 52039 
closed. 

SILVER.H. Project Directorate 11-2. 89/04/12. WILGUS.W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). Ip. 49380:230-49380:230. 


0904120084 Aak fecelpt of BS0314 Itt* ih^ormlr1|3 NRO Of stepa taken to dorreet vlolatlohi 
noted in Insp Rapt BO-SOS/iG'OI, 

WILSON, i.A. RMlOh S, Ofs of j}i@ DlfMtOr. 89/08/29. WILQUO.WJ, Florida Pmm 
Corp, (nubs. Of Florldg Ffogrea^ Corp,). Ip, 4B28g;2@O40EiO;a9Q. 

®®*084, "Dlipeifti of AmiPioium Well Legilng Seuwei." 

©f InduitHil 4 Medteil Nudeap Safety (r’r^^it Ryo/2S). 
if/03/se. CQnwIidatid Edlton Co. of New York, Ine. ■'i'::i04:ooi-4-'::-iy.:u;;:fi. 

8903240277 NRC Info Notice 80-035, "Loss & Theft of Unsecured Licensed Mat!." Svc 
list onci* 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109, 


8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 


8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 


8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:1121 


8903300021 NRC info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1.2 & 3." Svc list end. 


L/IVI9IWII v-fwoi aiiui lai cvwriis A»swssmeni \rosi o/U^il 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 


8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05 
Consolidated Edison Co. of New York, Inc, 106pp. 49220:218-49220:324. 


8904170241 Ack receipt of util 890222 response to 890123 notice of violation.Response 
meets requirements of 10CFR2.201. 

WILSON, B.A. Region 2, Ofc of the Director. 89/04/05. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 1 p. 49354:227-49354:227. 


8904240288 Requests review & reporting of status of implementation of TMI Action Plan 
Items at facility.Printout of all TMI items, annotated where tracking sys indicates imple- 
mentation incomplete.encl. 

0^ Nuclear Reactor Regulation. Director (Post 870411). 89/04/ 
14. WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp,). 10pp. 
49449:229-49449:238. r / rr 


8904170371 Responds to 890224 & 0322 Itrs re NRC Bulletin 88-011, “Pressurizer 
Surge Line Thermal Stratification.” NRC agrees w/suggestion for 890407 meeting to 
discuss util scheduler proposal. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
SPOND.D.F. Babcock & Wilcox Operating Plants Owners Group. Ip. 49369:360- 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities," Svc list end. 

CUNNINGHAM, R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903310181 Confirms 890217 telcon re mgt meeting on 890415 to review results of 
SALP program for facility. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/03/15. W1LGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Coip.). 2pp. 49146:307-49146:308. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westlnghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSi,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904130397 Forwards Insp Rept 50-302/89-03 on 8901 28-0224. No violations or devi- 
ations noted. 

WILSON, W.S. Region 2, Ofc of the Director. 89/03/24. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 49317:229-49317:242. 


-8904^0401 Insp Rept 50-302/89-03 on 8901 28-0224. No violations or deviations 
noted.Major areas tnspected:plant operations, security, radiological controls.LERs & 
nonconforming operations rept, facility mods & licensee actions on inso 
HOLMES-RAY.P., TEDROW.J., CRLENJAK.R. Region 2, Ofc of the Director. 89/03/ 
24. 12pp. 49317:231-49317:242. 


. Florida Power 


8903300171 Notification of 890330 meeting w/util in Rockville, MD to discuss min flow 
PW'T'PS (Bulletin 88-004) & status of reactor coolant pump shaft repair. 
SILVER.H. Project Directorate 11-2. 89/03/27. MURLEY,T., SNIE2^.J.. MIRAQLIA F 
NRC - No Detailed Affiliation Given. 3pp. 49131:355-49131:357. 

8904070102 Forwards SALP Rept 50-302/88-35 for Sept 1987 - Dec 1988. Overall per- 
formance satisfactory.lnadequate training & staff size contributed to significant weak- 
nesses in engineering & technical support areas.lmprovement in security area 
EBNETER.S.D. Region 2. Ofc of the Director. 89/03/27. WILGUS.W S Florida 
Corp. (subs, of Florida Progress Corp.). 2pp. 49234:127-49234:162. 

-8904070103 SALP Rept 50-302/88-35 for Sept 1987 - Dec 1988.Rating of Cateaorv 
assigned in area of emergency preparedness. 

• Region 2. Ofc of the Director. 89/03/27. 34pp. 49234:129-49234:162. 

8904120226 Forwards Insp Rept 50-302/89-05 on 890306-1 0.No violations or dev 
ations noted. 

COLLINS,D.M. Region 2. Ofc of the Director. 89/03/27. WILGUS.W.S. Florida Pow« 
Corp. (subs, of Florida Progress Corp.). 2pp. 49276:141-49276:148 


-8904120238 Insp Rept 50-302/89-05 on 890306-1 0.No violations or deviations 
noted.Major areas inspectedemergency preparedness,radiological emergency re- 
sponse plan & implementing procedures & emergency facilities 
KREH,J.L, RANKIN, W.H. Region 2, Ofc of the Director. 89/03/24. 6pp 49276-143- 


8904200244 Forwards Insp Rept 50-302/89-04 on 890227-0303.No violations or devi- 
ations noted. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/04/07. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 49426:245-49426:259. 

-8904200245 Insp Rept 50-302/89-04 on 890227-0303.No violations or deviations 
noted.Major areas inspected:post-accident sampling sys, confirmatory 
measurements, radiological effluents & reactor coolant chemistry. 

MARSTON.R.R., KAHLE.J.B. Region 2, Ofc of the Director. 89/04/05. 13pp. 
49426:247-49426:259. 


8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904240190 Discusses Insp Rept 50-302/89-01 on 890101-27 & forwards notice of 
violation.Response should address violations & programmatic problems in enqineer- 
ing/technical support SALP functional area. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/04/13. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 49448:032-49448:035. 


-8904240194 Notice of violation from insp on 890101-27,Violations noted: plant operat- 
ed In Modes 1,2,3 & 4 w/containment isolation valves inoperable & failure to evaluate 
undersized air solenoid valves as regulatory or safety issue, 

EBNETER.S.D. Region 2, Ofc of the Director. 89/04/13. 2pp. 49448:034-49448:035. 


>1 I nosuiis Ok 




o»ui»iuii4r0 iNMu into [Notice 89-040, "Unsatisfactory Operator 1 
RequalifIcation Program." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 


luioa ouppi . „„„ »o-wfw, ui»ai. 

Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 






8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 


8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

operating rept for Mar 1989 for Crystal River Unit 3.W/890413 ltr. 
STEWART.S.A., BINKOWSKi.J.A., WIDELL.R.C. Florida Power Corp. (subs, of Florida 
Progress Corp.). 89/03/31. 5pp. 49452:148-49452:152. 
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S. Reportable occurrences, LERs & related correspondence 

8903290004 LER S9-008-00:on 890222, noncompliance w/design requirements leads to 
const & operation of sys outside of design basis. Cause not determined & investiga- 
tion in progressJsolation valve for steam trap closed for five days.W/890323 Itr. 
MOFFATT.LW., WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
89/03/23. 5pp. 49081:332-49081:336. 

8903300067 LER 89-007-00:on 890221 .determined that unit operated outside design 
basis w/portion of chilled water sys not Seismic Class 1. Caused by design error 
during plant const. Plant ventilation procedure revis6d.W/890323 Itr. 

MOFFATT,L.W., WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
89/03/23. 4pp. 49129:082-49129:085. 

8904210313 LER 89-009-00:on 89031 5, determined that DHR pumps might not perform 
safety function for some accidents, based on new vendor guidance re min continuous 
flow.Caused by changes in engineering practice.Evaluation in progress. W/890414 Itr. 
MOFFATT.LW.. WILSON. K.R. Florida Power Corp. (subs, of Florida Progress Corp.). 
89/04/14. 4pp. 49427:166-49427:169. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director tor Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-304 ZION NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8904070055 Change Request A-89-023 to EPIP 320-1, “Activation of GSEP Station 
Group.’’ 

* Commonwealth Edison Co. 89/01/31. 6pp. 49235:166-49235:171. 

8904070089 Change Request A-89-068 to EPIP 180-1, “Rad/Chem Director." 

* Commonwealth Edison Co. 89/03/14. 9pp. 49235:207-49235:214. 

8904070093 Change Request A-89-060 to EPIP 110-1, “Station Director.” 

* Commonwealth Edison Co. 89/03/14. 31pp. 49228:327-49228:357. 

8904070088 Change Request A-88-727 to Rev 0 to EPIP 210-1, "Operational Support 
Ctr Supervisor." 

* Commonwealth Edison Co. 89/03/15. 6pp. 49235:034-49235:039. 

8904070041 Change Request A-89-038 to Rev 4 to EPIP 190-1, “Communication Direc- 
tor." 

* Commonwealth Edison Co. 89/03/21. 14pp. 49226:335-49226:347. 

8904070045 Change Request A-89-069 to Rev 0 to EPIP 370-3, “Offsite Transportation 
Accident Response." 

** Commonwealth Edison Co. 89/03/21. 9pp. 49236:012-49236:020. 

8904070071 Change Request A-88-728 to Rev 1 to EPIP 200-1, “Operational Support 
Ctr Director." 

NYKIRK.J.W. Commonwealth Edison Co. 89/03/21. 6pp. 49235:287-49235:292. 

8904110153 Forwards Insp Repts 50-295/89-05,50-304/89-05,50-295/89-03 & 50-304/ 
89-03 on 881215-890124 & notice of violation. Violation resulted from inadequate 
communication between contractor employees & member of security staff. 
NORELIUS,C.E. Region 3, Ofc of the Director. 89/03/27. O'CONN0R,J.J. Common- 
wealth Edison Co. 3pp. 49236:348-49236:362. 

8904130562 Discusses allegations involving alleged improper background screening of 
individuals & breach of security involving incomplete background screening.Allegation 
that individual improperly screened unsubstantiated. 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/03/28. REED.C. Commonwealth 
Edison Co. 2pp. 49317:184-49317:188. 

“8904130565 Fonvards results of investigation re Allegation 88-A-0060 on screening 
security.Details withheld (ref 10CFR2.790(a)(7). 

BLISS,H.E. Commonwealth Edison Co. 88/08/25. DAVIS,A.B. Region 3, Ofc of the Di- 
rector. 1 p. 4931 7:1 86-4931 7:1 86. 

“8904130567 Partially withheld discussion of Allegation AMS-III-88-A-0060 (ref 
10CFR2.790).Corporate security unable to uncover any circumstances that would 
cause individual to pass test in 1985 & fail test in 1988, 

UIRD.PJ. Commonwealth Edison Co. 88/11/29. CHRISTOFFER.G. Region 3, Ofc of 
the Director. 2pp. 49317:187-49317:188. 

8904140153 Advises that plant evacuation time estimates within plume exposure path- 
way EPZ for plant consistent w/NUREG-0654,App A. 

URBANIK,T. Affiliation Not Assigned. 89/03/28. KANTOR.F. Emergency Prepared- 
ness Branch. 7pp. 49348:208-49348:215. 


P. Operating license stage documents & correspondence 

8903300047 Fonvards notices of consideration of issuance of amends to Licenses DPR- 
1 9,DPR-25,DPR-29,DPR-30.NPF-1 1 ,NPF-18.DPR-39, DPR-48,NPF-37,NPF-66,NPF-72 
& NPF-77.Amends consist of organizational changes. 

MULLER, D.R. Project Directorate ill-2. 89/03/16. BLISS,H.E. Commonwealth Edison 
Co, 8pp. 49131:084-49131:122. 

“8903300058 Notice of consideration of issuance of amends to Licenses DPR-39 & 
DPR-48 & proposed NSHC determination & opportunity for hearing on 890222 request 
re revs of Tech Specs to conform w/guidelines of Generic Ltr 88-06. 

PATEL,C.P. Project Directorate III-2. 89/03/09, 8pp. 49131:108-49131:115. 

8903280284 Forwards allegation details re activities at plant (Rlll-88-A-0t76) for review 
& followup.W/o encI.Requests that results of review & disposition be submitted within 
45 days of Itr date. 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/03/20. REED.C. Commonwealth 
Edison Co. 2pp. 49075:239-49075:240. 


8904120223 Application for amends to Licenses DPR-39 & DPR-48, changing Adminis- 
tration Control Section 6.0, per Generic Ltr 88-06. 

CHR2ANOWSKI,R. Commonwealth Edison Co. 89/03/22. MURLEY,T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 3pp. 49288:249-49288:254. 

“8904120224 Proposed Tech Specs re Administrative Controls Section 6.0. 

* Commonwealth Edison Co. 89/03/22. 4pp, 49288:251-49288:254. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180200 Confirms 890425 meeting in Region III ofc to discuss allegations re com- 
munications between plant mat & station operators. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/04/03. REED,C. Commonwealth 
Edison Co. Ip. 49380:275-49380:275. 

8904180230 Advises that util 881128 response to Generic Ltr 88-11 re radiation embrit- 
tlement of reactor vessel matls acceptable. Pressure-temp curves calculated per Feb 
1986 draft Reg Guide 1.99, Rev 2. 

PATEL, C.P. Project Directorate 1 1 1-2. 89/04/06. BLISS,H.E. Commonwealth Edison Co. 
3pp. 49372:067-49372:069. 

8904240296 Fonvards details of allegation re activities at plant. Results of review & dis- 
position of matter should be submitted to Region III within 30 days of Itr date. 
GREENMAN.E.G. Region 3, Ofc of the Director. 89/04/10. REED.C. Commonwealth 
Edison Co. 2pp. 49468:014-49468:015. 

8904200300 Requests review of end Allegations RIII-88-A-0161 & RIII-88-A-0169 within 
30 days of Itr date.Allegations withheld (ref 10CFR2.790). 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/04/11. REED.C. Commonwealth 
Edison Co. 2pp. 49405:357-49405:358. 

8904200301 Requests results of review & disposition of end Allegation RIII-88-A-0032 
re plant activities within 45 days of Itr date. Allegation withheld (ref 10CFR2.790). 
GREENMAN.E.G. Region 3, Ofc of the Director. 89/04/11. REED.C. Commonwealth 
Edison Co. 2pp. 49405:359-49405:360. 

8904210254 Requests withdrawal of 861216 amend request re radiological effluent 
Tech Specs (RETS).Recent issuance of Generic Ltr 89-01 proposed that RETS can 
be removed from Tech Specs if intent of RETS addressed in other station documents. 
TRZYNA.G.E. Commonwealth Edison Co. 89/04/11. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). Ip. 49432:310-49432:310. 

8904240464 Forwards SER supporting util post-accident monitoring instrumentation re- 
quired by Reg Guide 1.97, Rev 2.Technlcal evaluation rept also encl.AddI info request- 
ed re containment isolation valve position indication. 

PATEL.C.P. Project Directorate 111-2. 89/04/14. BLISS, H.E. Commonwealth Edison Co. 
4pp. 49448:258-49448:291. 

“8904240470 Safety evaluation supporting util post-accident monitoring instrumentation 
per Reg Guide 1 .97 & Generic Ltr 82-33. 

* NRC - No Detailed Affiliation Given. 89/04/14. 5pp. 49448:262-49448:266. 

“8904240473 “Technical Evaluation Rept, Conformance to Reg Guide 1.97, Zion 1 & 2." 
STOFFEL.J.W., UDY,A.C. Idaho National Engineering Laboratory. FIN A-6483, EGG- 
NTA-7368. 88/07/31. NRC - No Detailed Affiliation Given. 25pp. 49448:267- 
49448:291. 

8904240429 Forwards responses to station blackout rule re ability of LWR plants to 
withstand & recover from station blackout & list of procedures to be implemented for 
station blackout events. 

RICHTER,M.H. Commonwealth Edison Co. 89/04/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 45pp. 49449:123-49449:167. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Nofce 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
69/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903280230 Responds to NRC 890207 Itr re violations noted in Insp Repts 50-295/88- 
21 & 50-304/88-21 .Corrective actions:package addressing out-of-tolerance condition 
reviewed & training on ZAP 15-53-1, “Processing Discrepancy Records.” held for QC. 
BLISS, H.E. Commonwealth Edison Co. 89/03/07. DAVIS, A.B. Region 3, Ofc of the Di- 
rector. 4pp. 49075:177-49075:180. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903290296 Provides results of irtsps as supplemental response to NRC Bulletin 88-003 
re GE latching-type HFA relays installed in Class IE safety-related applications. 
RICHTER.M.H. Commonwealth Edison Co. 89/03/23. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49120:203-49120:204. 

8904110153 Forwards Insp Repts 50-295/89-05,50-304/89-05,50-295/89-03 & 50-304/ 
89-03 on 881215-890124 & notice of violation. Violation resulted from inadequate 
communication between contractor employees & member of security staff. 
NORELIUS,C.E- Region 3, Ofc of the Director. 89/03/27. O’CONNOR.J.J. Common- 
wealth Edison Co. 3pp. 49236:348-49236:362. 

“8904110180 Notice of violation from insp on 881 21 5-8901 04. Violation noted:isotopes 
shipped in overpack that failed to meet marking & labeling requirements. 
NORELIUS.C.E. Region 3, Ofc of the Director. 89/03/27. 3pp. 49236:351-49236:362. 

8904130623 Ack receipt of 890307 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-295/88-21 & 50-304/88-21. Written verification of commit- 
ments stated requested within 45 days of Itr date. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/29. REED.C. Commonwealth 
Edison Co. 2pp. 49299:054-49299:055, 
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8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.’’ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130621 Forwards Exam Rept 50-295/OL-89-01 of exams administered during wk of 
890220. 

WRIGHT,G.C. Region 3, Ofc of the Director. 89/03/31. REED.C. Commonwealth 
Edison Co. 2pp. 49318:060-49318:181. 

“8904130622 Exam Rept 50-295/OL-89-01 on 890220-24.Exam results:all six senior re- 
actor operator & four reactor operator candidates passed exams.Master copy of 
exams end. 

DAMON,D. Region 3, Ofc of the Director. 89/03/30. 120pp. 49318:062-49318:181. 

8904130364 Advises that util 890209 response to NRC Bulletin 88-001, “Defects in 
Westinghouse Circuit Breakers,” acceptable. 

PATEL,C.P. Project Directorate III-2. 89/04/03. BLISS, H.E. Commonwealth Edison Co. 
3pp. 49291:087-49291:089. 

8903290256 NRC Info Notice 89-036, ‘‘Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, ‘‘Proposed Amends to 40CFR61,Alr Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904200304 Forwards Safety Insp Repts 50-295/89-08 & 60-304/89-08 on 890210- 
0323 & notice of violation. 

MCKENNA.E.M. Region 3, Ofc of the Director. 89/04/10. REED.C. Commonwealth 
Edison Co. 2pp. 49426:217-49426:232. 

“8904200305 Notice of violation from insp on 89021 0-031 7. Violation noted:on 
890225,both QC & QA signed off hold point as acceptable w/o noting that weld 4 
data had been recorded as weld 3. 

MCKENNA, E.M. Region 3, Ofc of the Director. 89/04/10. Ip. 49426:219-49426:219. 

“8904200307 Insp Repts 50-295/89-08 & 50-304/89-08 on 890210-0323. Violations 
noted.Major areas inspected:licensee action on previous insp findings,summary oper- 
ations & 89021 9 shutdown of Unit 2 to repair failed control rod. 

HINDS, J.M. Region 3, Ofc of the Director. 89/04/10. 13pp. 49426:220-49426:232. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York. Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmrtters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operatinjg reports & reiated correspondence 

8904180311 Forwards plant annual rept & 10CFR50.59 rept for 1988. 

JOYCE,T.P. Commonwealth Edison Co. 89/03/26. Document Control Branch (Docu- 
ment Control Desk). Ip. 49375:172-49375:196. 

“8904180315 “Annual Operating Rept for 1988.” 

‘ Commonwealth Edison Co. 88/12/31. 7pp. 49375:173-49375:179. 

“8904180317 “Zion Nuclear Power Station Annual 10CFR50.59 Rept, 1988.” 

* Commonwealth Edison Co. 88/12/31. 17pp. 49375:180-49375:196. 

8904190438 Monthly operating repts for Mar 1989 for Zion Generating Station Units 1 & 
2.W/890404 Itr. 

THOMAS, J., JOYCE, T.P. Commonwealth Edison Co. 89/03/31. 12pp. 49394:304- 
49394:315. 


S. Reportable occurrences, LERs & reiated correspondence 

8904060446 LER 85-022-01 :on 851 01 5, fuel handling accident radiation monitor exceed- 
ed high alarm setpoint of 300 mrem/h due to high exposure rate from upper 
internals,resulting in closure of containment purge valves.Procedure revised.W/undat- 
ed Itr. 

GREAVES,C., PLIML,G.J. Commonwealth Edison Co. 88/12/16. 4pp. 49216:046- 
49216:049. 

8903280324 LER 89-005-00:on 890220.discovered that Tech Spec action statements 
not met for inoperable auxiliary bldg vent stack monitor. Monitor inoperable since 
89021 9.Caused by personnel error. Procedures will be revised.W/890322 Itr. 

BLESS,A., JOYCE,T.P. Commonwealth Edison Co. 89/03/22. 5pp. 49064:240- 
49064:244. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT,G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8904130621 Forwards Exam Rept 50-295/OL-89-01 of exams administered during wk of 
890220. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/31. REED,C. Commonwealth 
Edison Co. 2pp. 49318:060-49318:181. 

“8904130622 Exam Rept 50-295/OL-89-01 on 890220-24. Exam results:all six senior re- 
actor operator & four reactor operator candidates passed exams.Master copy of 
exams end. 

DAMON,D.. BURDICK.T.M. Region 3, Ofc of the Director. 89/03/30. 120pp. 
49318:062-49318:181. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411), 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 5(F305 KEWAUNEE NUCLEAR POWER PLANT 


J. insurance & indemnity information 


8904030485 Submits rept of onsite property damage insurance & property 
insurance. Licensee believes that coverage complies w/ 10CFR50.54(w)(1). 
STEINHARDT.C.R. Wisconsin Public Service Corp. 89/03/27. Document Control 
Branch (Document Control Desk). Ip. 49181:326-49181:326. 

8904210274 Fonvards Endorsements 72,1 & 4 to MAELU Policy MF-71, Facility Worker 
Form & Master Policy 1 .respectively & Endorsements 88,28,2 & 13 to NELIA NF- 
204, NS-384, Facility Worker Form & Master Policy 1 .respectively. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 89/04/12. Document Control 
Branch (Document Control Desk). 8pp. 49443:063-49443:070. 


P. Operating license stage documents & correspondence 


8904030024 Forwards safety evaluation re util response to Generic Ltr 83-28,ltem 1.2, 
“Post-Trip Review, Data & Info Capabilities." 

GlITTER.J.G. Project Directorate 111-3. 89/03/27. STEINHARDT.C.R. Wisconsin Public 
Service Corp. 2pp. 49182:010-49182:019. 

“8904030025 Safety evaluation re Generic Ltr 83-28, “Post-Trip Review, Data & Info 
Capabilties." 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/27. 8pp. 
49182:012-49182:019. 

8904060059 Advises that listed P&ID drawings being sent to Region III for filing,per 
800320 request. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 89/03/31. Document Control 
Branch (Document Control Desk). Ip. 49216:097-49216:097. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904210195 Forwards safety evaluation closing outTMl Action Item II.K.3.5, “Automatic 
Trip of Reactor Coolant Pumps.” Issue may be subj of onsite verification. 

GlITTER.J.G. Project Directorate III-3. 89/04/06. STEINHARDT.C.R. Wisconsin Public 
Service Corp. 2pp. 49427:049-49427:072. 

“8904210201 SER dosing out TMI Action Plan Item II.K.3.5, “Automatic Trip of Reactor 
Coolant Pumps.” 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/06. 22pp. 
49427:051-49427:072. 

8904210118 Requests prompt review & r^orting of status of implementation of TMI 
action plan items at facility.Printout of all iMI items, annotated where tracking sys indi- 
cates implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. FAY,C.W. Wisconsin Public Service Corp. 16pp. 49443:278-49443:293. 

8904210213 Requests prompt review & reporting of status of implementation of TMI 
Action Plan items at facility.Printout of TMI items, annotated where tracking sys indi- 
cates implementation incomplete,encl. 

MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/ 
14. LIU.L Iowa Electric Light & Power Co. 10pp. 49443:303-49443:312. 



84 DOCKETED ITEMS 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903280009 Forwards addi info requested re NRC Bulletin 88-002, “Rapidly Propagating 
Fatigue Cracks in Steam Generator Tubes," for review & approval. 

HINTZ,D.C. Wisconsin Public Service Corp. 89/03/09. Document Control Branch 
(Document Control Desk). 5pp. 49075:234-49075:238. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904050440 Forwards Safety Insp Rept 50-305/89-05 on 890307-09 & 0321. No viola- 
tions noted. 

COOPER.R.W. Region 3, Ofc c^ the Director. 89/03/29. HINTZ.D.C. Wisconsin Public 
Service Corp. 2pp '49?13 253-492l3:2;:9 

-8904050441 Safety Insp Rept 50-305/89-05 on 890307-09 & 21. No violations 
noted.Major areas inspected:inservice 'nso activit'os.Irdudmg review of 
program, procedures, observation of work & .\c>'k ac:.v. es & caia rovscw. 

WARD,K.D., DANIELSON, D.H. Region 3, Ofc of the Director. 89/03/29. 5pp. 
49213:255-49213:259. 

8904130626 Forwards Safety Insp Rept 50-305/89-01 on 890201-031 5.No violations 
noted. 

KNOP,R.C. Region 3, Ofc of the Director. 89/03/29. HINTZ.D.C. Wisconsin Public 
Service Corp. 2pp. 49294:350-49294:360. 

-8904130627 Insp Rept 50-305/89-01 on 890201 -031 5.No significant safety issues 
identified. Major areas inspectedibulletin followup, 10CFR21 followup.operational 
safety.surveillance,maint, event followup & temporary instruction followup. 
DEFAYETTE,R. Region 3, Ofc of the Director. 89/03/29. 9pp. 49294:352-49294:360. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904040044 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers." All molded-case circuit breakers stored as spares for safety-related 
applications must have certificate of compliance for mfg. 

HINTZ.D.C. Wisconsin Public Service Corp. 89/03/31. Document Control Branch 
(Document Control Desk). 27pp. 491 94:256-491 94:282. 

8904170234 Forwards app to SALP Rept 50-305/88-01 for Jul 1987 - Nov 1988.Sum- 
mary of 890227 meeting also end. 

DAVIS, A.B. Region 3, Ofc of the Director. 89/03/31. HINTZ.D.C. Wisconsin Public 
Service Corp. 2pp. 49354:264-49354:267. 

-8904170239 App to SALP Rept 50-305/88-01 for Jul 1987 - Nov 1988. Overall ratings 
unchanged. 

‘ Region 3, Ofc of the Director. 89/03/31. 2pp. 49354:266-49354:267. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904180211 Forwards Exam Rept 50-305/OL-89-01 of exams administered during wk of 
890220. 

WRIGHT,G.C. Region 3, Ofc of the Director. 89/04/04. HINTZ.D.C. Wisconsin Public 
Service Corp. 2pp. 49374:005-49374:124. 

“8904180216 Exam Rept 50-305/OL-89'01 during wk of 890220.Exam results: one re- 
actor & three senior reactor operators passed exams. 

REIDINGER.T.D., BURDICK.T.M. Region 3, Ofc of the Director. 89/04/03. 100pp. 
49374:007-49374:124. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs,” Svc list end. 

ftOSSt.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York. Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 


8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSS!,C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904180235 Monthly operating rept for Mar 1989 for Kewaunee Nuclear Power 
Plant.W/890410 Itr. 

RUITER.G.H., STEINHARDT.C.R. Wisconsin Public Service Corp. 89/03/31. 5pp. 
49372:253-49372:257. 


S. Reportable occurrences, LERs & related correspondence 

8904030129 LER 89-003-00:on 890223,auxiliary bldg special ventilation sys automatical- 
ly actuated on high radiation signal from radiation monitors R-13 & R-14.Caused by 
inadequate sampling procedures.Danger tag placed on valve. W/890327 Itr. 

WEBB,T.J.. STEINHARDT,C.R. Wisconsin Public Service Corp. 89/03/27. 5pp. 
49155:299-49155:303. 

8904050111 LER 89-004-00:on 890227, concern re leak test methods of containment 
penetration was identified.Caused by failure to adequately evaluate orientation of 
valves NG-108A & NG-108B when developing test procedure & Tech Specs. W/ 
890329 Itr. 

NALEPKA.D.S.. STEINHARDT.C.R. Wisconsin Public Service Corp. 89/03/29. 7pp. 
49214:167-49214:173. 

8904200267 LER 89-005-00:on 89031 0,insp of diesel generator start up air sys finds de- 
ficiencies that could render both diesel generators inoperable due to inadequate 
design.Cause unknown.Generic implications will be examined.W/890410 Itr. 

WEBB.T.J., STEINHARDT.C.R. Wisconsin Public Service Corp. 89/04/10. 11pp. 
49403:294-49403:304. 

8904240268 LER 89-006-00:on 89031 5, audit identified failure to implement Tech Spec 
re testing of fan coil emergency discharge dampers & backfit dampers.Caused by pro- 
cedural inadequacy.Procedure updated.W/890414 Itr. 

BERGMANN.J.W., STEINHARDT.C.R. Wisconsin Public Service Corp. 89/04/14. 5pp. 
49452:300-49452:304. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT.G.C. Region 3, Cfc of the Director. 89/03/30, Affiliation Not Assigned. 2pp. 
49234:013-49234:014, 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8904180211 Forwards Exam Rept 50-305/CL-89-01 of exams administered during wk of 
890220. 

WRIGHT.G.C. Region 3, Cfc of the Director. 89/04/04. HINTZ.D.C. Wisconsin Public 
Service Corp. 2pp. 49374:005-49374:124. 

“8904180216 Exam Rept 50-305/OL-89-01 during wk of 890220.Exam results: one re- 
actor & three senior reactor operators passed exams. 

REIDINGER.T.D., BURDICK.T.M, Region 3, Ofc of the Director. 89/04/03. 100pp. 
49374:007-49374:124. 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8904130253 Forwards Safety Insp Repts 50-282/89-03 & 50-306/89-03 on 890129- 
0309.No violations noted. 

AXELSON.W.L Region 3, Ofc of the Director. 89/03/28. LARSON.C.E. Northern 
States Power Co. 2pp. 49298:190-49298:203. 

“8904130254 Insp Repts 50-282/89-03 & 50-306/89-03 on 890129-0309.No violations 
noted.Major areas inspected:previous insp findings.plant operational 
safety, maint, surveillances, ESP sys.security.QA programs & followup of LERs. 
BURGESS, B. Region 3, Ofc of the Director. 89/03/28. 12pp. 49298:192-49298:203. 

8904110230 Requests NRC review & approval of end proposed change in plant securi- 
ty plan.Plan withheld. 

MUSOLF,D. Northern States Power Co. 89/04/03. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). Ip. 49295:080-49295:080. 

8904180203 Ack receipt of 890316 description of scope & objectives for 1989 exercise 
scheduled for 890606.No concerns identified. 

GREGER,L.R. Region 3, Ofc of the Director. 89/04/04. LARSON.C.E. Northern States 
Power Co. Ip. 49380:201-49380:201. 



DOCKETED ITEMS 85 


J. Insurance & indemnity information 

8904240266 Forwards Endorsements 92 & 78 to NELIA Policy NF-174 & MAELU Policy 
MF-51 .respectively & Endorsements 78 & 67 to NELIA Policy NF-197 & MAELU Policy 
MF-68, respectively. 

CARTER, R.J. Marsh & McLennan, Inc. 89/03/28. DINlTZ.l. NRC - No Detailed Affili- 
ation Given. 5pp. 49449:265-49449:269. 


P. Operating license stage documents & correspondence 

8904030399 Fonwards environ assessment & finding of no significant impact re 880718 
application for amends to Licenses DPR-42 & DPR-60. Amends revise Tech Specs re 
steam/feedwater mismatch flow. 

DItANNI.D.C. Project Directorate III-1. 89/03/28. MUSOLF.D.M. Northern States 
Power Co. 3pp. 49164:135-49164:141. 

“8904030405 Environ assessment & finding of no significant impact re 880718 applica- 
tion for amends to Licenses DPR-42 & DPR-60. Amends revise Tech Specs by delet- 
ing steam/feedwater mismatch flow coincident w/low feedwater flow reactor trip. 
DllANNI.D.C. Project Directorate ill-1. 89/03/28. 4pp. 49164:138-49164:141. 

8904120331 Requests withdrawal of 871218 application for amends to Licenses DPR- 
42 & DPR-60 re drills to test flood protection measures contained in Section 5 of 
Tech Specs.Section 5 will be revised as part of plant Tech Spec improvement pro- 
gram. 

MUSOLF.D. Northern States Power Co. 89/03/31 . Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). 1p. 49295:292-49295:292. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904170088 Forwards Amends 87 & 80 to Licenses DPR-42 & DPR-60, respectively & 
safety evaluation.Amends change Tech Specs by eliminating steam/feedwater mis- 
match flow in coincident w/ low feedwater flow reactor trip. 

DIIANNl.C.C. Project Directorate III-1. 89/04/03. MUSOLF.D.M. Northern States 
Power Co. 4pp. 49371:086-49371:107. 

“8904170090 Amends 87 & 80 to Licenses DPR-42 & DPR-60, respectively, changing 
Tech Spec by eliminating steam/feedwater mismatch flow in coincident w/low feed- 
water flow reactor trip, 

aUAY,T.R. Project Directorate III-1. 89/04/03. 14pp. 49371:090-49371:103. 

“8904170092 Safety evaluation supporting Amends 87 & 80 to Licenses DPR-42 & 
DPR-60, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/03. 4pp. 
49371:104-49371:107. 

8904170126 Application for amends to Licenses DPR-42 & DPR-60, increasing fuel en- 
richment limit.Proposed changes w/reasons for request, supporting safety evaluation/ 
significant hazards determination, Tech Specs pages & Westinghouse rept end. 
MUSOLF.D. Northern States Power Co. 89/04/06. Document Control Branch (Docu- 
ment Control Desk). 13pp. 49356:303-49356:361. 

“8904170132 Proposed Tech Specs, increasing fuel enrichment limit to allow storage of 
4.25 weight % U-235 fuel in new fuel pit & spent fuel pool. 

• Northern States Power Co. 89/04/06. 7pp. 49356:316-49356:322. 

"8904170133 “Criticality Analysis of Prairie Island Units 1 & 2 Fuel Racks." 

BOYD.W.A., KRIEG.D.J., COBB.R.C. Westinghouse Electric Corp, 89/03/31. 39pp. 
49356:323-49356:361. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York. Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904130253 Forwards Safety Insp Repts 50-282/89-03 & 50-306/89-03 on 890129- 
0309.No violations noted. 

AXELSON.W.L. Region 3, Ofc of the Director. 89/03/28. URSON.C.E. Northern 
States Power Co. 2pp. 49298:190-49298:203. 

“8904130254 Insp Repts 50-282/89-03 & 50-306/89-03 on 890129-0309.No violations 
noted.Major areas inspected:previous insp findings.plant operational 
safety, maint, surveillances, ESF sys, security, QA programs & followup of LERs. 
BURGESS.B. Region 3, Ofc of the Director. 89/03/28. 12pp. 49298:192-49298:203. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 94pp. 49204:001-49204:095, 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matt.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc, 108pp. 49205:001-49205:109. 

8904130298 Forwards Safety Insp Repts 50-282/89-07 & 50-306/89-07 on 890306- 
10. No violations noted. 

GREGER,L.R. Region 3, Ofc of the Director. 89/03/30, LARSON.C.E. Northern States 
Power Co. 2pp. 49319:207-49319:218. 

“8904130301 Insp Repts 50-282/89-07 & 50-306/89-07 on 890306-1 0.No violations 
noted.Major areas inspected:chemistry program, including procedures, organization & 
training & primary & secondary sys water QC programs, 

HOLTZMAN,R.B. Region 3, Ofc of the Director. 89/03/30. 10pp. 49319:209- 
49319:218. 


8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys,” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904070135 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers (MCCBs).” End table summarizes results of research into MCCBs not trace- 
able to circuit breaker mfg & purchased prior to 880801. 

LARSON.C.E. Northern States Power Co. 89/03/31 . Document Control Branch (Docu- 
ment Control Desk). 6pp. 49235:260-49235:265. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904210276 Discusses operation of Unit 2 w/suspect mechanical steam generator tube 
plugs (SGTPs),following rupture of mechanically expanded SGTPs at Unit 1 .Replace- 
ment of ref plugs not prudent, based on calculations & visual insp. 

MUSOLF.D.M. Northern States Power Co. 89/04/11. Document Control Branch (Doc- 
ument Control Desk). 13pp. 49452:153-49452:165. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904170036 Monthly operating repts for Prairie Island Nuclear Generating Plant for Mar 
1989.W/890407 ltr. 

DUGSTAD.D., MUSOLF.D. Northern States Power Co. 89/03/31. 9pp. 49350:304- 
49350:312. 


S. Reportable occurrences, LERs & related correspondence 

6904210276 Discusses operation of Unit 2 w/suspect mechanical steam generator tube 
plugs (SGTPs), following rupture of mechanically expanded SGTPs at Unit 1. Replace- 
ment of ref plugs not prudent,based on calculations & visual insp. 

MUSOLF.D.M. Northern States Power Co. 89/04/11, Document Control Branch (Doc- 
ument Control Desk). 13pp. 49452:153-49452:165. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04, Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055, 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & fire protection plans 

8904060178 Forwards Insp Rept 50-309/89-02 on 8901 31 -0228.NO violations noted 
WIGGINS, J.T. Region 1, Ofc of the Director. 89/03/27. FRIZZLE, C.D. Maine Yankee 
Atomic Power Co. 2pp. 49216:125-49216:136. 
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“8904060180 Insp Rept 50-309/89-02 on 890131-0228.No violations noted. Major 
areas inspectedrfollowup on previous insp findings, review of special repts, licensee 
event followup, operational safety vcrfication.na'nt.sun/eiliance & ohvsical security. 
TRIPP.LE. Region 1, Ofc of the C:.'cc;cr. 39/03/2^. lOoc. 49216:127-49216: 136. 

8904110293 Forwards Safety Insp Rept 50-309/89-04 on 890306-09.No violations 
noted. 

BELLAMY,R.R. Region 1, Ofc of the Director. 89/03/31. FRIZZLE,C,D. Maine Yankee 
Atomic Power Co. 2pp. 49273:215-49273:222. 

-8904110295 Insp Rept 50-309/89-04 on 890306-09.No violations noted. Major areas 
inspected:emergency preparedness program, facilities, equipment, supplies & organiza- 
tion & mgt control. 

CONKL!N,C.. LA2ARUS,W. Region 1. Ofc of the Director. 89/03/27. 6pp. 49273:217- 
49273:222. 

8904060333 Forwards revised security plan & description of changes. Rev withheld (ref 
10CFR73.21). 

WH1TTIER,G.D. Maine Yankee Atomic Power Co. 89/04/03. Document Control 
Branch (Document Control Desk). Ip. 49216:092-49216:092. 


H. General correspondence 

8904180020 Informs that unless response received to remain on mailing list for info on 
plant,licensee name will be removed. 

SEARS, P.M. Project Directorate 1-3. 89/04/07. Wiscasset, ME. Ip. 49380:229- 
49380:229. 

8904180069 Advises that name will be removed from mailing list re info on plant unless 
request to remain on list received within 30 days. 

SEARS,P.M. Project Directorate 1-3. 89/04/07. Maine. State of. Ip. 49380:189- 
49380:189. 


I. Financial Information 


8904210102 Forwards SEC Form 10K re annual rept for FY88. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 89/04/14. Document Control 
Branch (Document Control Desk). 67pp. 49426:292-49426:358. 


P. Operating license stage documents & correspondence 

8903310259 Forwards safety evaluation accepting Generic Ltr 83-28, Item 4.5.2, “Reac- 
tor Trip Sys Reliability-On-Line Testing,’’ 

CALVO,J.A. Project Directorate IV. 89/03/23. DEWEASE.J.G. Louisiana Power & 
Light Co. 4pp. 49159:196-49159:223. 

-8710140201 "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nuclear One 
2.Calvert Cliffs 1 & 2, Fort Calhoun.Maine Yankee, Millstone 2,Palisades,Palo Verde 1.2 
& 3.San Onofre 2 & 3,St Lucie 1 & 2. Waterford 3,WPPSS 3." informal rept. 
FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6001. EGG-NTA-7463 
R02. 87/09/30. NRC - No Detailed Affiliation Given. 23pp. 49159:201-49159:223. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904180186 Advises of intent to remove names of parties no longer interested in receiv- 
ing info on plant from mailing lists, including C-E.C-E will be removed from list unless 
request to continue to receive info received within 30 days, 

SEARS.P.M. Project Directorate 1-3. 89/04/07. BRINKMAN, C.B, Combustion Engi- 
neering, Inc. Ip. 49372:162-49372:162. 

8904240423 Requests review & reporting of status of implementation of TMI action plan 
items at facility. Printout of all TMI items, annotated where tracking sys indicates imple- 
mentation incomplete,encl. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. FRIZZLE, C.D. Maine Yankee Atomic Power Co. 10pp. 49449:255-49449:264. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.’’ Svc list end, 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904060092 Forwards Safety Insp Rept 50-309/89-03 on 890228-0303.No violations 
noted .Violations addressed in rept identified in previous insp & will be addressed in 
future correspondence. 

GALLO, R.M. Region 1, Ofc of the Director. 89/03/24. FRIZZLE, C.D. Maine Yankee 
Atomic Power Co. 2pp. 49225:302-49225:311. 

-8904060095 Insp Rept 50-309/89-03 on 890228-0303.No violations noted. Major 
areas inspected:util corrective actions to respond to potential enforcement findings 
88-200-01 & 02.described In Insp Rept 50-309/88-200. 

FfNKEL,A., NAPUDA.G., BLUMBERG.N. Region 1 , Ofc of the Director. 89/03/24. 8pd. 
49225:304-49225:311. 

8904060178 Forwards Insp Rept 50-309/89-02 on 890131-0228.No violations noted. 
WIGGINS, J.T. Region 1. Ofc of the Director, 89/03/27. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 2pp. 49216:125-49216:136. 

-8904060180 Insp Rept 50-309/89-02 on 890131-0228.No violations noted. Major 
areas inspected:followup on previous insp findings, review of special repts.licensee 
event followup, operational safety verification, maint, surveillance & physical security. 
TRIPP.LE. Region 1, Ofc of the Director. 89/03/24. 10pp. 49216:127-49216:136. 


8904060196 Forwards Safety Sys Functional Insp Team Rept 50-309/89-80 on 890109- 
0210.Util found to have fragmented approach to safety evaluations. 

KANE.W.F. Region 1, Ofc of the Director. 89/03/27. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 3pp. 49226:255-49226:317. 

-8904060198 Insp Rept 50-309/89-80 on 8901 09-021 0.No violations noted. Major 
areas inspected:component cooling water & supported sys, including engineering re- 
quired to support design changes, operational occurrences & surveillance activities. 
KELLY.G. Region 1, Ofc of the Director. 89/03/24. 60pp. 49226:258-49226:317. 

8904140250 Forwards Exam Rept 50-309/89-01 OL administered on 890118. 

GALLO, R.M. Region 1, Ofc of the Director. 89/03/29. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 2pp. 49335:296-49335:302. 

—8904140256 Exam Rept 50-309/89-01 OL on 890118.Exam results:one simulator exam 
administered to one senior reactor operator retake candidate who failed 
exam.Completion of makeup training for operators not being tracked. 

SILK.D.M., ESELGRATH.P.W. Region 1, Ofc of the Director. 89/03/28. 5pp. 
49335:298-49335:302. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.’’ 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904110293 Forwards Safety Insp Rept 50-309/89-04 on 890306-09.No violations 
noted. 

BELLAMY.R.R. Region 1. Ofc of the Director, 89/03/31. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 2pp. 49273:21 5-49273:222. 

—8904110295 Insp Rept 50-309/89-04 on 890306-09.No violations noted. Major areas 
inspected:emergency preparedness program, facilities, equipment, supplies & organiza- 
tion & mgt control. 

CONKLIN.C., LAZARUS, W. Region 1. Ofc of the Director. 89/03/27. 6pp. 49273:217- 
49273:222. 

8904130523 Responds to NRC Bulletin 88-010, “Non-Conforming Molded-Case Circuit 
Breakers.” Util plans to conduct audits of intermediate suppliers records by 890530. 
FRIZZLE.C.D. Maine Yankee Atomic Power Co. 89/03/31. Document Control Branch 
(Document Control Desk). 8pp. 49299:060-49299:067. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York. Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York. Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses In Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904190159 Forwards “Maine Yankee Inservice Insp Summary Rept.” Results of steam 
generator tube inservice insp also end. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 89/04/12. Document Control 
Branch (Document Control Desk). 1p. 49392:085-49392:112. 

—8904190166 “Inservice Insp Summary Rept for Maine Yankee Atomic Power Co 
Augusta,ME." 

MEHLHORN.P., SPEED, L., HEBERT, J. Maine Yankee Atomic Power Co. 89/01/12. 
27pp. 49392:086-49302:112. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York. Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1164 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 
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U. Congressional/Exiccutive Correspondence 

8903300172 Forwards detailed info re status of implementation of TMI action plan items 
at listed plants.Sma il number of action items still need resolution. 

2ECH,LW. Commissioners. 89/03/17. MARKEY.E.J. House of Rep. 20pp. 49309:174- 
49309:195. 


V. Operator Examinations 

8904140250 Forwards Exam Rept 50-309/89-01 OL administered on 890118. 
GALLO.R.M. Region 1, Ofc of the Director. 89/03/29. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 2pp. 49335:296-49335:302. 

”8904140256 Exam Rept 50-309/89-01 OL on 890118.Exam results:one simulator exam 
administered to one senior reactor operator retake candidate who failed 
exam.Completion oT makeup training for operators not being tracked. 

SILK.D.M., ESELSRATH.P.W. Region 1. Ofc of the Director. 89/03/28. 5pp. 
49335:298-49335:3 02. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license <e under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-311 SA1.EM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8903300287 Forwarcds Safety Insp Repts 50-272/89-02 & 50-311/89-02 on 890206- 
10. No violations noted. 

DURR.J.P. Region 1,Ofc of the Director. 89/03/20. MILTENBERGER.S, Public Serv- 
ice Electric & Gas Co. of New Jersey. 3pp. 49144:266-49144:276. 

”8903300290 Insp IRepts 50-272/89-02 & 50-311/89-02 on 890206-10.No violations 
noted.Major areas inspected:fire protection/ prevention program.including fire protec- 
tion equipment ma int& fire brigade training. 

KRASOPOULOS,/V. Region 1, Ofc of the Director. 89/03/09. 8pp. 49144:269- 
49144:276. 

8904130138 Forwards Safety Insp Repts 50-272/89-01 & 50-311/89-01 on 890131- 
0320 & notice of vriolation.Determination as to whether continued noncompliances rep- 
resent breakdown in QA program should be addressed in response. 

WENZINGER.EC. Region 1. Ofc of the Director. 89/03/31. MILTENBERGER.S. 
Public Service Electric & Gas Co. of New Jersey. 3pp. 49319:141-49319:167. 

”8904130148 Insp Repts 50-272/89-01 & 50-311/89-01 on 890131-0320. Violations 
noted.Major areas inspected:resident safety insp of operations, radiological 
controls, surveillance testing, maint, emergency preparedness, security & engineering 
support, 

SWETLAND.P.D. Region 1. Ofc of the Director. 89/03/29. 22pp. 49319:146- 
49319:167. 


P. Operating license stage documents & correspondence 

8903300039 Application for amends to Licenses DPR-70 & DPR-75,revlsing Tech Specs 
to more properly reflect operation of EGGS subsystems. 

MILTENBERGtR^S. Public Service Electric & Gas Co. of New Jersey. 89/03/16. Doc- 
ument Control Branch (Document Control Desk). 11pp. 49143:281-49143:302. 

”8903300176 Propcsed Tech Specs, reflecting proper operation of ECCS subsystems. 

* Public Service Electric & Gas Co. of New Jersey. 89/03/16. lipp, 49143:292- 
49143:302. 

8903290327 Notification of 890328 meeting w/util in Rockville.MD to discuss plants 

iSSUGS 

SHIRAKI.C.Y., STONE, J.C. Project Directorate 1-2. 89/03/21. MURLEY.T., 

SNIEZEK.J.. MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 49081:176- 
49081:178. 

8903310039 Forwa*.rds Amends 91 & 66 to Licenses DPR-70 & DPR-75, respectively & 
safety evaluation -Amends redefine “fully withdrawn” position of control rod cluster as- 
semblies & delete Figure 3.1.2 from Unit 1 Tech Specs. 

STONE, J.C. Project Directorate I-2. 89/03/22. MILTENBERGER.S, Public Senrice 
Electric & Gas Go. of New Jersey. 3pp. 49162:235-49162:266. 

”8903310041 Amends 91 & 66 to Licenses DPR-70 & DPR'75, respectively, redefining 
“fully withdrawn’* position of control rod cluster assemblies & deleting Figure 3.1.2 & 
Spec 3.10.5 from Units 2. 

BUTLER, W.R. PsToject Directorate 1-2. 89/03/22. 26pp. 49162:238-49162:263. 

”8903310044 Safety evaluation supporting Amends 91 & 66 to Licenses DPR-70 & 
DPR-75. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/22. 3pp. 
49162:264-49162:266. 

8904060200 Application for amends to Licenses DPR-70 & DPR-75, deleting Table 3,8-1 
from Tech Specs, per Generic Ltr 84-13. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/23. Doc- 
ument Control Bfcranch (Document Control Desk). 7pp. 49225:312-49225:354. 

”8904060203 ProfDosed Tech Specs, deleting Table 3.8-1. 

* Public Service© Electric & Gas Co. of New Jersey. 89/03/23. 36pp. 49225:319- 
49225:354. 

8904030033 SumiiTiaiy of 890314 meeting w/util re application of Generic Ltr 87-09 to 
plant. 

STONE, J.C. Project Directorate I-2. 89/03/29. Project Directorate I-2- 6pp. 49182:084- 
49182:089. 

8904050412 Acc^epts Rev 5 to offsite dose calculation manual.Number of points in 
manual remain open. 

STONE. J.C. Project Directorate 1-2. 89/03/31. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 49214:355-49215:015. 


8904110156 Forwards “Salem Units 1 & 2 10% Tube Plugging Large Break LOCA 
BASH Analysis." 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. S9/03/31. Doc- 
ument Control Branch (Document Control Desk). 8pp. 

”8904110159 “Salem Units 1 & 2 10% Tube Plugging Large LOCA Bash Analysis." 
PETZOLD.J.S., 1VEY,J.S.. AKERS, J.J. Westinghouse Electric Corp. WC:AP-12192. 89/ 
03/31. 131pp. 

8904120308 Responds to Generic Ltr 88-14, “Instrument Air Sys Protslems Affecting 
Safety-Related Equipment." 

MILTENBERGER,S. Public Service Electric & Gas Co. of New Jersey. ©9/03/31. Doc- 
ument Control Branch (Document Control Desk). 7pp. 49290:228-49290:234. 

8904120319 Responds to request for addi info re util schedule for resp^onding to Item 
II.D.1 of NUREG-0737 concerning stress analyses.Responses will toe provided by 
890515. 

MILTENBERGER.S. Public Sen/ice Electric & Gas Co. of New Jersey. ©9/03/31. Doc- 
ument Control Branch (Document Control Desk). 2pp. 49290:243-49290:244. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A, Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904210318 Requests prompt review & reporting of status of implem^enlation of TMI 
action plan items at facilities.Encl should be marked-up & returned iendicating imple- 
mentation dates for circled items. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 8 70411). 89/04/ 
14. MILTENBERGER.S. Public Service Electric & Gas Co. of New-r Jersey. 17pp. 
49452:177-49452:193. 


Q. Inspection reports, IE Bulletins & correspondence 

8904170243 Forwards Insp Repts 50-272/88-08 & 50-311/88-08 on 08021 6-0321 .No 
violations noted. 

WENZINGER.E.C. Region 1, Ofc of the Director. 88/03/25. MILTENBERGER.S. 
Public Service Electric & Gas Co. of New Jersey. 2pp. 49369:1 97-493©9:280. 

”8904170245 Insp Repts 50-272/88-08 & 50-311/88-08 on 880216-032 I.Two violations 
noted.Major areas inspectediplant operations, including opet rational safety 
verification.surveillance, maint, review of special repts & assurance of ciuality- 
SWETLAND.P.D, Region 1, Ofc of the Director. 88/03/25. B2!pp, 49369:199- 
49369:280. 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety^ (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 491 76:1 5 *8-491 76:255. 

8903300287 Forwards Safety Insp Repts 50-272/89-02 & 50-311/891-02 on 890206- 
10.No violations noted. 

DURR,J.P. Reolon 1, Dfc of the Director. 89/03/20. MILTENBERGER.S. Public Serv- 
ice Electric & Gas Co. of New Jersey. 3pp. 49144:266-49144:276. 

”8903300290 Insp Repts 50-272/89-02 & 50-31 1 /89-02 on 890206-10, No violations 
noted.Major areas inspected:flre protection/ prevention program.inclLJidlng fire protec- 
tion equipment maint & fire brigade training. 

KRASOPOULDS.A.. ANDERSON.C.J. Region 1, Ofc of the Director. 89/03/09. 8pp. 
49144:269-49144:276. 

8903310133 Ack receipt of 890303 ltr informing NRC of steps taken to cofrect violations 
noted in Insp Repts 50-272/88-80 & 50-311/88-80. 

GALLO.R.M. Region 1, Ofc of the Director. 89/03/21. MILTENBERGER.S. Pacific 
Gas & Electric Co. 5pp. 49148:350-49148:354. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghounse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176: 157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well L-ogging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:C> <3149204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Lioensed Matl.” Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safe ty (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 Suppl 1 to NRC Info Notice 88-086, “Operating W/Multipale Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 8'5’’‘0411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185^:177. 

8904130138 Forwards Safety Insp Repts 50-272/89-01 & 5O-311/«901 on 890131- 
0320 & notice of vioIation.Determination as to whether continued ncatncompliances rep- 
resent breakdown in QA program should be addressed in response. 

WENZINGER,E.C. Redon 1, Ofc of the Director. 89/03/31. IW^ILTENBERGER.S. 
Public Service Electric & Gas Co. of New Jersey, 3pp. 49319:141-4Q319:167. 

-8904130148 Insp Repts 50-272/89-01 & 50-311/89-01 on 890131-0320. Violations 
noted.Major areas inspected'.resident safety insp of opotralions, radiological 
controls, surveillance testing, maint, emergency preparedness, secuirlly & engineering 
support. 

SWETLAND.P.D. Region 1, Ofc of the Director. 89/03/29. 22pp- 49319:146- 

49319:167. 

8904110193 Responds to NRC Bulletin 88-010 re potentially non«2on1orming molded 
case circuit breakers.EncI table represents preliminary list of circsult breakers deter- 
mined not to be traceable to circuit breaker mfg. 

LABRUNA,S. Public Service Electric & Gas Co. of New Jersey. 80/04/03. Document 
Control Branch (Document Control Desk). 4pp. 
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8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61.Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear SafcT* (Post 37C72S: 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 432:8 0Dl-i52l£:lt2 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904190490 Fonwards response to Bulletin 88-004, consisting of results of ongoing re- 
views by Ingersoll-Rand & Pacific Pumps re plant RHR & safety injection 
pumps.Operating procedures re initiating RHR & mid-loop operation will be revised. 
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 89/04/11. Document 
Control Branch (Document Control Desk). 3pp. 49391:139-49391:141. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107, 


R. Periodic operating reports & related correspondence 

8904050245 “Personnel Exposure Monitoring Rapt for Exposure Yr 1988." W/890329 
itr. 

MILTENBERQER.S. Public Service Electric & Gas Co. of New Jersey. 88/12/31. Bpp.; 
49214:245-49214:249. 

8904100040 “Oiacharge Monitoring Rept for Feb 1989," W/890323 Itr, 

* Public Service Electric ^ Gas Co. cf New Jersey. 89/02/28. CAPORALE.Q, New 
Jersey, State of. 24pp, 4g246;329-49248;354. 

8904180283 Monthly operating rept for Mar 1989 for Salem Unit 2, W/890413 Itr. 
ORTICELLE.A., MILLER.L.K, Public Service Electric & Gas Co. of New Jersey. 89/03/ 
31. 12pp. 49375:060-49375:071. 

8904180300 Forwards revised monthly operating rept for Feb 1989 for Salem Unit 2.Rev 
corrects clerical errors discovered following original rept submission. 

MILLER, LK. Public Service Electric & Gas Co. of New Jersey. 89/04/12. Document 
Control Branch (Document Control Desk). Ip. 49380:340-49380:351. 

-8904180338 Corrected monthly operating rept for Feb 1989 for Salem Unit 2. 
ORTICELLE,A., WHITE, P. Public Service Electric & Gas Co. of New Jersey. 89/02/28. 
11pp. 49380:341-49380:351. 

8904180307 Forwards revised operating data rept pages for Nov 1988 - Jan 1989. 
MILLER.L.K. Public Service Electric & Gas Co. of New Jersey. 89/04/12. Document 
Control Branch (Document Control Desk). Ip. 49371:260-49371:263. 

“8904180350 Revised monthly operating rept for Nov 1988 for Salem Unit 2. 

WHITE, P. Public Service Electric & Gas Co. of New Jersey. 88/11/30. Ip. 49371:261- 
49371:261. 

”8904180351 Revised monthly operating rept for Dec 1988 for Salem Unit 2. 

WHITE, P. Public Service Electric & Gas Co. of New Jersey. 88/12/31. Ip. 49371:262- 
49371:262. 

-8904180354 Revised monthly operating rept for Jan 1989 for Salem Unit 2. 

WHITE, P, Public Sen/ice Electric & Gas Co. of New Jersey. 89/01/31. Ip. 49371:263- 
49371:263. 


S. Regortable occurrences, LERs & related correspondence 

8904060153 LER 89-004-00:on 890304.containment purge/presssure vacuum relief iso- 
lation valves isolated as result of failure of containment particulate radiation 
monitor.Caused by inadequate sys design.Channel 2R11A resetW/890329 Itr. 
POLLACK, M.J.. MILLER, L,K, Public Service Electric & Gas Co. of New Jersey. 89/03/ 
29. 5pp. 49216:104-49216:108. 

8904180088 LER 89-005-00:on 89031 2,reactor tripped on steam generator 23 feed 
flow/steam flow mismatch w/low steam generator levei.Caused by equipment failure 
of D vital instrument inverter.New vital inverter r0installed.W/89O4O5 Itr. 

POLLACK, M.J., MILLER, LK. Public Service Electric & Gas Co. of New Jersey. 89/04/ 
05. 5pp. 49372:001-49372:005. 


8904240070 Special Rept 89-2:on 890403, radiation monitoring channels 2R45B & 
2R45C inoperable for greater than 7 days. Caused by intermitten spiking & equipment 
failure in associated reactor monitoring sys channels.Channels calibr. 

MILLER, L.K. Public Service Electric & Gas Co. of New Jersey. 89/04/10. Document 
Control Branch (Document Control Desk). 3pp. 49449:109-49449:111. 

8904190201 PNO-l-89-029:on 890411, unit tripped from lo-lo level in steam generator as 
result of closure of MSIV.Caused by faulty relay in test circuitry during main steam 
valve cycling surveillance & severe seat damage. Valves replaced. 

SWETLAND.P. Region 1, Ofc of the Director. 89/04/13. 2pp. 49394:169-49394:170. 


V. Operator Examinations 


8904110321 Advises that senior reactor operator licensing exams scheduled for wk of 
89061 Q.Listed matl must be furnished by 890501. 

ESELGROTH,P.W. Region 1, Ofc of the Director. 89/03/30. MILTENBERQER.S. 
Public Service Electric & Gas Co. of New Jersey. 13pp. 49268:236-49268:248. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 


8903280057 Rev 1 to EPIP-5610. “Drilis & Exercises.” 

JONES, D. Sacramento Municipal Utility District, 89/03/07. 10pp. 49062:294- 
49062:303. 

8904060116 Responds to NRC 890131 Itr re violations & deviations noted in Insp Rept 
50-312/89-02.Corrective actions:effective 8901 31, nuclear security dept prepares asso- 
ciated cover Itrs to accompany safeguards documents. 

FIRLIT.J.F. Sacramento Municipal Utility District. 89/03/24. MARTIN, J.B, Region 5, 
Ofc of the Director. 3pp. 49216:137-49216:139. 

8904050336 Revised EPlPs.including Revs 3 to EPIP-5002,EPIP-5010, EPIP-5200 & 
EPIP-5400 & Revs 2 to EPIP-5430 & EPIP-5600. 

* Sacramento Municipal Utility District. 89/03/27, 202pp. 49197:210-49198:060. 

8904180189 Forwards SALP Rept 50-312/88-39 for Jul 1986 - Dec 1988. Overall per- 
formance acceptable. Arrangements for meeting to discuss results of SALP Board as- 
sessment will be made in future. 

MARTIN, J.B. Region 5, Ofc of the Director. 89/03/28. FIRLIT.J.F. Sacramento Munici- 
pal Utility District. 5pp. 49375:205-49375:260. 

-8904180195 SALP Rept 50-312/88-39 for July 1986 - Dec 1988. 

* Region 5, Ofc of the Director. 89/03/28. 41pp. 49375:210-49376:260. 

8904140497 Forwards Insp Rept 50-312/89-04 on 690114-0303 & notice of 
violation, Description of improvements to post-maint testing plan & performance & re- 
olacement parts equivalency program requested, 

2iMMERMAN=n. Region 5, Ofq of the Director. 89/03/31. FIRLIT.J.F. Saoramento 
Municipal Utility District, 2pp, 49348:266-49348:282, 

-8904140600 Insp Rept 50-312/89-04 on 890114-0303.Violations notid.Maior areas 
inspected:operational safety verification, health physics & security observations, ESF 
sys walkdown.mainLQA surveillance & testing & followup Items. 

MILLER, L.F. Region 5, Ofc of the Director. 89/03/31. 13pp. 49348:270-49348:282. 

8904210175 Rev 1 to EPIP EPIP-5420, “Activation & Operation of Unified Dose Assess- 
ment Ctr.” 

* Sacramento Municipal Utility District. 89/04/01. 8pp, 49444:215-49444:222. 

8904190228 Forwards topographical map of proposed meteorological tower 
site.Understanding that NRC finds site acceptable, contingent upon verification by me- 
teorologist stated.W/one oversize map. 

CROLEY.B.G. Sacramento Municipal Utility District. 89/04/07. KNIGHTON, G. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49394:089-49394:090, 


G. Adjudicatory correspondence 


8903300365 Forwards response to B Moller 880830 petition expressing concern re con- 
tinued operation of plant, per 880907 request. 

MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 89/03/ 
27. CONNELLY, LG. California, State of. 3pp. 49129:250-49129:278. 

-8903300369 Requests response to end B Moller 880830 petition.per 1 0CFR2.206.to 
show cause why facility should be shutdown based on poor mgt & release of radioac- 
tive water to environ. 

CONNELLY, LG. California, State of. 88/09/07. ZECH.L.W. Commissioners. 1p. 
49129:253-49129:278. 


I. Rnancial information 


8903280221 Forwards "Rnancial Statements as of 881231 & Auditors Rept.” 
GAEBLER.W. Sacramento Municipal Utility District. 88/12/31. 19pp: 49110:312- 
49110:330. 

8903310046 Forwards “Financial Statements as of 881231 & Auditors Rept,” as follow 
up on util 890224 itr of guarantee. 

GAEBLER.W. Sacramento Municipal Utility District. 89/03/22. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 21pp. 49195:330-49195:348. 
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K. UtiHty Final Safety Analysis Report (FSAR) & amends 

8904030007 Addendum to Amend 6 to USAR.W/890322 Itr. 

CROLEY.B.G. Sacramento Municipal Utility District. 89/03/22. KNIGHTON, G. Docu- 
ment Control Branch (Document Control Desk). 65pp. 49177:230-49177:295. 


P. Operating license stage documents & correspondence 

8903280327 Submits revised primary coolant 1-131 concentration limit. Administrative 
limit revised from 0.8 uCi/ml 1-131 to more conservative limit of 1.0 uCi/ml dose 
equivalent 1-131. 

CROLEY.B.G. Sacramento Municipal Utility District. 89/02/13. Document Control 
Branch (Document Control Desk). 4pp. 49075:241-49075:244. 

8903300302 Responds to 880830 Itr requesting NRC to shut down facility due to listed 
reasons.EncI Director’s Decision DD-88-20 issued re request. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
21. MOLLER.B. Affiliation Not Assigned. 5pp. 49123:196-49123:260. 

-8903300309 Director’s decision under 10CFR2.206 re denial of request to shut down 
facility based on allegation that util disregarded public health & safety per 1980,1984 
& 1 988 incidents. 

MURLEYJ.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
21. 9pp. 49123:201-49123:217. 

-8903300328 Notice of issuance of director’s decisions under 10CFR2.206. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
21. 3pp. 49123:218-49123:220. 

-8902090208 Forwards B Moller 880830 petition requesting that NRC direct util to shut 
down facility, per 10CFR2.206.Draft Itr of ack & draft notice of receipt of petition for 
publication in FR end for signature. 

CHANDLER.LJ. Assistant General Counsel for Enforcement. 88/10/20. MURLEY.T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 6pp. 49123:221- 
49123:247. 

8903300367 Forwards notice of environ assessment & finding of no significant impact re 
exemption from lOCFRSO.App J,per util 881230 request. 

KALMAN, G. Project Directorate V. 89/03/23. FIRLIT,J. Sacramento Municipal Utility 
District. 3pp. 49129:064-49129:070. 

-8903300372 Environ assessment & finding of no significant Impact re exemption from 
requirements of lOCFRSO.App J. 

KNtGHTON.G.W. Project Directorate V. 89/03/23. 4pp. 49129:067-49129:070. 

8903290353 Forwards response to NRC 870209 request for addl info re application for 
amend to License DPR-54,consisting of Proposed Amend 127 concerning main steam 
safety valve analysis consistent w/BAW 10043 & benchmark analysis. 

KEUTER,D.R. Sacramento Municipal Utility District. 89/03/24. KNIGHTON, G. Docu- 
ment Control Branch (Document Control Desk). 11pp. 49120:339-49120:349. 

8904040125 Forwards update to wire & cable program rept.Encls include Cable Race- 
way Tracking Sys (CRiS) action item list, list of CRTS-related occurrence description 
repts & CRTS-related nonconformance repts. 

CROLEY.B.G. Sacramento Municipal Utility District. 89/03/27. KNIGHTON, Q. Docu- 
ment Control Branch (Document Control Desk), 2epp. 491 83:337-491 83:362. 

8904Q70307 Provides evaluation of effects of neutron radiation on reactor vessel mails 
(RVM) using methods in Rev 2 to Reg Guide 1.99, per Generic Ltr 88-11, "NRC Posi- 
tion on Radiation Embrittlement of RVMa & Impact on Plant Operations." 

CROLEY.B.G. Sacramento Municipal Utility Dlatrict. 89/03/29. KNIGHTON, G. NRC « 
No Detailed Affiliation Given. 3pp. 49235:221-48236:223. 

8904120391 Forwards exemption, Amend 102 to License DPR-64 & safety 
evaluatlon.Exemption & amend authorises one-time extension for certain local leak 
rate tests to Cycle 8 refueling outage & changes surveillance of DHR suction piping. 
REYNOLDS, S.A. Project Directorate V. 89/03/29. FIRLIT.J. Sacramento Municipal 
Utility District. 3pp. 49296:034-49296:051. 

-8904120400 Exemption from lOCFRSO.App J requirements to permit one-time exten- 
sion for certain local leak rate tests to Cycle 8 refueling outage & changes to surveil- 
lance period for local leak rate tests of DHR suction piping. 

V1RGIL10,M.J. Division of Reactor Projects - III, IV, V & Special Projects (Post 870411). 
89/03/29. Sacramento Municipal Utility District. 5pp. 49296:037-49296:041 , 

“8904120403 Amend 102 to License DPR-54, changing Tech Specs to permit one-time 
extension for certain local leak rate tests to Cycle 8 refueling outage & revising sur- 
veillance period for local leak rate tests on DHR suction piping. 

KNIGHTON, G.W. Project Directorate V. 89/03/29. 7pp. 49296:042-49296:048. 

-8904120407 Safety evaluation supporting Amend 102 to License DPR-54. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/29. 3pp. 
49296:049-49296:051. 

8904060340 Application for amend to License DPR-54,consisting of Proposed Change 
179, deleting cycle-specific info from Tech Specs & substitutes refs to core operating 
limits repLFee paid. 

KEUTER.D.R. Sacramento Municipal Utility District, 89/03/31. KNIGHTON,G. Docu- 
ment Control Branch (Document Control Desk). 8pp. 49225:198-49225:221. 

-8904060344 Proposed Tech Specs delete cycle-specific info from Tech Specs & sub- 
stitutes refs to core operating limits rept. 

* Sacramento Municipal Utility District. 89/03/31, 16pp. 49225:206-49225:221, 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180113 Forwards Itr to util board of directors expressing concern re governance of 
nuclear program & recommending that board examine approach to station 
governance, oversight & mgt & make necessary fundamental changes.Related docu- 
ments end. 

PATE,Z.T. Institute of Nuclear Power Operations. 89/04/04. ZECH,L, Commissioners. 
38pp. 49372:122-49372:159. 


8904180058 Concurs w/general concept of proposed change re tube sleeves.Change 
specifications to clearly state that tubes w/ imperfections greater than 40% must be 
repaired requested. 

KALMAN, G. Project Directorate V. 89/04/07. FIRLIT,J. Sacramento Municipal Utility 
District. 3pp. 49381:001-49381:003. 

8904210329 Submits fee for proposed Amend 179 to License DPR-54.Fee inadvertently 
omitted from 890331 submittal. 

CRUNK, S.L. Sacramento Municipal Utility District. 89/04/07. Document Control 
Branch (Document Control Desk). 1p. 49430:287-49430:287. 

8904180179 Informs that NRC determined that series of audits necessary to verify 
proper implementation of B&W Owners Group safety & performance improvement 
program recommendations at each B&W designed facility.Info re audit end. 
REYNOLDS, S.A. Project Directorate V. 89/04/12. FIRLIT,J. Sacramento Municipal 
Utility District. 4pp. 49380:253-49380:256. 

8904200243 Ack receipt of util 890213 Itr clarifying response to Generic Ltr 85-02 re 
revised primary coolant 1-131 limit. Revised administrative limit of primary coolant l- 
131 concentration & implementation acceptable. 

KALMAN, G. Project Directorate V. 89/04/12. FIRLIT.J. Sacramento Municipal Utility 
District. 3pp. 49395:283-49395:285. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safet\' (Post 870729) 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 401 76: '.55- ■''.9 176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904060116 Re^onds to NRC 890131 Itr re violations & deviations noted in Insp Rept 
50-31 2/89-02.Corrective actions:effective 8901 31, nuclear security dept prepares asso- 
ciated cover Itrs to accompany safeguards documents. 

FIRLIT,J.F. Sacramento Municipal Utility District. 89/03/24. MARTIN, J.B. Region 5, 
Ofc of the Director. 3pp. 49216:137-49216:139. 

8904190009 Forwards Maint Team Insp Rept 50-312/89-01 on 890123-0217 & forwards 
notice of violation.Maint process for plant improved since Dec 1985 shutdown & 
shows continuing dedication of resources to improve program. 

MARTIN.J.B. Region 5, Ofc of the Director. 89/03/27. FIRLIT.J.F. Sacramento Munici- 
pal Utility District. 4pp. 49390:301-49391:026. 

-8904190012 Notice of violation from insp on 890 123-02 17. Violations 

noted:nonconformance rept not written after determination that debris caused failure 
of two instrument air sys check valves during performance of Test Procedure STP- 
774. 

MARTIN.J.B. Region 5, Ofc of the Director. 89/03/27. 2pp. 49390:305-49390:306. 

-8904190014 Insp Rept 60-312/89-01 on 8901 23-021 7.Violatlon8 noted.Major areas 
In8pectad:maint program & implementation of related activities. 

TOTH,A.D., RAMS^.C.B., WAGNER, W.J. Region 6, Ofc of the Director. 89/03/24. 
79pp. 49390:307-49391 ;026. 

1904100189 Forward! 8ALP Rept 80-312/96-99 for Jul 1986 - Dig 1988. Overall per- 
formanoe aooeptabie.Arrengementa for meeting to dlaouaa reiulte of SALP Board aa« 
aessment will be made In future. 

MARTIN.J.B, Region B, Ofo of the Dlreotor. 89/09/28. FIRLIT.J.F, Baoramento Munici- 
pal Utility District. 6pp, 49375:205-49375:250. 

-8904180195 SALP Rept 50-312/88-39 for July 1986 - Dec 1988. 

* Region 5, Ofc of the Director. 89/03/28. 41pp. 49375:210-49376:250. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-036, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904140497 Forwards Insp Rept 50-312/89-04 on 890114-0303 & notice of 
violation.Description of improvements to post-maint testing plan & performance & re- 
placement parts equivalency program requested. 

ZIMMERMAN, R. Region 5, Ofc of the Director. 89/03/31. FIRLIT.J.F. Sacramento 
Municipal Utility District. 2pp. 49348:266-49348:282, 

-8904140499 Notice of violation from insp on 890 11 4-0303, Violations noted:engineering 
change notice not initiated for rebuilt governor for auxiliary feed pump installed on 
8901 31 & maint work request not reviewed prior to performance of test. 

ZIMMERMAN, R.P. Region 5, Ofc of the Director. 89/03/31. 2pp. 49348:268- 
49348:269. 

-8904140500 Insp Rept 50-312/89-04 on 8901 14-0303. Violations noted.Major areas 
inspected:operational safety verification, health physics & security observations, ESF 
sys waikdown, maint, QA surveillance & testing & followup items. 

MILLER, LF. Region 5, Ofc of the Director. 89/03/31. 13pp. 49348:270-49348:282. 

8904130402 Responds to NRC Bulletin 88-010 re nonconforming molded-case circuit 
breakers. Breakers not traced to mfg removed from warehouse to preclude use.Visual 
insp of nontraceable breakers will be performed as first step. 

CROLEY.B.G. Sacramento Municipal Utility District, 89/04/03. KNIGHTON, G. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49317:195-49317:196. 
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3290256 NRG Info Notice 89-036, “Excessive Temps in EGGS Piping Located Out- 
- "C Ccntairmert ” Svc list end. 

Cr Of of Operational Events Assessment (Post 870411). 89/04/04. 
Lc.sc-. Co. of New York. Inc. 109pp. 49124:001-49124:109. 

^290257 NRG Info Notice 89-037, “Proposed Amends to 40CFR61,Alr Emission 
® <=:£-t;<ds for Radionuclides.” Svc list end. 

sjNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
^f’^^^/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 


ae3ir^:=3300021 NRG Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
I ¥ -riits 1,2 a 3.” Svc list end. 

<3SS1.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 


R<»c»i d3300113 NRG Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
or Nonprocurement Programs.” Svc list end. 
rfOSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
^^ 4 c::>nsolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 


70371 Responds to 890224 a 0322 Itrs re NRG Bulletin 88-011, “Pressurizer 
Line Thermal Stratification.” NRG agrees w/suggestion for 890407 meeting to 
■tT''-:^c:uss util scheduiar proposal. 

^VSsSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
S‘f=>OND,D.F. Babcock a Wilcox Operating Plants Owners Group. Ip. 49369:360- 
5 “;^ 369 : 360 . 


»oir»-«sS-O50515 SuppI 3 to NRG Bulletin 88-008, "Thermal Stresses in Piping Connected to 
C33.’’ Svc list end. 

^ jrOSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
^ <-T >nsolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 


^300408 Advises that 880914 submittal documenting methods to assure fuel oil 
® VftJ^*'ty,in response to Insp Rept 50-312/88-42, acceptable. 

2- aL.MAN,G. Project Directorate V. 89/04/13. FIRLIT,J. Sacramento Municipal Utility 
^^trict. 3pp. 49402:357-49402:359. 


-100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
^^qualification Program." Svc list end. 

S j-^SSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
O 4 q>rtsolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 


10183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
.—quit Breakers by Anti-Pump Circuitry.” Svc list end. 

Q>i-^SSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
^^nsolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 


gQQ^-t40042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
®^pHj-,^ssure Interfacing Sys." Svc list end. 

i=i'«d>SSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
^^risolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 


NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
-j-^^^nsmitters.” Svc list end. 

1 =? 4 :ED>SSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
^^nsolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


8904130398 Special Rept 89-07:on 890304, fire barrier door not restored to operable 
status within 7 days as required by Tech Specs. Caused by commitment of personnel 
to outage activities & rev of procedure M.IOO.Hourly firewatch posted in area. 
KEUTER.D.R. Sacramento Municipal Utility District. 89/04/03. MARTIN, J.B. Region 5, 
Ofc of the Director. 2pp. 49319:290-49319:291. 

8904240467 LER 88-021 -00:on 88061 5, potential loss of equipment necessary to miti- 
gate consequences of accident due to postulated implosion of junction boxed 
noted.Caused by failure to apply changes. Weepholes installed. W/89041 7 Hr. 
RUTTER.S., FIRLIT,J.F. Sacramento Municipal Utility District. 89/04/17. 5pp. 
49468:016-49468:020. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:065. 

8904210298 Forwards seventeen certificates, for framing,to be presented to operators at 
ceremony on 890425 or 26. 

CROSS, R. Region 5, Ofc of the Director. 89/04/12. HERRELL.M. Sacramento Munici- 
pal Utility District. 3pp. 49451:239-49451:241. 


DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8904050071 Forwards exercise critique board evaluation of plant 1989 radiological 
emergency preparedness exercise.Emergency plan steering committee directed to ad- 
dress each improvement item & weaknesses. 

CAMPBELL, T.G. Arkansas Power & Light Co. 89/03/22. TERC.N. Region 4, Ofc of 
the Director. 10pp. 49214:174-49214:183. 

8904070220 Forwards Insp Repts 50-313/89-09 & 50-368/89-09 on 890307-1 0.No vio- 
lations or deviations noted. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/04/03. CAMPBELL, G. Arkansas Power 
& Light Co. 2pp. 49242:258-49242:268. 

-8904070224 Insp Repts 50-313/89-09 & 50-368/89-09 on 890307-1 0.No violations or 
deviations noted.Major areas inspected:action on previous insp findings, DHR sys pipe 
supports, hanger damage & emergency diesel geneator exhaust manifold fires. 
MURPHY.M.E., JOHNSON, C.E., SEIDLE,W.C. Region 4, Ofc of the Director. 89/03/ 
30. 9pp. 49242:260-49242:268. 

8904130520 Forwards Insp Repts 50-313/89-11 & 50-368/89-11 on 890227-0303.No 
violations or deviations noted.Requests schedule re completion dates for open items 
within 30 days of ltr date. 

* Region 4, Ofc of the Director. 89/04/05. CAMPBELL, G. Arkansas Power & Light Co. 
2pp. 49291:083-49291:086. 


fq |:v*49riodic operating reports & related correspondence 


- 1 4-0484 “1988 Annual Exposure Rept.” W/890328 itr. 

”*^J?s=='OtER,D.R. Sacramento Municipal Utility District. 88/12/31. MARTIN, J.B. Region 5. 
of the Director. 2pp. 49347:351-49347:352. 

Forwards “Discharge Self Monitoring Rept for Feb 1989.” High coliform 
recorded on 890201 caused by chlorine sys unavailability, on 890203, caused by 
5 ^«qroper chlorine flow setting & on 890209, high total erroneous. 

iJTER.D.R. Sacramento Municipal Utility District. 89/03/21. MARTIN,J.B. Reqion 4 
of the Director. 2pp. 49392:215-49392:216. 


“Discharger Self Monitoring Rept for Feb 1989.” 

*^«y\IRK.J.D. Sacramento Municipal Utility District. 89/02/28. 3pp. 49392*217- 
^^302:220. 


«^q^CSS 0477 Forwards monthly performance data for Jan 1989,per util PI program 
J>^lJTER,O.R. Sacramento Municipal Utility District. 89/03/27. KNIGHTON G Docu- 
rri^nt Control Branch (Document Control Desk). 25pp. 49214:192-49214:216.’ 


-100240 Monthly operating rept for Mar 1989 for Rancho Seco Nuclear Generating 
^ji^gi^'j:l^5n.\A//89041 4 Itr. 

^LJ^bLER,M., CRUNK.S.L Sacramento Municipal Utility District. 89/03/31, 9pp. 
*72:1 13-49372:121 . 


S occurrences, LERs & related correspondence 

8903:2^00391 Special Rept 89-04:on 89021 6, fire barriers breached more than 7 days per 
3.14.6.2.Hourly firewatch previously posted & fire barrier penetrations re- 
to operable status on 890218. 

SVlJTER.D.R. Sacramento Municipal Utility District. 89/03/20. MARTIN.J B Region 5 
of the Director. 2pp. 49120:020-49120:021. ^ 

8903^00^®^^ Special Rept 89-05:on 890221, Tech Spec limit exceeded.Gaused by fire 
barri®** door AU 319 not being restored to operable status within 7 days due to door 
& not closing properly.Fire watch established & door operability restored 
Kfe:U"rER,D.R. Sacramento Municipal Utility District. 89/03/20. MARTIN,J.B. Region 5 
gJJj; of the Director. 2pp. 49129:162-49129:163. ^ 

a9O4CI-*0'*29 Special Rept 89-06:on 890226, fire barriers not restored to operable sti 
by pulling temporary cables in support of Special Test Prc 
. _ 1 218.Hour V ftrewatch costed in area. ^ 


I jt lo^ouuiiy incwaiuii iit 

S^IJTER.D.R. Sacramento Municipal Utility District. 89/03/28 MARTIN J B Reaion 
of the Director. 2pp. 49192:035-49192:036. ’ ” 

LER 89-0(^-00:on 890228, DHR sys dropl'ne isolation valve closed au 
rrjatjcaHy on h^h RCS pressure signal,resultir,g in temporary loss of Dl 
^i»oafc>iI'ty-Caused by pressu.re transmitter out of calibr.Loop recalibr VV/ftqOTin itr 
Rt5-rTER,S.. F1RLIT,J.F. Sacramento Municipal Utility District. 89/03/30 4i 
^ 0 ^ 15 : 265 - 49215 : 268 . ' ' 


-8904130526 Partially withheld Insp Repts 50-313/89-11 & 50-368/89-11 on 890227- 
0303 (ref 10CFR73.21).No violations or deviations noted.Major areas 
inspected:physical security program, including mgt support, security program plan & 
audits. 

KELLY. J.A., EVERETT, R.J. Region 4, Ofc of the Director. 89/03/29. 2pp. 49291:085- 
49291:086. 


I. Financial information 


8904190107 "Arkansas Power & Light Co Annual Rept, 1988.” W/890407 Itr. 
MAULDEN.J.L, JAMES.D.E. Arkansas Power & Light Co. 88/12/31. 53pp. 49392:004- 
49392:057. 


J. insurance & indemnity information 

8904050183 Forwards certificate of insurance for MAELU Policies 5356, 
TA6178,X88185 & XTA6047. 

JAMES.D.E. Arkansas Power & Light Co, 89/04/01. DINITZ.I.P. Policy Development & 
Technical Support Branch (Post 870411). 5pp. 4921 1:352-49211:356. 

8904240143 Forwards Endorsements 77 & 66 to NELIA Policy NF-210 & MAELU Policy 
MF-74, respectively. 

SAMUELS. J.L. Marsh & McLennan, Inc. 89/04/06. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 3pp. 49450:168-49450:170. 


P. Operating license stage documents & correspondence 

8903300110 Submits 90 day response to Generic Ltr 88-17, "Loss of DHR," per 
10CFR50.54(f). 

JAMES.D.E. Arkansas Power & Light Co. 89/03/14. Document Control Branch (Docu- 
ment Control Desk). 9pp. 49123:143-49123:152. 

8903290128 Forwards corrected Page 72d issued w/ Amend 117 to License DPR-51. 
HARBUCK.C.C. Project Directorate IV. 89/03/20. CAMPBELL.T.G. Arkansas Power & 
Light Co. 3pp. 49080:265-49080:269. 

-8903290101 Corrected Amend 117 to License DPR-51, consisting of Tech Spec Page 
72d re channel description. 

* NRC - No Detailed Affiliation Given. 89/03/20. 2pp. 49080:268-49080:269. 

8903290158 Forwards Amend 118 to License DPR-51 & safety evaluation. Amend 
changes Tech Specs to clarify revised reporting requirements affected by 10CFR50.72 
& 50.73 per Generic Ltr 83-43. 

HARBUCK.C.C. Project Directorate IV. 89/03/21. CAMPBELL.T.G. Arkansas Power & 
Light Co. 3pp. 49120:205-49120:251. 
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-8903290179 Amend 118 to License DPR-51. changing Tech Specs to clarify revised re- 
porting 'ccirremer.ts affected bv 10CFR50.72 & 50.73.per Generic Ltr 83-32. 

CALVO A. P-c ect ■.::-!rocic:ai.:- IV. 89/03/21. 42pp. 49120:208-49120:249. 

—8903290181 Safety evaluation supporting Amend 118 to License DPR-51. 

* Office of Nuclear Reactor Reauiaticn, Director (Post 870411). 89/03/21. 2pp. 
49120:250-49120:251. 

8904030246 Forwards “Primary Reactor Containment Integrated Leakage Rate Test,” 
final rept 

JAMES, D.E. Arkansas Power & Light Co. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 1p. 49166:162-49166:346. 

—8904030247 “Primary Reactor Containment integrated Leakage Rate Test,” final rept. 

* Bechtel Power Corp. 88/11/30. 184pp. 49166:163-49166:346. 

8903310073 Application for temporary amend to License DPR-51 to limit max operating 
power level to 1,915 MWtFee paid. 

CAMPBELL.T.G. Arkansas Power & Light Co. 89/03/23. CALVO.J.A. Project Director- 
ate IV. 19pp. 49162:267-49162:285. 

8903310268 Advises that implementation review of plants instrumentation for detection 
of inadequate core cooling satisfactorily performing & meets design & operation re- 
quirements specified in NUREQ-0737.Safety evaluation end. 

HAf-lBJCK.C.C. Froieci Direciorate IV. 89/03/23. CAMPBELL.T.G. Arkansas Power & 
Li.jh: Co. 5pp. ^9 159.1 28-491 59:142. 

—8903310271 Safety evaluation supporting instrumentation for detection of inadequate 
core cooling for plants. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/23. 10pp. 
49159:133-49159:142. 

8904110095 Forwards Amend 119 to License DPR-51 .authorizing max power level of 
50% & denying requested power level of 74% & effective period for 

amendmentSafety evaluation & notice of denial end. 

HARBUCK.C.C. Project Directorate IV. 89/03/29. CAMPBELL.T.G. Arkansas Power & 
Light Co. 4pp. 

“8904110105 Amend 119 to License DPR-51 .authorizing reduction in approved power 
level to 50%. 

RUBENSTEIN.LS. Division of Reactor Projects - III,IV,V & Special Projects (Post 
870411). 89/03/29. 2pp. 

“8904110111 Safety evaluation in partial support of Amend 119 to License DPR- 
51 .Based on review NRC determined that max power level of 50% justified adequate 
mitigation of postulated HPl line break eventRequested power level of 74% denied. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/29. 5pp. 

“8904110114 Notice of Denial of Amend to License DPR-51 & opportunity for hearing 
re partial rejection of licensee request to operate temporarily at reduced power level 
of 74%. Licensee approved only for 50% of full power based on B&W analysis. 
CALVO.J.A. Project Directorate IV. 89/03/29. 3pp. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list encl. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904240324 Forwards results of util reanalysis for qualification of equipment inside reac- 
tor bldg, including sve water degradatlonsjMI environmentally qualified components ca- 
pable of performing intended safety functions. 

JAMES, D.E. Arkansas Power & Light Co. 89/04/14. CALVO.J.A. Division of Reactor 
Projects - III, IV, V & Special Projects (Post 870411). 14pp. 49450:024-49450:037. 


8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Sve 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York. Inc. 108pp. 49185:070-49185:177. 

8904120109 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers.” Currently,78% of total stored spares of molded-case circuit breakers 
comply w/ltem 7 of bulletin. Remaining breakers subj to add! audits & record 
searches. 

JAMES, D.E. Arkansas Power & Light Co. 89/03/31 . Document Control Branch (Docu- 
ment Control Desk). 4pp. 49296:161-49296:164. 

8904120114 Forwards Insp Repts 50-313/89-08 & 50-368/89-08 on 890227-0303. No 
violations or deviations noted. 

CALLAN,L.J. Region 4, Ofc of the Diredor. 89/03/31. CAMPBELL, G. Arkansas Power 
& Light Co. 2pp. 49296:014-49296:020. 

“8904120119 Insp Repts 50-313/89-08 & 50-368/89-08 on 890227-0303.No violations 
or deviations noted. Major areas inspected: inservice testing program for pumps & 
valves & actions taken re previously identified insp findings. 

STEWART, R.C., BARNES, I. Region 4, Ofc of the Director. 89/03/30. 5pp. 49296:016- 
49296:020. 

8904120200 Forwards Insp Repts 50-313/89-05 & 50-368/89-05 on 890201 -28. Viola- 
tions noted.ContInuing problem w/small fires on Unit 2 diesel generator exhaust mani- 
fold discussed in rept. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/31. CAMPBELLG. Arkansas Power 
& Light Co. 2pp. 49296:196-49296:211. 

“8904120218 Insp Repts 50-313/89-05 & 50-368/89-05 on 890201-28. Violation noted 
re rigging from safety pIping.Major areas inspected:maint, followup of 

events, operational safety verification.surveillance & allegation followup. 

HAAG.R.C., AZUA,R.V., CHAMBERLAIN, D. Region 4, Ofc of the Director. 89/03/24 
14pp. 49296:198-49296:211. 

8904120341 Forwards Insp Repts 50-313/89-07 & 50-368/89-07 on 89031 3-1 7.No vio- 
lations or deviations noted. 

CALLAN,L.J. Region 4, Ofc of the Director. 89/03/31. CAMPBELL, G, Arkansas Power 
& Light Co. 2pp. 49295:225-49295:238. 

“8904120343 Insp Repts 60-313/89-07 & 50-368/89-07 on 890313-17.No violations 
noted.Major areas inspected:licensee commitments re actions to prevent low temp 
overpressure transient conditions & implementation of instrument calibration. 
WAGNER, P.C. Region 4, Ofc of the Director. 89/03/27. 12pp. 49295:227-49295:238. 

8904070214 Forwards Insp Repts 50-313/89-04 & 50-368/89-04 on 890206-17 & 20- 
24.Violations noted. 

CALLAN,L.J. Region 4, Ofc of the Director. 89/04/03. CAMPBELL, G. Arkansas Power 
& Light Co. 2pp. 49242:176-49242:196. 

“8904070216 Insp Repts 50-313/89-04 & 50-368/89-04 on 890206-17 & 20-24. Viola- 
tions noted.Major areas inspected:long-term followup actions re equipment malfunc- 
tions which occurred following turbine/reactor trip on 890120. 

WAGNER, P.C., AZUA.R., STtTKA.T.F. Region 4, Ofc of the Director. 89/03/31. 19pp. 
49242:178-49242:196. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Ucensed Activities.” Sve list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904040133 Informs that util unable to complete relief requests in response to violations 
noted in Insp Repts 50-313/88-26 & 50-368/88-25 by 890331. Relief requests from in- 
service insp exams will be submitted by 890531. 

LEV(NE,J.M. Arkansas Power & Light Co. 89/03/24. CALLAN.LJ. Region 4. Ofc of 
the Director. 1 p. 49204:348-49204:348. 

8904170300 Forwards 10 yr inservice insp (ISI) program rept for eighth refueling outage 
& associated ISI exam data.W/o ends. 

JAMES, D.E. Arkansas Power & Light Co. 89/03/27. CALVO, J.A. Project Directorate 
IV. 2pp. 49349:360-49349:361. 

8904060257 Discusses Insp Repts 50-313/88-35 & 50-368/88-35 on 881030-1104 & 
forwards notice of violation. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/28. CAMPBELL, G. Arkansas Power 
& Ught Co. 2pp. 49226:318-49226:320. 


8904070220 Forwards Insp Repts 50-313/89-09 & 50-368/89-09 on 890307-1 0.No vio- 
lations or deviations noted. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/04/03. CAMPBELL, G. Arkansas Power 
& Light Co. 2pp. 49242:258-49242:268. 

“8904070224 Insp Repts 50-313/89-09 & 50-368/89-09 on 890307-1 0.No violations or 
deviations noted.Major areas inspected:action on previous insp findings, DHR sys pipe 
supports, hanger damage & emergency diesel geneator exhaust manifold fires. 
MURPHY.M.E, JOHNSON.C.E., SEIDLE.W.C. Region 4, Ofc of the Director. 89/03/ 
30. 9pp. 49242:260-49242:268. 

8904130548 Forwards Insp Repts 50-313/89-15 & 50-368/89-15 on 890320- 24.No vio- 
lations or deviations noted. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/04/03. CAMPBELL,G. Arkansas Power 
& Ught Co. 2pp. 49301:059-49301:065. 

-8904130553 Insp Repts 50-313/89-15 & 50-368/89-15 on 890320-24.No violations or 
deviations noted.Major areas inspected:mod testing program & followup to previous 
insp findings. 

MCKERNON.T.O., SEIDLE.W.C. Region 4, Ofc of the Director. 89/04/03. 5pp. 
49301:061-49301:065. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 


—8904060256 Notice of violation from insp on 881 030-1 104. Violation noted:valve ICW- 
32 found to be in closed position & tag called for valve to be in open position.per Add 
B to Procedure 1092.030. -k 

* Region 4, Ofc of the Director. 89/03/28. Ip. 49226:320-49226:320. 


8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Sve list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04, Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 


8904170362 Responds to NRC 890302 ltr re violations & proposed imposition of dvil 
penafty.Corrective actions:guidelines established for health physic shift turnover to in- 
clude discussion of hot particle problems. 

CAMPBELL, T.G. Arkansas Power & Ught Co. 89/03/29. Document Control Branch 
(Document Control Desk). 9pp. 49353:327-49353:335. 


8904210293 EN-89-037:on 890407, notice of violation & proposed imposition of civil pen- 
alty in amount of $175,000 will be issued to util. Action based on failure to take ade- 
quate corrective actions for conditions adverse to quality. 

LUEHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413), 89/04/04. 1p. 
49432:356-49432:356. 


8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources ” 
Sve list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/03/30. Consolidated Edison Co. of New York, Inc, 94pp. 49204:001-49204:095. 


8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05, 
Consolidated Edison Co. of New York, Inc, 106pp. 49212:001-49212:106. 



92 DOCKETED ITEMS 


8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904130520 Forwards Insp Repts 50-313/89-11 & 50-368/89-11 on 890227-0303.No 
violations or deviations noted. Requests schedule re completion dates for open items 
within 30 days of Itr date. 

* Region 4. Ofc of the Director. 89/04/05. CAMPBELL.G. Arkansas Power & Light Co. 
2pp. 49291:083-49291:086. 

-8904130526 Partially withheld Insp Repts 50-313/89-11 & 50-368/89-11 on 890227- 
0303 (ref 10CFR73.21).No violations or deviations noted.Major areas 
inspected:physical security program, including mgt support, security program plan & 
audits. 

KELLY, J. A., EVERETT,R.J, Region 4, Ofc of the Director. 89/03/29. 2pp. 49291:085- 
49291:086. 

8904190006 Discusses insps on 881024-1231 & forwards notice of violation & proposed 
imposition of civil penalty in amount of SI 75,000.NRC will not issue citations for two 
design control issues. 

MARTIN.R.D. Region 4, Ofc of the Director. 89/04/07. CAMPBELL.G. Arkansas 
Power & Light Co. 4pp. 49394:157-49394:160. 

-8904190008 Notice of violation & proposed imposition of civil penalty in amount of 
$175.000. Violations noted:on 881124,Unit 1 heated above 280 F w/P7A turbine-driven 
emergency feedwater oumo inoperable & imprope' valve installation. 

MARTIN,R.D. Region -i. Ole of :ho Drccicr. 63/0-'-/07. 5pp. 49394:161-49394:165. 

8904210088 Responds to NRC Itr re violations noted in Insp Repts 50-313/89-02 & 50- 
368/89-02.Corrective actions:mechanism implemented to keep mgt informed of status 
of reportable events & notification responses. 

LEViNE,J.M. Arkansas Power & Light Co. 89/04/07. CALLAN,L.J. Region 4, Ofc of 
the Director. 6pp. 49427:027-49427:032. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904180129 Ack receipt of 890307 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/88-47 & 50-368/88-47. 

CALLAN,L.J. Region 4, Ofc of the Director. 89/04/11. CAMPBELL.G. Arkansas Power 
& Light Co. Ip. 49375:348-49375:352. 

8904210196 Discusses 881103 steam generator inservice insp remedial action 
plan.Concerns raised re significant sulfur-induced intergranular attack corrosion activity 
in steam generators above 15th support plate. Action on item closed. 

HARBUCK.C.C. Project Directorate IV. 89/04/11. CAMPBELL.T.G. Arkansas Power & 
Light Co. 4pp. 49427:033-49427:036. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Supp1 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042. “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8903310028 Monthly operating rept for Feb 1989 for Arkansas Unit 1.W/ 890315 Itr. 
SCHAUBROECK.D.. JAMES.D.E. Arkansas Power & Light Co. 89/02/28. 6pp. 
49148:137-49148:142. 

8904180243 Monthly operating rept for Mar 1989 for Arkansas Nuclear One Unit 1.W/ 
890415 Itr. 

SCHAUBROECK.D., JAMES.D.E. Arkansas Power & Light Co. 89/03/31. 6pp. 
49357:162-49357:167. 


S. Reportable occurrences, LERs & related correspondence 

8904140369 LER 89-008-00:on 8901 22, determined that when bypass valve GCH-29 
normally open, ability of radiation monitors to perform required functions not 
ensured.Caused by error in design change in bypass line & valve.W/890407 Itr. 
TAYLOR, LA.. LEVINE, J.M. Arkansas Power & Light Co. 89/04/07. 4pp. 49335:317- 
49335:320. 

8903280269 LER 89-009-00:on 890224, control room emergency ventilation sys unex- 
pectedly started.Cause not determined-Area in vicinity of chlorine monitors posted to 
prohibit use of radios.W/890324 Itr. 

TAYLOR, L.A., LEVINE, J.M. Arkansas Power & Light Co. 89/03/24. 4pp. 49064:184- 
49064:187. 

89041^04 LER 88-022-00:on 881216,identified discrepancy which resulted in potential 
impact on environ qualification of piantCaused by failure to properly evaluate changes 
in svc water flow to DHR coolers.Plan developed.W/890330 Itr. 

TAYLOR, L, LEVINE, J.M. Arkansas Power & Light Co. 89/03/30. 5pp. 49319:352- 
49319:356. 

8904120107 LER 89-002-00:on 8901 20, reactor trip occurred due to failure in main gen- 
erator exciter & two reactor coolant pumps tripped on undervoltage when bus H1 
failed to fast transfer to offsite power.Caused by arcing in exciter.W/890331 Itr. 
JACKS,J.D., LEVINE, J.M. Arkansas Power & Ught Co. 89/03/31. 13pp. 49296:109- 
49296:121. 


8904130213 LER 88-025-00:on 880307, reevaluation of discrepancy between assumed 
sys flow rates & actual rates during reactor bldg purges identified twelve releases 
from 1977-80 which exceeded Tech Spec limits. W/890331 Itr. 

TAYLOR.LA.. LEVINE.J.M. Arkansas Power & Light Co. 89/03/31. 6pp. 49320:343- 
49320:348. 

8904200262 LER 88-023-00:on 881216,inadequate work controls resulted in nonisolable 
RCS leak necessitating plant shutdown. Caused by inadequate work controls under ex- 
isting conditions.Work control improvements being addressed.W/890407 Itr. 
TAYLOR.LA., LEVINE.J.M. Arkansas Power & Light Co. 89/04/07. 4pp. 49400:322- 
49400:325. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 

8904120058 Rev 4 to PMP 2080 EPP.107, “Notification of Plant Personnel." 

ROSS,C.A. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/31. 41pp. 49273:306-49273:346. 

8904170220 Forwards Safety Insp Repts 50-315/89-13 & 50-316/89-13 on 890327- 
28.No violations noted. 

GREGER.LR. Region 3, Ofc of the Director. 89/04/06. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 49357:004-49357:008. 

-8904170222 Insp Repts 50-315/89-13 & 50-316/89-13 on 890327-28.No 

violations,deficiencies, deviations or open items noted.Major areas 
inspected-.emergency preparedness program, action on previously identified items & 
clos0 0ss0ssniont 

SMITH.M., SNELLW. Region 3. Ofc of the Director. 89/04/05. 3pp. 49357:006- 
49357:008. 

8904200324 Forwards Safety Insp Repts 50-315/89-09 & 50-316/89-09 on 890208- 
0321 & notice of violation. 

AXELSON.W.L Region 3, Ofc of the Director. 89/04/07. ALEXICH.M.P. American 
Electric Power Service Corp. ALEXICH.M.P. Indiana Michigan Power Co. (formerly In- 
diana & Michigan Electric Co.). 2pp. 49400:159-49400:195. 

-8904200333 Insp Repts 50-315/89-09 & 50-316/89-09 on 890208-0321. Violations 
noted.Major areas inspected:actions on previously identified items, plant 
operations, reactor trip signals, radiological controls,maint, surveillance & fire protection. 
BURGESS, B.L Region 3, Ofc of the Director. 89/04/04. 34pp. 49400:162-49400:195. 

8904240466 Forwards Safety Insp Repts 50-315/89-04 & 50-316/89-04 on 890213- 
17,0315 & 0405 & notice of violation. 

COOPER, R.W. Region 3, Ofc of the Director. 89/04/14. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 49450:042-49450:060. 

-8904240469 Notice of violation from insp on 89021 3-0405.Violation noted:C02 sys 
valve 12-FCO-174 opened but not sealed & failure to ensure adequate corporate 
design control measures implemented for 1 985 App R design changes. 

COOPER.R.W. Region 3, Ofc of the Director. 89/04/13. 2pp. 49450:044-49450:045. 

-8904240471 Insp Repts 50-315/89-04 & 50-316/89-04 on 890213-0405. Violations 
noted.Major areas inspected:fire protection program, including fire protection organiza- 
tion, administrative controls & battery room exhaust fans. 

BUTLER.D.. HOLMES.J., GARDNER.R.N. ^Region 3. Ofc of the Director. 89/04/12. 
15pp. 49450:046-49450:060. 


I. Financial information 


8904190328 “1988 Annual Rept." W/890410 Itr. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
88/12/31. 32pp. 49507:035-49507:068. 


P. Operating license stage documents & correspondence 

8903300109 Forwards amended pages to 890224 submittal re instrument air supply 
problems per Generic Ltr 88-14.Decision to remove internals of check valves in each 
air starting sys train based on listed info. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/23. MURLEY.T.E. Document Control Branch (Document Control Desk). 6pp. 
49128:355-49128:360. 

8903300119 Revised application for amend to Licenses DPR-58 & DPR-74 re diesel 
generator fuel oil tank cleaning. 

ALEXICH,M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/23. MURLEY.T.E. NRC - No Detailed Affiliation Given. 4pp. 49129:213- 
49129:221. 

—8903300124 Proposed Tech Specs re surveillance requirements for diesel generator 
fuel oil tank cleaning. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/03/23. 
5pp. 491 29:21 7-491 29:221 . 

8904040229 Application for amends to Licenses DPR-58 & DPR-74, clarifying response 
time testing requirements for power range neutron flux reactor trip, 

ALEXICH.M.P. Indiana Michigan Power Co, (formerly Indiana & Michigan Electric Co.). 
89/03/29. MURLEY.T.E. Document Control Branch (Document Control Desk) 6dd. 
49192:001-49192:008, 
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-8904040230 Proposed Tech Spec Table 3.3-2, “Reactor Trip Sys Instrumentation Re- 
sponse Times.” 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/03/29. 
2pp. 49192:007-49192:008. 

8904130089 Forwards peaking factor limit rept for Unit 1 Cycle H.Rept provides 
burnup-dependent V(Z) function for Cycle 1 1 , calculated for delta-1 band of pius/mlnus 
5% at core power level of 3,250 MWt. 

ALEX1CH,M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/30. MURLEY,T.E. Document Control Branch (Document Control Desk). 5pp. 
49318:016-49318:020. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180296 Forwards details of Allegation Rlll-89-A-0034,for review & followup.Results 
& disocsliion of allegation should be submitted within 30 days of ltr date.Encl withheld 
(rof ■0CPR2.'00(aV). 

H-CKr^.j.’/;. Region 3. Ofc of the Director. 89/04/05. ALEXICH,M.P. Indiana Michi- 
gan Fewer Co. (i'orrncrly Indiana & Michigan Electric Co.). 2pp. 49381:145-49381:146. 

8904190020 Application for amends to Licenses DPR-58 & DPR-74,revising Tech Specs 
for diesel generator reliability. 

ALEXICH,M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/04/06. MURLEY,T.E. NRC - No Detailed Affiliation Given. 5pp. 49385:091- 
49385:141. 

-8904190021 Proposed Tech Specs re electrical power sys ac sources & diesel genera- 
tor requalification program. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/04/06. 
46pp. 49385:096-49385:141. 

8904210210 Application for amends to Licenses DPR-58 & DPR-74,revising Tech Specs 
re reporting requirements on primary coolant iodine spikes, per Generic Ltr 85-19. 
ALEXICH,M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/04/07. MURLEY.T.E. Cjffice of Nuclear Reactor Regulation. Director (Post 
870411). 7pp. 49482:090-49482:104. 

-8904210212 Proposed Tech Specs.including Section 3/4.4.8,re specific activity of re- 
actor coolant. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/04/07. 
8pp. 49482:097-49482:104. 

8904180021 Advises that NRC determined that review of hydrogen control for ice con- 
denser plants during postulated degraded core accidents will be completed as generic 
issue. 

STANG.J.F. Project Directorate 111-1. 89/04/10. ALEXICH.M.P. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 49371:350-49371:352. 

8904210056 Advises that 880607 response to Generic Ltr 88-05, “Boric Acid Corrosion 
of Carbon Steel Reactor..." acceptable. Licensee should maintain records of program 
& results obtained from implementation of program. 

STANG.J.F. Project Directorate 111-1. 89/04/10. ALEXICH.M.P. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 49444:282-49444:284. 

8904210297 Forwards safety evaluation accepting design proposed for meeting ATWS 
requirements in 10CFR50.62. Acceptance subj to satisfactory completion of isolation 
device qualification testing. 

STANG.J. Project Directorate 111-1. 89/04/14. ALEXICH.M.P. Indiana Michigan Power 
Co. (formerly Indiana & Michigan Electric Co.). 5pp. 49430:240-49430:255. 

"8904210299 Safety evaluation accepting util actions to comply w/ATWS rule 
(10CFR50.62).Licensee should continue w/scheduled installation & implementation of 
ATWS design utilizing administratively controlled procedures. 

* NRC - No Detailed Affiliation Given. 89/04/14. 11pp. 49430:245-49430:255. 

8904210302 Requests prompt review & reporting of status of implementation of TMI 
action plan items at plantPrintout of all TMI items annotated where tracking sys indi- 
cates that implementation incomplete,encl.Mark-up of end requested. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. ALEXICH.M.P. American Electric Power Co., Inc. 11pp. 49442:024-49442:034. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Sve list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904110047 Fon^vards Safety Insp Repts 50-315/89-12 & 50-316/89-12 on 890308- 
10.No violations noted. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/24. ALEXICH,M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 49273:279-49273:287. 

-8904110052 Insp Repts 50-315/89-12 & 50-316/89-12 on 890308-1 0.No violations or 
deviations noted.Major areas inspected: licensee action following identification that 
turbine room sump not sampled & analyzed per Tech Spec requirements. 

G1LL.C.F., SNELL, W.G. Region 3, Ofc of the Director. 89/03/23. 7pp. 49273:281- 
49273:287. 

8904240176 Responds to 890210 notice of noncompliance & order to comply.UtH re- 
routed wastewater flows to plant such that continuous compliance will be assured at 
Outfall OOF & filter backwash flow returned to turbine room sump. 

BAKER.D.L. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/28. MORLEY,F. Michigan, State of. 2pp. 49469:283-49469:284. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Sve list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 


8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Sve 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Sve list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904170304 Requests extension for performing action items & providing written repts 
per NRC Bulletin 88-010 re molded-case circuit breakers.Evaluation continuing & re- 
sponse will be submitted by 890516. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/04/03. MURLEY,T.E. Document Control Branch (Document Control Desk). Ip. 
49354:263-49354:263. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment," Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Sve list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729), 
89/04/04. Consolidated Edison Co. of New York, Inc. Ilipp, 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904170220 Forwards Safety Insp Repts 50-315/89-13 & 50-316/89-13 on 890327- 
28.No violations noted. 

GREGER.LR. Region 3, Ofc of the Director. 89/04/06. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 49357:004-49357:008. 

"8904170222 Insp Repts 50-315/89-13 & 50-316/89-13 on 890327-28.No 

violations, deficiencies, deviations or open items noted.Major areas 
inspected;emergency preparedness program.action on previously identified items & 
cios6 sss©ssrn©nt 

SMITH.M., SNElI,W. Region 3, Ofc of the Director. 89/04/05. 3pp. 49357:006- 
49357:008. 

8904200324 Forwards Safety Insp Repts 50-315/89-09 & 50-316/89-09 on 890208- 
0321 & notice of violation. 

AXELSON.W.L Region 3, Ofc of the Director. 89/04/07. ALEXICH.M.P. American 
Electric Power Service Corp. ALEXICH.M.P. Indiana Michigan Power Co. (formerly In- 
diana & Michigan Electric Co.). 2pp. 49400:159-49400:195. 

"8904200329 Notice of violation from insp on 890208-0321. Violations noted:maint of 
unique kind.involving safety-related Unit 1 4 kV breaker triggering mechanism 
insp.cleaning & lubrication performed.per unapproved guideline. 

AXELSON.W.L. Region 3, Ofc of the Director. 89/04/07. Ip. 49400:161-49400:161. 

"8904200333 Insp Repts 50-315/89-09 & 50-316/89-09 on 890208-0321. Violations 
noted.Major areas inspected:actions on previously identified items.plant 
operations, reactor trip signals, radiological controls.maint.surveillance & fire protection. 
BURGESS,B.L. Region 3, Ofc of the Director. 89/04/04. 34pp. 49400:162-49400:195. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904240131 Responds to NRC 890313 ltr re violations noted in Insp Repts 50-315/89- 
07 & 50-31 6/89-07.Corrective actions:proper positioning of all containment integrated 
leak rate test valves, located outside containment, verified. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/04/12. DAVIS, A.B. Document Control Branch (Document Control Desk). 7pp. 
49447:114-49447:120. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904240466 Forwards Safety Insp Repts 50-315/89-04 & 50-316/89-04 on 890213- 
17,0315 & 0405 & notice of violation. 

COOPER, R.W. Region 3, Ofc of the Director. 89/04/14. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 49450:042-49450:060. 

“8904240469 Notice of violation from insp on 89021 3-0405.Violation noted:C02 sys 
valve 12-FCO-174 opened but not sealed & failure to ensure adequate corporate 
design control measures implemented for 1 985 App R design changes. 

COOPER.R.W. Region 3, Ofc of the Director. 89/04/13. 2pp. 49450:044-49450:045. 

"8904240471 Insp Repts 50-315/89-04 & 50-316/89-04 on 890213-0405. Violations 
noted.Major areas inspected:fire protection program.including fire protection organiza- 
tion, administrative controls & batter.- room exhaust *ans. 

BUTLER.D., HOLMES, J., G -.RDNKR.-- K. :-cg'on 3. Ofc of the Director. 89/04/12. 
15pp. 49450:046-49450:060. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 
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8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York. Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERs & related correspondence 

8903310210 RO:on 890303-05, fisted meteorlogical instruments inoperable for longer 
than 7 days.Caused by series of ice storms that caused instruments to freeze up & 
resulted in some wind cups being broken. Instruments repaired & calibr. 

SMITH W.G Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/16. DAV1S.A.B. Document Control Branch (Document Control Desk). 2pp. 
49148:134-49148:135. 

8904050153 RO:on 89021 7.fire barriers declared inoperable for longer than 7 days al- 
lowed by Tech Specs.Gaps discovered between removable walls & permanent 
structure, Update to 881222 itr submitted.Procedures to be changed. 

SMITH, W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/27. Document Control Branch (Document Control Desk). 2pp. 49198:061- 
49198:062. 

8904170285 LER 89-002-00:on 890303 & 15.16 main steam safety valves lifted at set- 
points outside Tech Spec criteria. Caused fay incompatibility of Tech Spec setpoint tol- 
erance & setpoint inherent to valve design. Valves resetW/890403 Itr. 

DROSTE,J.B.. SMITH, W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 89/04/03. 5pp. 49370:343-49370:347. 

8904210103 Withdraws LER 88-014-00 re incorrectly routed emergency svc water 
cables associated w/pump discharge valve.Cables have been or will be rerouted per 
10CFR50,App R. 

SMITH, W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/04/06. Document Control Branch (Document Control Desk). 2pp. 49430:285- 
49430:286. 

8904210380 Part 21 rept re Level III examiner personnel not certified per ANSI N45.2.6- 
1978.lnitially reported on 890406.Stop work order issued to prevent addi insps from 
being performed by unqualified personnel & qualification procedure revised. 

WEED,J.F. Quality Service International. 89/04/10. Office of Nuclear Reactor Regula- 
tion. Director (Post 870411). 3pp. 49482:072-49482:074. 

8904200392 PNO-lll-89-026:on 890409 & 1 0, circuit breakers on CD diesel generator in- 
vertor verified to be in closed position. Licensee investigation concluded that neither 
mechanical failure or electrical fluctuations caused breakers to open. 

CREED.J.. GREGER.R. Region 3. Ofc of the Director. 89/04/13. 1p. 49426:194- 
49426:194. 


U. Congressional/Executive Correspondence 

8903300172 Forwards detailed info re status of implementation of TMl action plan items 
at fisted plants.Small number of action items still need resolution. 

ZECH.LW. Commissioners. 89/03/17. MARKEY.E.J. House of Rep. 20pp. 49309:174- 
49309:195. 


V, Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 

8904120058 Rev 4 to PMP 2080 EPP.107, “Notification of Plant Personnel.” 

ROSS,C.A. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/31. 41pp. 49273:306-49273:346. 

8904170220 Forwards Safety Insp Repts 50-315/89-13 & 50-316/89-13 on 890327- 
28.No violations noted. 

GREGER,l.R. Region 3. Ofc of the Director. 89/04/06. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 49357:004-49357:008. 

-8904170222 Insp Repts 50-315/89-13 & 50-316/89-13 on 890327-28.No 

violations, deficiencies,deviations or open items noted.Major areas 
inspectediemergency preparedness program, action on previously identified items & 
dose assessment. 

SMITH, M. Region 3, Ofc of the Director. 89/04/05. 3pp. 49357:006-49357:008. 

8904200324 Forwards Safety Insp Repts 50-315/89-09 & 50-316/89-09 on 890208- 
0321 & notice of violation. 

AXELSON.W.L Region 3, Ofc of the Director. 89/04/07. ALEXICH.M.P. American 
Electric Power Service Corp. 2pp. 49400:159-49400:195. 

-8904200333 Insp Repts 50-315/89-09 & 50-316/89-09 on 890208-0321. Violations 
noted.Major areas inspected:actions on previously identified items, plant 
operations.reactor trip signals, radiological controls, maint.surveillance & fire protection. 
BURGESS, B.L Region 3. Ofc of the Director. 89/04/04. 34pp. 49400:162-49400:195. 

8904240466 Forwards Safety Insp Repts 50-315/89-04 & 50-316/89-04 on 890213- 
17,0315 & 0405 & notice of violation. 

COOPER.R.W. Region 3, Ofc of the Director. 89/04/14. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 49450 042-49450-060 


-8904240469 Notice of violation from insp on 89021 3-0405. Violation noted:C02 sys 
valve 12-FCO-174 opened but not sealed & failure to ensure adequate corporate 
dofiar^ coritrc! measures ir-ip!orreotcd for 1 985 App R design changes. 

CCJ^EiTR.W. Rcg.on 3, Ofc tno Director. 89/04/13. 2pp. 49450:044-49450:045. 

-8904240471 Insp Repts 50-315/89-04 & 50-316/89-04 on 890213-0405. Violations 
noted.Major areas inspected:fire protection program, including fire protection organiza- 
tion, administrative controls & battery room exhaust fans. 

BUTLER, D. Region 3. Ofc of the Director. 89/04/12. 15pp. 49450:046-49450:060. 


I. Financial information 


8904190328 "1988 Annual Rept.” W/890410 Itr. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
88/12/31. 32pp. 49507:035-49507:068. 


P. Operating license stage documents & correspondence 

8903300109 Forwards amended pages to 890224 submittal re instrument air supply 
problems per Generic Ltr 88-14.Decision to remove internals of check valves in each 
air starting sys train based on listed info. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/23. MURLEY.T.E. Document Control Branch (Document Control Desk). 6pp. 
49128:355-49128:360. 

8903300119 Revised application for amend to Licenses DPR-58 & DPR-74 re diesel 
generator fuel oil tank cleaning. 

ALEXICH.M.P. Indiar'ii Wicniqan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/23. MURLEY.T.E. NRC - No Detailed Affiliation Given. 4pp. 49129:213- 
49129:221. 

“8903300124 Proposed Tech Specs re surveillance requirements for diesel generator 
fuel oil tank cleaning. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/03/23. 
5pp. 49129:217-49129:221. 

8904040229 Application for amends to Licenses DPR-58 & DPR-74, clarifying response 
time testing requirements for power range neutron flux reactor trip. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/29. MURLEY.T.E. Document Control Branch (Document Control Desk). 6pp. 
49192:001-49192:008. 

—8904040230 Proposed Tech Spec Table 3.3-2, “Reactor Trip Sys Instrumentation Re- 
sponse Times.” 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/03/29. 
2pp. 49192:007-49192:008. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180296 Forwards details of Allegation RIII-89-A-0034,for review & followup. Results 
& disposition of allegation should be submitted within 30 days of Itr date. End withheld 
(ref 10CFR2.790(a)). 

HICKEY .J.W. Region 3, Ofc of the Director. 89/04/05. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 49381:145-49381:146. 

8904190020 Application for amends to Licenses DPR-58 & DPR-74, revising Tech Specs 
for diesel generator reliability. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/04/06. MURLEY.T.E. NRC - No Detailed Affiliation Given. 5pp. 49385:091- 
49386:141. 

“8904190021 Proposed Tech Specs re electrical power sys ac sources & diesel genera- 
tor requalification program. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/04/06. 
46pp. 49385:096-49385:141. 

8904210210 Application for amends to Licenses DPR-58 & DPR-74, revising Tech Specs 
re reporting requirements on primary coolant iodine spikes, per Generic Ltr 85-19. 
ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/04/07. MURLEY.T.E. (Jffice of Nuclear Reactor Regulation, Director (Post 
870411). 7pp. 49482:090-49482:104. 

-8904210212 Proposed Tech Specs, including Section 3/4.4.8,re specific activity of re- 
actor coolant. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/04/07. 
8pp. 49482:097-49482:104. 

8904180021 Advises that NRC determined that review of hydrogen control for ice con- 
denser plants during postulated degraded core accidents will be completed as generic 
issue. 

STANG.J.F. Project Directorate 111-1. 89/04/10. ALEXICH.M.P. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 49371:350-49371:352. 

8904210056 Advises that 880607 response to Generic Ltr 88-05, “Boric Acid Corrosion 
of Carbon Steel Reactor..." acceptable. Licensee should maintain records of program 
& results obtained from implementation of program. 

STANG.J.F- Project Directorate III-1. 89/04/10. ALEXICH.M.P. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 49444:282-49444:284. 

8904210297 Forwards safety evaluation accepting design proposed for meeting ATWS 
requirements in 10CFR50.62.Acceptance subj to satisfactory completion of isolation 
device qualification testing. 

STANG.J. Project Directorate III-1. 89/04/14. ALEXICH.M.P. Indiana Michigan Power 
Co. (formerly Indiana & Michigan Electric Co.). 5pp. 49430:240-49430:255. 

—8904210299 Safety evaluation accepting util actions to comply w/ATWS rule 
(10CFR50.62). Licensee should continue w/scheduled installation & implementation of 
ATWS design utilizing administratively controlled procedures. 

* NRC - No Detailed Affiliation Given. 89/04/14. 11pp. 49430:245-49430:255. 
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8904210302 Requests prompt review & reporting of status of implementation of TMI 
action plan items at plant. Printout of all TMI items annotated where tracking sys indi- 
cates that implementation incomplete, encl.Mark-up of end requested. 

MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/ 
14. ALEXICH.M.P. American Electric Power Co., Inc. 11pp. 49442:024-49442:034. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 102pp. 49176:056-49176:157. 

8904110047 Forwards Safety Insp Repts 50-315/89-12 & 50-316/89-12 on 890308- 
10.No violations noted. 

GREGER.L.R. Region 3. Ofc of the Director. 89/03/24. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 49273:279-49273:287. 

-8904110052 Insp Repts 50-315/89-12 & 50-316/89-12 on 890308-10.No violations or 
deviations noted. Major areas inspected: licensee action following identification that 
turbine room sump not sampled & analyzed per Tech Spec requirements. 

GILL.C.F., SNELL.W.G. Region 3. Ofc of the Director. 89/03/23. 7pp. 49273:281- 
49273:287. 

8904240176 Responds to 890210 notice of noncompliance & order to comply.Util re- 
routed wastewater flows to plant such that continuous compliance will be assured at 
Outfall OOF & filter backwash flow returned to turbine room sump. 

BAKER, D.L. Indiana Michigan Power Co, (formerly Indiana & Michigan Electric Co.). 
89/03/28. MORLEY.F. Michigan, State of. 2pp. 49469:283-49469:284. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNN1NGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNiNGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904050258 Responds to NRC 890228 Itr re violations noted in Insp Rept 50-316/89- 
02.Corrective actions:all maint supervisors reinstructed that changes made to equip- 
ment must be approved prior to declaring equipment operable. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/31. DAVIS, A.B. Document Control Branch (Document Control Desk). 4pp. 
49214:250-49214:253. 

8904170304 Requests extension for performing action items & providing written repts 
per NRC Bulletin 88-010 re molded-case circuit breakers. Evaluation continuing & re- 
sponse will be submitted by 890516. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/04/03. MURLEY.T.E. Document Control Branch (Document Control Desk). Ip. 
49354:263-49354:263. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides,” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904170220 Forwards Safety Insp Repts 50-315/89-13 & 50-316/89-13 on 890327- 
28. No violations noted. 

GREGER,L.R. Region 3, Ofc of the Director. 89/04/06. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp, 49357:004-49357:008. 

-8904170222 Insp Repts 50-315/89-13 & 50-316/89-13 on 890327-28.No 

violations, deficiencies.deviations or open items noted.Major areas 

inspected:emergency preparedness program.action on previously identified items & 
dose assessment 

SMITH, M., SNELUW. Region 3, Ofc of the Director. 89/04/05. 3pp. 49357:006- 
49357:008. 

8904200324 Forwards Safety Insp Repts 50-315/89-09 & 50-316/89-09 on 890208- 
0321 & notice of violation. 

AXELSON.W.L Region 3, Ofc of the Director. 89/04/07, ALEXICH.M.P. American 
Electric Power Service Corp. ALEXICH.M.P. Indiana Michigan Power Co. (formerly In- 
diana & Michigan Electric Co.). 2pp. 49400:159-49400:195. 

-8904200329 Notice of violation from insp on 890208-0321. Violations noted:maint of 
unique kind.involving safety-related Unit 1 4 kV breaker triggering mechanism 
insp, cleaning & lubrication performed, per unapproved guideline. 

AXELSON,W.L. Region 3, Ofc of the Director. 89/04/07. Ip. 49400:161-49400:161, 


-8904200333 insp Repts 50-315/89-09 & 50-316/89-09 on 890208-0321. Violations 
noted.Major areas inspected:actions on previously identified items,plant 
operations, reactor trip signals, radiological controls,maint,surveillance & fire protection. 
BURGESS,B.L. Region 3, Ofc of the Director. 89/04/04. 34pp. 49400:162-49400:195. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904240131 Responds to NRC 890313 Itr re violations noted in Insp Repts 50-315/89- 
07 & 50-31 6/89-07.Corrective actions:proper positioning of all containment integrated 
leak rate test valves, located outside containment, verified. 

ALEXICH,M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/04/12. DAVIS, A.B. Document Control Branch (Document Control Desk). 7pp. 
49447:114-49447:120. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904240466 Forwards Safety Insp Repts 50-315/89-04 & 50-316/89-04 on 890213- 
17.0315 & 0405 & notice of violation. 

COOPER, R.W. Region 3, Ofc of the Director. 89/04/14. ALEXICH.M.P. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 49450:042-49450:060. 

-8904240469 Notice of violation from insp on 89021 3-0405.Violation noted:C02 sys 
valve 12-FCO-174 opened but not sealed & failure to ensure adequate corporate 
design control measures implemented for 1 985 App R design changes. 

COOPER.R.W. Region 3, Ofc of the Director. 89/04/13. 2pp. 49450:044-49450:045. 

-8904240471 Insp Repts 50-315/89-04 & 50-316/89-04 on 890213-0405. Violations 
noted.Major areas inspected:fire protection program, including fire protection organiza- 
tion, administrative controls & battery room exhaust fans. 

BUTLER,D.. HOLMES.J., GARDNER.R.N. Region 3, Ofc of the Director. 89/04/12. 
15pp. 49450:046-49450:060. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21, 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERs & related correspondence 

8903310210 RO:on 890303-05,listed meteorlogical instruments inoperable for longer 
than 7 days.Caused by series of ice storms that caused instruments to freeze up & 
resulted in some wind cups being broken.lnstruments repaired & calibr. 

SMITH ,W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/03/16. DAVIS,A,B. Document Control Branch (Document Control Desk). 2pp. 
49148:134-49148:135. 

8904030243 LER 89-005-00:on 890221 .containment Type B & C leak rate exceeded 
limiting condition for operation using min pathway calculation method.causing exces- 
sive leakage in several valves. Valves repaired & retested.W/890323 Itr. 
POSTLEWAIT.T.K., SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & 
Michigan Electric Co.). 89/03/23. 5pp. 49156:283-49156:287. 

8904060351 LER 89-006-00:on 890224, ESF actuation occurred from instrumentation in- 
dicating low level coincident w/feedwater flow/steam flow mismatch on steam gener- 
ator 24.Cause unknown.Procedures implemented.W/890327 Itr. 

BEILMAN.T.P., SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 89/03/26. 4pp. 49226:038-49226:041. 

8904050153 RO:on 89021 7, fire barriers declared inoperable for longer than 7 days al- 
lowed by Tech Specs.Gaps discovered between removable walls & permanent 
structure.Update to 881222 Itr submitted.Procedures to be changed. 

SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.), 
89/03/27. Document Control Branch (Document Control Desk). 2pp. 49198:061- 
49198:062. 

8904140349 LER 89-007-00:on 89031 0.reactor trip signal received due to lo-lo steam 
generator level. Caused by failure of personnel to adequately anticipate required auxil- 
iary feedwater flowrate.Personnel involved counseled.W/890403 Itr. 

RUNSER.H.F., SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 89/04/03. 4pp. 49348:248-49348:251. 

8904140485 LER 89-008-00:on 89031 1 .discovered that automatic C02 actuation sys for 
reactor cable isolated w/o required fire watches.Caused by worn keys.Worn key re- 
placed & security r^laced C02 key lock switch regularly.W/890403 Itr. 

RUNSER.H.F., SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 89/04/03. 4pp. 49340:357-49340:360. 

8904210075 LER 89-002-01 :on 8901 16,seismic restraint, located on 24-inch ECCS suc- 
tion line.noted to have significant deformation. Probably caused by removal & reinstal- 
lation of pipir^ during startup.Mod initiated to repair restraint,W/890407 Itr. 
POSTLEWAIt,T., SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michi- 
gan Electric Co.). 89/04/07. 7pp. 49444:030-49444:036. 

8904210139 LER 88-003-02:on 880311, setpoints for 4 kV bus loss of voltage relays & 4 
kV bus degraded voltage relays found outside Tech Specs.Relay readjusted to within 
allowable values & calibr frequency increased,W/890407 Itr. 

BEILMAN.T.P,, SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 89/04/07. 5pp. 49427:331-49427:335. 
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8904210380 Part 21 rept re Level 111 examiner personnel not certified per ANSI N45.2.6- 
1978.initially reported on 890406.Stop work order issued to prevent addi insps from 
pertormed bv unqualified personnel & qualification procedure revised, 
j p Qu==:i:v' Service International. 89/04/10. Office of Nuclear Reactor Regula- 
tion, Director {Post 870411). 3pp. 49482;072-49482;074. 

8904240452 Informs that on 890405, personnel discovered small leak in main turbine lu- 
bricating oil coolers. Leaking cooler isolated preventing further loss of oil to nonessen- 
tial water sys. Estimated 100 cr.!'r.--.3 roeched Lake Michigan. ^ . 

BAKER.D.L. Indiana Michigan Power Cc. {‘onmerly 'ndia^^a & Michigan Electric Co.). 
89/04/14. KILMER, G. Michigan. State of. 2pp (:r4-.'.9--:50:C95. 


U. Congressionai/Executive Corresponder»ce 

8903300172 Forwards detailed info re status of implementation of TMl action plan items 
at listed plants. Small number of action items still need resolution. 

ZECH.LW. Commissioners. 89/03/17. MARKEY.E.J. House of Rep. 20pp. 49309:174- 
49309:195. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program. Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT G.C. Reaion 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
^9224:0 i’3-43234;GV-. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 


-8710140201 "Conformance to Item 4.5.2 of Generic Ltr 83-28,Arkansas Nuclear One 
2, Calvert Cliffs 1 & 2, Fort Calhoun, Maine Yankee.Millstone 2, Palisades, Palo Verde 1,2 
& 3.San Onofre 2 & 3, St Lucie 1 & 2.Waterford 3,WPPSS 3,” informal rept. 
FARMER.F.G. EGaG Idaho. Inc. (subs, of EGaG, Inc.). FIN D-6001. EGG-NTA-7463 
R02. 87/09/30. NRC - No Detailed Affiliation Given. 23pp. 49159:201-49159:223. 

8904030204 Notification of 890412 meeting w/util in Rockville, MD to introduce new 
plant Vice President - Nuclear Energy to NRR director. 

MCNEIL,S.A. Project Directorate 1-1. 89/03/29. CAPRA, R.A, Project Directorate 1-1. 
2pp. 49167:003-49167:004. 

8904060019 Requests application for amends to Licenses DPR-53 & DPR-69 re snub- 
ber a steam generator tube inservice insp be withdrawn. 

CREEL.G.C. Baltimore Gas & Electric Co. 89/03/29. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49216:100-49216:101. 

8904030208 Advises of withdrawal of 890329 application to amend Licenses DPR-53 a 
DPR-69, extending snubber visual insp a functional test intervals to reflect 24-month 
operating cycle. 

MCNEIL.S.A. Project Directorate 1-1. 89/03/30. CREEL.G.C. Baltimore Gas a Electric 
Co. 4pp. 49165:056-49165:059. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904140224 Forwards ‘‘Performance Improvement Plan.” Rept provides overview of as- 
sessment of changes necessary to effect event-free performance. Brief summary of 
plan objectives & expectations described in mgt overview section of rept. 
CROOKE,E.A. Baltimore Gas a Electric Co. 89/04/07. STELLO.V. Ofc of the Execu- 
tive Director for Operations. 2pp. 49339:144-49339:224. 

-8904140230 "Calvert Cliffs Performance Improvement Plan.” 

CREEL, G.C. Baltimore Gas a Electric Co. 89/04/30. 81pp. 49339:146-49339:224. 
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F. Security, medical, emergency & fire protection plans 

8904070324 Revised EP!Ps,including Rev 11 to ERPIP 4.1.21, "Assembly Area Lead- 
ers," a Rev 10 to Chapter 1 of ERPIP 5.0, "Preparation a Control of ERPIP." 

• Baltimore Gas a Electric Co. 89/03/15. 29pp. 49235:001-49235:029. 

8903290188 Forwards combined Insp Repts 50-317/89-03 a 50-318/89-03 on 890110- 
0220 a notice of violation. 

WIGGINS.J.T. Pedcr. 1. Ofc of i'-ci Director. 89/03/20. CREEL.G.C. Baltimore Gas a 
Electric Co. 2pp. >.9C8C:52^--i90H0:2-''.7 


-8903290196 Insp Repts 50-317/89-03 a 50-318/89-03 on 890110-0220. Violation 
noted. Major areas inspected:facility activities, routine insps, operational 
events, maint, surveillance, physical security, LERs a repts to NRC. 

TRIPP.LE. Region 1, Ofc of the Director. 89/03/17. 20pp. 49080:327-49080:347. 


8903300243 Forwards corrected Page iv, "List of Effective Pages" to Rev 9 of security 
safeguards contingency plan.EncI withheld, (ref 10CFR73.21). > 

ROSS,J.W. Baltimore Gas a Electric Co. 89/03/27. Document Control Branch (Docu- 
ment (Control Desk). 2pp. 49129:168-49129:169. 


8904120116 Rev 12 to ERPIP 4.1,17, "Security," 

* Baltimore Gas a Electric Co. 89/03/27, 7pp. 49279;344-49279:350, 


89042003S2 Change 1 to Rev 10 a Change 2 to Rev 14 to ERPIP S.4 a ERPIP 
B.1, respectively. 

* Baltimore Gas & Electric Co. 89/04/07. 29pp. 49405:245-49405:273. 


8904240270 Revised ERPIPs, including Rev 11 to ERPIP 4.1.2,ERPIP 4.1.3, Chapter 1 a 
rrriPjp 1 ..^..Chapter ^ a Rsv 10 to ERPIP 4.1.5, Chapter 1. 

RUSSEL-...J.5.. LEMDNS.J.R., LUNDQU1ST,L Baltimore Gas a Electric Co. 89/04/10. 
27pp. 49450:292-49450:317. 


G. Adjudicatoiy correspondence 


8904170328 Forwards notice of 890329 withdrawal of 861017 application for amends to 
Licenses DPR-53 & DPR-69, proposing to set steam generator tube inservice insp in- 
tenral of Tech Spec Requirement 4.4.5.3.a at 24 months. 

MCNEiL.S.A. Project Directorate 1-1. 89/04/10. CREEL.G.C. Baltimore Gas a Electric 
Co. 3pp. 49354:333-49354:342. 

“8904170331 Notice of 890322 withdrawal of 861017 application for amends to Li- 
censes DPR-53 a DPR-69, modifying steam generator inservice insp interval of Tech 
Spec 4.4.5.3.a by extending interval to 24 months. 

MCNEIL.S.A. Project Directorate I-1. 89/04/10. 2pp. 49354:336-49354:342. 


8904200413 Requests withdrawal of part of 860414 application for amends to Licenses 
DPR-43 a DPR-69. Deletion of battery dummy load profile from Tech Spec still de- 
sired. 

CREEUG.C. Baltimore Gas & Electric Co. 89/04/13. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49426:263-49426:264. 


8904210112 Forwards response to station blackout rule 10CFR50.63. Air-operated 
valves relied upon to cope w/ station blackout for 4 h can be operated manually. 
CREEL.Q,C. Baltimore Gas 8 Electric Co. 89/04/14. Document Control Branch (Doc- 
ument Control Desk). 6pp. 49427:356-49427:360. 


M04210342 Notification of 890418 meeting w/util in Rockville, MO to discuss environ 
qualification of amphenol containment penetrations. 

CAPRA, R.A. Project Directorate 1-1. 89/04/14. MURLEY.T., SNIEZEK.J., MIR AQUA, F. 
NRC - No Detailed Affiliation Given. 6pp. 49444:152-49444:157. 


8904240108 Provides clarification of Amends 105 & 86 to Licenses DPR-53 & DPR- 
69, respectively, issued on 850701. Amends incorporated radiological effluent Tech 
Specs in App A of Units 1 & 2 specs & deleted ETS of App B Part 1 . 

MCNEIL.S.A. Project Directcrate 1-1. 89/04/14. CREEL.G.C. Baltimore Gas & Electric 
Co. 3pp. 49445:139-49445:150. 


-8904240111 Errata to Amends 105 & 86 to Licenses DPR-53 & DPR-69. 
respectively, clarifying inconsistency between App B.Part 1 Tech Spec page & amend 
implementation instructions re ETS. 

* NRC - No Detailed Affiliation Given. 89/04/14. 9pp. 49445:142-49445:150. 


8903270182 Order imposing civil monetary penalty in amount of $300, 000. Actions 
based on violations identified during NRC insp on 870323-27. 

THOMPSON, H.L. Dep Exec Dir for Nuc Matls Safety.Safeguards & Operations Sup- 
port (Post 890205). 89/03/20, Baltimore Gas & Electric Co. 8pp. 49451:203- 
49451:210. 


8904240310 Requests prompt review & reporting of status of implementation of TMl 
action plan items at plants.Printout of all TMl items.annotated where tracking sys indi- 
cates implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. CREEUG.C. Baltimore Gas & Electric Co. 16pp. 49453:030-49453:045. 


L Financial Information 


8904050027 "Baltimore Gas & Electric Co 1988 Annual Rept" 

MCGOWAN.G.V. Baltimore Gas & Electric Co. 88/12/31. 58pp. 49215:016- 
49215:074. 


J. Insurance & indemnity information 

8904240444 Forwards Endorsements 11,11,3,62 '& 61 to MAELU Policies MF-53,M- 
5g,MW-49,MF-76 & MF-76.respectively & Endorsements 11,11,3,76 & 75 to NELIA 
Policies N-53,N-52,NW-121,NF-216 & NF-21 6,respectively. 

BOLEY.C.C. Johnson & Higgins Insurance. 89/03/15. DINITZ,!. NRC - No Detailed Af- 
filiation Given. 11pp. 49448:132-49448:142. 


P. Operating license stage documents & correspondence 

8903310259 Forwards safety evaluation accepting Generic Ltr 83-28, Item 4.5.2, "Reac- 
tor Trip Sys Reliabiiity-On-Line Testing." 

CALVO,J.A. Project Directorate IV. 89/03/23. DEWEASE,J.G. Louisiana Power & 
Light Co. 4pp. 49159:196-49159:223. 


Q. inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Nctice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Sve list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903290188 Forwards combined Insp Repts 50-317/89-03 & 50-318/89-03 on 890110- 
0220 & notice of violation. 

WlGGINS,J.T. Region 1 , Ofc of the Director. 89/03/20. CREEL.G.C. Baltimore Gas & 
Electric Co. 2pp. 49080:324-49080:347. 

-B904030274 Notice of violation from insp on 8901 10-0220. Violation noted:on 
880825,1115 & 8901 1 1 .reactor startups performed w/o manual reactor trip channel 
functional test being accomplished within preceding 7 days. 

* Region 1. Ofc of the Director. 89/03/20. Ip. 49080:326-49080:326. 

-8903290196 Insp Repts 50-317/89-03 & 50-318/89-03 on 890110-0220, Violation 
noted.Major areas inspected:facility activities, routine insps, operational 
events, maint,surveillance, physical security, LERs & repts to NRC. 

TRIPP.LE Region 1. Ofc of the Director. 89/03/17. 20pp. 49080:327-49080:347. 
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8903300026 Advises that team insp of maint program scheduled onsite on 890424- 
OSOS.Ref matl listed on end should be provided. Temporary Instruction 2515/97, 
“Maint Insp’’ end for info & guidance. 

MARTIN, T.T. Reckon 1. Ofc of the Director. 89/03/20. CREEL, G.C. Baltimore Gas & 
Electric Co. ispp 49 !20:0C;i -^9 129.0-5. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.’’ Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903300235 Reaffirms util commitment to address concerns detailed in SALP Repts 50- 
317/88-99 & 50-31 8/88-99.Util in final stage of developing site-wide improvement 
plan. 

CREEL, G.C. Baltimore Gas & Electric Co. 89/03/23. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49129:289-49129:290. 

8904050333 Forwards Insp Repts 50-317/89-05 & 50-318/89-05 on 890227-0303.No 
violations noted. 

DURR,J.P. Region 1, Ofc of the Director. 89/03/24. CREEL,G.C. Baltimore Gas & 
Electric Co. 2pp. 49213:260-49213:267. 

-8904050334 Insp Repts 50-317/89-05 & 50-318/89-05 on 890227-0303.No violations 
or unresolved items noted.Major areas inspected: current status of equipment qualifi- 
cation (EQ) program & closeout of previously identified open EQ issues. 

PAOLINO.R.J., JUERGENS,S., ANDERSON, C.J. Region 1, Ofc of the Director. 89/03/ 
24. 6pp. 49213:262-49213:267. 

8904060019 Requests application for amends to Licenses DPR-53 & DPR-69 re snub- 
ber & steam generator tube inservice insp be withdrawn. 

CREEL,G.C. Baltimore Gas & Electric Co. 89/03/29. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49216:100-49216:101. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904030208 Advises of withdrawal of 890329 application to amend Licenses DPR-53 & 
DPR-69, extending snubber visual insp & functional test intervals to reflect 24-month 
operating cycle. 

MCNEIL, S.A. Project Directorate 1-1. 89/03/30. CREEL,G.C. Baltimore Gas & Electric 
Co. 4pp. 49165:056-49165:059. 

8904060033 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded Case 
Circuit Breakers." 

CREEL, G.C. Baltimore Gas & Electric Co. 89/03/30. Document Control Branch (Doc- 
ument Control Desk). 5pp. 49217:246-49217:250. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

89032902S6 NRC Info Notice 89-036, "Excessive Temps In ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/04/04, 
Consolidated Edison Co. of New York, Ino, 109pp, 49124:001-49124:109. 

8903290257 NRC Info Notice 09-037, "Proposed Amends to 40CFR61.Alr Emission 
Stds for Radionuclides." Svo list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc, 111pp. 4921 8:001 -4921 8:1 li 

8904210163 Ack receipt of 890210 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-317/88-25 & 50-318/88-25, 

GALLO, R.M. Region 1, Ofc of the Director. 89/04/04. CREEL, G.C. Baltimore Gas & 
Electric Co. 2pp. 49442:010-49442:013. 

-8904210167 Responds to NRC 890110 Itr re violations noted in Insp Repts 50-317/88- 
25 & 50-31 8/88-25.Corrective actions:responses to 1986-1988 insp repts reviewed to 
verify implementation & formal documentation of continuous NRC commitments. 
CREEL.G.C. Baltimore Gas & Electric Co. 89/02/10. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49442:012-49442:013. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

RCSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904170328 Forwards notice of 890329 withdrawal of 861017 application for amends to 
Licenses DPR-53 & DPR-69, proposing to set steam generator tube inservice insp in- 
terval of Tech Spec Requirement 4.4.5.3.a at 24 months. 

MCNEIL, S.A. Project Directorate 1-1. 89/04/10. CREEL.G.C. Baltimore Gas & Electric 
Co. 3pp. 49354:333-49354:342. 


8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.’’ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904050080 "Radiological Environ Monitoring Program Annual Rept for Calvert Cliffs 
Nuclear Power Plant Units 1 & 2,1988." W/890330 Itr. 

BARTEL.LJ.. BAUEREIS.E.I., GAVRILAS.M. Baltimore Gas & Electric Co. 88/12/31. 
74pp. 49198:184-49198:254. 

8904210227 Monthly operating repts for Mar 1989 Calvert Cliffs Units 1 & 2.W/89041 1 
Itr. 

BEHNKE.C., RUSSELL.L.B. Baltimore Gas & Electric Co. 89/03/31. 11pp. 49432:311- 
49432:321. 


S. Reportable occurrences, LERs & related correspondence 


8904170316 Summary of Operating Reactors Events Meeting 89-014 on 890405.List of 
attendees.events discussed & significant elements of events & summary of reactor 
scrams for wk ending 890402 end. 

LANNING.W.D. Events Assessment Branch. 89/04/10. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 49369:281-49369:292. 

8904180118 LER 89-003-00:on 89031 9,operators caused inadvertent actuation of ESF 
by not following procedure step-by-step when reinstating block signal. I NPO-assisted 
formal human performance evaluation performed.W/890410 Itr. 

SHAW.D., RUSSELL.L.B. Baltimore Gas & Electric Co. 89/04/10. 8pp. 49371:318- 
49371:325. 


8904180344 LER 89-004-00:on 890320, while in Mode 5 at 130 degrees F & 240 psia 
reactor coolant temp & pressure.operators caused inadvertent partial actuation of 
ESF.Event reviewed w/each operations crew.W/890410 Itr. 

SHAW.D., RUSSELL, L.B. Baltimore Gas & Electric Co. 89/04/10. 7pp. 49358:350- 
49358:356. 


8904190303 PNO-l-89-004:on 8904 10, employee reporting for work at plant set off metal 
detector alarm when passing through access control point.Caused by handgun em- 
ployee possessed. Handgun presently being checked for proper licensing & registra- 
tion. 

LANCASTER, W., KEIMIG.R. Region 1. Ofc of the Director. 89/04/10. 2pp. 49392:212- 
49392:213. 


8904190340 LER e9-005-00:on 8903 14, Instrument air boundary check valve determined 
by test to allow excessive back leakage, Caused by matl wear causing poor seating 
surfaoe.Cheok valve Isolated & new flow path was initiated. W/89041 2 Itr, 

BELL,Q.L, RUSSELL.L.B. Baltimore Gas & Electric Co. 09/04/12. 12pp. 49392:073- 
49392:084, 


V. Operator Examinations 

8903300145 Forwards ref matl for 890612 & 13 senior operator licensing 
exams, requirements for administration of written exams, procedures for administration 
of written exams & requirements for facility review of written exams. 
ESELGROTH,P.W. Region 1, Ofc of the Director. 89/03/17. CREEL, G.C. Baltimore 
Gas & Electric Co. 11pp. 49123:280-49123:290. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8904210268 Certifies that NRC licensed operator initial & requalification training pro- 
grams INPO-accredited. 

CREEL.G.C. Baltimore Gas & Electric Co. 89/04/07. Document Control Branch (Doc- 
ument Control Desk). 1p. 49432:309-49432:309. 
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F. Security, medical, emergency & fire protection plans 


“8904170331 Notice of 890322 withdrawal of 861017 application for amends to Li- 
censes DPR-53 & DPR-69, modifying steam generator inservice insp interval of Tech 
Spec 4.4.5.3.a by extending interval to 24 months. 

MCNEIL.S.A, Project Directorate 1-1. 89/04/10. 2pp. 49354:336-49354:342. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11, 
Consolidated Edison Co. of New York, Inc. 109pp, 49388:037-49388:145, 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 


8904070324 Revised EPIPs.induding Rev 11 to ERPIP 4.1.21, “Assembly Area Lead- 
ers," & Rev 10 to Chapter 1 of ERPIP 5.0, "Preparation & Control of ERPIP." 

* Baltimore Gas & Electric Co. 89/03/15. 29pp. 49235:001-49235:029. 

8903290188 Forwards combined Insp Repts 50-317/89-03 & 50-318/89-03 on 890110- 
0220 & notice of violation. 

WIGGINS, J.T. Region 1. Ofc of the Director. 89/03/20. CREEL.G.C. Baltimore Gas & 
Electric Co. 2pp. 49080:324-49080:347. 

“8903290196 Insp Repts 50-317/89-03 & 50-318/89-03 on 890110-0220. Violation 
noted.Major areas inspected:facility activities, routine insps, operational 

events, maint.sun/eillance, physical security, LERs & repts to NRC, 

TRIPP, LE. Region 1, Ofc of the Director. 89/03/17. 20pp. 49080:327-49080:347. 
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8903300243 Forwards corrected Page iv. “List of Effective Pages" to Rev 9 of security 
safeguards contingency plan.EncI withheld, (ref 10CFR73.21). 

ROSS.JAV. Baltimore Gas & Electric Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49129:168-49129:169. 

8904120116 Rev 12 to ERPIP 4.1.17, "Securih/." 

* Baltimore Gas & Electric Co. 89/05/27. 7pp. 49279:344-49279:350. 

8904200352 Change 1 to Rev 10 & Change 2 to Rev 14 to ERPIP 5.4 & ERPIP 
B.1, respectively. 

’ Baltimore Gas & Electric Co. 89/04/07. 29pp. 49405:245-49405:273. 

8904240270 Revised ER-'^ Ps :rci!-circ Pe. 11 to ERPIP 4.1.2, ERPIP 4.1.3, Chapter 1 & 
ERPIP 4.1.4, Chapte- 1 iL R.:-v -C :o"EFPIP 4.1.5, Chapter 1. 

RUSSELL,J.B.. LEMONS, J.R.. LUNDQUlST.L. Baltimore Gas & Electric Co. 89/04/10. 
27pp. 49450:292-49450:317. 


I. Financial information 

8904050027 “Baltimore Gas & Electric Co 1 988 Annual Rept." 

MCGOWAN.G.V. Baltimore Gas & Electric Co. 88/12/31. 58pp. 49215:016- 
49215:074, 


J. Insurance & indemnity information 


8904240444 Forwards Endorsements 11.11,3.62 & 61 to MAELU Policies MF-53,M- 
52,MW-49,MF-76 & MF-76,respectively & Endorsements 11.11,3,76 & 75 to NELIA 
Policies N-53,N-52.NW-121.NF-216 & NF-216,respectively. 

BOLEY.C.C. Johnson & Higgins Insurance. 89/03/15. DINITZ.I. NRC - No Detailed Af- 
filiation Given. 11pp. 49448:132-49448:142. 


P. Operating license stage documents & correspondence 

8903310292 Advises that util intends to meet commitment during upcoming unit refuel- 
ing outage to hydrostatically test applicable section of auxiliary feedwater sys by cut- 
ting out valve 2-AFW-130 & welding flange or plugging pipe. 

CRUSE, C.H. Baltimore Gas & Electric Co. 89/03/22. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49162:359-49162:360. 

8903310259 Forwards safety evaluatiors acceptmg Generic Ltr 83-28, Item 4.5.2, “Reac- 
tor Trip Sys Reliability-On-Li'o "csting " 

CALVO.J.A. Project Directcfale 'V 'B9/C3/2r.' DEWEASE.J.G. Louisiana Power & 
Light Co. 4pp. 49159:196-49159:223. 

-8710140201 "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nuclear One 
2, Calvert Cliffs 1 & 2, Fort Calhoun.Maine Yankee.Millstone 2, Palisades, Palo Verde 1,2 
& 3.San Onofre 2 & 3,St Lucie 1 & 2, Waterford 3,WPPSS 3." informal rept. 
FARMER.F.G. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7463 
R02. 87/09/30. NRC - No Detailed Affiliation Given. 23pp. 49159:201-49159:223. 

8903300352 Forwards Amend 1 19 to License DPR-69 & safety evaluation. Amend modi- 
fies Tech Spec 3/4. 7.8, “Snubbers," by providing one-time temporary extension to 
max surveillance interval of 18 months plus 25% for conducting snubber functional 
tests. 

MCNEIL, S.A. Project Directorate 1-1. 89/03/24. CREEL, G.C. Baltimore Gas & Electric 
Co. 2pp. 49122:322-49122:334. 

“8903300354 Amend 119 to License DPR-69,modifying Tech Spec 3/4.7.8, "Snub- 
bers." by providing one-time extension to max surveillance interval of 18 months plus 
25% for cc-ducting srubbor fu.nctional tests. 

CAPRA,F./'- Pro.oc. D roc-.urate I-1. 89/03/24. 7pp. 49122:324-49122:330. 

“8903300357 Safety evaluation supporting Amend 1 1 9 to License DPR-69. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/03/24. 4pp. 
49122:331-49122:334. 

8904030204 Notification of 890412 meeting w/util in Rockville, MD to introduce new 
plant Vice President - Nuclear Energy to NRR director. 

MCNEIL.S.A. Project Directorate 1-1. 89/03/29. CAPRA.R.A. Project Directorate 1-1. 
2pp. 49167:003-49167:004. 

8904060019 Requests application for amends to Licenses DPR-53 & DPR-69 re snub- 
ber & steam generator tube insen/ice insp be withdrawn. 

CREEL, G.C. Baltimore Gas & Electric Co. 89/03/29. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49216:100-49216:101. 

8904030208 Advises of withdrawal of 890329 application to amend Licenses DPR-53 & 
D'=*R-69.sxte'’dinQ snubber visual insp & functional test intervals to reflect 24-month 
cpc'atiriG C'»i; o. 

.V1CN'Ei;."S.A Pro..:.c‘. Drcciorate 1-1. 89/03/30. CREEL.G.C. Baltimore Gas & Electric 
Co. 4pj;. .•'.9*e'5.0-vj -'-9l5rj:0-j3. 

8904060026 Provides add! info re single pin burnup limits for Unit 2 Cycle 9 core, per SA 
McNeil request.End-of-cycle burnup for Cycle 8 is 17,974 MWD/T. 

L!PPOLD,W.J, Baltimore Gas & Electric Co. 89/03/30. Document Control Branch 
(Document Control Desk). Ip. 49216:071-49216:071. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904170248 Forwards notice of consideration of issuance of amend to License DPR-69 
re 880212 & 890207 applications to support Cycle 9 operation. 

MCNEIL, S.A, Project Directorate 1-1. 89/04/06. CREEL.G.C. Baltimore Gas & Electric 
Co. 2pp. 49369:341-49369:357. 

“8904170249 Notice of consideration of issuance of amend to License DPR-69 & pro- 
posed NSHC determination & opportunity for hearing.Amend reduces unnecessary 
axial shape index trips below 70% rated thermal power & lowers DNBR limit. 
MCNEIL.S.A. Project Directorate 1-1, 89/04/06. 14pp. 49369:343-49369:357. 


8904140224 Forwards “Performance Improvement Plan." Rept provides overview of as- 
sessment of changes necessary to effect event-free performance. Brief summary of 
plan objectives & expectations described in rngt overview section of rept. 
CROOKE.E.A. Baltimore Gas & Electric Co. 89/04/07. STELLO.V. Ofc of the Execu- 
tive Director for Operations. 2pp. 49339:144-49339:224. 

-8904140230 “Calvert Cliffs Performance Improvement Plan." 

CREEL,G.C. Baltimore Gas & Electric Co. 89/04/30. 81pp. 49339:146-49339:224. 

8904170328 Forwards notice of 890329 withdrawal of 861017 application for amends to 
Licenses DPR-53 & DPR-69.proposing to set steam generator tube inservice insp in- 
terval of Tech Spec Requirement 4.4.5.3.a at 24 months. 

MCNEIL.S.A. Project Directorate 1-1. 89/04/10. CREEL.G.C. Baltimore Gas & Electric 
Co. 3pp. 49354:333-49354:342. 

“8904170331 Notice of 890322 withdrawal of 861017 application for amends to Li- 
censes DPR-53 & DPR-69, modifying steam generator inservice insp interval of Tech 
Spec 4.4.5.3.a by extending interval to 24 months. 

MCNEIL, S.A. Project Directorate 1-1. 89/04/10. 2pp. 49354:336-49354:342. 

8904200413 Requests withdrawal of part of 860414 application for amends to Licenses 
DPR-43 & DPR-69. Deletion of battery dummy load profile from Tech Spec still de- 
sired. 

CREEL, G.C. Baltimore Gas & Electric Co. 89/04/13. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49426:263-49426:264. 

8904210112 Forwards response to station blackout rule 10CFR50.63. Air-operated 
valves relied upon to cope w/station blackout for 4 h can be opomtori m-rr-jn."/ 
CREEL.G.C. Baltimore Gas & Electric Co. 89/04/14. Docirmn.-v Briuvj'-. (Doc- 

ument Control Desk). 5pp. 49427:356-49427:360. 

8904210342 Notification of 890418 meeting w/util in Rockville, MD to discuss environ 
qualification of amphenol containment penetrations. 

CAPRA, R.A. Project Directorate 1-1. 89/04/14. MURLEY.T., SNIEZEK.J., MIRAGLIA,F. 
NRC - No Detailed Affiliation Given. 6pp. 49444:152-49444:157. 

8904240108 Provides clarification of Amends 105 & 86 to Licenses DPR-53 & DPR- 
69, respectively.issued on 850701 .Amends incorporated radiological effluent Tech 
Specs in App A of Units 1 & 2 specs & deleted ETS of App B Part 1 . 

MCNEIL.S.A. Project Directorate 1-1. 89/04/14. CREEL.G.C. Baltimore Gas & Electric 
Co. 3pp. 49445:139-49445:150. 

“8904240111 Errata to Amends 105 & 86 to Licenses DPR-53 & DPR-69, 
respectively, clarifying inconsistency between App B.Part 1 Tech Spec page & amend 
implementation instructions re ETS. 

* NRC - No Detailed Affiliation Given. 89/04/14. 9pp. 49445:142-49445:150. 

8904240310 Requests prompt review & reporting of status of implementation of TMI 
action plan items at plants.Printout of all TMI items, annotated where tracking sys indi- 
cates implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. CREEL, G.C. Baltimore Gas & Electric Co. 16pp. 49453:030-49453:045. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Sve list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903290188 Forwards combined Insp Repts 50-317/89-03 & 50-318/89-03 on 890110- 
0220 & notice of violation. 

WIGGINS, J.T. Region 1, Ofc of the Director. 89/03/20. CREEL.G.C. Baltimore Gas & 
Electric Co. 2pp. 49080:324-49080:347. 

“8904030274 Notice of violation from insp on 8901 10-0220. Violation noted:on 
880825,1115 & 8901 11, reactor startups performed w/o manual reactor trip channel 
functional test being accomplished within preceding 7 days. 

* Region 1, Ofc of the Director. 89/03/20. Ip. 49080:326-49080:326. 

“8903290196 Insp Repts 50-317/89-03 & 50-318/89-03 on 890110-0220. Violation 
noted.Major areas inspectedifacility activities, routine insps,operational 
events,maint,surveillance, physical securt+v.'.FRs & repts to NRC. 

TRIPP.LE. Region 1, Ofc of the Di-omor ' BO.'O;;.' -7. 20pp. 49080:327-49080:347. 

8903300026 Advises that team insp of maint program scheduled onsite on 890424- 
0505.Ref matl listed on end should be provided. Temporary Instruction 2515/97, 
“Maint Insp" end for info & guidance. 

MARTIN, T.T. Region 1. Ofc of the Director. 89/03/20. CREEL.G.C. Baltimore Gas & 
Electric Co. 15pp. 49129:001-49129:015. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Sve list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903300235 Reaffirms util commitment to address concerns detailed in SALP Repts 50- 
317/88-99 & 50-31 8/88-99.Util in final stage of developing site-wide improvement 
plan. 

CREEL,G.C. Baltimore Gas & Electric Co. 89/03/23. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49129:289-49129:290. 

8904050333 Forwards Insp Repts 50-317/89-05 & 50-318/89-05 on 890227-0303, No 
violations noted. 

DURR.J.P. Region 1, Ofc of the Director. 89/03/24. CREEL.G.C. Baltimore Gas & 
Electric Co. 2pp. 49213:260-49213:267. 

“8904050334 Insp Repts 50-317/89-05 & 50-318/89-05 on 890227-0303. No violations 
or unresolved items noted.Major areas inspected: current status of equipment qualifi- 
cation (EC) program t8i closeout of previously identified open EQ issues. 

PAOLINO.R.J,, JUERGENS.S., ANDERSON, C.J, Region 1. Ofc of the Director, 89/03/ 
24. 6pp. 49213:262-49213:267. 
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8904060019 Requests application for amends to Licenses DPR-53 & DPR-69 re snub- 
ber & stoan generator tube inservice insp be withdrawn. 

CREEL, G.C. Baltimore Gas & Electric Co. 89/03/29. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49216:100-49216:101. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904030208 Advises of withdrawal of 890329 application to amend Licenses DPR-53 & 
DPP-69. eyfending snubber visual insp & functional test intervals to reflect 24-month 
oo-.irrjT.ng "y-.c 

MCNEIL, S.A. Project Directorate 1-1. 89/03/30. CREEL, G.C. Baltimore Gas & Electric 
Co. 4pp. 49165:056-49165:059. 

8904060033 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded Case 
Circuit Breakers.” 

CREEL.G.C. Baltimore Gas & Electric Co. 89/03/30. Document Control Branch (Doc- 
ument Control Desk). 5pp. 49217:246-49217:250. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904210163 Ack receipt of 890210 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-317/88-25 & 50-318/88-25. 

GALLO, R.M. Region 1 , Ofc of the Director. 89/04/04. CREEL,G.C. Baltimore Gas & 
Electric Co. 2pp. 49442:010-49442:013. 

-8904210167 Responds to NRC 890110 Itr re violations noted in Insp Repts 50-317/88- 
25 & 50-31 8/88-25.Corrective actions:responses to 1986-1988 insp repts reviewed to 
verify implementation & formal documentation of continuous NRC commitments. 
CREEUG.C. Baltimore Gas & Electric Co. 89/02/10. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49442:012-49442:013. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324. 

8904170328 Forwards notice of 890329 withdrawal of 861017 application for amends to 
Licenses DPR-53 & DPR-69, proposing to set steam generator tube inservice insp in- 
terval of Tech Spec Requirement 4.4.5.3.a at 24 months. 

MCNEIL,S.A. Project Directorate I-1. 89/04/10. CREEL.G.C. Baltimore Gas & Electric 
Co. 3pp. 49354:333-49354:342. 

-8904170331 Notice of 890322 withdrawal of 861017 application for amends to Li- 
censes DPR-53 & DPR-69, modifying steam generator insen/ice insp interval of Tech 
Spec 4.4.5.3.a by extending interval to 24 months. 

MCNEIL, S.A. Project Directorate 1-1. 89/04/10. 2pp. 49354:336-49354:342. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075. “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042. "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & reiated correspondence 


8904050080 “Radiological Environ Monitoring Program Annual Rept for Calvert Cliffs 
Nuclear Power Plant Units 1 & 2,1988." W/890330 Itr. 

BARTEL, L.J., BAUEREIS.E.L, GAVRILAS.M. Baltimore Gas & Electric Co. 88/12/31. 
74pp. 49198:184-49198:254. 


8904210227 Monthly operating repts for Mar 1989 Calvert Cliffs Units 1 & 2.W/890411 
Itr. 

BEHNKE.C., RUSSELL.LB. Baltimore Gas & Electric Co. 89/03/31. 11pp. 49432:311- 
49432:321. 


S. Reportable occurrences, LERs & related correspondence 

8903280069 Summary of Operating Reactors Events Meeting 89-010 on 890308.List of 
attendees, significant events identified for input to NRC Performance Indicator Program 
& summary c^ reactor scrams for wk ondirc 890305 one' 

L.ANMNG,‘V.D. Events Assessment Bra'id'. 89/s')3'’6 ROSSLC.E. Division of Oper- 
ational Events Assessment (Post 870411). 23pp. 49158:275-49158:297. 

8904040227 NPDES noncompliance notification:on 890223, large number of fish im- 
pinged affecting two traveling screens & requiring shutdown of circulating water 
pumps.No fish kills observed. Caused by winds blowina toward intake area. 
WIELAND.M.J. Baltimore Gas & Electric Co. 33/03/16. BEASLEY, J. Maryland. State 
of. 2pp. 49212:275-49212:276. 

8904050315 LER 89-002-00:on 890228, determined that fire barrier penetration 
inoperable.Caused by inadequate administrative controls.lnstructional memo to be 
issued & program to be initiated. W/890330 Itr. 

SLY.C.D., RUSSELL, L.B. Baltimore Gas & Electric Co. 89/03/30. 6pp. 49213:347- 
49213:352. 

8904140198 LER 89-003-00:on 890307,plant shutdown due to air leak on feedwater 
regulating valve (FRV).Caused by failure to identify need to perform adequate preven- 
tive maint on positioner. FRV controller placed in manual. W/890406 Itr. 
OSBORNE.J.M., RUSSELL.L.B. Baltimore Gas & Electric Co. 89/04/06. 7pp. 
49348:179-49348:185. 

8904190303 PNO-l-89-004:on 890410, employee reporting for work at plant set off metal 
detector alarm when passing through access control point.Caused by handgun em- 
ployee possessed. Handgun presently being checked for proper licensing & registra- 
tion. 

LANCASTER.W., KEIMIG.R. Region 1. Ofc of the Director. 89/04/10. 2pp. 49392:212- 
49392:213. 


V. Operator Examinations 

8903300145 Forwards ref matl for 890612 & 13 senior operator licensing 
exams, requirements for administration of written exams, procedures for administration 
of written exams & requirements for facility review of written exams. 
ESELGROTH.P.W. Region 1, Ofc of the Director. 89/03/17. CREEL.G.C. Baltimore 
Gas & Electric Co. 11pp. 49123:280-49123:290. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8904210268 Certifies that NRC licensed operator initial & requalification training pro- 

g rams INPO-accredited. 

REEL, G.C. Baltimore Gas & Electric Co. 89/04/07. Document Control Branch (Doc- 
ument Control Desk). 1p. 49432:309-49432:309. 
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F. Security, medical, emergency & fire protection plans 


8903300068 Forwards “Radiological Emergency Preparedness Remedial Exercise Eval- 
uation Rept," of 890201 exercise.Offsite emergency preapredness deemed adequate 
to provide reasonable assurance that public protected in event of emergency. 
KWIATKOWSKI.D. Federal Emergency Management Agency. 89/03/17. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 1p. 
49144:121-49144:136. 


-8903300070 “Raadiological Emergency Preparedness Remedial Exercise Evaluation 
Rept.” 

* Federal Emergency Management Agency. 89/02/15. 15pp. 49144:122-49144:136. 


8904100101 Revised EPIPs, including Rev 2 to 9471 -ADM-1 300,03, Rev 1 to 9471 -ADM- 
1300.05, Rev 1 to 9471 -IMP-1 300.03 & Rev 1 to 9471 -lMP-1 300.10. 

BROWN, N. General Public Utilities Corp. - GPU Service Corp. 89/03/21. 180pp. 


8904030003 Rev 1 to EPIP 9472-IMP-1 300.01, “Emergency Classification.” 
BROWN,N.D. General Public Utilities Corp. - GPU Service Corp. 89/03/27. 19pp. 
49156:162-49156:180. 


8904120264 PCR 2-89-0151 to Rev 2 to EPIP 9472-IMP-1 300.02, “Emergency Direc- 
tion." W/890329 procedure instruction memo. 

BROWN, N. General Public Utilities Corp. - GPU Service Corp. 89/03/29. 33pp. 
49288:166-49288:197. 


8904180308 Proposed Change Request 2-89-0149 to Revision 1 to Emergency Pre- 
paredness Administrative Procedure 9472-ADM-1 300.03, “TMI-2 EAL Basis & Cross- 


* General Public Utilities Corp. - GPU Service Corp. 89/04/04. 34pp. 49372:258- 
49372:291. 


8904240201 Rev 2 to EPIP 9471 -lMP-1 300.36, “Emergency Assembly Area." 

BEAVER, J.R. General Public Utilities Corp. - GPU Service Corp. 89/04/10. 12pp. 
49449:173-49449:184. 


8904240130 Forwards JR Sutton 890323 Itr expressing concern re TMI warning siren & 
unexplained actuation of siren near author home.Events described in Itr reflect poorly 
on industry emergency planning efforts. 

REM1CK,F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/04/13. 
STELLO.V. Ofc of the Executive Director for Operations. Ip. 49450:147-49450:149. 
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-8904240167 Raises concerns re unexplained actuation of warning siren at 
plant, located less than 1 mile from author residence. 

SUTTON, J.R. Affiliation Not Assigned. 89/03/23. ACRS • Advisory Committee on Re- 
actor Safeguards. 2pp. 49450:148-49450:149. 


G. Adjudicatory correspondence 

8904030062 Partial response to FOIA request for records. App A & B records available 
in PDR.App C records totally withheld (ref FOIA Exemption 5). 

PHILIPS, J. NRC - No Detailed Affiliation Given. 89/03/29. PERLMAN.D.J. Levin & 
Fishbein. 6pp. 49354:010-49354:077. 

-•8904030068 Forwards Commission memorandum & order re use of Epicor-ll to decon- 
taminate intermediate level waste water & administrative records for order & opposi- 
tion to motion for lr.{unctbn oendinq appeal. 

EILPERIN,S.F. OfiiCG cf r.h:- G(?ne>a! Cc::.nsel (Post 860701). 79/10/17. QUINN, T.F. 
U.S. Court of Appeals, 3rd Circuit. 36pp. 49354:016-49354:067. 

-8904030079 Advises that if injunction not granted.EPICOR-ll sys would not be put in 
operation 791019 & Commission would not voluntarily stay operation of sys for more 
than 1 day,per 791018 arguments. 

EILPERIN.S.F. Office of the General Counsel (Post 860701). 79/10/19. QUINN.T.F. 
U.S. Court of Appeals, 3rd Circuit. 1p, 49354:068-49354:068. 

-8904030083 Forwards Porter County Chapter of Izaak Walton League vs NRC which 
should follow citation to Illinois vs NRC both in text & footnote of Page 9 of NRC brief. 
EILPERIN.S.F. Office of the Genera! Counsel (Post 860701). 79/11/09. QUINN, T.P. 
U.S. Court of Appeals, 3rd Circuit. Ip. 49354:069-49354:069. 

-8904030087 Forwards NRC motion for leave to file Commission policy statement & 
statement of policy & notice of intent to prepare programmatic EIS. 

E1LPERIN,S.F. Office of the General Counsel (Post 860701). 79/11/26. QUINN.T.F. 
U.S. Court of Appeals, 3rd Circuit. 7pp. 49354:070-49354:076. 

8904120016 Memorandum & order.* Intervenors application for stay denied due to fail- 
ure to lack of demonstrated irreparable injury & any showing of certainty that Interve- 
nors will prevail on merits of appeal.W/Certificate of Svc.Served on 890404. 
TOMPKINS,B.A, Atomic Safety and Licensing Appeal Panel. #289 8383. 89/04/04. 
Three Mile Island Alert. 14pp. 49211:034-49211:047. 

8904130289 Susquehanna Valley Alliance/TMI Alert motion for leave to file appeal brief 
out-of-time.* Requests to file appeal brief 1 day late due to person typing document 
having schedule problems. 

SKOLNICK.F. Susquehanna Valley Alliance, Lancaster, PA. SKOLNICK.F. Three Mile 
Island Alert. #289 8419. 89/04/06. Atomic Safety and Licensing Appeal Panel. Ip. 
49233:079-49233:152. 

-8904130292 Susguehanna Valley Alliance/TMI Alert brief in support of notification to 
file appeal & request for oral argument re appeal.’ Certificate of Svc end. 

SKOLNICK,F. Susquehanna Valley Alliance, Lancaster, PA. SKOLNICK,F. Three Mile 
Island Alert. 89/04/06. Atomic Safety and Licensing Appeal Panel. 73pp. 49233:080- 
49233:152. 

8904140097 Susquehanna Valley Alliance/TMI Alert motion for leave to file appeal brief 
out-of-time.* W/Certificate of Svc.Served on 890411. Granted for ASLAB on 89041Q. 
SKOLNICK.F. Susquehanna Valley Alliance. Lancaster, PA. SKOLNICK.F. Three Mile 
Island Alert. #289 8423. 89/04/06. Atomic Safety and Licensing Appeal Panel 3pd. 
49240:012-49240:014. 

8904200055 Forwards Susquehanna Valley Alliance/TMI Alert table of authorities inad- 
vertently left out of brief in support of notification to file appeal.W/Certificate of Svc. 
SKOLNICK.F. Susquehanna Valley Alliance, Lancaster, PA. SKOLNICK.F. Three Mile 
Island Alert. #289 8434. 89/04/11. Atomic Safety and Licensing Appeal Panel. 4pp. 
49340:257-49340:260. 

8904200009 Order.* Commission finds that ASLB decision resolving all relevant matters 
in favor of licensee & granting application for OL amend.should become effective 
immediately.Certificate of Svc encl.Served on 890413. 

CHILK.S.J. Office of the Secretary of the Commission. #289 8438. 89/04/13. Office 
of the General Counsel (Post 860701). 5pp. 49340:207-49340:211. 


H. General correspondence 

8903280152 Requests distribution list reflect attached changes. 

TROUTMAN, A.M. General Public Utilities Corp. - GPU Service Corp, 89/03/22. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49064:173-49064:175. 

8904190061 Forwards resolution from School Board Directors of Lower Dauphin School 
District, received on 890404.Resolution should be included w/other commitments re 
Docket 50-320-OLA on disposal of accident-generated water. 

INGRAM, F. Office of Governmental & Public Affairs (Post 870413). 89/04/04. NRC - 
No Detailed Affiliation Given. 3pp. 49394:246-49394:248. 


J. insurance & indemnity information 

8903280332 Submits verification of property insurance coverage for plant, effective on 
890401. 

HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. 89/03/17. Document 
Control Branch (Document Control Desk). 2pp. 49064:188-49064:189. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

8904240130 Forwards JR Sutton 890323 Itr expressing concern re TMl warning siren & 
unexplained actuation of siren near author home. Events described in Itr reflect poorly 
on industry emeraency planning efforts. 

■ Advisory Committee on Reactor Safeguards. 89/04/13. 
STELLO.V. Ofcof the Executive Director for Operations. Ip. 49450:147-49450:149. 

-8904240167 Raises concerns re unexplained actuation of warning siren at 
plantlocated less than 1 mile from author residence. 

SUTTON, J.R. Affiliation Not Assigned. 89/03/23. ACRS - Advisory Committee on Re- 
actor Safeguards. 2pp. 49450:1 48-49450:1 49. 


P. Operating license stage docunments St correspondence 

8904110075 Informs that NUREG-1355, “Status of Recommendations of President 
Commission on Accident at TMl - 10-Yr Review," forwarded to President.W/o end. 
2ECH,L.W. Commissioners. 89/03/17. QUAYLE.J.D. Senate, President of the Senate. 
7pp. 49290: 1 06-49290: 1 1 2. 

8904040079 Forwards response to NRC 890214 request for addi info on Suppl 3 to pro- 
grammatic EIS dealing w/post-defueling monitored storage (PDMS).Tritium in reactor 
bldg basement expected to be about 1 .9 Ci at entry into PDMS. 

ROCHE, M.B. General Public Utilities Corp. - GPU Service Corp. 89/03/27. Document 
Control Branch (Document Control Desk). 3pp. 49184:047-49184:049. 

8904030062 Partial response to FOIA request for records.App A & B records available 
in PDR.App C records totally withheld (ref FOIA Exemption 5). 

PHILIPS, J. NRC - No Detailed Affiliation Given. 89/03/29. PERLMAN.D.J. Levin & 
Fishbein. 6pp. 49354:010-49354:077. 

-8005270735 Forwards “Evaluation of Cleanup Activities at TMl." Recommends NRC & 
govt agencies begin to plan for contingency of possible intervention to prevent util 
bankruptcy. 

HALLER, N.M. NRC Three Mile Island Task Force. 80/02/28. DIRCKS.W.J, Office of 
Nuclear Material Safety & Safeguards.Director. 2pp. 49354:078-49354:140. 

—8904030090 Forwards Haller Task Force Rept on TMl cleanup. 

EILPERIN,S.F. Office of the Genera! Counsel (Post 860701). 80/03/07. GELiN,J.B., 
STANLEY.N.E. Justice, Dept. of. 1p. 49354:077-49354:077. 

-8904030098 Provides views on operation of EPICOR-II sys for processing approx 
400,000 gallons of contaminated water collected in auxiliary bldg tanks. 

SNYDER.B.J. Office of Policy Evaluations. 79/10/09. HENDRIE, GILINSKY, KENNE- 
DY Commissioners. 4pp, 49354:141-49354:144. 

-8904030101 Outlines process of solidification of TMI-2 resins. 

DIRCKS.W.J. Office of Nuclear Material Safety & Safeguards.Director. 79/10/03. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. Ip. 49354:145- 
49354:145. 

8904130188 Forwards Amend 3 to post-defueling monitored storage SAR.in response to 
890103 requesLAmend 3 includes changed pages for main SAR text & responses to 
Questions 2,6 through 28 & 30 through 34. 

ROCHE, M.B. General Public Utilities Corp. - GPU Service Corp. 89/03/31. Document 
Control Branch (Document Control Desk). 48pp. 49300:300-49300:347. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A, Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904120342 Forwards safety evaluation approving cutting & removal of baffle plates & 
fuel in upper core support assembly defueling.per NUREG-0683. 

STOLZ.J.F. Project Directorate 1-4. 89/04/04. ROCHE, M.B. General Public Utilities 
Corp. - GPU Service Corp. 3pp. 49288:287-49288:292. 

—8904120344 Safety evaluation approving cutting & removal of baffle plates & fuel in 
upper core support assembly defueling.per NUREG-0683. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/04. 3pp. 
49288:290-49288:292. 

8904110079 Partial response to FOIA request for records.App D & E records available 
in PDR.App E records end. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/05. PERLMAN.D.J. Levin & Fishbein. 4pp. 49220:325-49221:146. 

—7907180507 Forwards environ assessment of using EPICOR-ll sys for cleanup of rad- 
waste water from auxiliaiy bldg at unit-2. Waste disposal is not included in plan. 
VOLLMER.R.H. TMI-2 Operations/Support Task Force. 79/06/20. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 150pp. 49220:331-49221:092. 

—8203290001 Responds to request for info re liquid effluents.Actual Unit 2 liquid re- 
leases are much less than projected normal operation releases. 

BARRETT, LH. TMl Program Office. 82/02/26. DORSEY.J.A. Public Interest Law Ctr 
of Philadelphia. 45pp. 49221:101-49221:146. 

—8904110088 "Discussion of Public Comments & Staff Recommendations on Use of 
EPICOR-ll at TMI-2." 

* Office of Nuclear Reactor Regulation, Director (851125-870411). 79/10/04. 8pp- 
49221:093-49221:100. 

8904240422 Forwards Rev 7 to technical evaluation rept, “Waste Handling & Packaging 
Facility." 

ROCHE,M.B. General Public Utilities Corp. - GPU Senrice Corp. 89/04/17. Document 
Control Branch (Document Control Desk). 1 p, 49470:038-49470:073. 

-8904240425 Rev 7 to Technical Evaluation Rept 15737-2-G03-107, “Waste Handling 
& Packaging Facility." 

STOLK,P. General Public Utilities Corp. - GPU Sen/ice Corp. 15737-2-G03-107 R07. 
89/04/30. 35pp. 49470:039-49470:073. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 94pp. 49204:001-49204:095. 
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8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 Suppl 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end, 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8903280144 Changes,tests & experiments re TMI-2 recovery activities. W/890320 Itr. 
ROCHE,M.B. General Public Utilities Corp. - GPU Service Corp, 88/12/31. 13pp. 
49064:144-49064:156. 


S. Reportable occurrences, LERs & related correspondence 

8904030056 FOIA request for bibliography or list of all documents re Mar 1 979 accident 
at TMI, leaks of radiation that occurred prior to & following accident & radiation moni- 
toring sys. 

PERLMAN,D.J. Levin & Fishbein. 86/12/30. Justice, Dept. of. 2pp. 49354:008- 
49354:009. 

8904200314 PNS-l-89-003:on 890401 , security officer allegedly committed homicide 
while on vacation.Weapon unconnected to employment. Measures taken to preclude 
individual from returning to work pending outcome of case.Commonwealth of PA in- 
formed. 

KEIMIG.R.R. Region 1, Ofc of the Director. 89/04/07, Ip. 49401:360-49401:360. 


T. Hearing transcripts on non-antItrust matters 

8904030062 Partial response to FOIA request for records.App A & B records available 
in PDR.App C records totally withheld (ref FOIA Exemption 5). 

PHILIPS,J. NRC - No Detailed Affiliation Given. 89/03/29. PERLMAN,D.J. Levin & 
Fishbein. 6pp. 49354:010-49354:077. 

"8904030103 Statement directing staff to prepare environ assessment re proposals to 
decontaminate & dispose of radioactively contaminated waste water from TMI. 
CHILK,S.J, Office of the Secretary of the Commission. 79/05/25. 4pp. 49354:146- 
49354:149. 

8904250408 Transcript of Advisory Panel for Decontamination of TMI-2 890413 meeting 
in Harrisburg, PA. Pp 1-79.Supporting info end. 

* Advisory Panel for Decontamination of TMI Unit 2. 89/04/13. 118pp. 49468:210- 
49468:329. 


U. Congressional/Executive Correspondence 

8904110051 Forwards NUREG-1355 re important changes that have taken place over 
last decade in commercial nuclear power industry, per 790328 TMI accident.W/o end. 
2ECH,L,W. Commissioners. 89/03/17. President of U.S. & Executive Offices. Ip. 

8904110294 Forwards NUREG-1355, “Status of Recommendations of President Com- 
mission on Accident at TMI - 10-Yr Review." Over 90% of items identified for followup 
action have been implemented by nuclear reactor licensees.W/o end. 
BRADBURNE,J.C. Congressional Affairs. 89/03/24. WALKER.R.S., GOODLING.W.F., 
GEKAS.G.W. House of Rep. 5pp. 49278:195-49278:199. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 


8904060130 Forwards Insp Repts 50-321/89-03 & 50-366/89-03 on 89021 3-1 7.No vio- 
lations or deviations noted. 

JULIAN,C.A. Region 2, Ofc of the Director. 89/03/16. HAIRSTON,W.G. Georgia 
Power Co. 2pp. 49216:018-49216:031. 

"8904060140 Insp Repts 50-321/89-03 & 50-366/89-03 on 89021 3-1 7.No violations or 
deviations noted.Major areas insp6cted:fire prevention/protection program implemen- 
tation & followup on previously identified items. 

WARD,D.C., CONLON,T.E. Region 2, Ofc of the Director. 89/03/10. 12pp. 49216:020- 
49216:031. 

8904040194 Rev 1 to EPIP 73EP-EiP-054-OS, "Protective Action Recommendations to 
State & Local Authorities.” W/890327 Itr. 

HAIRSTON.W.G. Georgia Power Co. 89/03/27. 12pp. 49191:209-49191:220. 

8904030199 Forwards Amends 161 & 98 to Licenses DPR-57 & NPF-5, respectively & 
safeguards evaluation repLAmends modify licenses to require compliance w/amended 
physical security plan per 10CFR73.55. 

CROCKER, L.P. Project Directorate 11-3. 89/03/28. HAIRSTON.W.G. Georgia Power 
Co. 6pp. 49154:012-49154:026. 

"8904030200 Amends 161 & 98 to Licenses DPR-57 & NPF-5, respectively, modifying 
Paragraphs 2.C(4) & 2.D of licenses to require compliance w/amended physical secu- 
rity plan per 10CFR73,55. Plan must be implemented within 60 days. 

MATTHEWS,D.B. Project Directorate 11-3. 89/03/28. 6pp. 49154:018-49154:023. 

"8904030209 Safeguards evaluation rept supporting Amends 161 & 98 to Licenses 
DPR-57 & NPF-5, respectively, 

* NRC - No Detailed Affiliation Given. 89/03/28. 3pp. 49154:024-49154:026. 


J. Insurance & indemnity information 

8904240191 Forwards Endorsements 94 & 18 to MAELU Policies MF-78 & MF-1 29, re- 
spectively & Endorsements 112 & 24 to NELIA Policies NF-215 & NF-302,respective- 

^AMUELS.J.L. Marsh & McLennan, Inc. 89/04/06. DINITZ,!. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 5pp. 49482:250-49482:254. 


P. Operating license stage documents & correspondence 


8903290083 Grants 881025 request for exemption from restrictions of 10CFR20,App 
A,Footnote d-2(c) & authorizes use of MSA GMR-1 canister.w/restrictions stated. 
BOGER.B.A. Project Directorate I-2. 89/03/16. Georgia Power Co. 4pp. 49119:345- 
49119:348. 

8903290132 Application for amend to License DPR-57,revising Tech Specs to change 
reactor coolant conductivity sampling when continuous conductivity monitor inoperable 
from once every 4 h to once every 24 h. 

HAIRSTON.W.G. Georgia Power Co. 89/03/20. Document Control Branch (Document 
Control Desk). 5pp. 49140:162-49140:168. 

"8903290134 Proposed Tech Spec Page 3.6-6,changing inline conductivity measure- 
ment frequency. 

* Georgia Power Co. 89/03/20. 2pp. 49140:167-49140:168. 

8903300250 Forwards correction to Amend 160 to License DPR-57, Page 3.7-12 re limit- 
ing conditions for operation & surveillance requirements for secondary containment. 
CROCKER, LP. Project Directorate 11-3. 89/03/22. HAIRSTON.W.G. Georgia Power 
Co. 4pp. 49144:150-49144:154. 

"8903300255 Corrected Amend 160 to License DPR-57,Page 3.7-12 re limiting condi- 
tion for operation & surveillance requirements for secondary containment. 

* Project Directorate II-3. 89/03/22. Ip. 49144:154-49144:154. 

8904030198 Summary of 890228 meeting w/util re status of licensing issues for 
plant.Supporting info end. 

CROCKER, L.P. Project Directorate 11-3. 89/03/22. MATTHEWS.D.B. Project Director- 
ate 11-3. 21pp. 49155:338-49155:358. 

8903300053 Notice of denial of application for amends to Licenses DPR-57 & NPF- 
5,adding limiting condition for operation & surveillance requirements for remote shut- 
down panel & instrumentation that monitors components from panel. 

CROCKER, LP. Project Directorate 11-3. 89/03/23. 4pp. 49123:153-49123:156, 

8903300190 Forwards response to request for addi info re torus support column rock 
bolts.Calculation sheets end. 

HAIRSTON.W.G. Georgia Power Co. 89/03/23. Document Control Branch (Document 
Control Desk). 21pp. 49121:284-49122:319. 

"8903300193 “Unit 1 Suppression Chamber Support Anchor Bolt Study." 

* Georgia Power Co. 89/03/31. 375pp. 49121:305-49122:319. 

8904030199 Fonwards Amends 161 & 98 to Licenses DPR-57 & NPF-5, respectively & 
safeguards evaluation rept.Amends modify licenses to require compliance w/amended 
physical security plan per 10CFR73.55. 

CROCKER.UP. Project Directorate 11-3. 89/03/28. HAIRSTON.W.G. Georgia Power 
Co. 6pp. 49154:012-49154:026, 
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-8904030200 Amends 161 & 98 to Licenses DPR-57 & NPF*5, respectively, modifying 
Paragraphs 2.C{4) & 2.D of licenses to require compliance w/amended physical secu- 
rity plan per 10CFR73.55. Plan must be implemented within 60 days. 

MATTHEWS.D.B. Project Directorate 11-3. 89/03/28. 6pp. 49154:018-49154:023. 

-8904030209 Safeguards evaluation rept supporting Amends 161 & 98 to Licenses 
DPR-57 & NPF-5,respectively. 

* NRC - No Detailed Affiliation Given. 89/03/28. 3pp. 49154:024-49154:026. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904170232 Summary of 890330 meeting w/util in Rockville, MD re issues on suppres- 
sion pool temps for plant. 

CROCKER, L.P. Project Directorate 11-3. 89/04/06. MATTHEWS.D.B. Project Director- 
ate !l-3. 4pp. 49349:249-49349:252, 

8904210117 Approves implementation of Rev 4 to emergency procedure 
guidelines.Changed schedule would minimize impact of major procedure changes & 
retraining of licensed operators. 

CROCKER, LP. Project Directorate 11-3. 89/04/06. HAIRSTON, W.G. Georgia Power 
Co. 2pp. 49430:360-49430:361. 

8904240377 Forwards executive summary & rept discussing capability of plant to cope 
w/station blackout. 

HAIRSTON, W.G. Georgia Power Co. 89/04/12, Document Control Branch (Document 
Control Desk), 6pp. 49468:166-49468:198. 

-8904240381 “Station Blackout Rept." 

* Georgia Power Co. 89/04/30. 27pp. 49468:172-49468:198. 

8904240394 Requests prompt review & reporting of status of implementation of TMl 
action plan items at plants.Printout of all TMI items annotated where tracking sys Indi- 
cates that implementation not complete end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/ 
14. HAIRSTON, W.G. Georgia Power Co. 29pp. 49448:229-49448:257. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety ('Post 670729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 43 *,76:1 53-49 176-255. 

8904030183 Forwards Insp Repts 50-321/89-01 & 50-366/89-01 on 890121-0224.Viola- 
tions noted.Violations will not be cited, based on categorization of licensee-identified 
violations. 

HERDT,A.R. Region 2, Ofc of the Director. 89/03/16. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 49154:038-491 54:057. 

-8904030194 Insp Repts 50-321/89-01 & 50-366/89-01 on 890121-0224. Violations 
noted re deficient RHR valve operability procedure.Major areas inspected.'operational 
safety verification, maint observation & diesel generator fuel oil. 

MENNING.J.E.. MUSSER.R.A., SINKULE.M.V. Region 2. Ofc of the Director. 89/03/ 
16. 18pp. 49154:040-49154:057. 

8904060130 Forwards Insp Repts 50-321/89-03 & 50-366/89-03 on 890213-17.No vio- 
lations or deviations noted. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/16. HAIRSTON,W.G. Georgia 
Power Co. 2pp. 49216:018-49216:031. 

-8904060140 Insp Repts 50-321/89-03 & 50-366/89-03 on 89021 3-1 7.No violations or 
deviations noted.Major areas inspected:fire prevention/protection program implemen- 
tation & followup on previously identified Items. 

WARD,D.C., CCNLON.T.E. Region 2. Ofc of the Director. 89/03/10. 12pp. 49216:020- 
49216:031. 

8903230075 NRC Info Notice 89-033. "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl," Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086. "Operating W/Muitiple Grounds in DC 
Distribution Sys," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904040348 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers." Util testing untraceable breakers identified in bulletin.Ust of Wes- 
tinghouse nonconforming circuit breakers also end. 

HAIRSTON.W.G. Georgia Power Co. 89/03/31. Document Control Branch (Document 
Control Desk). 10pp. 49186:232-49186:241. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037. “Proposed Amends to 40CFR61.Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co, of New York. Inc. 111pp. 49218:001-49218:112- 


8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904200154 Ack receipt of 890221 ltr informing NRC of steps taken to correct devi- 
ations noted In Insp Repts 50-321 /88-38 & 50-366/88-38. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/04/07. HAIRSTON.W.G. Georgia 
Power Co. Ip. 49401:335-49401:335. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry,” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 69/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904070126 “Annual Environ Surveillance Rept for 1988.” W/890327 ltr. 
HAIRSTON.W.G. Georgia Power Co. 88/12/31. 109pp. 49234:163-49234:271. 

8904210033 Monthly operating repts for Mar 1989 for El Hatch Units 1 & 2.W/890410 
ltr. 

BEARD, R.M., HAIRSTON.W.G. Georgia Power Co. 89/03/31. 12pp. 49392:221- 
49392:232. 


8904120106 Forwards assessment of results of augmented radiological environ monitor- 
ing program for CY88.Program initiated following 861203 release of radioactive water 
to environ from spent fuel pools. 

HAIRSTON.W.G. Georgia Power Co. 89/04/03. Document Control Branch (Document 
Control Desk). 11pp. 49296:122-49296:132. 


S. Reportable occurrences, LERs & related correspondence 


8904110067 LER 89-004-00:on 890307,24 h surveillance scheduled to verify integrity of 
recirculation sys jet pumps delayed due to personnel errors.then executed 
incorrectly.Surveiliance satisfactorily performed 2 h later.W/890329 ltr. 

TIPPS.S.B.. HAIRSTON.W.G. Georgia Power Co. 89/03/29. 7pp. 49290:095- 
49290:101. 


89041 10477 LER 89-003-00:on 890302.determined that monthly functional test required 
by Tech Specs Tables 4.1-1 & 4.2-9 not performed since 8812lO.Caused by software 
deficiency.Test performed & surveillance task reactivated. W/890329 ltr. 

TIPPS.S.B., HAIRSTON.W.G. Georgia Power Co. 89/03/29. 8pp. 49268:277- 
49268:284. 


V. Operator Examinations 


8904130340 Requests ref matl requirements for reactor/senior reactor operator licens- 
ing exam by 890410. 

PEEBLES, T.A. Region 2, Ofc of the Director. 89/04/03. HAIRSTON.W.G. Georgia 
Power Co. 11pp. 49319:328-49319:338. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-322 SHOREHAM NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 


8904050259 FOIA request for records re emergency plan dtd Sept 1988 or after. 
BELAIR.R.R. Kirkpatrick & Lockhart. 89/03/02. Federal Emergency Management 
Agency. 2pp. 49205:167-49205:168. 

8904060271 FOIA request for records re emergency plan dtd Sept 1988 or later, 
BELAIR.R.R. Kirkpatrick & Lockhart. 89/03/02. Office of Administration (Post 
890205). 2pp. 49218:271-49218:273. 
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8903300159 Forwards info addressing status of FEMA comments on Rev 10 to LERO 
plan during June 1988 exercise, util response to RAC comments on Rev 10 of LERO 
plan & calendar for First & Second Quarters 1989 showing training sessions sched- 
uled. 

LEONARD, J.D. Long Island Lighting Co. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49133:001-49134:250. 

-8903300160 "Prompt Notification Siren Sys Study." 

* Long Island Lighting Co. 88/10/24. 600pp. 49133:005-49134:250. 

8904030481 Confirms util commitment to provide backup school bus drivers to assist in 
evacuation in case of emergency at facility.Util makes commitment in interest of clos- 
i"r; cut issues, not because back-up drivers necessary for safety. 

I -’'■RC. J.D. :.ong Island Lightirg Cc 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. l':2--ijiS-i.l43. 

8904030022 Ack receipt & review of changes to Jan 1989 Rev 9 to emergency pre- 
paredness plan.Changes consistent w/ requirements of 10CFR50.54(q) & acceptable. 
BROWN,S.W. Project Directorate i-2. 89/03/28. LEONARD,J.D. Long Island Lighting 
Co. 4pp. 49156:106-49156:109. 

8904050445 Discusses FEMA review of Rev 10 to offsite emergency plan & FEMA ex- 
ercise assessment.FEMA continues to support overall finding of reasonable assurance 
transmitted to NRC on 880909. 

BROWN, S.W. Project Directorate I-2. 89/03/29. LEONARD, J.D. Long Island Lighting 
Co. 4pp. 49213:172-49213:198. 

8904050298 Responds to FOIA request for records.App documents end & available in 
PDR. 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/31. BELAlR,R.R. Kirkpatrick & Lockhart. 2pp. 49205:169-49205:172. 

-8811100216 Forwards util 881101 Itr transmitting support documentation re ingestion 
pathway brochure for local offsite radiological emergency response plan. 

CONGEL,F.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 88/11/07. KRIMM,R.W. Federal Emergency Management Agency, ip. 
49205:171-49205:171. 

”8812060266 Requests advisement as to whether util responses adequately address 
areas requiring corrective action as identified during exercise & outstanding plan 
inadequacies. Licensee responses to 880607 post-exercise assessment encl.W/o end. 
CONGEL.F.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 88/12/05. KRIMM,R.W. Federal Emergency Management Agency. Ip. 
49205:172-49205:172. 

8904140466 Forwards Safety Insp Rept 50-322/89-05 on 89031 4-1 7.No violations 
noted. 

BELLAMY,R.R. Region 1, Ofc of the Director. 89/03/31. LEONARD.J.D. Long Island 
Lighting Co. 2pp. 49348:025-49348:032. 

-8904140478 Emergency Preparedness Insp Rept 50-322/89-05 on 890314-17. No vio- 
lations noted.Major areas inspected:changes to emergency preparedness 
program, including emergency facilities, equipment,instrumentation,supplies & training. 
CONKLIN, C., LAZARUS, W, Region 1, Ofc of the Director. 89/03/27. 6pp. 49348:027- 
49348:032. 

8904060276 Partial response to FOIA request for records.App A documents available in 
PDR.App B records end & available in PDR. 

PHILIPS,J- Division of Freedom of Information & Publications Services (Post 890205). 
89/04/03. BELA1R,R.R. Kirkpatrick & Lockhart. 3pp. 49218:274-49218:277. 

-8904060282 Package consisting of notes from Shoreham SRI & 890109 press release 
re ASLAB 8901 25 hearing for oral arguments in proceeding. 

BLOUGH.R. Office of Nuclear Reactor Regulation, Director (Post 870411). 88/10/07. 
2pp. 49218:276-49218:277. 

8904070202 Partial response to FOIA request for records.App C & D records available 
in PDR.App D records end. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/06. BELAIR.R.R. Kirkpatrick & Lockharl. 3pp. 49220:018-49220:037. 

-8809160127 Submits daily highlight.On 880909, FEMA provided evaluation of util offsite 
emergency plan & June exercise of that plan. No deficiencies identified,although util 
will be required to make minor corrections in certain areas. 

BROWN,W.R. Project Directorate 1-2. 88/09/12. MURLEY.T., SNIEZEK,J.. 

MIRAGLIA.F. NRC - No Detailed Affiliation Given. 1p. 49220:023-49220:023. 

-8809190369 Requests end FEMA 880909 Itr & rept re review of plant emergency plan 
be sent to licensee.Although seven plant elements rated inadequate,exercise held on 
880607-09 demonstrated adequate overall preparedness. 

TRAVERS, W.D. Emergency Preparedness Branch. 88/09/14. BUTLER,W.R, Project 
Directorate 1-2. 2pp. 49220:024-49220:025. 

-8902080195 Recommends forwarding of end FEMA 881220 Itr & draft alert & notifica- 
tion sys rept to licensee for Info & use. 

TRAVERS, W.D. Emergency Preparedness Branch. 89/02/02. BUTLER,W.R. Project 
Directorate 1-2. 1 p. 49220:035-49220:037. 

-8904070213 Advises of ASLAB remand of proceeding on 1988 emergency exercise to 
OL-5 licensing board. 

REIS,E.J. Office of the General Counsel (Post 860701). 88/09/22. MURLEY.T. Office 
of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 49220:026-49220:027. 

-8904070217 Advises that ASLAB affirms determination that Feb 1986 exercise of 
emergency plan insufficient in scope. 

SCINTO,J.F. Assistant General Counsel for Hearings. 88/09/27. MURLEY.T. Office of 
Nuclear Reactor Regulation, Director (Post 87041 1). 6pp. 49220:028-49220:034. 

8904200147 Forwards two changes to local emergency response organization plan.Plan 
& procedure pages affected by change end. 

LEONARD.J.D. Long Island Lighting Co. 89/04/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49400:272-49400:292. 

“8904200151 Rev 10A to emergency plan.including Figure 2.1.1, Page 1 of 5 & Fig 
2. 1.2, Page 1 of 2. 

* Long Island Lighting Co. 89/04/11. 19pp, 49400:274-49400:292. 

8904200135 Pages affected by Rev 10A, 890411.* Related correspondence. 

* Long Island Lighting Co. #289 8454. 89/04/17. 23pp. 49340:102-49340:124. 


response to FOIA request for records.App E record end & availahie 
f P f .■ pa-dialK^wIthheld (ref FOIA Exemption 5). available 

'^v'^^o/mation & Publications Services (Post 
89.2..D,. ... K:rkpatr;ck & Lockhart. 4pp. 49358:305-49358:316. 

“8904200232 Advises that FEMA testimony in upcoming hearing on 1988 emeraenev 
planning exercise should discuss listed matters in detail emergency 

REIS.E.J. Assistant General Counsel for Hearings. 89/02/01. GUMMING W R Federal 
Emergency Management Agency. 3pp. 49358:31 1-49358:313. ' ' * 

-8904200235 Partially withheld memo re review of public info ricc’jme''-t 
FOX,E.F. Region 1, Ofc of the Director. 88/10/04. H'JSAR ! VV R^cic--' 1 Ofc nf tha 
Director. Ip. 49358:314-49358:314. yC.. ufc of the 


rorwaros comments on Um luaponse lo rtiviA DOSt-exercise 
880607-09 of local offsite radiological emergency re^onse pan 
ments for Rev 10 of plan & ingestion pathway brochure com- 

FOX,E.F. Region 1 Ofc of the Director. 88/12/15. HUSAR.LW. Region 1 . Ofc of the 
Director. 2pp. 49358:315-49358:316. ^ 


G. Adjudicatory correspondence 


8904210010 Requests that util be denied OL due to inadequacy of plant emeroenev 
evacuation plan. Related correspondence. ^ ^ 

D’ESPOSITO.C. Affiliation Not Assigned. #289 8476. 89/03/02. GLEASON JP 

Atomic Safety and Licensing Board Panel. 8pp. 49352:044-49352:051. 


substitution of author name for P Bienstock on behalf of State of 
NY dept of law for plant sve list. 

DONALDSON, C. New York. State of. #289 8408. 89/04/04. NRC - No Detaiio! Affili- 
ation Given. Ip. 49233:248-49233:248. 

8904120065 Discussion of Shoreham full power OL.* Advises of 890417 public meeting 
in Rockville, MD for director of NRR to discuss findings on whether LILCO should be 
granted full power OLW/Certificate of Svc.Served on 890405. 

CHILK,S.J. Office of the Secretary of the Commission. #289 8387. 89/04/05 Atomic 
Safety and Licensing Board Panel. 7pp. 49211:015-49211:021. 


8904200122 Discusses relationship between Commission scheduled 890417 briefing on 
full power OL for plant & 890228 executory agreement between LILCO & State of NY 
re plant.W/Certificate of Svc. 

IRWIN, D.P. Long Island Lighting Co. IRWIN, D.P. Hunton & Williams, #289 8464. 89/ 
04/14. ZECH,L.W., ROBERTS, T.M., CARR.K.M. Commissioners. 6pp. 49340:196- 
49340:201. 


I. Financial information 


8904210224 "LILCO 1988 Annual Rept.” W/890412 Itr. 

CATACOSINOS.W., LEONARD,J.D. Long island Lighting Co. 88/12/31. 4^3p. 
49430:015-49430:112. 


J. Insurance & indemnity information 


8904070109 Forwards listing of nuclear property insurance for plant.per 
10CFR50.54(w)(2). 

LEONARD.J.D. Long Island Lighting Co. 89/03/31. Document Control Branch (Dccu- 
ment Control Desk). 2pp. 49235:040-49235:041. 


P. Operating license stage documents & correspondence 


8904140357 FOIA request for records re issuance of full OL for facility. 

MILIONE.R. Citizens Action Group for Environmental Protection. 89/03/07. ZECH.L 
Commissioners. 3pp. 49354:150-49354:152. 

8903290063 Responds to 890307 & 09 Itrs re hearing to consider af^roval of agree- 
ment between util & Long Island Power Authority to transfer plant to Long Islami 
Power Authority. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/21. MCFARUND.J.T. 
New York, State of. 4pp. 49081:275-49081:278. 


8903290340 Forwards future additions to USAR to reflect current startup 
organization. End contains proposed revised pages where changes are indcated 
rev bars in right margin. 

LEONARD.J.D. Long Island Lighting Co. 89/03/22. Document Control Branch (Docu- 
ment Control Desk). 9pp. 49081:136-49081:144. 


8904030203 Discusses 890327 telcon w/E Lane reporter for Newsday re conddemfcn 
given to idea of dry cask storage. ^ ^ ^ ^ ^ 

ROBERTS, J.P. Fuel Cycle Safety Branch. 89/03/28. ROUSE, LC. Fuel Cycle Safety 
Branch. Ip. 49156:161-49156:161. 


8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidanoe on ctev#- 
oping acceptable inservice testing programs.Svc list end. ^ 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Cc«soiiM«1 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904120115 Provides info re temp profile inside primary containment used for &nmm 
qualification.Results of review of actual test temps indicate sufficient mar^ e)^ » 
envelope supporting calcuatlon & environ qualification profile. ^ ^ ^ ^ 
LEONARD.J.D. Long Island Lighting Co. 89/04/04. Documerrt Cem^oi Brandi (tocu- 
ment Control Desk). 3pp. 49288:255-49288:257. 

8904130617 Reaffirms previous commitments & updates completion ^tus 
conditions appearing in Section 2,C of License NPF-36.lnfo demonstrates prepress 
achieved since issuance of License NPF-36. ^ 

LEONARD, J.D. Long Island Lighting CO. 89/04/05. Document Control Branch (Etocu- 
ment Control Desk). 14pp. 49319:168-49319:181. 
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8§64316113 OlirlfiSS usd of didsel fire pump as cooling source, per util 890202 response 
to OilliHO Uf “Individual Plant ixams for Severe Aocldent Vulnerabllltlss." 
LEONARD, J.D. Long liland Lighting Oq. 00/04/10, Oeeument Control Branch (Deeu- 
m©nt SentPOl P®®N), gpp, 4946i!l 4040400; 147, 

§80411 3if I gflvIrQn agsi3s§men{ .i of no imgiet re SSQ0i7 

1 110011 psaueiti for o^omotion from ^0':.rK}j;y,';4(;:j{pi(!) iq pei nit reietsr t§ epip* 
ate for 119 IfPD before eoniainment atmocfj.'i^irr ge ir'ensci 
iUTLER.W.R. Projac: Diiomo-Vitv I i&/04/n. i i:CNAM:s,.|.f) Long liland Lighting 
Co. 4pp. 41444:0224^444:028. 

-8904210228 Environ assessment & finding of no significant impact re 650619 & 
860327 requests for exemption from 10CFR50.44{c)(3){i) to allow reactor to operate 
for 120 EFPD before containment atmosphere must be inerted. 

BUTLER.W. Project Directorate 1-2. 89/04/11. 4pp. 49444:026-49444:029. 

8904140359 Final response to FOIA request for records. No records subj to request lo- 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/12. MILIONE.R. Citizens Action Group for Environmental Protection. 
Ip. 49354:153-49354:153. 

8904200330 Forwards supplemental info re temp profile inside primary containment 
used for envircn qualification. 

LECNAHC.J.D. Long Island Lighting Co. 89/04/12. Document Control Branch (Docu- 
ment Control Desk). 7pp. 49426:233-49426:239. 

8904190175 Responds to 10CFR50.63 re station blackout (SBO) rule.Util has deter- 
mined that in unlikely event of SBO, station possesses sufficient independent & di- 
verse alternate ac power capacity. 

LEONARD, J.D. Long Island Lighting Co. 89/04/14. Document Control Branch (Docu- 
ment Control Desk). 22pp. 49385:322-49385:343. 

8904210310 Requests prompt review & reporting of status of implementation of TMI 
action plan items at plantPrintout of all TMI items annotated where tracking sys indi- 
cates tnat implementation incomplete, encl.Mark-up of end requested. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. LEONARD.J.D. Long Island Lighting Co. 12pp. 49452:194-49452:205. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904070106 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers." Util conducted review of all circuit breakers except for those originally in- 
stalled. 

LEONARD.J.D. Long Island Lighting Co. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49232:109-49232:113. 

8904140398 Responds to one of six areas considered open items based on operational 
readiness assessment team visit on 890315-23. Program re transitioning to full util 
staff from combined util & contract personnel staff set forth. 

LEONARD.J.D. Long Island Lighting Co. 89/03/30. RUSSELL, W.T. Region 1. Ofc of 
the Director. 3pp. 49348:157-49348:159. 

8903270348 SuppI 1 to NRC info Notice 88-086, “Operating W/Multlple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp, 49185:070-49185:177. 

8904140466 Forwards Safety Insp Rept 60-322/89-05 on 88031 4-1 7.No violations 
noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/31. LEONARD.J.D. Long Island 
Lighting Co. 2pp. 4i34e;025-49348;032. 

-8904140478 Emergency Preparedness insp Rept 50-322/89-05 on 890314-17. No vio- 
lations noted.Major areas inspectedrchanges to emergency preparedness 
program, including emergency facilities, equipment, instrumentation, supplies & training. 
CONKLIN, C., LAZARUS, W. Region 1, Ofc of the Director. 89/03/27. 6pp. 49348:027- 
49348:032. 

8904210371 Submits proposed actions for issues discussed at operational readiness as- 
sessment team insp exit meeting.Util committed to completing ASME bolting correc- 
tive actions & having documentation to demonstrate prior to startup. 

LEONARD, J.D. Long Island Lighting Co. 89/03/31. RUSSELL. W.T. Region 1, Ofc of 
the Director. 3pp. 49430:298-49430:300. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York. Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Afr Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 


8904130844 Forwards Operelionel Readiness Assessment Team Insp Rept 60-322/89< 
80 Oh 80031 1-27, Listed items require resolution w/NRC prior to operation above 6% 

ilU^SiLL.WiT. Region 1, Ofe of tho Dlrootor. 80/O4/04i LiONARD.J.D. Long Istind 
Lighting Co, §pp. 4iigiii154@ii§i@i4. 

<>>8904110141 Ingp Riot I042l/Si4@ on 19031 14?(Somi Itime fiquiri rogelution 
prior to opiration obov© S% power. Major aroai ihipiotidiaiiiis faeillty power 
aseension.epirations oporitiena support prearimmatio & staffing roadinoss. 
MCCABE, E.C. Region 1, Ofe of the Director, sl/04/04. lOapp. 4«08!22O-4M98!324, 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.’’ Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904210262 Advises of compliance w/ltems 1,2 & 3 of IE Bulletin 79-26, Rev 1, “Boron 
Loss from BWR Control Blades," Written response to Item 3 will be submitted within 
30 days after plant startup following first refueling outage. 

LEONARD.J.D. Long Island Lighting Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). Ip. 49443:084-49443:084. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904170017 Monthly operating rept for Mar 1989 for Shoreham Nuclear Power 
Station.W/890405 Itr. 

PETRICEK.R., SCAUCE,J.A. Long Island Lighting Co. 89/03/31. 5pp. 49354:228- 
49354:231. 


S. Reportable occurrences, LERs & related correspondence 

8904140508 LER 89-002-00:on 890309, full reactor protection sys (RPS) actuation oc- 
curred while attempting to restore power to RPS bus B, causing reactor trip.Caused by 
personnel error while troubleshooting.Trip setpoints adjusted. W/890407 Itr. 
GRUNSEICH,R.W., SCALICE.J.A. Long Island Lighting Co. 89/04/07. 6pp. 49335:108- 
49335:113. 

8904170044 LER 86-01 1-04:on 86031 8, results of annual sounding of intake canal initiat- 
ed limiting condition for operation rept. Public hearings were held & util granted last of 
three permits to dredge on 881220.W/890407 Itr. 

GRUNSEICH,R.W.. SCALICE.J.A. Long Island Lighting Co. 89/04/07. 4pp. 49350:095- 
49350:098. 

8904170309 LER 89-003-00:on 890310, emergency diesel generator manually shut down 
due to failure of generator output breaker to cIose.Breaker removed from 
svc, inspected & tested w/ acceptable result8.W/890407 Itr. 

GRUNSEICH.R.W., SCALICE.J.A. Long Island Lighting Co. 89/04/07. 4pp. 49357:136- 
49357:139. 

8904240116 LER 89-004-00;on 8903 14, inadvertent reactor bldg closed loop cooling 
water isolation/split occurred after Tech Specs surveillance test on Emergency Bus 
101. Caused by inadequate procedural guidance. Procedure revised.W/890413 Itr. 
GRUNSEICH,R.W., SCALICE.J.A. Long Island Lighting Co. 89/04/13. 5pp. 49452:222- 
49452:226. 


U. Congressional/Executive Correspondence 

8808260356 Forwards 36th quarterly status rept on emergency preparedness for nucle- 
ar power plants covering Apr-June 1988. Licensing schedule cannot be realistically 
forecast due to unresolved emergency preparedness issues. 

ROGERS, K.C. Commissioners. 88/08/22. BREAUX, J.B. Senate, Environment & Public 
Works. 4pp. 49181:001-49181:004. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison C>c. of New York, Inc. 54pp. 49105:001-49105:055. 
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DooKiT so4aa diablo canyon nuclear pomn plant* unit » 

P. lidurity, midlMl, iffl§pgin®y A fin pniMiian plans 

*f^8p Napti lO.IYI/SS^ai' A I04M/II.07 ©n 
|i0IJ^03O0.N© vi§lij§iii neteP.Rspti withheld (mf ieOPRg,TiQ(dJ & ra.il). 
PATi.RJ. ®. OJe Of the Dip@« 0 ^ SI/oa/i4. SHIPFiR.J.D: Paelfie dss A il@e» 
trie Co. 3pp. 4l10O!2674919O!g69. 


»«SI69S$d14r pimpdidd tech Specs oonslsiltig of marked up Pagei 9/4 9«19 A 3/4 9- 
14 & Ihsafts tt Ineludi b^aas breaker tootinq.por Qeneric Ltr 9S-O0i 
* RiCifl© oai A iiieirl© 89/03/^3. 4pp. 4B1gl!Q3tH9-|ail033. 

1164009417 Fofwirdi Amendi 34 & 93 to y§tn|ii DFR»9d i DFR4i, reipeetivily & 
safety evaluatlen.Amiridi revise Teeh Ipeei I iseeeiated bssei te reauee iteim 
©enerater water level lew A lo I© setRointi frem 10 to ?,g% ef narrow^range ipin. 
ROOD.H, Prejeet Dlreetorati V. 06/03/07, SMIPFER.d.D. Paelfle Gai & ileotrio C©, 
4pp. 4lg14lOg146014!O3a. 


8604140142 Forwards public version of Rev 3, Chang® 9 to "Emergency Plan." W/DH 
Grirnsley^undtd release memo. 

PciCific Gas & Electric Co. 89/03/27. Document Control Branch (Docu- 
no'ii Control DssI:)- 4pp. 49291:314-49294:277. 


»8904050421 Amends 34 & 33 to Licenses DPR-80 A DPR-82, respectively, revising 
Tech Specs & associated bases to reduce steam generator water level low & lo lo 
setpoints from 15 to 7.2% of narrow-range span. 

KNIGHTON.G.W. Project Directorate V. 89/03/27. 7pp. 49214:025-49214:031. 


“8904140144 Rev 3 to Change 9 to “Emergency Plan." 

TOWNSEND, J.D. Pacific Gas & Electric Co. 89/03/01. 1,000pp. 49291:318- 
49294:277. 

8904190013 Forwards public version of Rev 10 to EPIP EP G-2S1, “Notification of 
Onsite Emergency Organization,” & Rev 10 to EP EF-5, "Emergency Procedure Emer- 
cency Ecu’oment. Instruments & Supplies." W/undated release memo. 

^'JJli'/OTO.w. Pacific Gas A Electric Co. 89/03/28. Document Control Branch (Docu- 
r.ent Ccnircl Desk). 2pp. 49393:304-49394:027. 


“8904050426 Safety evaluation supporting Amends 34 A 33 to Licenses DPR-80 & 
DPR-82.respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/27. 2pp. 
49214:032-49214:033. 


“8904050430 Notice of issuance of Amends 34 A 33 to Licenses DPR-80 A DPR-82, re- 
spectively. 

ROOD,H. Project Directorate V. 89/03/27. 3pp. 49214:034-49214:036, 


“8904190015 Public version of Rev 10 to EPIP EP G-2S1, "Notification of Onsite Emer- 
gency Organization" A Rev 10 to EP EF-5, Emergency Equipment, Instruments A Sup- 
plies." 

* Pacific Gas A Electric Co. 89/03/28. 81pp. 49393:306-49394:027. 


H. General correspondence 

8904170047 Advises that documents filed by licensee A NRC will continue to be made 
available in NRC PDR A LPDR at California Polytechnic State Univ Library in San Luis 
Obispo.CA. 

ROOD.H. Project Directorate V. 89/04/04, KERR,J.E. California, State of. 3pp. 
49357:056-49357:058. 


J. Insurance A indemnity information 

8904190226 Forwards Endorsement 35 to MAELU Policy MF-103 A Endorsements 65 A 
116 to NELIA Policies NF-228 A NF-1 13, respectively. 

LCCKE.R.F. Pacific Gas A Electric Co. 89/04/07. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 4pp. 49385:069-49385:072. 


8904060310 Forwards denial of amends proposing that combined Tech Specs be modi- 
fied to allow continued power operation w/reactor vessel level indicating sys inoper- 
able. 

ROCD.H. Project Directorate V, 89/03/27. SNIFFER, J.D. Pacific Gas A Electric Co. 
3pp. 49226:025-49226:030. 

“8004060318 Denial of amend to facility CLs A opportunity for hearing to modify Tech 
Specs to allow continued power operation w/ reactor vessel level indication sys inop- 
erable. 

ROCD.H. Project Directorate V. 89/03/27. 3pp. 49226:028-49226:030. 

8904060327 Summary of 890216 meeting w/util A consultants in San Francisco, CA to 
discuss PRA,890217 audit of relay chatter analysis A facility long-term seismic 
program. List of attendees end. 

ROOD.H. Project Directorate V. 89/03/29. Project Directorate V. 48pp. 49226:100- 
49226:150. 

“8904060332 Summarizes 890216 A 17 meetings w/util from licensee perspective. 
FITZPATRICK, R. Brookhaven National Laboratory. 89/03/01. CHOKSHI.N. NRC - No 
Detailed Affiliation Given. 2pp. 49226:149-49226:150. 


P, Operating license stage documents A correspondence 

8903280331 Forwards “Estimation of Dilution Factor for Diablo Canyon Power Plant 
Thermal Discharge Plume." 

TDWNSEND,J.D. Pacific Gas A Electric Co. 89/03/16. LECNARD.W.R. California, 
State of. 2pp. 49063:001-49063:053. 

“8903280336 “Estimation of Dilution Factor for Diablo Canyon Power Plant Thermal 
Discharge Plume." 

LEIGHTON,J.P., MCMILLAN, LE. Pacific Gas A Electric Co. 028.282-88.2. 89/01/05. 
51pp. 49063:003-49063:053. 

8903300258 Forwards application for amends to Licenses DPR-80 A DPR-82, consisting 
of License Amend Request 89-0?.revising Tech Spec Section 6.0 re administrative 
coctreis covorsrg geric'ai ofc cijclear plan 'review A audit committee.Fee paid. 
ShiFi-ER.j D. F-’acific Gas A Eleclr.c Cc. 69/03/20. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49144:199-49144:213. 

“8903300260 Application for amends to Licenses DPR-80 A DPR-82, consisting of Li- 
cense Amend Request 89-02,changing Tech Spec Section 6.0 re administrative con- 
trols. 

SHIFFER,J.D. Pacific Gas A Electric Co. 89/03/20. 7pp. 49144:201-49144:207. 

—8903300263 Proposed Tech Specs re administrative controls,plant staff, onsite safety 
review group A plant staff review committee. 

• Pacific Gas A Electric Co. 89/03/20. 6pp. 49144:208-49144:213. 

8903280262 Responds to NRC SER open items on insen/ice insp A testing 
programs.Util deleted two sys pressure test relief requests A revised three NDE relief 
requests. 

SHIFFER,J.D. Pacific Gas A Electric Co, 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 50pp. 49064:190-49064:239. 

8903300010 Forwards staff position re Amend Request LAR 89-01 , revising Tech Spec 
Section 6.0, “Administrative Controls." Revised Tech Specs should state that quorum 
consists of majority of plant staff review committee members. 

ROOD.H. Project Directorate V. 89/03/21. SHIFFER.J.D. Pacific Gas A Electric Co. 
5pp. 49129:234-49129:238. 

8903300319 Forwards application for amends to Licenses DPR-80 A DPR-82, consisting 
of License Amend Request 89-03,revising Tech Spec 3/4.3.1 A Tables 3.3-1 A 4.3- 
1 .Item 23 re performance of operational test of seismic trip actuating device. Fee paid. 
SHIFFER.J.D. Pacific Gas A Electric Co. 89/03/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49132:338-49132:355. 

“8903300321 Application for amends to Licenses DPR-80 A DPR-82, consisting of Li- 
cense Amend Request 89-03.revising Tech Spec 3/4.3. 1 A Tables 3.3-1 A 4.3-1 .Item 
23 to increase test interval for seismic trip sys from 6 to 18 months. 

SHIFFER.J.D. Pacific Gas A Electric Co. 89/03/22. lipp, 49132:340-49132:350. 

“8903300323 Proposed Tech Specs, revising Tables 3.3-1 A 4.3-1, Item 23, “Seismic 
Trip." 

* Pacific Gas A Electric Co, 89/03/22. 5pp. 49132:351-49132:355. 

8903290143 Forwards addi info re License Amend Request 88-10, ‘‘Undervoltage Trip A 
Shunt Trip Attachments Testing," per 881219 submittal.Table Notation 11 of Table 
4.3-1 revised to more nearly match Generic Ltr 85-09 recommendation. 

SHIFFER.J.D. Pacific Gas A Electric Co. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 49121:034-49121:038. 


8904120288 Forwards application for amends to Licenses DPR-80 A DPR-82, revising 
Tech Spec 3/4.9.10, "Water Level - Reactor Vessel" A associated bases re reactor 
vessel water level required to unlatch control rod drive mechanism extension shafts. 
SHIFFER,J.D. Pacific Gas & Electric Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 1p. 49273:347-49273:359. 

“8904120299 Application for amends to Licenses DPR-80 A DPR-82, consisting of Li- 
cense Amend Request 89-04, revising Tech Spec 3/4.9.10, "Water Level - Reactor 

V/accoI" JL aecnr-iatArl haeoc 

SHIFFER,J.D. Pacific Gas AElectric Co. 89/03/29. 6pp. 49273:348-49273:353. 
“8904120301 Proposed Tech Spec, revising Section 3/4.9.10, “Water Level - Reactor 

* Pacific Gas A Electric Co. 89/03/29. 6pp. 49273:354-49273:359. 

8904100166 Forwards request for addI info re ODCM, consisting of complete, legible A 
current ODCM. 

ROOD.H. Project Directorate V. 89/03/31. SHIFFER.J.D. Pacific Gas A Electric Co. 
6pp. 49250:334-49250:339. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs A CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904200315 Forwards errata to Amends 34 A 33 to Licenses DPR-80 A DPR- 
82, respectively.Errata consists of revised Tech Spec Table 3.3-4, Item 6.c (Page 3/4- 
3-26.) concerning steam generator setpoints. 

ROOD.H. Project Directorate V. 89/04/11. SHIFFER.J.D. Pacific Gas A Electric Co. 
4pp. 49426:178-49426:182. 

“8904200336 Corrected Amends 33 A 34 to Licenses DPR-80 A DPR-82, 
respectively, consisting of revised Page 3/4 3-26, Table 3.3-4 re ESF actuation sys in- 
strumentation trip setpoints. 

* Project Directorate V. 89/04/11. Ip. 49426:182-49426:182. 

8904200340 Summary of 890331 meeting w/util In Rockville, MD to discuss two license 
amend requests re seismic trip sys A diesel generator changes.Agenda.Iist of atten- 
dees A viewgraphs end. 

ROOD.H. Project Directorate V. 89/04/11. Project Directorate V. 84pp. 49402:154- 
49402:234. 


8904240006 Responds to util 890324 request for info re fee for review of seismic re- 
evaluation program for plant 

HOLLOWAY,C.J. License Fee Management Branch (Post 890205), 89/04/11. 
SHIFFER.J.D. Pacific Gas A Electric Co. 9pp. 49468:053-49468:069. 

“8904240011 Requests listed addi info based on review of end 890309 invoice re costs 
for evaluation of application for amends to Licenses DPR-80 A DPR-82. 

SHIFFER.J.D. Pacific Gas A Electric Co. 89/03/24. HOLLOWAY.C.J. NRC - No De- 
tailed Affiliation Given. 8pp. 49468:062-49468:069. 

8904240104 Forwards response to NRC 890414 request for status of implementation of 
TMI action plan items.List of unverified TMI action plan items A implementation status 
of TMI action plan Items end. 

SHIFFER.J.D. Pacific Gas A Electric Co. 89/04/18. Document Control Branch (Docu- 
ment Control Desk). 22pp. 49467:051-49467:072. 
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Q. Inspection reports, !E Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903280247 Forwards Insp Repts 50-275/89-02 & 50-323/89-02 on 890130- 0202.No 
violations noted. 

KIRSCH.D.F. Region 5, Ofc of the Director. 89/03/13. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 49064:347-49064:359. 

-8903280248 Insp Repts 50-275/89-02 & 50-323/89-02 on 890130-0202.No violations 
noted.Major areas inspected:conformance of ATWS sys W/10CFR50.62. 

MELFI.J.F., RICHARDS.S.A. Region 5. Ofc of the Director. 89/03/13. 11pp. 
49064:349-49064:359. 

8903290333 Fonwards Mgt Meeting Repts 50-275/89-11 & 50-323/89-11 on 890303 re 
configuration mgt program. 

CHAFFEE. A.E. Region 5. Ofc of the Director. 89/03/13. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 49080:174-49080:197. 

-8903290335 Mgt Meeting Insp Repts 50-275/89-1 1 & 50-323/89-1 1 on 890303.Major 
areas discussed:configuration mgt & sys engineering efforts. 

CREWS, J.L, RICHARDS, S.A., MENDONCA.M.M. Region 5, Ofc of the Director. 89/ 
03/13. 22pp. 49080:176-49080:197. 

8903310089 Responds to NRC 890217 request for addi info re util 890119 response to 
violations noted in Insp repts 50-275/88-31 & 50-323/88-29.lnfo re measuring tech- 
niques for irregularly oscillating gauges end. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/20. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49125:065-49125:067. 

8903280262 Responds to NRC SER open items on inservice insp & testing 
programs.Util deleted two sys pressure test relief requests & revised three NDE relief 
requests. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 50pp. 49064:190-49064:239. 

8904110129 Forwards Insp Repts 50-275/89-01 & 50-323/89-01 on 890123-0228 & no- 
tices of violation & deviation. 

MARTIN.J.B. Region 5. Ofc of the Director. 89/03/21. SHIFFER.J.D. Pacific Gas & 
Electric Co. 5pp. 

-8904110133 Notice of violation from insp on 890123-0228.Violation noted:GE/GW 
ventilation sys declared operational although partial closure of DCP H-38182 not 
completed.Operations valve Identification diagrams not updated. 

MARTIN.J.B. Region 5. Ofc of the Director. 89/03/21. 4pp. 

-8904110138 Notice of deviation from insp on 8901 09-0228. Deviation noted:no info 
available to operators on C02 buildup. 

MARTIN.J.B. Region 5, Ofc of the Director. 89/03/21. 1p. 

-8904110144 Insp Repts 50-275/89-01 & 50-323/89-01 on 890123-0228. Violations or 
Deviations noted.Major areas inspected: licensee programs for technical & perform- 
ance based audits of engineering work & plant mods. 

BOSTED.C.J., ROYACK.M.J.. RICHARDS.S.A. Region 5. Ofc of the Director. 89/03/ 
21.33pp. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904170083 Forwards Insp Repts 50-275/89-05 & 50-323/89-05 on 890123-0304 & 
notice of violation. 

ZIMMERMAN, R.P. Region 5, Ofc of the Director. 89/03/23. SHIFFER.J.D. Pacific Gas 
& Electric Co. 2pp. 49353:284-49353:315. 

-8904170084 Notice of violation from insp on 8901 23-0304. Violation noted:on 
89021 3, split washer modified by craft personnel to increase inner diameter to 15/16 
inch.Change authorized by maint engineer. 

2IMMERMAN.R.P. Region 5. Ofc of the Director. 89/03/23. 2pp. 49353:286- 
49353:287. 

-8904170086 Insp Repts 50-275/89-05 & 50-323/89-05 on 890122-0304. Violations 
noted.Major areas inspected;plant operations, maint & surveillance activities.followup 
of onsite events, open items, LERs & selected independent insp activities. 

O’BRIEN, J.P.. JOHNSTON.K.E.. NARBUT.P.P. Region 5. Ofc of the Director. 89/03/ 
23. 28pp. 49353:288-49353:315. 

8904040136 Forwards Safeguards Insp Repts 50-275/89-07 & 50-323/89-07 on 
890227-0303.No violations noted.Repts withheld (ref 10CFR2.790(d) & 73.21). 
PATE,R.J. Region 5. Ofc of the Director. 89/03/24. SHIFFER.J.D. Pacific Gas & Elec- 
tric Co. 3pp. 49190:267-49190:269. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 Suppl 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.’* Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York. Inc. 108pp. 49185:070-49185:177. 

8904070100 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers." Util cannot complete verification for 512 molded-case circuit break- 
ers mfg by Westinghouse until 890531. 

BRAND.D.A, Pacific Gas & Electric Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 15pp. 49232:114-49232:128. 


8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3 ." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904070322 “Tabulation of Personnel Exposure to Radiation for 1988." W/890330 Itr. 
FUJIMOTO.W. Pacific Gas & Electric Co. 88/12/31. 4pp. 49235:030-49235:033. 

8904050129 "Rept on Discharge Monitoring at Diablo Canyon Power Plant During 
Month of Feb 1989.” W/890320 Itr. 

TOWNSEND,J.D. Pacific Gas & Electric Co. 89/02/28. LEONARD.W. California, State 
of. 44pp. 49205:254-49205:297. 

8904240193 Monthly operating repts for Mar 1989 for Diablo Canyon Units 1 & 2.W/ 
890412 Itr. 

BEDESEM.P., TOWNSEND.J.D. Pacific Gas & Electric Co. 89/03/31. 11pp. 
49450:076-49450:086. 


S. Reportable occurrences, LERs & related correspondence 

8903280069 Summary of Operating Reactors Events Meeting 89-010 on 890308.List of 
attendees, significant events identified for input to NRC Performance Indicator Program 
& summary of reactor scrams for wk ending 890305 end. 

LANNING.W.D. Events Assessment Branch. 89/03/16. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 23pp. 49158:275-49158:297. 

8903310080 LER 88-002-01 :on 881221. Tech Spec 3.0.3 entered into when both trains 
of auxiliary bldg ventilation shut down.Caused by not adequately considering sys tran- 
sient conditions for mod sys testing. Inlet vane adjusted. W/890320 Itr. 

KELLY.W.J.. SHIFFER.J.D. Pacific Gas & Electric Co. 89/03/20. 7pp. 49146:021- 
49146:027. 

8904140426 LER 88-021 -01 :on 881127,transltion from Mode 5 into Mode 4 occurred w/ 
Tech Spec 3.4.6.1 required reactor cavity pump sump pump flow transmitter FT-42 
inoperable.Caused by wiring error due to personnel.Procedure revised.W/890407 Itr. 
NOLAN, J.C., SHIFFER.J.D. Pacific Gas & Electric Co. 89/04/07. 7pp. 49348:195- 
49348:201. 

8904190300 PNO-V-89-024 on:890407, plant shutdown for greater than 48 h to repair 
leaking pressurizer code safety valve leaking since 890321 at approximate rate of 0.2 
gpm.Plant should return to normal power operations 890414. 

MENDONCA.M., NARBUT.P. Region 5. Ofc of the Director. 89/04/10. Ip. 49392:058- 
49392:058. 


T. Hearing transcripts on non-antItrust matters 

8904110527 Forwards minutes from 890208 meeting w/DOE.US Air Force, State of NV 
& Nye County re NRC concerns about overflights of Yucca Mountain.NV high level 
nuclear waste repository. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
89/04/10. STEIN, R. Energy, Dept. of. 30pp. 49279:001-49279:149. 

~89041 10534 Testimony on aircraft operations in response to request from 
Board.Related info end. 

KRUG.H.E. Atomic Safety and Licensing Board Panel. 89/04/10. 32pp. 49279:084- 
49279:114. 
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V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411), 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


docket 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


f. Security, meclical, emergency & fire protection plans 

8904180225 Confirms 890522-26 dates for special insp to evaluate plants for compli- 
ance w/Sections III.G.III.J & III.L of App R to lOCFRSO.Latest rev to piping & instru- 
mentation flow diagrams for hot & cold shutdown sys requested by 890424. 

REYES, L.A. Region 2, Ofc of the Director. 89/03/30. UTLEY,E.E. Carolina Power & 
Light Co. 2pp. 49375:357-49375:358. 

8904200104 Rev 17 to Plant Emergency Procedure 02.6.21, “Emergency Communica- 
tor." W/undated ltr. 

harness, J.L Carolina Power & Light Co. 89/04/03. EBNETER,S.D. Region 2, Ofc 
of the Director. 44pp. 49401:001-49401:044. 

8904200021 Forwards Insp Repts 50-324/89-08 & 50-325/89-08 on 89031 3-1 7.No vio- 
lations or deviations noted.EncI withheld (ref 1 0CFR2.790(d) & 10CFR73.21). 
CLINE,W.E. Region 2, Ofc of the Director. 89/04/11. UTLEY,E.E. Carolina Power & 
Light Co. 2pp. 49426:273-49426:275. 

-8904200023 Partially withheld Insp Repts 50-324/89-08 & 50-325/89-08 on 890313-17 
(ref 10CFR2.790(d) & 10CFR7l21).No violations or deviations noted.Major areas 
inspected:mgt support, security program plans & audits & power supply. 

TILLMAN, A.. MCGUIRE.D.R. Region 2, Ofc of the Director. 89/04/07. 1p. 49426:275- 
49426:275. 


H. General correspondence 


8904060096 Advises that NRC correspondence for plants should be addressed to LW 
Eury.at listed address, effective immediately, Author retiring from util on 890501. 

UTLEY, E.E. Carolina Power & Light Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). Ip. 49216:099-49216:099. 

8904060124 Advises of listed senior & departmental mgt changes within util. 

LOFLIN.L.!. Carolina Power & Light Co. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49216:255-49216:256. 


8903290320 Forwards addi info supporting 870904 application & 880405 suppi for li- 
cense amends.eliminating cycle-specific parameter limits per Generic Ltr 88-1 6, in re- 
sponse to 890228 telcon. 

MCDUFFIE,M.A. Carolina Power & Light Co. 89/03/20. Document Control Branch 
(Document Control Desk). 3pp. 49121:145-49121:248. 

-8903290321 Proposed Tech Specs re amends to Licenses DPR-62 & DPR-71, elimi- 
nating cycle-specific parameter hmr.s per Generic Ltr 88-16. 

* Carolina Power & Light Co. 89/03/20. 100pp. 49121:148-49121:228. 

-8904030164 Rev 1 to "Brunswick Unit 1, Cycle 7 Core Operating Limits Rept." 
CLEMENTS,T. Carolina Power & Light Co. 89/03/03. 11pp. 49121:229-49121:239. 


-8904030174 Rev 1 to “Brunswick Unit 2,Cycle 8 Core Operating Limits Rept.” 
CLEMENTS, T. Carolina Power & Ught Co. 89/03/02. 9pp. 49121:240-49121:248. 

8903270155 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-62 & DPR-71 & NSHC determination & opportunity for hearing on 
890201 request re deleting instrument tag numbers from Tech Specs. 

TOURIGNY.E.G. Project Directorate ll-l. 89/03/21. NRC - No Detailed Affiliation 
Given. 10pp. 49055:323-49055:332. 


8904040231 Supplemental application for amends to Licenses DPR-71 & DPR-62, clarify- 
ing Tech Spec Page 3/4 1 1 through 14a to allow incineration of oil. 

CUTTER,A.B. Carolina Power & Light Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49191:184-49191:199. 


-8904040232 Proposed Tech Specs,allowing radwaste oil incineration. 

* Carolina Power & Light Co. 89/03/29. 14pp. 49191:186-49191:199. 

8904040265 Application for amends to Licenses DPR-62 & DPR-71, implementing ex- 
panded operating domain for planLExpansion requires APRM mods designed to up- 
grade rod-block monitor sys to permit more direct thermal limits administration. 
CUTTER,A.B. Carolina Power & Light Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 18pp. 49183:263-49183:336. 

-8904040268 Proposed Tech Specs,implementing expanded operating domains for 
plant to upgrade rod block monitor sys, improving man/machine interface,making sys 
response more predictable & permitting more direct thermal limits administration. 

* Carolina Power & Light Co. 89/03/29. 56pp. 49183:281-49183:336. 

8904040317 Forwards proprietary GE NEDC-31624P, “Brunswick Steam Electric Plant 
Units 1 & 2 SAFER/GESTR-LOCA LOCA Analysis,” to support use of max extended 
operating domain mods,per 890329 submittaI.Rept withheld. 

CUTTER, A.B. Carolina Power & Light Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49191:148-49191:150. 


J. Insurance & indemnity Information 

8904240203 Forwards Endorsements 9 to NELIA Certificates N-54 & N-55 & MAELU 
Certificates M-54 & M-55. 

BARHAM, C.D. Carolina Power & Light Co. 89/02/02. NASH,D. NRC - No Detailed Af- 
filiation Given. 5pp. 49468:047-49468:051. 

8904240327 Forwards Endorsement 72 to NELIA Policy NF-218. 

BARHAM,C.D. Carolina Power & Light Co. 89/02/02. NASH,D. NRC - No Detailed Af- 
filiation Given. 2pp. 49445:050-49445:051. 

8904240330 Forwards Endorsement 73 to NELIA Policy NF-218. 

BARHAM, C.D. Carolina Power & Light Co. 89/02/02. NASH,D. NRC - No Detailed Af- 
filiation Given. 2pp. 49445:112-49445:113. 

8904240333 Forwards Endorsement 63 to MAELU Policy MF-80. 

BARHAM.C.D. Carolina Power & Light Co. 89/02/02. NASH.D. NRC - No Detailed Af- 
filiation Given. 2pp. 49448:060-49448:061 . 

8904240346 Forwards Endorsement 62 to MAELU Policy MF-80. 

BARHAM,C.D. Carolina Power & Light Co. 89/02/02. NASH,D. NRC - No Detailed Af- 
filiation Given. 2pp. 49452:233-49452:234, 

8904130165 Submits info re present level & source of onsite property damage insur- 
ance. 

LOFLIN.L.I. Carolina Power & Light Co. 89/04/03, Document Control Branch (Docu- 
ment Control Desk), ip. 49321:156-49321:156. 


P. Operating license stage documents & correspondence 

8904040113 Forwards Rev 1 to “Justification for Continued Operation of CP&L" re re- 
actor recirculation sys piping, Results of assessment, including plans for upcoming refu- 
eling outage listed. « u 

MCDUFFIE, M.A. Carolina Power & Light Co. 89/03/13. Document Control Branch 
(Document Control Desk). 8pp. 49180:289-49180:350. 

-8904040120 Rev 1 to “Justification for Continued Operation of CP&L” 

GUSTIN.H.L, GIANNUZZI,A.J., RICCARDELLA.P. Structural Integrity Associates. EER 
89-0055 R01, 89/03/08. 54pp, 49180:297-49180:350. 


8904130232 Forwards summary of 890310 meeting in Region II ofc re second status 
rept of Nuclear Mgt & Operational Effectiveness Appraisal of util being conducted by 
Cresap. List of attendees & handouts end. _ ^ „ 

EBNETER,S.D. Region 1, Ofc of the Director. 89/03/16. UTLEY,E.E. Carolina Power 
& Light Co. 61pp. 4931 1:282-4931 1:342. 

8903310077 Forwards notice of withdrawal of 850429 application for amends to Li- 
censes DPR-62 & DPR-71 , per 870403 request. ^ r, D 

TOURIGNY,E.G. Project Directorate ll-l. 89/03/17. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 49195:322-49195:325. 


-8903310083 Notice of withdrawal of 850429 application for amends to Licenses DPR- 


62 & DPR-71 re integrated plant mod plan. 

REEVES, E.A. Project Directorate 11-1. 89/03/17. 2pp. 


49195:324-49195:325. 


8904040110 Fonvards Topical Rept WCAP-10903, "Reactor Cavity Neutron Dosimetry 
Program for Brunswick Unit 2” & other supporting info.in response to NRC 890213 
request for addI info to support util 881026 application for amend. 

LOFLIN,L.I. Carolina Power & Light Co. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 18pp. 49186:115-49186:211. 

-8904040112 “Reactor Cavity Neutron Dosimetry Program for Brunswick Unit 2.” 
ANDERSON, S.L, LIPPINCOTT.E.P., SEJVAR.J. General Electric Co. WCAP-10903. 
86/12/31. 78pp. 49186:133-49186:211. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904140168 Grants 881209 request for approval of rail route for transportation of spent 
reactor fuel from Brunswick to Shearon Harris Plant.Route end. 

MACDONALD.C.E. Transportation Branch. 89/04/05. MCDUFFIE.M.A. Carolina Power 
& Light Co. 7pp. 49335:127-49335:133. 

8904170034 Informs that submittal of license amend request postponed until 890428 
due to changes to organizational structure. 

LOFLIN.LI. Carolina Power & Light Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). Ip. 49371:038-49371:038. 

8904210104 Informs of receipt & implementation of GE recommended mods to actu- 
ation circuitry for transversing in-core probe. Required testing of transversing in-core 
probe shear valves satisfactorily performed for Unit 1 on 890315. 

LOFLIN.LI. Carolina Power & Light Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). Ip. 49427:355-49427:355. 

8904190309 Forwards updated Tech Spec index section pages & summary of revs & 
updates in support of util 880711 application for amends to Licenses DPR-71 & DPR- 
62,per NRC 890306 request. _ , ^ ^ 

LOFLIN.LI. Carolina Power & Light Co. 89/04/11. Document Control Branch (Docu- 
ment Control Desk). Ip. 49394:171-49394:213. 


-8904190312 Proposed Tech Spec index revs covering safety limits & limiting safety 
sys settings, reactivity control sys.power distribution 

limlts.lnstrumentation,RCS.ECCS,containment sys & plant sys. 

* Carolina Power & Light Co. 89/04/11. 42pp. 49394:172-49394:213. 


8904210337 Denies request to withhold 880512 PRA submittal from public disclosure 
(ref 10CFR2.790).Detailed justification of finding end. 

LE.N.B. Project Directorate 11-1. 89/04/14. EURY.LW. Carolina Power & Ught Co. 
4pp. 49430:281-49430:284. 


8904240065 Requests prompt review & reporting of status of implementation of TMI 
Action Plan items at plants.Printout of all TMI items.annotated where tracking sys indi- 
cates implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. EURY.LW. Carolina Power & Light Co. 10pp. 49450:096-49450:105. 
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Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8904030057 Ack receipt of 890301 response to violations noted in Insp Repts 50-324/ 
88-41 & 50-325/86-41. 

VERRELLl.D.M. Region 2, Ofc of the Director. 89/03/17. UTLEY, E.E. Carolina Power 
& Light Co. Ip. 49168:095-49168:095. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904200197 Pccuer/s 'cv'-ev/ of encl draft risk-based insp guide for proprietary info & 
comments £ 5.;c;;;'?s;.o''s M-;;:;-; ng will be conducted re insp of activities & review 
draft. W/o end. 

TOURIGNY.E.G. Project Directorate II-1. 89/03/23. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 49401:317-49401:318. 

8904030307 Responds to violations noted in Insp Repts 50-324/89-02 & 50-325/89- 
02.Corrective actions:RHR pump breaker 1A racked in & restored to operable status 
& RHR pump breaker 2A racked out per Clearance 2-1489. 

HARNESS,J.L. Carolina Power & Light Co. 89/03/28. Document Control Branch (Doc- 
ument Control Desk). 3pp. 49154:027-49154:029. 

8904050015 Forwards response to concerns re NRC requirements noted in Insp Repts 
50-324/88-200 & 50-325/88-200. 

HARNESS, J.L Carolina Power & Light Co. 89/03/29. Document Control Branch (Doc- 
ument Control Desk). 41pp. 49210:126-49210:166. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM. R.E. Division of Industrial & Medical Nuclear Safe:', (Pcs: 67:‘^29). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904180225 Confirms 890522-26 dates for special insp to evaluate plants for compli- 
ance w/Sections lll.G.tll.J & III.L of App R to 10CFR50, Latest rev to piping & instru- 
mentation flow diacrams fc' hot S. cold shutdown sys requested by 890424. 

REYES, L.A. -ocicn ? Df: c; me Director. 89/03/30. UTLEY.E.E. Carolina Power & 
Light Co. 2pp 4i;-3~5.:i57 .-.e3~5 3::6. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130284 Forwards response to NRC Bulletin 88-010, “Non-Conforming Molded 
Case Circuit Breakers." Molded case circuit breakers purchased prior to 88080T‘ & 
being maintained as stored spares for safety-related applications identified. 
CUTTER,A.B. Carolina Power & Light Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 7pp. 49298:174-49298:180. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York. Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49213:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05, 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05, 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904210082 Forwards Insp Repts 50-324/89-05 & 50-325/89-05 on 890201-0315 & 
notice of violation. 

VERRELLl.D.M. Region 2, Ofc of the Director. 89/04/06. EURY,L.W. Carolina Power 
& Light Co. 2pp. 49392:312-49392:340. 

-8904210085 Notice of violation from insp on 890201 -031 5. Violation noted:on 
890127,Al-58 not properly implemented in that clearance 1-1 89A did not adequately 
e.-.tabl’s!' c'c-ararce. bcunda-ies ^cr maint work to be done on Unit 1 valves. 
'.'E-RFl...;J.D.M. Re. 3 ior 2, Cfc cf the Director. 89/04/06. 2pp. 49392:314-49392:315. 

-8904210087 Insp Repts 50-324/89-06 & 50-325/89-05 on 890201-0315. Violations 
noted.Major areas inspectedimaint obsen/ation, surveillance observation, operational 
safety verification, ESF sys waikdown & onsite licensee event repts reviews. 
RULAND.W.H., LEVIS, W., MADDEN, P.M. Region 2, Ofc of the Director. 89/04/06. 
25pp. 49392:316-49392:340. 

8904240357 Requests that NRC approve use of Code Case N-356. “Certification Period 
for Level 111 NDE Personnel," for inclusion in Section X! inservice insp program. 
LOFLIN.L.!. Carolina Power & Light Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49450:038-49450:039. 

04050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
^CS." Svc list end. 

^OSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
'onsolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 


8904200021 Forwards Insp Repts 50-324/89-08 & 50-325/89-08 on 89031 3-1 7.No vio- 
lations or deviations noted.EncI withheld (ref 10CFR2.790(d) & 10CFR73.21). 

CLINE, W.E. Region 2, Ofc of the Director. 89/04/11. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 49426:273-49426:275. 

-8904200023 Partially withheld Insp Repts 50-324/89-08 & 50-325/89-08 on 890313-17 
(ref 10CFR2.790(d) & 10CFR73.21).No violations or deviations noted.Major areas 
inspected:mgt support, security program plans & audits & power supply. 

TILLMAN.A.. MCGUIRE, D.R. Region 2. Ofc of the Director. 89/04/07. Ip. 49426:275- 
49426:275. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry^.” Svc list end. 

ROSSI.C.E. Division of OpcraTiona! Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
T ransmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904210073 Monthly operating repts for Mar 1988 for Brunswick Steam Electric 
Plant. W/890405 Itr. 

HARRISON, F., HARNESS.J.L. Carolina Power & Light Co. 89/03/31. 11pp. 
49427:214-49427:224. 


S. Reportable occurrences, LERs & related correspondence 


8904060137 LER 89-003-00:on 890221, technician lifted lead on RWCU temp 
module, resulting in RWCU Group III isolation & dosing inboard isolation valve.Caused 
by personnel error & cabinet design deficiency.Modules in panel mapped.W/890322 
Itr. 

HARRIS, T., HARNESS.J.L. Carolina Power & Light Co. 89/03/22. 4pp. 49216:072- 
49216:075. 

8904040425 LER 89-004-00:on 890225,channel A of RCIC sys steam leak detection in- 
strumentation received Isolation signal & inboard isolation valve isolated.Caused by 
steam leak, Valve body to bonnet joint wrapped w/blankets.W/890327 Itr. 

JONES.T.M., HARNESS.J.L Carolina Power & Light Co. 89/03/27. 4pp. 49204:317- 
49204:320. 

8904140510 LER 89-005-00:on 89031 3, HPCI removed from svc due to Limitorque 
torque switches set too high.Caused by software error which caused indicated output 
torque to read high. Setting adjusted.Also reported per Part 21 .W/890407 Itr. 
JONES.T.M., HARNESS.J.L. Carolina Power & Light Co. 89/04/07. 8pp. 49334:336- 
49334:343. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of ail power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8904200104 Rev 17 to Plant Emergency Procedure 02.6.21, “Emergency Communica- 
tor." W/undated Itr. 

HARNESS.J.L Carolina Power & Light Co. 89/04/03. EBNETER.S.D. Region 2, Ofc 
of the Director. 44pp. 49401:001-49401:044. 

8904200021 Forwards Insp Repts 50-324/89-08 & 50-325/89-08 on 89031 3-1 7.No vio- 
lations or deviations noted.EncI withheld (ref 10CFR2.790(d) & 10CFR73.21). 

CLINE, W.E. Region 2, Ofc of the Director. 89/04/11. UTLEY.E.E. Carolina Power & 
Ught Co. 2pp. 49426:273-49426:275. 

-8904200023 Partially withheld Insp Repts 50-324/89-08 & 50-325/89-08 on 890313-17 
(ref 10CFR2.790(d) & 10CFR73.21).No violations or deviations noted.Major areas 
inspected:mgt support, security program plans & audits & power supply. 

TILLMAN, A. Region 2, Ofc of the Director. 89/04/07. 1p. 49426:275-49426:275. 


H. General correspondence 


8904060096 Advises that NRC correspondence for plants should be addressed to LW 
Eury.at listed address, effective immediately .Author retiring from util on 890501. 
UTLEY.E.E. Carolina Power & Ught Co. 89/03/29. Document Control Branch (Docu- 
ment C^ontrol Desk). Ip. 49216:099-49216:099. 

8904060124 Advises of listed senior & departmental mgt changes within util. 

LOFLIN.L.!. Carolina Power & Light Co. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49216:255-49216:256. 
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J. insurance & indemnity information 

8904240203 Forwards Endorsements 9 to NELIA Certificates N-54 & N-55 & MAELU 
Certificates M-54 & M-55. 

BARHAM.C.D. Carolina Power & Light Co. 89/02/02. NASH.D. NRC - No Detailed Af- 
filiation Given. 5pp. 49468:047-49468:051 . 

8904240327 Forwards Endorsement 72 to NELIA Policy NF-218. 

BARHAM.C.D. Carolina Power & Light Co. 89/02/02. NASH.D. NRC - No Detailed Af- 
filiation Given. 2pp. 49445:050-49445:051. 

8904240330 Forwards Endorsement 73 to NELIA Policy NF-218. 

BARHAM.C.D. Carolina Power & Light Co. 89/02/02. NASH.D. NRC - No Detailed Af- 
filiation Given. 2pp. 49445:112-49445:113. 

8904240333 Forwards Endorsement 63 to MAELU Policy MF-80. 

BARHAM.C.D. Carolina Power & Light Co. 89/02/02. NASH.D. NRC - No Detailed Af- 
filiation Given. 2pp. 49448:060-49448:061. 

8904240346 Forwards Endorsement 62 to MAELU Policy MF-80. 

BARHAM.C.D. Carolina Power & Light Co. 89/02/02. NASH.D. NRC - No Detailed Af- 
filiation Given. 2pp. 49452:233-49452:234. 

8904130165 Submits info re present level & source of onsite properly damage Insur- 
ance. 

LOFLIN.L.!. Carolina Power & Light Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 1p. 49321:156-49321:156. 


P. Operating license stage documents & correspondence 

8904130232 Forwards summary of 890310 meeting in Region II ofc re second status 
rept of Nuclear Mgt & Operational Effectiveness Appraisal of util being conducted by 
Cresap. List of attendees & handouts end. 

EBNETER.S.D. Region 1. Ofc of the Director. 89/03/16. UTLEY.E.E. Carolina Power 
& Light Co. 61pp. 49311:282-49311:342, 

8903310077 Forwards notice of withdrawal of 850429 application for amends to Li- 
censes DPR-62 & DPR-71 .per 870403 request. 

TOURIGNY.E.G. Project Directorate 11-1. 89/03/17. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 49195:322-49195:325. 

-8903310083 Notice of withdrawal of 850429 application for amends to Licenses DPR- 
62 & DPR-71 re integrated plant mod plan. 

REEVES.E.A. Project Directorate 11-1. 89/03/17. 2pp. 49195:324-49195:325. 

8903290320 Forwards addi info supporting 870904 application & 880405 suppi for li- 
cense amends, eliminating cycle-specific parameter limits per Generic Ltr 88-1 6,ln re- 
sponse to 890228 teicon. 

MCDUFFIE, M.A, Carolina Power & Light Co. 89/03/20. Document Control Branch 
(Document Control Desk). 3pp. 49121:145-49121:248. 

-8903290321 Proposed Tech Specs re amends to Licenses DPR-62 & DPR-71, elimi- 
nating cycle-specific parameter limits per Generic Ltr 88-16. 

* Carolina Power & Light Co. 89/03/20. 100pp. 49121:148-49121:228. 

-8904030174 Rev 1 to “Brunswick Unit 2, Cycle 8 Core Operating Limits Rept." 
CLEMENTS.T. Carolina Power & Light Co. 89/03/02. 9pp. 49121:240-49121:248. 

8903270155 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-62 & DPR-71 & NSHC determination & opportunity for hearing on 
890201 request re deleting instrument tag numbers from Tech Specs, 

TOURIGNY.E.G. Project Directorate 11-1. 89/03/21. NRC - No Detailed Affiliation 
Given. 10pp. 49055:323-49055:332. 

8904040231 Supplemental application for amends to Licenses DPR-71 & DPR-62,clarify- 
ing Tech Spec Page 3/4 11 through 14a to allow incineration of oil. 

CUTTER, A.B. Carolina Power & Light Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49191:184-49191:199. 

-8904040232 Proposed Tech Specs, allowing radwaste oil incineration. 

* Carolina Power & Light Co. 89/03/29. 14pp. 49191:186-49191:199. 

8904040265 Application for amends to Licenses DPR-62 & DPR-71, implementing ex- 
panded operating domain for plant.Expansion requires APRM mods designed to up- 
grade rod-block monitor sys to permit more direct thermal limits administration. 
CUTTER, A.B. Carolina Power & Light Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 18pp. 49183:263-49183:336. 

-8904040268 Proposed Tech Specs,implementing expanded operating domains for 
plant to upgrade rod block monitor sys, improving man/machine interface,making sys 
response more predictable & permitting more direct thermal limits administration. 

* Carolina Power & Light Co. 89/03/29. 56pp. 49183:281-49183:336. 

8904040317 Forwards proprietary GE NEDC-31624P, "Brunswick Steam Electric Plant 
Units 1 & 2 SAFER/ GESTR-LOCA LOCA Analysis," to support use of max extended 
operating domain mods, per 890329 submittal. Rept withheld. 

CUTTER,A.B. Carolina Power & Light Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49191:148-49191:150. 

8904040110 Fonwards Topical Rept WCAP-10903, "Reactor Cavity Neutron Dosimetry 
Program for Brunswick Unit 2" & other supporting info, in response to NRC 890213 
request for addI info to support util 881026 application for amend, 

LOFLIN.L.l. Carolina Power & Light Co. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 18pp. 49186:1 15-49186:211. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S,A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904130208 Informs of erroneous average planar heat generation rate (ALPHGR) limit 
value in Cycle 7 reload. Util preparing request for license amend to correct ALPHGR 
value on Figure 3.2.1 -1 for submittal by 890630. 

LOFLIN,L.I. Carolina Power & Light Co. 89/04/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49321:152-49321:153, 


8904140168 Grants 881209 request for approval of rail route for transportation of spent 
reactor fuel from Brunswick to Shearon Harris PlantRoute end. 

MACDONALD,C.E. Transportation Branch. 89/04/05. MCDUFFIE,M.A. Carolina Power 
& Light Co. 7pp. 49335:127-49335:133. 

8904170034 Informs that submittal of license amend request postponed until 890428 
due to changes to organizational structure. 

LOFLIN.L.l. Carolina Power & Light Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). Ip. 49371:038-49371:038. 

8904210104 Informs of receipt & implementation of GE recommended mods to actu- 
ation circuitry for transversing in-core probe. Required testing of transversing in-core 
probe shear valves satisfactorily performed for Unit 1 on 890315. 

LOFLIN.Ll. Carolina Power & Light Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). Ip. 49427:355-49427:355. 

8904190309 Forwards updated Tech Spec index section pages & summary of revs & 
updates in support of util 880711 application for amends to Licenses DPR-71 & DPR- 
62.per NRC 890306 request. 

LOFLIN,L.I. Carolina Power & Light Co. 89/04/11. Document Control Branch (Docu- 
ment Control Desk). Ip. 49394:171-49394:213. 

-8904190312 Proposed Tech Spec index revs covering safety limits & limiting safety 
sys settings, reactivity control sys,power distribution 

limits,instrumentation,RCS,ECCS,containment sys & plant sys. 

* Carolina Power & Light Co. 89/04/11. 42pp. 49394:172-49394:213. 

8904210337 Denies request to withhold 880512 PRA submittal from public disclosure 
(ref 10CFR2.790).Detailed justification of finding end. 

LE.N.B. Project Directorate II-1. 89/04/14. EURY,L.W. Carolina Power & Light Co. 
4pp. 49430:281-49430:284. 

8904240065 Requests prompt review & reporting of status of implementation of TMI 
Action Plan items at plants.Printout of all TMI items,annotated where tracking sys indi- 
cates implementation incomplete,encl. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. EURY,L.W. Carolina Power & Light Co. 10pp. 49450:096-49450:105. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, ‘‘Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8904060145 Discusses Insp Rept 50-325/87-45 on 881214-21 & forwards notice of vio- 
lation & proposed imposition of civil penalty. Notice of violation & proposed imposition 
of civil penalty describes Tech Spec violations.W/o end. 

EBNETER,S.D. Region 2, Ofc of the Director. 89/03/16. UTLEY.E.E. Carolina Power 
& Light Co. 5pp. 49225:355-49225:359. 

8904030057 Ack receipt of 890301 response to violations noted in Insp Repts 50-324/ 
88-41 & 50-325/88-41. 

VERRELLI.D.M. Region 2, Ofc of the Director. 89/03/17. UTLEY.E.E. Carolina Power 
& Light Co. Ip. 49166:095-49168:095. 

8903290014 Concludes that facility can be safely returned to operation for at least one 
addi fuel cycle.based on util 880718,1228, 890113,27,0220 & 0314 submittals re 
IGSCC insp & repair performed during Refueling Outage 6. 

TOURIGNY.E.G. Project Directorate 11-1. 89/03/22, UTLEY.E.E. Carolina Power & 
Light Co. 3pp. 49081:290-49081:292. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghcuse Steam Gener- 
ator Tube Mechanical Plugs," Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 102pp. 49176:056-49176:157. 

8904200197 Requests review of end draft risk-based insp guide for proprietary info & 
comments & suggestions.Meeting will be conducted re insp of activities & review 
draft. W/o end. 

TOURIGNY.E.G. Project Directorate 11-1, 89/03/23. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 49401:317-49401:318. 

8904030307 Responds to violations noted in Insp Repts 50-324/89-02 & 50-325/89- 
02.Corrective actions:RHR pump breaker 1A racked in & restored to operable status 
& RHR pump breaker 2A racked out per Clearance 2-1489, 

HARNESS.J.L. Carolina Power & Light Co. 89/03/28. Document Control Branch (Doc- 
ument Control Desk). 3pp. 49154:027-49154:029. 

8904050015 Forwards response to concerns re NRC requirements noted in Insp Repts 
50-324/88-200 & 50-325/88-200. 

HARNESS.J.L, Carolina Power & Light Co. 89/03/29. Document Control Branch (Doc- 
ument Control Desk). 41pp. 49210:126-49210:166. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904180225 Confirms 890522-26 dates for special insp to evaluate plants for compli- 
ance w/Sections lll.G.III.J & III.L of App R to 10CFR50,Latest rev to piping & instru- 
mentation flow diagrams for hot & cold shutdown sys requested by 890424. 

REYES, L.A. Region 2. Ofc of the Director. 89/03/30. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 49375:357-49375:358. 

8903270348 Suppi 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 
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8904130284 Forwards response to NRC Bulletin 88-010, “Non-Conforming Molded 
Case Circuit Breakers." Molded case circuit breakers purchased prior to 880801 & 
being maintained as stored spares for safety-related applications identified. 
CUTTER.A.B. Carolina Power & Light Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 7pp. 49298:174-49298:180. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Alr Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324. 

8904210082 Forwards Insp Repts 50-324/89-05 & 50-325/89-05 on 890201-0315 & 
notice of violation. 

VERRELLI.D.M. Region 2. Ofc of the Director. 89/04/06. EURY.LW. Carolina Power 
& Light Co. 2pp. 49392:312-49392:340. 

-8904210085 Notice of violation from insp on 890201 -031 5. Violation noted:on 
890127,Ai-58 not properly implemented in that clearance 1-1 89A did not adequately 
establish clearance boundaries for maint work to be done on Unit 1 valves. 
VERRELLI.D.M. Region 2, Ofc of the Director. 89/04/06. 2pp. 49392:314-49392:315. 

-8904210087 Insp Repts 50-324/89-05 & 50-325/89-05 on 890201-0315. Violations 
noted. Major areas inspected:maint observation, surveillance observation, operation^ 
safety verification.ESF sys waikdown & onsite licensee event repts reviews. 
RULAND.W.H., LEVIS.W., MADDEN, P.M. Region 2, Ofc of the Director. 89/04/06. 
25pp. 49392:316-49392:340. 

8904240357 Requests that NRC approve use of Code Case N-356, “Certification Period 
for Level III NDE Personnel," for inclusion in Section XI inservice insp program. 
LOFLIN.LI. Carolina Power & Light Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49450:038-49450:039. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904200021 Forwards Insp Repts 50-324/89-08 & 50-325/89-08 on 89031 3-1 7.No vio- 
lations or deviations noted.End withheld (ref 10CFR2.790(d) & 10CFR73.21). 
CLINE.W.E. Region 2. Ofc of the Director. 89/04/11. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 49426:273-49426:275. 

”8904200023 Partially withheld Insp Repts 50-324/89-08 & 50-325/89-08 on 890313-17 
(ref 10CFR2.790(d) & 10CFR73.21).No violations or deviations noted.Major areas 
inspected:mgt support, security program plans & audits & power supply. 

TILLMAN, A., MCGUIRE, D.R. Region 2. Ofc of the Director. 89/04/07. Ip. 49426:275- 
49426:275. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York. Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904210073 Monthly operating repts for Mar 1988 for Brunswick Steam Electric 
PlantW/890405 Itr. 

HARRISON, F., HARNESS, J.L. Carolina Power & Light Co. 89/03/31 11 dp 

49427:214-49427:224. 


S. Reportable occurrences, LERs & related correspondence 

8903280267 LER 88-025-01 :on 8811 15, failure to meet Tech Specs 3.61.2b & 3.6.1.2c 
revealed through local leak rate testing.Caused by manpower constraints. Valves listed 
in Table 1 are on separate containment penetrations.W/890323 Itr. 

PASTVA.M.J., HARNESS, J.L. Carolina Power & Light Co. 89/03/23. 7pp. 49064:137- 
49064:143. 

8904120348 LER 88-028-01 :on 881123,pipe crack indications revealed existence of 238 
indications in 19 of 65 welds.Caused by IGSCC of associated welds.AddI testing,repair 
&/or mods will be conducted per generic Itr in future outages. W/890331 Itr. 
PASTVA.M.J., HARNESS, J.L. Carolina Power & Light Co. 89/03/31 20pp 49290-196- 
49290:215. 


8904170080 LER 89-006-00:on 890309, fire door 203 found open but proper associated 
fire barrier penetration limiting condition for operation & hourly firewatch were not in 
effectCaused by personnel error. Individual counseled.W/890405 Itr. 

PASTAVA,M.J., HARNESS.J.L. Carolina Power & Light Co. 89/04/05. 4pp. 
49350:056-49350:059. 

8904200010 LER 89-007-00:on 89031 4, unplanned auto start of standby gas treatment 
sys trains occurred.Caused by control operator mental error.Operator counseled on 
importance of identifying components prior to performing evolutions.W/89041 1 Itr. 
PASTVA,M.J.. HARNESS.J.L Carolina Power & Light Co. 89/04/11. 4pp. 49402:011- 
49402:014. 

8904240003 LER 89-008-00:on 89031 7,operation outside of Tech Spec 3.5.3.1.b.2 due 
to clearance which resulted in coincident inoperability of core spray & LPCI 
occurred.Caused by personnel error.Procedures will be revised. W/89041 4 Itr. 
JONES.T.M., HARNESS.J.L Carolina Power & Light Co. 89/04/14. 6pp. 49452:227- 
49452:232. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE RESEARCH REACTOR 


S. Reportable occurrences, LERs & related correspondence 


8904170037 PNO-V-89-023:on 890407, magnitude 4.6 earthquake occurred near New- 
port Beach.CA.Telephone contact w/Univ of California established that reactor shut- 
down prior to earthquake. Util reported no damage to facility. 

GARCIA, E. Region 5, Ofc of the Director. 89/04/07. 2pp. 49349:316-49349:317. 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8903300133 Forwards corrected notice of violation from Insp Repts 50-327/88-34 & 50- 
328/88-34. 

MCCOY.F.R. Assistant Director for Inspection Programs. 89/03/09. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 49144:357-49144:360. 

”8903300137 Corrected notice of violation from insp on 880606-0711. Violation 
noted:failure to enter notification of unusual events when RCS leakage exceeded 
Tech Spec requirements on 880406. 

MCCOY,F.R. Assistant Director for Inspection Programs. 89/03/09. 2pp. 49144:359- 
49144:360. 


8904070098 Requests addi info on permanent deviation from requirements of 
10CFR50,App A,Section III.G.2 for 125-volt vital battery board room l-IV,per 890222 
telcon.Agrees that due date extended to 890403.Justification for request end. 
GRIDLEY,R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 62pp. 49235:300-49235:361. 

8904170310 Forwards Amends 109 & 99 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends correct action statement of Table 3.3-1, “Reactor Trip Sys 
instrumentation” for Unit 2 & Table 3.3-11, “Fire Detection Instruments." 

BLACK,S. Assistant Director for Projects. 89/04/03. KINGSLEY, O.D. Tennessee 
Valley Authority. 2pp. 49357:021-49357:045. 

”8904170319 Amends 109 & 99 to Licenses DPR-77 & DPR-79, respectively, correcting 
action statement of Table 3.3-1, “Reactor Trip Sys Instrumentation” for Unit 2 only & 
instrumentation listed in Table 3.3-11, “Fire Detection Instruments." 

BLACK.S. Assistant Director for Projects. 89/04/03. 20pp. 49357:023-49357:042. 

”8904170321 Safety evaluation supporting Amends 109 & 99 to Licenses DPR-77 & 
DPR-79,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/03. 3pp. 
49357:043-49357:045. 

8904130490 Revised EPIPs,including Rev 2 to EPIP-1 & Rev 1 to EPlP-10. W/890405 
ltr. 

FOX,C.H. Tennessee Valley Authority. 89/04/05. 78pp. 49298:325-49299:042. 

8904170212 Provides status of Q-list development & revises completion of project to 
900130,per Insp Repts 50-327/86-11 & 50-328/ 86-11. Util will delete upper head In- 
jection sys from scope of next refueling. 

FOX.C.H. Tennessee Valley Authority. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49380:173-49380:176. 


H. General correspondence 

8904040263 Informs of recent changes made within mgt structure of util 
organization.Util reorganization efforts aimed at implementing changes necessary to 
reflect reorientation from design & mod. 

KINGSLEY, O.D. Tennessee Valley Authority. 89/03/24. CRUTCHFIELD.D. Associate 
Director for Special Projects (Post 890101). 4pp. 49192:016-49192:019. 

8904170332 Informs of listed nuclear power organization & senior mgt changes as part 
of ongoing efforts to improve organizational focus on single-point accountability & in- 
crease emphasis on project mgt approach. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/04/07. CRUTCHFIELD.D NRC - No 
Detailed Affiliation Given. 3pp. 49357:001-49357:003. 
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J. Insurance & Indemnity information 

8903290066 Forwards info re status & details of onsite property damage insurance cov- 
erage for facilities, per 10CFR50.54(w). 

GRIDLEY.R. Tennessee Valley Authority. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49120:162-49120:164. 

8904240173 Forwards Endorsements 46,70,105 & 36 to NELIA policies NF-256,NF- 
247.NF-198 & NF-258, respectively & Endorsements 62 & 91 to MAELU policies MF- 
102 & MF-66,respectively. 

SAMUELS.J.L Marsh & McLennan. Inc. 89/04/06. DINITZ.l. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 7pp. 49449:102-49449:108. 

8904280016 Forwards Endorsements 63 & 64 to MAELU Policy MF-102, Endorsements 
71 & 72 to NELIA Policy NF-247.Endorsements 106 & 107 to NELIA Policy NF- 
198, Endorsement 11 to NELIA Certificates N-38,N-39 & N-40 & Endorsement 10 to 
MF-75. 

SAMUELS.J.L. Marsh & McLennan, Inc. 89/04/11. DINITZ,!. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 29pp. 49544:322-49544:350. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8904170227 Amend 6 to updated FSAR for Sequoyah Nuclear Plant Units 1 & 2,Vols 1- 
17.W/890414 Itr. 

FOX.C.H. Tennessee Valley Authority. 89/04/14. 10,802pp. 49406:001-49424:165. 


8904120051 Notification of 890410 meeting w/util in Rockville.MD for util to present info 
on new corporate organization. 

DONOHEW.J.N. TVA Projects Division. 89/04/03. BLACK.S. TVA Projects Division. 
4pp. 49282:219-49282:222. 

8904170284 Forwards Amends 110 & 100 to Licenses DPR-77 & DPR-79, respectively 
& safety evaluation.Amends revise surveillance requirements for electrical equipment 
protective devices in plant Tech Specs. 

BLACK.S. Assistant Director for Projects. 89/04/03. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 49354:310-49354:325. 

“8904170292 Amends 110 & 100 to Licenses DPR-77 & DPR-79, respectively, revising 
surveillance requirements for electrical equipment protective devices in plant Units 1 & 
2 Tech Specs. 

BLACK,S. Assistant Director for Projects. 89/04/03. 10pp. 49354:313-49354:322. 

“8904170294 Safety evaluation supporting Amends 110 & 100 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/03. 3pp. 
49354:323-49354:325. 

8904170310 Forwards Amends 109 & 99 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends correct action statement of Table 3.3-1, "Reactor Trip Sys 
Instrumentation" for Unit 2 & Table 3.3-11, "Fire Detection Instruments." 

BLACK.S. Assistant Director for Projects. 89/04/03. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49357:021-49357:045. 


P. Operating license stage documents & correspondence 

8904240172 Forwards safety evaluation re core shutdown margin. Procedural.hardware 
& training enhancements implemented & committed to by util will provide reasonable 
assurance that adequate shutdown margin will be maintained. 

BLACK, S. Assistant Director for Projects. 89/03/14. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 49469:285-49469:291. 

“8904240177 Safety evaluation supporting procedural.hardware & training enhance- 
ments implemented & committed to by util to provide reasonable assurance that ade- 
quate shutdown margin will be maintained at plants. 

GOODWIN, E. Region 2, Ofc of the Director. 89/03/14. 4pp. 49469:288-49469:291. 

8903300144 Advises of completion of review of util 890321 withdrawal of Tech Spec 
Change 87-24 re seismic activity in RCS. 

BLACK.S. Assistant Director for Projects. 89/03/23. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49144:286-49144:287. 

8903290377 Informs of listed mgt changes in NRR Associate Director for Special 
Projects.DM Crutchfield appointed Associate Director for Special Projects, effective im- 
mediately & L Watson named as acting Assistant Director for Insp Programs, NRR. 
BLACK.S. Assistant Director for Projects. 89/03/24. KINGSLEY.do. Tennessee 
Valley Authority. 3pp. 49081:167-49081:169. 

8903300249 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 88-27,revising base current value for containment air return fan motors 
per Surveillance Requirement 4.6.5.6.a.1. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49144:235-49144:260. 

“8903300251 Proposed Tech Specs re containment air return fans. 

* Tennessee Valley Authority. 89/03/27. 24pp. 49144:237-49144:260. 

8904120243 Forwards Amends 108 & 98 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends modify Tech Spec Section 3.1 .3 to revise Limiting Condi- 
tions for Operations 3.1 .3.4 & 3.1. 3.5 & Figure 3.1-1. 

BLACK, S. Assistant Director for Projects. 89/03/28. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49276:149-49276:174. 

“8904120277 Amends 108 & 98 to Licenses DPR-77 & DPR-79, respectively, modifying 
Section 3.1.3 of Tech Specs to revise Limiting Conditions for Operations 3.1 .3.4 & 
3.1. 3.5 & Figure 3.1-1 to define fully withdrawn condition for control rod banks. 
BLACK,S. Assistant Director for Projects. 89/03/28. 19pp. 49276:151-49276:170. 

“8904120287 Safety evaluation supporting Amends 108 & 98 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/03/28, 4pp. 

49276:171-49276:174. x y hh 

8904040035 Fonwards Rev 0 to ‘‘TVA Nuclear QA Plan." Summary of changes to Rev 
10 to TVA-TR75-1A provided. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49180:085-49180:212. 

“8904040037 Rev 0 to "TVA Nuclear QA Plan." 

* Tennessee Valley Authority. 89/03/30. 125pp, 49180:088-49180:212. 

8904040398 Forwards nonproprietary WCAP-12012 & proprietary WCAP-12011, "Tech- 
nical Justification for Eliminating Large Primary Loop Pipe Rupture as Structural 
Design Basis for Sequoyah Units 1 & 2." 

GRIDLEY.R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49204:190-49204:286. 

“8904040399 Submits application for withholding proprietary WCAP-12011, ‘‘Technical 
Justification for Eliminating Large Primary Loop Pipe Rupture as Structural Design 
Basis for Sequoyah Units 1 & 2," from public disclosure.Affidavit end. 
WIESEMANN.R.A. Westinghouse Electric Corp. 88/11/04. MURLEY.T. Office of Nu- 
clear Reactor Regulation. Director (Post 870411). 11pp. 49204:195-49204:205. 

“8904040407 “Technical Justification for Eliminating Large Primary Loop Pipe Rupture 
as Structural Design Basis for Sequoyah Units 1 & 2." 

WlTT,F.J., SWAMY,S.A., KIM.C.C. Westinghouse Electric Corp. WCAP-12012. 88/10/ 
31. 80pp. 49204:206-49204:286. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

yARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 


“8904170319 Amends 109 & 99 to Licenses DPR-77 & DPR-79,respectivety, correcting 
action statement of Table 3.3-1, "Reactor Trip Sys Instrumentation” for Unit 2 only * 
instrumentation listed in Table 3,3-11, "Fire Detection Instruments." 

BLACK.S. Assistant Director for Projects. 89/04/03. 20pp. 49357:023-49357:042. 

“8904170321 Safety evaluation supporting Amends 109 & 99 to Licenses DPR-77 & 
DPR-79, respectively, 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/03. 3pp. 
49357:043-49357:045. 

8904170345 Fonwards Amends 111 & 101 to Licenses DPR-77 & DPR-79, respectively 
& safety evaluation.Amend revises action statements for limiting conditions for oper- 
ation 3.4.3.2 for PORVs & associated block valves. 

BLACK.S. Assistant Director for Projects. 89/04/03. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49371:022-49371:036. 

“8904170348 Amends 111 & 101 to Licenses DPR-77 & DPR-79,respectively. Amend 
revises action statement for limiting conditions for operation 3.4.3.2 for pressurizer 
PORVs & associated block valves. 

BLACK, S. Assistant Director for Projects. 89/04/03. 11pp. 49371:024-49371:034. 

“8904170379 Safety evaluation supporting Amends 111 & 101 to Licenses DPR-77 & 
DPR-79,respectively, 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/03. 2pp. 
49371:035-49371:036. 

8904200202 Advises that util 890106 & 25 responses to Generic Ltr 88-17 re loss of 
DHR lack requested detail in Section 2.0 of End 2 to Itr.NRC intends to audit re- 
sponse to expeditious actions & programmed enhancement program. 

BLACK, S. Assistant Director for Projects. 89/04/12. KINGSLEY.O.D. Tennessee 
Valley Authority. 4pp. 49396:023-49396:026. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903280290 Forwards Insp Repts 50-327/88-60 & 50-328/88-60 on 881222-23 & 
890222 & notice of violation. 

MCCOY, F.R. Region 2, Ofc of the Director. 89/03/09. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49064:157-49064:170. 

“8903280292 Notice of violation from insp on 881 222-23. Violation noted.licensee failed 
to promptly initiate appropriate corrective actions upon identifying conditions adverse 
to listed quality. 

MCCOY, F.R. Region 2, Ofc of the Director. 89/03/09. 2pp. 49064:159-49064:160. 

“8903280294 Insp Repts 50-327/88-60 & 50-328/88-60 on 881 222-23 & 890222.Ma]or 
areas inspected:review licensee resolution of differences between measured & pre- 
dicted critical boron concentrations observed during restart testing. 

WATSON, L., LONG,A.R. Region 2, Ofc of the Director. 89/03/01. 10pp. 49064-161- 
49064:170. 


8903300133 Forwards corrected notice of violation from Insp Repts 50-327/88-34 & 50- 
328/88-34. 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/03/09. KINGSLEY O D 
Tennessee Valley Authority. 2pp. 49144:357-49144:360. ’ 


“8903300137 Corrected notice of violation from insp on 880606-0711. Violation 
noted:failure to enter notification of unusual events when RCS leakaae exceeded 
Tech Spec requirements on 880406. ^ 

MCCOY, F.R, Assistant Director for Inspection Programs. 89/03/09. 2pp. 49144:359- 


8903300214 Forwards Insp Repts 50-327/89-02 & 50-328/89-02 on 890105-0204 No 
violations or deviations noted. 


• I .It. # wviiWI IWI I 

Tennessee Valley Authority. 2pp. 49144:318-49144:341. 


or deviations noted.Major areas Inspected: operational safety verFficSn 
including, operations performance, sys lineups & radiation protection. 

JENISON,K., WATSON, L. Region 2, Ofc of the Director. 89/03/09. 22pp. 49144-320- 
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ai0331@lli RtquMte that util provlda lupplamantal rasponsa within 30 days of rsoalpt 
of Itr r@ oontrols that aniurs unrivltwad quoition efetirmlnatlon 4 dislon ohang# 
pfoparly all iipMti of plant operational oontrot prooais,p§r l@0103 Itr. 
MCCOY, F:R. Afisistant Dlriotor for Insptotion Programs, i@/03/0®. KINGSLEY, 0,D. 
TennesGfeQ Valley Authority. 2pp. 40146!3O34®146i3O4, 


S®040@0Sa§ Submits lys anglneorlno program updat®,pfr util aiOS2@ Itr i Insp Rapts 
S0«32/'/3748 4 S0*3M/S7^4a.Syi ©nglnwrlhg proviMS eentral foeal point for sit® tor 
fiydustl**n “y- porfe''m®no® 4 d«sign«r@lat®d probism® In plant. 

-ox.C.H. Tyr.Mo:.o:.;:j Villoy Authority, 8D/04/04. Dooumtnt Control Branch (Doeu* 

Co-iifcji Of.. -Ipp. 492i6;3S9-49216:360. 


1803300031 Forwards Insp R@pts SO-327/89-08 4 S0*326/89-08 on 89021 3‘1 7 & notice 
of violatlon.Mgt attention should be directed to see that future audits of contractor 
work at TVA enective. 

WATSON.LJ. Assistant Director for Inspection Programs. WATSON, LJ. Region 2, Ofc 
of the Director, 89/03/15, KINGSLEY, O.D. Tennessee Valley Authority, 2pp. 
49129:141-49129:161. 

-8903300036 Notice of violation from insp on 89021 3-1 7. Violation noted: activities af- 
fecting quality not accomplished in accordance w/general procedures & drawings for 
control of inservice insp. 

WATSON.LJ. Assistant Director for Inspection Programs. 89/03/15. 2pp. 49129:143- 
49129:144. 

-8903300043 Insp Repts 50-327/89-08 & 50-328/89-08 on 890213-17. Violations 
noted.Major areas inspected:inservice insp, includino eddy current exam of Unit 2 
stea.m generator tubing, reviews of NDE exams procedures & exam verifications. 
NEWSOME, R.'W., BLAKE, J.J. Region 2, Ofc of the Director. 89/03/03. 17pp. 
49129:145-49129:161. 

8904030408 Forwards Insp Repts 50-327/89-05 & 50-328/89-05 on 890130-0203 & 
notice of violation. 

WATSON.LJ. Region 2. Ofc of the Director. 89/03/16. KiNGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49167:009-49167:035. 

“8904030412 Notice of violation from insp on 890130-0203.Violations noted:failure to 
perform radiation surveys to evaluate extend of radiation hazards present & lack of 
integrating dose rate device or alarm. 

WATSON.L.J. Region 2. Ofc of the Director. 89/03/16. 2pp. 49167:011-49167:012. 


8904180290 Requests discretionary enforcement for Unit 1 Limiting Condition for Oper. 
ation 3.8.2. 1 because of Inoperability of 120-volt ac vital inverter 2-1 V. Justification end. 
FOX.C.H. Tennessee Valley Authority. 89/04/04. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49358:357-49358:360. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904140257 Forwards supplemental response to violations noted in Insp Repts 50-327/ 
88-43 & 50-328/88-43.Util will revise appropriate procedures to specify Technical In- 
struction TI-2 as post-maint procedures for cleaning feedwater venturis. 

FOX.C.H. Tennessee Valley Authority. 89/04/07. Document Control Branch (Docu- 
ment Control Desk). 7pp. 49348:239-49348:245. 

8904140262 Responds to NRC 890315 Itr re violations noted in Insp Repts 50-327/89- 
08 & 50-328/89-08. Corrective actions:NDE data sheets for three welds examined by 
mistake voided & Level ill monitoring of special processes procedure revised. 
FOX.C.H. Tennessee Valley Authority. 89/04/07. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49335:136-49335:139. 


-8904030414 Special Team Insp Repts 50-327/89-05 & 50-328/89-05 on 890131- 
0209.Violations noted.Major areas inspected:radwaste, radiological controls, corporate 
QA audits & site chemistry. 

TESTA, E.D., ADAMCVITZ.S.S., MARSTON,R.R. Region 2, Cfc of the Director. 89/03/ 
13. 23pp. 49167:013-49167:035. 

8903310125 Forwards request for addi info re Rev 13 to first 10-yr interval inservice 
insp program for plant. 

BLACK, S.C. Assistant Director for Projects. 89/03/21. KINGSLEY.C.D. Tennessee 
Valley Authority. 4pp. 49146:309-49146:312. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903300162 Responds to NRC 890223 notice of violation & proposed imposition of civil 
penalty re shutdown margin & RCS overcoding issues identified in Insp Repts 50- 
327/88-35. 50-328/88-35,50-327/88-55 & 50-328/88-55. 

GRIDLEY.R, Tennessee Valley Authorit'/. 89/03/24. Document Control Branch (Docu- 
ment Control Desk). 23pp. 4SV.4;2Sf.--9l4.i;G-:0. 

8903300344 Forwards results of add! evaluation of reactor coolant pump supports to 
provide validity of seismic loads contained in Westinghouse Stress Rept SD-119,per 
insp Reds 50-327/33-13 & 50-328/88-13. 

G.R.DLEv.r. "9r.,nessee Valley Authority. 89/03/24. Document Control Branch (Docu- 
ment Control Desk). 6pp. 49145:037-49145:059. 

-8904040392 Rev 0 to “Structural Analysis & Evaluation of Sequoyah Reactor Coolant 
Pump Support Columns,” 

HIMLER.J.C., OTT.H.L., PALM.S.A. Westinghouse Electric Corp. 88/11/30. 17pp. 
49145:043-49145:059. 


8904170042 Grants util 890402 request for discretionary enforcement for Limiting Condi- 
tion for Operation 3. 8.2.1 to allow work on inverter for addI 24 h,per 890401 telcon w/ 
NRC. 

CRUTCHFIELD, D. Associate Director for Special Projects (Post 890101). 89/04/07. 
KINGSLEY.O.D. Tennessee Valley Authority. 3pp. 49357:009-49357:011. 

8904140260 Responds to NRC 890309 Itr re violations noted in Insp Repts 50-327/88- 
60 & 50-328/88-60.Corrective actions:violation discussed w/chemistry personnel to 
ensure understanding of requirement to document out-of-spec conditions. 

FCX,C.H. Tennessee Valley Authority. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 10pp. 49348:144-49348:153. 

8904170212 Provides status of Q-list development & revises completion of project to 
9001 30, per Insp Repts 50-327/86-11 & 50-328/ 86-11. Util will delete upper head in- 
jection sys from scope of next refueling. 

FOX,C.H. Tennessee Valley Authority. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49380:173-49380:176. 

8904200162 Forwards Insp Repts 50-327/88-50 & 50-328/88-50 on 881212-890126 & 
notice of violation.Unresolved items noted re trending within administration control 
programs. Item will be pursued during future insp. 

WATSON.L.J. Assistant Director for Inspection Programs. 89/04/10. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49402:086-49402:153. 

-8904200174 Notice of violation from insp on 881 21 2-8901 20.Violation notedilack of 
control over plant evolutions.sys status & equipment status in radwaste area permit- 
ting utilization of inadequate resin interface valve drawings. 

WATSON.LJ. Assistant Director for Inspection Programs. 89/04/10. 2pp. 49402:088- 
49402:089. 


8903300348 Provides description of review process.principal findings & actions TVA has 
committed & taking to address findings & enhance process for ensuring completeness 
& accuracy of info contained in submittals to NRC, per 881121 Itr. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/03/24. LIEBERMAN,J. Ofc of En- 
forcement (Post 870413). 6pp. 49131:349-49131:354. 


-8904200179 Insp Repts 50-327/88-50 & 50-328/88-50 on 881212-890126. Violations 
noted.Major areas inspGcted:plant operations, surveillance & sys outage 
control.corrective action program, maint activities & qualified reviewer process. 
ELROD.S.A., BRADY, J.B. Region 2, Ofc of the Director. 89/04/04. 61pp. 49402:090- 
49402:153. 


8903300279 Forwards revised response to NRC 881020 Itr re violations noted in Insp 
Repts 50-327/88-29 & 50-328/88-29.Corrective actions:hydrostatic testing of Unit 1 
containment ^ray sys will be performed during next outage of sufficient duration. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49129:291-49129:294. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Lost & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. I08pp. 49205:001-49205:109. 

8904030367 Forwards supplemental response to Unresolved Item 88-12-03, “DBA 2PA 
Effects," Bechtel study demonstrates that piping, supports & steel containment vessel 
penetrations identified as problem still acceptable when DBA/ZPA effects considered. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49181:159-49181:162. 

8903270348 Suppf 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31, 
Consoffdated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps In ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp, 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 


8904240024 Submits followup to performance audit insp conducted on 890329-31. Moni- 
toring discontinued after 1 985 since no changes occurred in plant operations that sug- 

g est some alteration of Chickamauga reservoir water quality. 

CHMIERBACH.M. Tennessee Valley Authority, 89/04/10. STEWART, P.L Tennes- 
see, State of. 2pp. 49468:090-49468:097. 

8904050615 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 1Q9pp. 49388:037-49388:146. 

8904170206 Responds to NRC Bulletin 88-010, "Nonconforming Molded Case Circuit 
Breakers." Util identified In excess of 1,200 molded case circuit breakers in ware- 
house stock.Replacement program will be initiated at alt site, per Item 5 of bulletin. 
FOX,C.H. Tennessee Valley Authority. 89/04/11. Document Control Branch (Docu- 
ment Control Desk). 17pp. 49350:005-49350:021. 

8904210116 Forwards Insp Repts 50-327/89-07 & 50-328/89-07 on 890205-0304 & 
notice of violation.ldentified violation involved several examples of failure to establish 
& implement procedural requirements.Weaknesses also noted. 

WATSON,L.J. Assistant Director for Inspection Programs. 89/04/13. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49405:174-49405:197. 

-8904210120 Notice of violation from insp on 890205-0305. Violations not 0 d:on 
89021 1 .attempt to raise upender resulted in bent fuel assembly & handwritten proce- 
dure did not adequately describe work activities to be performed. 

WATSON.LJ. Assistant Director for Inspection Programs. 89/04/13. 3pp. 49405:176- 


-8904210123 Insp Repts 50-327/89-07 & 50-328/89-07 on 890205-0304. Violations 
noted.Major areas inspectedroperational safety veriflcation.including operations 
performance, sys lineups, radiation protection, safeguards & housekeeping. 

JENISON.K., BRADY,J. Region 2, Ofc of the Director. 89/04/13. 19pp. 49405:179- 
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Si04100i7S NRG info Notloi S9-040, "Unutiifiotory Optrator Test Rtaulta & Efftot on 
Ripuillfloitbn Program." ivo Hit anot. 

ROSSI, C.6. DMilon of Oparatlonal ivanta Aaioiamont (Poit @70411). gS/04/14. 
Qoniolbitad BPIion Co. of Naw York, Ino. mpp, 490361001 -4@a@@!i07. 

@904110163 Supp1 1 to NRG Info Notioo 66*076, "Disabling of DIassI Qonarator Output 
Circuit Brsaktr® by Anti*Pump Circuitry." Svo list tnol. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17, 
Consolidated Edison Co. of New York, Inc. 108pp. 49393:001 ■49393:1 06. 


6604070096 Regueite eddi info on permanint deviation from requlriminti of 
10CFR60,App A,6eotien III.Q.S for 1i6*volt vital battery board room l*]V,per 660269 
teleon.Agrtf 8 that due date ixtended to @@0403.Juitifioitlon for regueit end. 
QRIDLBY.R. Tenneiaii Valley Autherttv. SD/03/ao. Document Control Branch (Doou* 
msnt Control Dtek). @9pp. 4D^3Q;30C*4023(il;3@l. 


6604130490 Revised EPIPs, Including Rev 2 to EPIP-I & Rev 1 to EPIP-10. W/890405 

Itr. 

FOX,C.H. Tennessee Valley Authority. 89/04/05. 78pp. 49298:325*49299:042. 


8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Sve list end. 

ROSS!, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


8904170212 Provides status of Q-list development & revises completion of project to 
9001 30, per Insp Repts 50-327/86-11 & 50-328/ 86-11. Util will delete upper head in- 
jection sys from scope of next refueling. 

FOX.C.H, Tennessee Valley Authority. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49380:173-49380:176. 


H. General correspondence 


R. Periodic operating reports & related correspondence 

8904050482 “Annual Rept of Personnel Whole Body Exposures for CY88.’’ W/890331 
Itr. 

GRIDLEY.R. Tennessee Valley Authority. 88/12/31. 7pp. 49213:268-49213:274. 

8904070128 Forwards annual rept of employee concerns special program corrective ac- 
tions implementation, Feb 1986 - Sept 1988. 

FOX,C.H. Tennessee Valley Authority. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 22pp. 49235:235-49235:256. 


8904040263 informs of recent changes made within mgt structure of util 
organization.Util reorganization efforts aimed at implementing changes necessary to 
reflect reorientation from design & mod. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/03/24. CRUTCHFIELD.D. Associate 
Director for Special Projects (Post 890101). 4pp. 49192:016-49192:019. 

8904170332 Informs of listed nuclear power organization & senior mgt changes as part 
of ongoing efforts to improve organizational focus on single-point accountability & in- 
crease emphasis on project mgt approach. 

KINGSLEY,O.D. Tennessee Valley Authority. 89/04/07. CRUTCHFIELD.D. NRC - No 
Detailed Affiliation Given. 3pp. 49357:001-49357:003. 


S. Reportable occurrences, LERs & related correspondence 

8904040101 Special Rept 89-05:on 89031 4,Tech Spec Limiting Condition for Operation 
3.7.12 exceeded.Caused by fire door not being returned to sve within required 7-day 
period due to time consuming process for procurring replacement parts. 

SMITH, S.J. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49191:140-49191:142. 

8904070025 Part 21 rept re EMD Air Start Motors Ingersoll Rand 150 BMP Model D 
furnished to util as spare parts for emergency power generators.Subj items returned 
from stores & had not been installed on generators.Problem being investigated. 
KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/04/04. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 1p. 49285:043-49285:043. 

8904190188 LER 89-009-00:on 89031 9, discovered that switch on local control panel for 
C02 fire suppression sys protecting computer room in off positlon.Caused by person- 
nel error. Identification tags placed on control panels.W/890413 Itr. 

LONG,J.L., SMITH, S.J. ^nnessee Valley Authority. 89/04/13. 5pp. 49392:068- 
49392:072. 

8904190253 LER 89-007-00;on 89031 9.train A control room isolation (CRI) 
occurred.Caused by personnel error. Facility assistance shift operations supervisor sus- 
pended maint activity on smoke detectors & verified Train A CRI for radiation.W/ 
890413 Itr. 

NAlK,J.A., SMITH,S.J. Tennessee Valley Authority. 89/04/13. 6pp. 49385:197- 
49385:202. 

8904190264 LER 88-033-02:on 881 004, unplanned reactor trip signal generated due to 
reactor protection sys (RPS) channel I instrument failure during RPS channel II 
calibr.Possibly caused by component aging.W/890413 Itr. 

PHIFER,T.K.. SMITH.S.J. Tennessee Valley Authority. 89/04/13. 5pp. 49385:008- 
49385:012. 

8904210278 LER 89-008-00:on 890320, control room emergency ventilation sys declared 
inoperable following tornado dampers closure. Caused by incomplete evaluation of 
effect of closing tornado dampers by licensed operator.Dampers opened. W/89041 3 
Itr. 

GREEN, M.L, SMITH.S.J. Tennessee Valley Authority. 89/04/13. 6pp. 49444:307- 
49444:312. 


U. Congressional/Executive Correspondence 

8903300172 Forwards detailed info re status of implementation of TMI action plan items 
at listed plants.Small number of action items still need resolution. 

ZECH.LW. Commissioners. 89/03/17. MARKEy,E.J. House of Rep. 20pp. 49309:174- 
49309:195. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFRS5 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8903300133 Forwards corrected notice of violation from Insp Repts 50-327/88-34 & 50- 
328/88-34. 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/03/09. KINGSLEY,O.D. 
Tennessee Valley Authority. 2pp. 49144:357-49144:360. 

-8903300137 Corrected notice of violation from insp on 880606-0711. Violation 
notedifailure to enter notification of unusual events when RCS leakage exceeded 
Tech Spec requirements on 880406. 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/03/09, 2pp. 49144:359- 
49144:360. 


J. Insurance & indemnity information 

8903290066 Forwards info re status & details of onsite property damage insurance cov- 
erage for facilities, per 1 0CFR50.54(w). 

GRIDLEY.R. Tennessee Valley Authority. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49120:162-49120:164. 

8904240173 Forwards Endorsements 46,70,105 & 36 to NELIA policies NF-256,NF- 
247,NF-198 & NF-2 58, respectively & Endorsements 62 & 91 to MAELU policies MF- 
102 & MF-66, respectively. 

SAMUELS, J.L Marsh & McLennan, Inc. 89/04/06. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 7pp. 49449:102-49449:108. 

8904280016 Fonwards Endorsements 63 & 64 to MAELU Policy MF-102, Endorsements 
71 & 72 to NELIA Policy NF-247.Endorsements 106 & 107 to NELIA Policy NF- 
198, Endorsement 11 to NELIA Certificates N-38,N-39 & N-40 & Endorsement 10 to 
MF-75. 

SAMUELS, J.L Marsh & McLennan, Inc. 89/04/11. DINITZ,!. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 29pp. 49544:322-49544:350. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8904170227 Amend 6 to updated FSAR for Sequoyah Nuclear Plant Units 1 & 2,Vols 1- 
17. W/89041 4 Itr. 

FOX,C.H. Tennessee Valley Authority. 89/04/14. 10,802pp. 49406:001-49424:165. 


P. Operating license stage documents & correspondence 

8904240172 Forwards safety evaluation re core shutdown margin. Procedural, hardware 
& training enhancements implemented & committed to by util will provide reasonable 
assurance that adequate shutdown margin will be maintained. 

BLACK,S. Assistant Director for Projects. 89/03/14. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 49469:285-49469:291. 

-8904240177 Safety evaluation supporting procedural, hardware & training enhance- 
ments implemented & committed to by util to provide reasonable assurance that ade- 
quate shutdown margin will be maintained at plants. 

GOODWIN, E. Region 2, Ofc of the Director. 89/03/14. 4pp. 49469:288-49469:291. 

8903300005 Forwards SER supporting util 881003 & 890131 requests for relief from 
ASME inservice testing program for boric acid transfer pump flow rate 
measurement.Relief granted on condition that util complete compensatory measures. 
BLACK, S.C. Assistant Director for Projects. 89/03/23. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 49144:311-49144:317. 

-8603300006 SER supporting util 861003 & 890131 requests for relief from ASME 
pump & valve Inservloe testing program for boric sold transfer pump flow rate meas- 
urements. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/23. 4pp. 
49144:314-49144:317. 

8903300144 Advises of completion of review of util 890321 withdrawal of Tech Spec 
Change 87-24 re seismic activity in RCS. 

BLACK, S. Assistant Director for Projects. 89/03/23. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49144:286-49144:287. 

8903290377 Informs of listed mgt changes in NRR Associate Director for Special 
Projects.DM Crutchfield appointed Associate Director for Special Projects.effective im- 
mediately & L Watson named as acting Assistant Director for Insp Programs, NRR. 
BLACK.S. Assistant Director for Projects. 89/03/24. KINGSLEY, C5.D. Tennessee 
Valley Authority. 3pp. 49081:167-49081:169. 

8903300249 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 88-27, revising base current value for containment air return fan motors 
per Surveillance Requirement 4.6.5.6.a.1 . 

GRIDLEY.R. Tennessee Valley Authority. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49144:235-49144:260. 

-8903300251 Proposed Tech Specs re containment air return fans. 

* Tennessee Valley Authority. 89/03/27. 24pp, 49144:237-49144:260. 
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8904120243 Forwards Amends 108 & 98 to Licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends modify Tech Spec Section 3.1.3 to revise Limiting Condi- 
tions for Operations 3. 1.3.4 & 3. 1.3.5 & Figure 3.1-1. 

BLACK, S. Assistant Director for Projects. 89/03/28. KINGSLEY, O.D. Tennessee 
Valley Authority. 2pp. 49276:149-49276:174. 

-8904120277 Amends 108 & 98 to Licenses DPR-77 & DPR-79, respectively, modifying 
Section 3.1.3 of Tech Specs to revise Limiting Conditions for Operations 3.1. 3.4 & 
3.1. 3.5 & Figure 3.1-1 to define fully withdrawn condition for control rod banks. 

BLACK, S. Assistant Director for Projects. 89/03/28. 19pp. 49276:151-49276:170. 

“8904120287 Safety evaluation supporting Amends 108 & 98 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/28. 4pp. 
49276:171-49276:174. 

8904040035 Fonvards Rev 0 to "TVA Nuclear QA Plan." Summary of changes to Rev 
10 to TVA-TR75-1A provided. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49180:085-49180:212. 

-8904040037 Rev 0 to “TVA Nuclear QA Plan.” 

* Tennessee Valley Authority. 89/03/30. 125pp. 49180:088-49180:212. 

8904040398 Forwards nonproprietary WCAP-12012 & proprietary WCAP-12011, “Tech- 
nical Justification for Eliminating Large Primary Loop Pipe Rupture as Structural 
Design Basis for Sequoyah Units 1 & 2." 

GRIDLEY,R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49204:190-49204:286. 

“8904040399 Submits application for withholding proprietary WCAP-12011, “Technical 
Justification for Eliminating Large Primary Loop Pipe Rupture as Structural Design 
Basis for Sequoyah Units 1 & 2," from public disclosure.Affidavit end. 
WIESEMANN,R.A. Westinghouse Electric Corp. 88/11/04. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1). lipp, 49204:195-49204:205. 

“8904040407 "Technical Justification for Eliminating Large Primary Loop Pipe Rupture 
as Structural Design Basis for Sequoyah Units 1 & 2." 

WITT,F.J., SWAMY.S.A., K1M,C.C. Westinghouse Electric Corp. WCAP-12012. 88/10/ 
31. 80pp. 49204:206-49204:286. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904120051 Notification of 890410 meeting w/util in Rockville, MD for util to present info 
on new corporate organization. 

DONOHEW.J.N. TVA Projects Division. 89/04/03. BLACK, S. TVA Projects Division. 
4pp. 49282:219-49282:222. 

8904170284 Forwards Amends 110 & 100 to Licenses DPR-77 & DPR-79. respectively 
& safety evaluation.Amends revise surveillance requirements for electrical equipment 
protective devices in plant Tech Specs. 

BLACK,S. Assistant Director for Projects. 89/04/03. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 49354:310-49354:325, 

“8904170292 Amends 110 & 100 to Licenses DPR-77 & DPR-79,respectively, revising 
surveillance requirements for electrical equipment protective devices in plant Units 1 & 
2 Tech Specs. 

BLACK.S. Assistant Director for Projects. 89/04/03. 10pp. 49354:313-49354:322. 

“8904170294 Safety evaluation supporting Amends 110 & 100 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/03. 3pp. 

49354:323-49354:325. v , hk 

8904170310 Forwards Amends 109 & 99 to Licenses DPR-77 & DPR-79. respectively & 
safety evaluation.Amends correct action statement of Table 3.3-1, “Reactor Trip Sys 
Instrumentation" for Unit 2 & Table 3.3-11, “Fire Detection Instruments." 

BLACK.S. Assistant Director for Projects. 89/04/03. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49357:021-49357:045. 

“8904170319 Amends 109 & 99 to Licenses DPR-77 & DPR-79, respectively, correcting 
action statement of Table 3.3-1, "Reactor Trip Sys Instrumentation" for Unit 2 only I 
instrumentation listed in Table 3.3-11, “Fire Detection Instruments." 

BLACK.S. Assistant Director for Projects. 89/04/03. 20pp. 49357:023-49357:042. 

-8904170321 Safety evaluation supporting Amends 109 & 99 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/03. 3pd. 
49357:043-49357:045. 

8904170345 Forwards Amends 111 & 101 to Licenses DPR-77 & DPR-79, respectively 
& safety evaluation.Amend revises action statements for limiting conditions for oper- 
ation 3.4.3.2 for PORVs & associated block valves, 

BLACK.S. Assistant Director for Projects. 89/04/03. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49371:022-49371:036. 

“8904170348 Amends 111 & 101 to Licenses DPR-77 & DPR-79, respectively. Amend 
revises action statement for limiting conditions for operation 3.4.3.2 for pressurizer 
PORVs & associated block valves. 

BLACK, S. Assistant Director for Projects. 89/04/03. 11pp. 49371:024-49371:034. 

“8904170379 Safety evaluation supporting Amends 111 & 101 to Licenses DPR-77 & 
DPR-79.respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/03. 2pd 
49371:035-49371:036. 

8904200202 Advises that util 890106 & 25 responses to Generic Ltr 88-17 re loss of 
DHR lack requested detail in Section 2.0 of Enel 2 to Itr.NRC intends to audit re- 
sponse to expeditious actions & programmed enhancement program. 

BLACK, S. Assistant Director for Projects. 89/04/12. KINGSLEY.O.D. Tennessee 
Valley Authority. 4pp. 49396:023-49396:026. 


Q. Inspection reports, !E Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Sve list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729), 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903280290 Forwards Insp Repts 50-327/88-60 & 50-328/88-60 on 881222-23 & 
890222 & notice of violation. 

MCCOY,F.R. Region 2, Ofc of the Director. 89/03/09. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49064:157-49064:170. 

“8903280292 Notice of violation from insp on 881 222-23. Violation noted:licensee failed 
to promptly initiate appropriate corrective actions upon identifying conditions adverse 
to listed quality. 

MCCOY.F.R. Region 2. Ofc of the Director. 89/03/09. 2pp. 49064:159-49064:160. 

-8903280294 Insp Repts 50-327/88-60 & 50-328/88-60 on 881222-23 & 890222.Major 
areas inspected: review licensee resolution of differences between measured & pre- 
dicted critical boron concentrations observed during restart testing. 

WATSON.L. LONG,A.R. Region 2, Ofc of the Director. 89/03/01. 10pp. 49064:161- 
49064:170. 


8903300133 Forwards corrected notice of violation from Insp Repts 50-327/88-34 & 50- 
328/88-34. 

MCCOY.F.R. Assistant Director for Inspection Programs. 89/03/09. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49144:357-49144:360. 

“8903300137 Corrected notice of violation from insp on 880606-0711. Violation 
noted:failure to enter notification of unusual events when RCS leakage exceeded 
Tech Spec requirements on 880406. 

MCCOY.F.R. Assistant Director for Inspection Programs. 89/03/09. 2pp. 49144:359- 
49144:360. 


8903300214 Forwards Insp Repts 50-327/89-02 & 50-328/89-02 on 890105-0204.No 
violations or deviations noted. 

MCCOY.F.R. Assistant Director for Inspection Programs. 89/03/09. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49144:318-49144:341. 

“8903300253 Insp Repts 50-327/89-02 & 50-328/89-02 on 890105-0204.No violations 
or deviations noted. Major areas inspected: operational safety verification 
including, operations performance.sys lineups & radiation protection. 

JENISON.K., WATSON.L Region 2. Ofc of the Director. 89/03/09. 22pp. 49144:320- 
49144:341. 


8903310199 Requests that util provide supplemental response within 30 days of receipt 
of ltr re controls that ensure unrevlewed question determination & design change 
properly address ail aspects of plant operational control process, per 890103 ltr. 
MCCOY.F.R. Assistant Director for Inspection Programs. 89/03/09. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49146:303-49146:304. 

8903300031 Forwards insp Repts 50-327/89-08 & 50-328/89-08 on 890213-17 & notice 
of violation. Mgt attention should be directed to see that future audits of contractor 
work at TVA effective. 

WATSON, L.J. Assistant Director for Inspection Programs. WATSON, L.J. Region 2. Ofc 
of the Director. 89/03/15. KINGSLEY,O.D. Tennessee Valley Authority. 2pp. 
49129:141-49129:161. 


“8903300036 Notice of violation from insp on 89021 3-1 /.Violation noted: activities af- 
fecting quality not accomplished in accordance w/general procedures & drawings for 
control of inservice insp. 

WATSON, L.J. Assistant Director for Inspection Programs. 89/03/15. 2pp. 49129:143- 
49129:144. 

“8903300043 Insp Repts 50-327/89-08 & 50-328/89-08 on 890213-17. Violations 
noted.Major areas inspected:inservice insp, including eddy current exam of Unit 2 
steam generator tubing,revlews of NDE exams procedures & exam verifications. 
NEWSOME, R.W., BLAKE,J.J. Region 2, Ofc of the Director. 89/03/03. 17pp. 
49129:145-49129:161. 


8904030408 Forwards Insp Repts 50-327/89-05 & 50-328/89-05 on 890130-0203 & 
notice of violation. 

WATSON.L.J. Region 2, Ofc of the Director. 89/03/16. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 49167:009-49167:035. 

“8904030412 Notice of violation from insp on 8901 30-0203. Violations noted:failure to 
perform radiation surveys to evaluate extend of radiation hazards present & lack of 
integrating dose rate device or alarm. 

WATSON.LJ. Region 2, Ofc of the Director. 89/03/16. 2pp. 49167:011-49167:012. 

“8904030414 Special Team Insp Repts 50-327/89-05 & 50-328/89-05 on 890131- 
0209. Violations noted.Major areas inspected:radwaste, radiological controls, corporate 
QA audits & site chemistry. 

TESTA.E.D., ADAMOVITZ.S.S., MARSTON.R.R. Region 2, Ofc of the Director. 89/03/ 
13. 23pp. 49167:013-49167:035. 

8903310125 Forwards request for addi info re Rev 13 to first 10-yr interval inservice 
insp program for plant. 

BLACK, S.C. Assistant Director for Projects. 89/03/21. KINGSLEY.O.D. Tennessee 
Valley Authority. 4pp. 49146:309-49146:312. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Sve list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903300162 Responds to NRC 890223 notice of violation & proposed imposition of civil 
penalty re shutdown margin & RCS overcooling issues identified in Insp Repts 50- 
327/88-35, 50-328/88-35.50-327/88-55 & 50-328/88-55. 

GRIDLEY.R. Tennessee Valley Authority, 89/03/24, Document Control Branch (Docu- 
ment Control Desk). 23pp. 49144:288-49144:310. 
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8903300344 Forwards results of addi evaluation of reactor coolant pump supports to 
provide validity of seismic loads contained in Westinghouse Stress Rept SD-119,per 
Insp Repts 50-327/88-13 & 50-328/88-13. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/24. Document Control Branch (Docu- 
ment Control Desk). 6pp. 49145:037-40145:059. 

-8904040392 Rev 0 to “Structural Analysis & Evaluation of Sequoyah Reactor Coolant 
Pump Support Columns." 

HIMLER.J.C., OTT.H.L, PALM.S.A. Westinghouse Electric Corp. 88/11/30. 17pp. 
49145:043-49145:059. 

8903300348 Provides description of review process, principal findings & actions TVA has 
committed & taking to address findings & enhance process for ensuring completeness 
& accuracy of info contained in submittals to NRC.per 881121 Itr. 

KINGSLEY, O.D. Tennessee Valley Authority. 89/03/24. UEBERMAN,J. Ofc of En- 
forcement (Post 870413). 6pp. 49131:349-49131:354. 

8903300279 Forwards revised response to NRC 881020 Itr re violations noted in Insp 
Repts 50-327/88-29 & 50-328/88-29.Corrective actions: hydrostatic testing of Unit 1 
containment spray sys will be performed during next outage of sufficient duration. 
GRIDLEY,R. Tennessee Valley Authority. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49129:291-49129:294. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904030367 Forwards supplemental response to Unresolved Item 88-12-03, “DBA ZPA 
Effects." Bechtel study demonstrates that piping, supports & steel containment vessel 
penetrations identified as problem still acceptable when DBA/ZPA effects considered. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49181:159-49181:162. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York. Inc. 111pp. 49218:001-49218:112. 

8904060525 Submits sys engineering program update,per util 880526 Itr & Insp Repts 
50-327/87-48 & 50-328/87-48.Sys engineering provides central focal point for site for 
evaluating sys performance & design-related problems in plant. 

FOX,C.H. Tennessee Valley Authority. 89/04/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49216:359-49216:360. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904140257 Forwards supplemental response to violations noted in Insp Repts 50-327/ 
88-43 & 50-328/88-43.Util will revise appropriate procedures to specify Technical In- 
struction TI-2 as post-maint procedures for cleaning feedwater venturis. 

FOX.C.H. Tennessee Valley Authority. 89/04/07. Document Control Branch (Docu- 
ment Control Desk). 7pp. 49348:239-49348:245. 

8904140262 Responds to NRC 890315 Itr re violations noted in Insp Repts 50-327/89- 
08 & 50-328/89-08.Corrective actions:NDE data sheets for three welds examined by 
mistake voided & Level III monitoring of special processes procedure revised. 

FOX,C.H. Tennessee Valley Authority. 89/04/07. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49335:136-49335:139. 

8904140260 Responds to NRC 890309 Itr re violations noted in Insp Repts 50-327/88- 
60 & 50-328/88-60.Corrective actions:violation discussed w/chemistry personnel to 
ensure understanding of requirement to document out-of-spec conditions. 

FOX,C.H. Tennessee Valley Authority. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 10pp. 49348:144-49348:153. 

8904170212 Provides status of Q-list development & revises completion of project to 
9001 30, per Insp Repts 50-327/86-11 & 50-328/ 86-11. Util will delete upper head In- 
jection sys from scope of next refueling. 

FOX,C.H. Tennessee Valley Authority. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49380:173-49380:176. 

8904200162 Forwards Insp Repts 50-327/88-50 & 50-328/88-50 on 881212-890126 & 
notice of violation.Unresolved items noted re trending within administration control 
programs.ltem will be pursued during future insp. 

WATSON,L.J. Assistant Director for Inspection Programs. 89/04/10. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 49402:086-49402:153. 

"8904200174 Notice of violation from insp on 881 21 2-8901 20.Violation noted:lack of 
control over plant evolutions.sys status & equipment status in radwaste area permit- 
ting utilization of inadequate resin interface valve drawings. 

WATSON,L.J. Assistant Director for Inspection Programs. 89/04/10. 2pp. 49402:088- 
49402:089. 


"8904200179 Insp Repts 50-327/88-50 & 50-328/88-50 on 881212-890126. Violations 
noted.Major areas inspected:plant operations, surveillance & sys outage 
control .corrective action program, maint activities & qualified reviewer process. 
ELROD.S.A., BRADY, J.B. Region 2, Ofc of the Director. 89/04/04. 61pp. 49402:090- 
49402:153. 

8904240024 Submits followup to performance audit insp conducted on 890329-31. Moni- 
toring discontinued after 1 985 since no changes occurred in plant operations that sug- 
gest some alteration of Chickamauga reservoir water quality. 

SCHMIERBACH.M. Tennessee Valley Authority. 89/04/10. STEWART, P.L Tennes- 
see, State of. 2pp. 49468:090-49468:097. 

8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904170206 Responds to NRC Bulletin 88-010, “Nonconforming Molded Case Circuit 
Breakers." Util identified in excess of 1,200 molded case circuit breakers in ware- 
house stock.Replacement program will be initiated at all site,per Item 5 of bulletin. 
FOX.C.H. Tennessee Valley Authority. 89/04/11. Document Control Branch (Docu- 
ment Control Desk). 17pp. 49350:005-49350:021. 

8904240085 Provides results of insps required by NRC Bulletin 88-003, “Inadequate 
Latch Engagement in HFA Type Latching Relays Mfg by GE.” No relays at facility 
found w/inadequate latch engagement, 

RAY,M.J. Tennessee Valley Authority. 89/04/11. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49448:340-49448:342. 

8904210116 Fonvards Insp Repts 50-327/89-07 & 50-328/89-07 on 890205-0304 & 
notice of violation.ldentified violation involved several examples of failure to establish 
& implement procedural requirements.Weaknesses also noted. 

WATSON,L.J. Assistant Director for Inspection Programs. 89/04/13. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 49405:174-49405:197. 

"8904210120 Notice of violation from insp on 890205-0305.Violations noted:on 
89021 1 .attempt to raise upender resulted in bent fuel assembly & handwritten proce- 
dure did not adequately describe work activities to be performed. 

WATSON,L.J. Assistant Director for Inspection Programs. 89/04/13. 3pp. 49405:176- 
49405:178. 

"8904210123 Insp Repts 50-327/89-07 & 50-328/89-07 on 890205-0304. Violations 
noted.Major areas inspected:operational safety verification.including operations 
performance.sys lineups, radiation protection, safeguards & housekeeping. 

JENISON,K., BRADY.J. Region 2, Ofc of the Director. 89/04/13. 19pp. 49405:179- 
49405:197. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc, 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904050482 “Annual Rept of Personnel Whole Body Exposures for CY88." W/890331 
Itr. 

GRIDLEY.R. Tennessee Valley Authority. 88/12/31. 7pp. 49213:268-49213:274. 

8904070128 Forwards annual rept of employee concerns special program corrective ac- 
tions implementation, Feb 1986 - Sept 1988. 

FOX.C.H. Tennessee Valley Authority. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 22pp. 49235:235-49235:256, 


S. Reportable occurrences, LERs & related correspondence 

8904040101 Special Rept 89-05:on 89031 4,Tech Spec Limiting Condition for Operation 
3.7.12 exceeded.Caused by fire door not being returned to svc within required 7-day 
period due to time consuming process for procurring replacement parts. 

SMITH.S.J. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49191:140-49191:142. 

8904070025 Part 21 rept re EMD Air Start Motors Ingersoll Rand 150 BMP Model D 
furnished to util as spare parts for emergency power generators.Subj items returned 
from stores & had not been installed on generators.Problem being investigated. 
KULCHAK.R.D. Morrison-Knudsen Co.. Inc. 89/04/04. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 49285:043-49285:043, 

8904190269 LER 89-041 -00:on 881 209, discovered that as-installed instrument cabinets 
supplied by Bailey Meter Co did not meet seismic qualification requirements.Caused 
by lack of two restraint bars on vendor drawings.W/89041 3 Itr. 

NAIK.J.A., SMITH.S.J. Tennessee Valley Authority. 89/04/13. 8pp. 49391:341- 
49391:348. 

8904200279 LER 89-002-00:on 890325, two reactor trips occurred during performnace of 
instrument maint instruction RT-601A re response time test for turbine trip.Caused by 
deficient procedure.Procedure temporarily changed.W/890413 Itr. 

LONG.J.L., SMITH.S.J. Tennessee Valley Authority. 89/04/13. 6pp. 49426:211- 
49426:216. 
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U. Congressional/Executive Correspondence 

8903300172 Forwards detailed info re status of implementation of TMI action plan items 
at listed plants.Small number of action items still need resolution. 

ZECH.LW. Commissioners. 89/03/17. MARKEY.E.J. House of Rep. 20pp. 49309:174- 
49309:195. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 


Q. inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNN1NGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNN1NGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc, 108pp. 49205:001-49205:109. 

8903270348 Suppl 1 to NRC Info Notice 88-086, “Operating W/ Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04404. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Suppl 3 to NRC Bulletin 88-008. “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

89M180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1164 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S,A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 
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A. Application/construction stage documents & correspondence 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
cpmc accGotabIc inservice testing programs.Svc list end. 

VAR^A,S..A Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York. Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 Suppl 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1.2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Suppl 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated. Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1163 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York. Inc. 106pp. 49451:001-49451:107. 


V. Operator Examinations 


8903300106 Generic Ltr 89-06 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency & fire protection plans 

8904110020 Forwards “Exercise Evaluation of Implementation of State & Local Radio- 
logical Emergency Response Plans,” for 881109 offsite exercise for plant.State of I A 
& Linn & Benton Counties fully participated in exercise. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 89/03/28. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
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-8904110024 “Exercise Evaluation of implementation of State & Local Radiological 
Emergency Response Plans.” 

* Federal Emergency Management Agency. 89/01 /09. 57pp. 


J. Insurance & Indemnity Information 

8904240156 Forwards Endorsement 90 to NELIA Policy NF-214 & Endorsement 76 to 
MAELU Policy MF-72. 

SAMUELS, J.L. Marsh & McLennan, Inc. 89/04/06. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 3pp. 49450:129-49450:131. 


P. Operating license stage documents & correspondence 

8904060216 Forwards notice of consideration of issuance of amend to License DPR-49 
& proposed NSHC determination & opportunity for hearing on 881013 request to 
revise Tech Specs to conform to inservice testing program for pumps & valves. 
HALL.J.R. Project Directorate III-3. 89/03/30. LIU,L. Iowa Electric Light & Power Co. 
2pp. 49216:006-49216:016. 

-8904060220 Notice of consideration of issuance of amend to License DPR-49 & pro- 
posed NSHC determination & opportunity for hearing. Amend revises Tech Specs to 
conform to inservice testing program for pumps & valves & corrects typo. 
HANNON,J.N. Project Directorate 111-3. 89/03/30. 9pp. 49216:008-49216:016. 

8904130624 Advises that Rev 8 to QA program description continues to meet 
10CFR50,App B & acceptable. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/31. LIU,L. Iowa Electric Light & 
Power Co. Ip. 49318:003-49318:003. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904200020 Advises that Tech Spec Change Request RTS-207 withdrawn, per 890407 
telco n. 

HALL.J.R. Project Directorate 111-3. 89/04/10. LIU,L. Iowa Electric Light & Power Co. 
2pp. 49395:266-49395:267. 


Q. inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. • 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:256. 

8904130246 Forwards Safety Insp Rept 50-331/89-03 on 8901 26-031 0.No violations 
noted. 

AXELSON,W.L Region 3, Ofc of the Director. 89/03/22. LIU.L. Iowa Electric Light & 
Power Co. 2pp. 49317:250-49317:269. 

-8904130247 Insp Rept 50-331/89-03 on 8901 26-031 0.No violations noted. Major 
areas inspected;regional requests.temporary instructions (SIM MPA-C-02 
closed), followup of events, operational safety,maint,surveillance & evaluation. 
JACKIW.I.N. Region 3, Ofc of the Director. 89/03/22. 18pp, 49317:252-49317:269. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904070108 Forwards 1988 refueling outage inservice insp summary rept. Rept ad- 
dresses exams performed at facility during 870630 (1987 refueling outage startup) 
through 881227 (1988 refueling outage startup). 

MINECK.D.L. Iowa Electric Light & Power Co. 89/03/24. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1). 2pp. 49228:152-49228:326. 

-8904070116 Inservice insp rept for 870630 through 881227. 

* Iowa Electric Light & Power Co. 89/03/15. 125pp. 49228:154-49228:326. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list encl. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729), 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list encl. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 Suppt 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp, 49185:070-49185:177. 

8904130380 Responds to NRC Bulletin 88-010, “Noncomforming Molded-Case Circuit 
Breakers," Investigation revealed no reason to suspect that any of safety-related 
breakers maintained by util & within scope of bulletin has been refurbished.W/encL 
MINECK.D.L. Iowa Electric Light & Power Co. 89/04/03. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 6pp. 49317:352-49317:357. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list encl. 

CUNNINGHAM.R.E. Division of Industrial &. Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 


8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list encl. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904200264 Revises response to violations noted in Insp Repts 50-331 /88-23.Correc- 
tive actions:schedule for replacing Tuf-LOC sleeve bearings will be completed by 
startup from next refuel outage & maint instruction changed. 

MINECK.D.L. Iowa Electric Light & Power Co. 89/04/12. DAVIS, A.B. Region 3. Ofc of 
the Director. 12pp. 49400:139-49400:150. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list encl. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc, 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERs & related correspondence 

8903280304 LER 89-004-00:on 89021 5,operations personnel attempted to depressurize 
RWCU ^s demineralizer by opening strainer blowdown valves w/o verifying valve 
position.Caused by personnel error.Backwash procedure clarified.W/890317 ltr. 
MCGILUD.L, HANNEN,R.L. Iowa Electric Light & Power Co. 89/03/17. DAVIS.A.B. 
Region 3, Ofc of the Director. 3pp. 49064:255-49064:257. 

8903280314 LER 89-005-00:on 89021 6,control bldg ventilation isolated unexpectedly & 
B control bldg standby filter unit initiated.Caused by spurious signal when upscale 
check button depressed.Surveillance test revised.W/890317 ltr. 

AXLINE.J.S., HANNEN,R.L. Iowa Electric Light & Power Co. 89/03/17. 4pp. 
49119:257-49119:260. 

8904110192 Forwards LER 89-007-00. 

HANNEN.R.L Iowa Electric Light & Power Co. 89/03/23. Region 3, Ofc of the Direc- 
tor. 6pp. 49273:209-49273:214. 

8904110200 Forwards LER 89-006-00. 

HANNEN.R.L. Iowa Electric Light & Power Co. 89/03/23. DAVIS.A.B. Region 3, Ofc 
of the Director. 1p. 49273:267-49273:277. 

8904050282 LER 89-007-00:on 890224,HPCl sys isolated on high steam flow during 
surveillance test.Caused by problems in HPCI turbine governor controls & erroneous 
control signal from control box.Turbine returned to svc on 890225.W/ 890323 ltr. 
PROBST.J.R., HANNEN.R.L. Iowa Electric Light & Power Co. 89/03/24. 6pp. 
49213:149-49213:154. 

8904050285 LER 89-006-00:on 890224,isolation of RCIC & on 890302, isolation of HPCI 
occurred.Caused by problems in electrical path from thermocouples monitoring area 
temjp.Retermination of broken thermocouple wire before break.W/890323 ltr. 
PROBST.J.R., HANNEN.R.L. Iowa Electric Light & Power Co. 89/03/24. 11pp. 
49213:138-49213:148. 

8904170217 LER 89-008-00:on 890305, B outboard main steam line isolation valve un- 
expectedly closed due to failed dc solenoid.Failed solenoid replaced & repair proce- 
dum revised. W '890330 Ur. 

PUTNAM, K.S., HANNEN,n.L. Iowa Electric Light & Power Co. 89/04/04. 5pp. 
49349:355-49349:359. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program. Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

vyRIGHT,G.C. Region 3, Ofc of the Director. 89/03/30, Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
encl. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 


8904200160 Forwards revised “Emergency Plan Vol 1," & revised EPlPs, including Rev 
31 to EAP-17,Rev 8 to EAP-18,Rev 13 to EAP-22 & Rev 18 to SAP-3. 
MCMILLEN.M.A, New York Power Authority (formerly Power Authority of the State of 
New York), 89/04/10. NRC - No Detailed Affiliation Given. 2pp. 49401:047-49401:112. 
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“8904200163 Rev 11 to “Emergency Plan Vol 1.” 

* New York Power Authority (formerly Power Authority of the State of New York). 89/ 
04/05. 54pp. 49401:049-49401:102. 

“8904200165 Revised EP!Ps,hc!ud:ng Rev 31 to EAP-17, “Emergency Organization 
Staffing," Rev 8 to E.AP-13, ‘Prcrc-ciive Action Recommendations," Rev 13 to EAP- 
22, “Operation & Use of Radio Paging Device” & Rev 18 to SAP-3, “Emergency...." 

* New York Power Authority (formerly Power Authority of the State of New York). 89/ 
04/05. 10pp. 49401:103-49401:112. 


P. Operating license stage documents & correspondence 

8903290160 Forwards application for amend to License DPR-59, changing Tech Specs 
re maint of filled discharge pipe in ECCS & RCIC sys. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/03/22. Document Control Branch (Document Control Desk). 2pp. 
49080:254-49080:264. 

“8903290162 Application for amend to License DPR-59, changing Tech Specs to clarify 
surveillance requirements for maintaining discharge piping of ECCS & RCIC sys filled. 
BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/03/21. Ip. 49080:256-49080:256. 

“8903290169 Proposed Tech Specs re maint of filled discharge pipe In ECCS & RCIC 
sys. 

• New York Power Authority (formerly Power Authority of the State of New York). 89/ 
03/22. 8pp. 49080:257-49080:264. 

8903310066 Advises that util 840629 response to Generic Ltr 83-28, Item 1.2, "Salem 
ATWS Event Post-Trip Review Capabilities," acceptable. 

LABARGE.D.E. Project Directorate 1-1. 89/03/27. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 3pp. 49145:261- 
49145:263. 

8904030211 Forwards notice of consideration of issuance of amend to License DPR-59 
& proposed NSHC determination & opportunity for hearing re Tech Spec amend to 
incorporate changes per guidance in Generic Ltrs 83-02 & 83-36 & NUREG-0737 
items. 

UBARGE.D.E. Project Directorate 1-1. 89/03/29. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 2pp. 49165:072- 
49165:082. 

“8904030213 Notice of consideration of issuance of amend to License DPR-59 & pro- 
posed NSHC determination & opportunity for hearing.Amend incorporates changes 
per Generic Ltrs 83-02 & 83-36 & NUREG-0737 Items re post-accident sampling. 
CAPRA,R.A. Project Directorate 1-1. 89/03/29. 9pp. 49165:074-49165:082. 

8904030303 Supports 880513 request to revise Tech Specs to include limiting condi- 
tions for operation for main control room emergency ventilation sys to reduce outage 
times from 14 days to 3 days w/both trains inoperable. 

LABARGE.D.E. Project Directorate I-1. 89/03/30. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 4pp. 49167:005- 
49167:008. ^ 

8904120220 Discusses actions taken after scram to verify proper operation of scram 
discharge sys.Administrative controls contained in post-trip evaluation procedure 
assure that scram discharge vol sys response evaluated after each scram. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/03/31. Document Control Branch (Document Control Desk). 2pd. 
49288:235-49288:236. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904190329 Forwards response to 890203 request for addi info re 871207 application 
for amend to license re receipt & possession of byproduct SNM matl. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/04/11. Document Control Branch (Document Control Desk). 4pp. 
49385:078-49385:081. 

8904240227 Responds to 10CFR50.63, "Loss of All AC Power - Station Blackout." 
Mods to be installed to ensure capability to withstand 4 h station blackout end. 
BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/04/17. Document Control Branch (Document Control Desk). 8pp. 
49449:112-49449:119. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729) 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903300194 Responds to NRC Insp Rept 50-330/88-29 re monitoring of pneumatic 
supply pressure to safety relief valves & issue concerning deficiencies in Tech Specs 
for LPCI sys. Corrective actions:operating procedure will be updated. 

FERNANDEZ, W. New York Power Authority (formerly Power Authority of the State of 
New York). 89/03/20. Document Control Branch (Document Control Desk). 13pp. 
49129:299-49129:311. 

8903290029 Forwards Insp Rept 50-333/89-02 on 890122-0304 & notice of violation 
WEN2INGER.E.C. Region 1, Ofc of the Director. 89/03/22. FERNANDEZ, W. New 
York Power Authority (formerly Power Authority of the State of New York). 3pp 
49081:021-49081:042. 

“8903290034 Notice of violation from insp on 890122-0304.Violation noted.controlled 
Drawing FE-1AW,in control room, unmarked to reflect affecting Mod 87-45. 

• Region 1, Ofc of the Director. 89/03/22. Ip. 49081:024-49081:024. 

“8903290038 Insp Rept 50-333/89-02 on 8901 22-0304. Violations noted. Major areas 
inspected:mgt changes,operations,QA, operational safety verifications.surveillance & 
maint observations, engineering & technical support & radiation protection, 

JOHNSON, J.R. Region 1. Ofc of the Director. 89/03/19. 18pp. 49081:025-49081:042. 


8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.’’ Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903310142 Forwards addI info re IGSCC insps during Reload 8/Cyde 9 
operation.Crack depth noted by IGSCC inspectors determined to be extremely con- 
servative w/respect to crack depth sizing. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/03/24. Document Control Branch (Document Control Desk). 20pp. 
49159:224-49159:251. 

3904060162 Ack receipt of util 881213 ltr informing NRC of steps taken to correct viola- 
tions noted in Insp Rept 50-333/88-25. Understands that inadequate info available 
during insp to establish harsh environ qualification of cable splice. 

MARTIN.T.T. Region 1, Ofc of the Director. 89/03/28. FERNANDEZ, W. New York 
Power Authority (formerly Power Authority of the State of New York), 4pp. 49225:189- 
49225:193. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM,R,E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.’’ Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904140388 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers." Of 267 molded case circuit breakers (CB) identified as warehouse 
stock,252 traceable to original CB mfg as listed. 

FERNANDEZ, W. New York Power Authority (formerly Power Authority of the State of 
New York). 89/03/31. Document Control Branch (Document Control Desk). 11pp. 
49335:176-49335:186. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM,R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York. Inc. 111pp. 49218:001-49218:112. 

8904210359 Ack receipt of 890310 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-333/87-14, 

DURR.J.P. Region 1, Ofc of the Director. 89/04/04. FERNANDEZ, W. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 49443:248- 
49443:256. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904210307 Provides payment of civil penalty in amount of $75,000 imposed in 890313 
ltr transmitting notice of violation from Insp Repts 50-333/88-23 & 88-17.Fee paid. 
BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/04/10. Document Control Branch (Document Control Desk). 2pp. 
49482:070-49482:071. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requaiification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107, 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-»Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041. "Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904200316 Monthly operating rept for Mar 1989 for James A. FitzPatrick Nuclear 
Power Plant.W/870407 ltr. 

CXXOK.J., FERNANDEZ.W. New York Power Authority (formerly Power Authority of the 
State of New York). 89/03/31 . 5pp. 49400:087-49400:091 . 
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S. Reportable occurrences, LERs & related correspondence 

8904060037 LER 89-001 -00:on 890228, ECCS pumps made inoperable after loose motor 
leads terminal box discovered.Cause apparently due to age-related hardening of 
gasket.Bolts replaced. Revs for periodic insp to be implemented.W/890329 Itr. 
CHILDS.W.V., FERNANDEZ, W. New York Power Authority (formerly Power Authority 
of the State of New York). 89/03/29. 5pp. 49234:007-49234:011. 

8904130357 LER 89-002-00:on 890302, HPCI sys declared inoperable while required by 
Tech Spec 3.5.C.I. Caused by wiring error that existed since plant const. Wiring error 
corrected & stop valve opening time adjusted.W/890403 Itr. 

CH!LDS,W.V., FERNANDEZ, W. New York Power Authority (formerly Power Authority 
of the State of New York). 89/04/03. 5pp. 49291:078-49291:082. 

8904180119 LER 89-003-00:on 890306, reactor safety relief valve inadvertently opened 
for 5 s during surveillance.Caused by personnel error.Operators counseled on need to 
stay alort durinc familiar operations.W/890405 Itr. 

C^HILDS.VV V . FERNANDEZ.’-AL New York Power Authority (formerly Power Authority 
cf ihe S'.ak; nf Mew York). 88/0':/C5 4pp. 49381:061-49381:064. 

8904210343 LER 89-004-00:on 890309, design deficiency potentially affected divisions 
of sr/eh' related sys due to valve failing closed on loss of air.Caused by plant design 
& cof'S'i'error : emp cor-lroi valve bypass valves opened. W/890410 Itr. 

CHILDS.W.V., FERNANDEZ, W. New York Power Authority (formerly Power Authority 
of the State of New York). 89/04/10. 5pp. 49427:275-49427:279. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8904210177 Rev 5, Issue 8 to Emergency Preparedness Plan Implementing Procedure 
EP/l-1, “Recognition & Classification of Emergency Condition." W/890322 Itr. 
LACEY.W.S. Duquesne Light Co. 89/03/22. 100pp. 49428:223-49429:079. 

8904060342 Forwards Rev 7 to Issue 4 of physical security plan.Rev withheld (ref 
10CFR2.790(d) & 10CFR73.21). 

SIEBER.J.D. Duquesne Light Co. 89/03/31. Document Control Branch (Document 
Control Desk). Ip. 49216:040-49216:040. 


H. General correspondence 

8904060386 Consents to proposed restructuring of util.Proposed action will not affect 
qualifications of util as co-owner & operator of plants consistent w/applicable provi- 
sions of law, regulations & other requirements issued by Commission. 

STOLZ,J.F. Project Directorate 1-4. 89/03/16. H!CKEL,G.F. Duquesne Light Co. 4pp. 
49216:288-49216:291. 


P. Operating license stage documents & correspondence 

8903290417 Forwards environ assessment & finding of no significant impact re 871112 
application for amend to License DPR-66, revising applicable engineered safety re- 
sponse times to include time required due to suction switchover. 

TAM.P.S. Project Directorate I-4. 89/03/24. SIEBER,J.D. Duquesne Light Co. 2pp. 
49062:352-49062:353. 

-8903290424 Environ assessment & finding of no significant impact re util 871112 ap- 
plication for amend to License DPR-66,revising Tech Spec Table 3.5-5 to Include time 
required for suction switchover to refueling water storage tank. 

BOyLE,M.L Project Directorate 1-4. 89/03/27. 4pp. 49062:354-49062:357. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904130384 Forwards Amend 138 to License DPR-66 & safety evaluation. Amend re- 
vises applicable ESF response times In Tech Spec Table 3.5-5 to Include time re- 
quired for suction switchover from vol control tank to refueling water tank.W/o ends. 
TAM,P.S. Project Directorate 1-4. 89/04/03. SIEBER.J.D. Duquesne Light Co. Ip. 
49300:016-49300:016. 

8904180282 Application for amends to Licenses DPR-66 & NPF-73,revlsing Tech Spec 
3/4.7.9 to clarify sealed source testing requirements by providing accurate classifica- 
tion. 

SIEBER.J.D. Duquesne Light Co. 89/04/05. Document Control Branch (Document 
Control Desk). 2pp. 49380:335-49380:339. 

-8904180285 Proposed Tech Spec 3/4.7.9 re sealed source contamination. 

* Duquesne Light Co. 89/04/05. 3pp. 49380:337-49380:339. 

8904210245 Notification of 890425 meeting w/util in Rockville,MD to discuss status of 
various licensing actions. 

TAM.P.S. Project Directorate 1-4. 89/04/14. STOLZ.J.F. Project Directorate 1-4. 3pp. 
49443:208-49443:210. 

8904210271 Requests review & reporting of status of implementation of TMI Action Plan 
items.Printout of all TMI items.annotated where tracking sys indicates implementation 
incomplete.encl. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. SIEBER.J.D. Duquesne Light Co. 35pp. 49444:319-49444:353. 

8904240391 Responds to 10CFR50.63 re station blackoutMods to electrical buses will 
be required to provide proposed alternate ac power sources. 

SIEBER.J.D. Duquesne Light Co. 89/04/14. Document Control Branch (Document 
Control Desk). 9pp. 49447:131-49447:139. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Sve list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York. Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Sve list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Sve 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130620 Responds to NRC Bulletin 88-010 re molded-case circuit breakers.Util with- 
holding breakers from future use If verifiability to mfg not established.List of ware- 
house storeroom spares end. 

SIEBER.J.D. Duquesne Light Co. 89/04/02. Document Control Branch (Document 
Control Desk). 11pp. 49301:048-49301:058. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
CJonsolldated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Sve list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3 ." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses In Piping Connected to 
RCS." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14, 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107, 

8904110183 Supp1 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20, 
Consolidated Edison Co. of New York, Inc, 106pp. 49397:001-49397:106. 

8904180193 NRC info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904200044 “1988 Annual Environ Rept,NonRadiological,Beaver Valley Power Station 
Units 1 & 2." W/890405 Itr. 

SHEMA,R.L. Aquatic Systems Corp. CHERRY, D.S. Virginia Polytechnic Institute & 
State Univ., Blacksburg, VA. SIEBER.J.D. Duquesne Light Co. 88/12/31, 180pp. 
49395:001-49395:218. 

8904140078 “NPDES Discharge Monitoring Reptfor Feb 1989." W/890328 Itr. 
DRUGA,R.J. Duquesne Light Co, 89/02/28. VARGA, S. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 24pp. 49340:333-49340:356. 

8904190240 Monthly operating repts for Mar 1989 for Beaver Valley, W/890406 Itr. 
WINGER, M.A., SIEBER.J.D. Duquesne Light Co. 89/03/31. 9pp. 49391:314- 
49391:322. 


S. Reportable occurrences, LERs & related correspondence 


8904200220 LER 89-003-00:on 89031 1 .actuation of control room emergency breathing 
air pressurization sys occurred.Caused by electrical failure high of "A" train control 
room radiation monitor.Control room radiation level verified.W/890407 Itr. 
NOONAN.T.P. Duquesne Light Co. 89/03/11. 6pp. 49395:220-49395:225. 
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V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 491 05:001 -491 05:055. 


DOCKET 50-335 ST. LUCIE PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8903310293 Forwards Rev 20 to phys'cal securiT/ plan.Rev does not decrease safe- 

g uards effectiveness of plan.Rev w.ihheid i/e' i0CrR2.790,i. 
lONWAY.W.F. Florida Power & Light Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49148:048-49148:049. 

8904050209 Rev 16 to EPIP 3100024E, ‘‘Natural Emc:cc"cies." VV.' 890327 ltr. 
HARRIS.K.N., CONWAY.W.F. Florida Power & L:g:-t Co. 69/C2/27. 12p3. 49210:344- 
49210:355. 

8904140199 Advises that 881213 & 890224 Revs 18 & 19 to physical security plan con- 
sistent w/provisions of 1 0CFR50.54(p) & acceptable. 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/29. CONWAY.W.F. Florida Power & 
Light Co. 3pp. 49348:176-49348:178. 

8904190193 Advises that util will conduct exercise of emergency plan for plant on 
890524.Exercise will involve participation by local emergency response agencies & 
state emergency response personnel & will be evaluated by FEMA. 

CONWAY.W.F. Florida Power & Light Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). Ip. 49391:310-49391:310. 

8904240211 Forwards Insp Repts 50-335/89-04 & 50-389/89-04 on 890129- 0310.No 
violations or deviations noted. 

W1LSCN,B.A. Region 2, Cfc of the Director. 89/04/12. CCNWAY.W.F. Florida Power 
& Light Co. Ip. 49452:261-49452:270. 

-8904240213 Insp Repts 50-335/89-04 & 50-389/89-04 on 890129-031 0.No violations 
noted.Major areas inspected:Tech Spec compliance, operator performance.overall 
plant operations, QA practices, site security procedures & radiation control activities. 
PAULK, G.L. SCOTT, M.A.. CRLENJAK.R.V. Region 2. Ofc of the Director. 89/04/11. 
9pp. 49452:262-49452:270. 


(a. Adjudicatory correspondence 

8904060011 Licensee reply to proposed findings of fact & conclusions of law.* Dis- 
cusses Contentions 3 & 6 re use of Boraflex as neutron absorber.Certificate of Svc 
end. 

BAUSER.M.A. Florida Power & Light Co. BAUSER.M.A Newman & Holtzinger. #289 
8365, 89/03/27. 18pp. 49139:233-49139:250. 


J. Insurance & Indemnity information 

8904060276 Submits nuclear property Insurance program for plants In compliance w/ 
10CFR60.64(W)(4). 

CONWAY.W.F. Florida Power & Light Co. 89/03/24. Document Control Branch (Docu- 
ment Control Desk). 2pp. 46214;224-49214;225. 

1904240226 Forwards Endorsements 77 & 100 to NELIA Policies NF-227 & NF-166 & 
Endorsements 64 8 67 to MAELU Polloies MF-sa & MF-66, respectively, 

CARTER, R.J. Marsh 8 McLennan, Ino. 89/03/29. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 6pp. 49448:356-49448:360. 


P. Operating license stage documents 8 correspondence 

8903310259 Forwards safety evaluation accepting Generic Ltr 83-28, Item 4.5.2, “Reac- 
tor Trip Sys Reliability-On-Line Testing." 

CALVO.J.A. Project Directorate IV. 89/03/23. DEWEASE.J.G. Louisiana Power & 
Light Co. 4pp. 49159:196-49159:223. 

-8710140201 “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nuclear One 
2, Calvert Cliffs 1 & 2, Fort Calhoun.Maine Yankee, Millstone 2, Palisades, Palo Verde 1,2 
& 3.San Onofre 2 & 3, St Lucie 1 & 2, Waterford 3.WPPSS 3.” informal rept. 
FARMER.F.Q. EG&G Idaho, Inc. (subs, of EG&Q, Inc.). FIN D-6001. EGG-NTA-7463 
R02. 87/09/30, NRC - No Detailed Affiliation Given. 23pp. 49159:201-49159:223. 

8904040469 Forwards proprietary listing of util points of contact for NRC 
interaction.Listing withheld (ref 1 0CFR2.790). 

CONWAY.W.F. Florida Power & Light Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk), ip. 49204:287-49204:287. 

8903300105 Generic Ltr 89-04 to ail holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end- 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180012 Application for amends to Licenses DPR-67 & NPF-1 6, revising Tech Specs 
to correct typos & replace specific composition list for company nuclear review board 
w/statement defining requisite level of expertise for membershIp.Fee paid. 
CQNWAY.W.F. Florida Power & Light Co. 89/04/04. Document Control Branch (Docu- 
ment Control Desk), 3pp. 49371:269-49371:287. 

-8904180014 Proposed Tech Specs, deleting specific composition list for company nu- 
clear review board & replacing w/general statement defining requisite level of exper- 
tise for membership & revising independent safety engineering group requirements. 

* Florida Power & Light Co. 89/04/04. 16pp. 49371:272-49371:287. 

8904210069 Notification of 890419 meeting w/util in Rockville, MD to discuss proposed 
ATWS mods. 

NORRIS, J.A. Project Directorate 11-2. 89/04/07. BERKOW.H.N. Project Directorate II- 
2. 3pp. 49444:202-49444:204. 


8904190168 Fonwards EPA ltr requesting mod to plant NPDES permit, based on findings 
from 8901 1 1 performance audit insp. 

CONWAY, W.F, Florida Power & Light Co. 89/04/13. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49392:155-49392:157. 


Q. Inspection reports, IE Bulletins & correspondence 


89Q30 10075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

6903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:001-49205:109. 

8903270348 Supp! 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc, 108pp. 49185:070-49185:177. 

8904120300 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers.” Util confirms that only molded-case circuit breakers meeting criteria of Item 
7 being maintained as stored sisares for future use in safety-related requests. 
CONWAY.W.F. Florida Power & Light Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 9pp. 49276:213-49276:221. 

8904140334 Responds to violations noted in Insp Rept 50-335/89-02. Corrective 
actions:addl mgt controls will be placed In effect to further coordinate activities & 
scheduling techniques for maintenance on Reg Guide 1 .97. 

CONWAY.W.F. Florida Power & Light Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk), 3pp. 49335:3(59-49335:311. 

8904180160 Forwards Insp Repts 50-335/89-05 & 50-389/89-05 on 890214,15,21-24 & 
0301-03.No violations or deviations noted. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/04/03. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 49373:146-49373:159. 

-8904180166 Insp Repts 50-335/89-05 & 50-389/89-05 on 890214,15,21-24 & 0301- 
03.No violations or deviations noted.Major areas inspectediUnIt 2 refueling outage in- 
service insp, including eddy current of steam generators & exam of pressure vessel. 
BLAKE, J.J., ECONOMOS.N. Region 2, Ofc of the Director. 89/04/03. 12pp. 
49373:148-49373:169. 

8903290266 NRC Info Notice 69-036, "Excessive Temps In ECCS Piping Located Out- 
side Contslnment." Svo list enol. 

ROBSI.C.E. Division of Operational Events Assessment (Post 870411), 66/04/04. 
Consolidated Edison Co. of New York, Ino. 109pp. 49l24:00l-49124i10©. 

8903290267 NRC Info Notice 69-037, "Proposed Amends to 40CFR61,Alr Emission 
Stds for Radtonuolldes." Svo list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
80/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904170163 Forwards addi response to violations noted in Insp Rept 88-08.Corrective 
actions:appropriate loss of vital bus procedure drafted & currently under review. 
CONWAY.W.F. Florida Power & Light Co. 89/04/04. Document Control Branch (Docu- 
ment Control Desk). 9pp. 49349:300-49349:308. 

8904170297 Advises that visual insp of pressurizer surge line for Unit 2 complete & no 
gross discernible distress or structural damage identified In line, per NRC Bulletin 88- 

CONWAY.W.F. Florida Power & Light CJo. 89/04/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49356:301-49356:302. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324, 

8904200077 Forwards Insp Repts 50-335/89-07 & 50-389/89-07 on 890227-0303.No 
violations or deviations noted. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/04/06. CONWAY.W.F. Florida Power & 
Light Co. 2pp. 49394:336-49394:353. 

-8904200083 Insp Repts 50-335/89-07 & 50-389/89-07 on 890227-0303.No violations 
or deviations noted.Major areas lnspected:environ qualification of electrical equipment 
& followup on previous insp findings. 

MERRIWEATHER.N., CONLONJ.E. Region 2, Ofc of the Director. 89/03/30. 16pp. 
49394:338-49394:353, 


8904170311 Forwards EGG-MS-8286, “Technical Evaluation Rept on Second Ten-Year 
Interval InservIce Insp Program Plan:Rorida Power & Light CJo,St Lucie Plant, Unit 1 
BERKOW.H.N. Project Directorate 11-2. 89/04/07. CONWAY.W.F. Florida Power & 
Light Co. 3pp. 49369:293-49369:340. 
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“8904170313 “Technical Evaluation Rept on Second Ten*Year Interval Inservice Insp 
Program Plan:Florida Power & Light Co, St Lucie Plant.Unit 1.” 

BROWN, B.W., MUDLIN.J.D. EG&G Idaho, Inc. (subs, of EG&G, Inc.). MUDLIN.J.D. 
Idaho National Engineering Laboratory. FIN D-6022. EGG-MS-8286. 89/01/31. NRC - 
No Detailed Affiliation Given. 38pp. 49369:296-49369:333. 

“8904170314 Safety evaluation supporting second 10-Yr interval inservice insp program 
plan. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/07. 7pp. 
49369:334-49369:340. 

8904200185 Forwards Insp Repts 50-335/89-09 & 50-389/89-09 on 890306- 10.No vio- 
lations or deviations noted. 

PEEBLES,T.A. Region 2, Ofc of the Director. 89/04/10. CONWAY,W.F. Florida Power 
& Light Co. 2pp. 49400:207-49400:219. 

“8904200187 Insp Repts 50-335/89-09 & 50-389/89-09 on 890306-1 0.No violations 
noted.Major areas inspected:design,design changes, plant mods & corrective actions 
requiring engineering input. 

SMITH,C., JAPE.F. Region 2. Ofc of the Director. 89/04/05. 11pp. 49400:209- 
49400:219. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904240211 Forwards Insp Repts 50-335/89-04 & 50-389/89-04 on 890129- 0310.No 
violations or deviations noted. 

WILSON.B.A. Region 2. Ofc of the Director. 89/04/12. CONWAY,W.F. Florida Power 
& Light Co. Ip. 49452:261-49452:270. 

“8904240213 Insp Repts 50-335/89-04 & 50-389/89-04 on 890 129-03 10. No violations 
noted.Major areas inspected:Tech Spec compliance, operator performance, overall 
plant operations, QA practices, site security procedures & radiation control activities. 
PAULK,G.L., SCOTT, M.A., CRLENJAK,R.V. Region 2, Ofc of the Director. 89/04/11. 
9pp. 49452:262-49452:270. 


J. Insurance & indemnity information 

8904050224 Lists amount of property insurance coverage currently in effect at facilities 
by types of coverage & markets & limits available. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. 89/03/29. Document Control Branch (Document 
Control Desk). 2pp. 49213:170-49213:171. 


P. Operating license stage documents & correspondence 

8904030160 Forwards Amend 139 to License DPR-65 & safety evaluation. Amend 
allows operation of unit for Cycle 10 & revises Tech Specs to reflect effects of re- 
duced reactor coolant flow to 325,000 gpm. 

VISSING,G.S. Project Directorate 1-4. 89/03/20. MROCZKA,E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 49168:262-49168:343. 

“8904030175 Amend 139 to License DPR-65, allowing operation of unit for Cycle 10 & 
revising Tech Specs to reflect effects of reduced reactor coolant flow to 325,000 gpm. 
STOLZ.J.F. Project Directorate 1-4. 89/03/20. 62pp. 49168:264-49168:325. 

“8904030182 Safety evaluation supporting Amend 139 to License DPR-65. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/20. 18pp. 
49168:326-49168:343. 

8903310259 Forwards safety evaluation accepting Generic Ltr 83-28, Item 4.5.2, “Reac- 
tor Trip Sys Rellability-On-Line Testing.” 

CALVO,J.A. Project Directorate IV. 89/03/23. DEWEASE.J.G. Louisiana Power & 
Light Co. 4pp. 49159:196-49159:223. 

“8710140201 "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nuclear One 
2,Calvert Cliffs 1 & 2, Fort Calhoun, Maine Yankee,Millstone 2, Palisades, Palo Verde 1,2 
& 3,San Onofre 2 & 3, St Lucie 1 & 2, Waterford 3,WPPSS 3," informal rept. 
FARMER,F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7463 
R02. 87/09/30. NRC - No Detailed Affiliation Given. 23pp. 49159:201-49159:223. 


8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 


8904030193 Requests that util review Generic Ltr 89-01 re transfer of all procedural de- 
tails of licensee radiological effluent Tech Specs to offsite dose calculation manual. 
STOLZ.J.F. Project Directorate 1-4. 89/03/29. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 49181:355-49181:356. 


8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 


8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 


8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correepondence 


8904050434 Advises that plant-specific reactor coolant pump trip setpoint 
development, per TMI Item II.K.3.5 & Generic Ltr 86-06,acceptable. 

VISSING.G.S. Project Directorate 1-4. 89/04/03. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 49214:226-49214:227. 

8904130034 Documents util rationale in not assigning senior reactor operator to be 
present during replacement of in-core detectors. Utn proposes to submit proposed 
change to definition section of Tech Specs.for NRC approval. 

MROCZKA,E.J., SEARS.C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49320:357-49320:359. 


8904240361 Monthly operating repts for Mar 1969 for Turkey Point Units 3 & 4 & St 
Luole Units 1 & 2.W/690414 ltr. 

BONETT.D.M., CONWAY, W.F. Florida Power & Light Co. 89/03/31. 17pp. 494821305- 
494S2;321. 


S. Reportable ooeurrenoee, LERs & releted oorreepondenoe 

8904030125 Part 21 rept listing locations where valves w/Control Components w/pres- 
surized seat design similar to APS valves S/N 21408-1 installed in same svc IE modu- 
lating atmospheric dump valve upstream of MSI V. Proprietary drawing end. 

STERUD.C. Control Components, Inc. 89/03/17. LANNING.W. NRc5- No Detailed Af- 
filiation Given. Ip. 49182:110-49182:110. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 


8904140406 Advises that fees re review of submittals for plants wilt b® wire-transferred 
on 890407. 


MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Connecticut Yankee Atomlol^owir Co. MROCZKA.E.J. Northeast Util- 
ities. 89/04/04. Document Control Branch (Document Control Deek). 2pp. 493221386- 

40322:367. 


8904240380 Requests review & rept of status of Implementation of TMI action plan 
Items at fadlify.Printout of TMI Items Indicating items believed to be Incomplete 
encl.Projected Implementation dates requested. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROC2KA,E.J. Connecticut Yankee Atomic Power Co. 59pp. 49470:229-49470:280. 


8904240009 Responds to NRC station blackout rule re plant capability for maintaining 
core cooling & containment integrity. 

MROCZKA^E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. 89/04/17. MURLEY.T.E. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 31 pp, 49449:316-49449:346, 


Q. Inspection reports, IE Bulletins & correspondence 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8904060427 Concurs w/position delineated in 880928 ltr re fire barrier penetration inter- 
nal conduit seals. 

WANG.A.B. Project Directorate IV. 89/03/31. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 4pp. 49215:321-49215:324, 

8904110240 Forwards updates to 890227 submittal re regulatory effectiveness 
review.End withheld (ref 10CFR73.21 & 2,790). 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 89/03/31. 
Document Control Branch (Document Control Desk). 2pp. 49295:076-49295:077. 


I. Financial information 

8904190145 Advises that annual fee will be wire-transferred on 890501, per instructions. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J, Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
04/04. Document Control Branch (Document Control Desk). 2pp. 49394:095- 
49394:096. 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23, 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp, 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end, 

ROSSLC.E. Division of Operational Events Assessment (Post 870411), 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 
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8904120443 Responds to concerns noted in Insp Rept 50-336/89-01 on 890103-06 re 
QA audit & surveillance programs. 

MROC2KA.EJ., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49290:216-49290:220. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Sl'Js for Rad-cnucl.des." Svc list end. 

CUNNINGHAM, R.E. Divi.sior. of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904140337 Forwards Insp Repts 50-245/89-07,50-336/89-06 & 50-423/89-07 on 
890221 -0303. No violations noted. 

DURR,J.P. Region 1, Ofc of the Director. 89/04/04. MROC2KA,E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 2pp. 49334:344-49334:356. 

-8904140338 Insp Repts 50-245/89-07.50-336/89-06 & 50-423/89-07 on 890221- 
0303.No violations or deviations noted.Maior areas inspected:site obsen/ations & in- 
ofc review of data in areas of inservice insp & secondary water chemistry. 

CARRASCO, J., MCBREARTY.R., WINTERS.R.W. Region 1. Ofc of the Director. 89/ 
03/23. 11pp. 49334:346-49334:356. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “Ust of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp, 49220:218-49220:324. 

8904190271 Forwards Insp Repts 50-245/89-06,50-336/89-09 & 50-423/89-06 on 
890306-1 0.No violations noted. 

BELUMY.R.R. Region 1, Ofc of the Director. 89/04/07. MROCZKA,E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 49385:203-49385:208. 

-8904190274 Insp Repts 50-245/89-06.50-336/89-09 & 50-423/89-06 on 890306- 
10.No violations noted.Major areas inspected:review of implementation of radiation 
protection program at Unit 2 during refueling outage & preparation of outages for 
units. 

THOMAS.W., SHANBAKY.M. Region 1. Ofc of the Director. 89/04/07. 4pp. 
49385:205-49385:208. 

8904200091 Accepts util actions in response to Generic Ltr 88-10 re nonconforming 
molded-case circuit breakers & date of 890701 for providing summary of traceability 
determinations & replacement of non-traceable breakers. 

STOLZ.J.F. Project Directorate 1-4. 89/04/10. MROC2KA,E.J. Connecticut Yankee 
Atomic Power Co. 4pp. 49396:027-49396:030. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904180008 Notification of 890411 meeting w/util In Rockville, MD to discuss results of 
recent steam generator tube insp. 

VISSING.G.S. Project Directorate I-4. 89/04/11. STOLZ.J.F. Project Directorate 1-4. 
3pp. 49375:113-49375:115. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Cperator Test Results & Effect on 
Requalification Program," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co, of New York, inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressuri 2 ation of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411), 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904040299 “Annual Radioactive Effluents Dose Rept 1988.” 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 88/12/31, 21pp. 
49191:158-49191:179. 

8904200288 Forwards monthly operating rept for Mar 1 989 for Millstone Unit 2.Revised 
monthly operating rept for Feb 1989 also end. 

SCACE,S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities), SCACE.S.E. 
Northeast Utilities. 89/04/10. Document Control Branch (Document Control Desk). Ip. 
49400:19849400:203. 

-8904200291 Monthly operating rept for Mar 1989 for Millstone Unit 2. 

NERON.G. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 89/03/31. 
4pp. 49400:19949400:202. 

-8904200293 Revised monthly operating rept for Feb 1 989 for Millstone Unit 2. 

GIBSON, J. Northeast Nudear Energy Co. (subs, of Northeast Utilities). 89/02/28. 1p. 
49400:203-49400:203. 


S. Reportable occurrences, LERs & related correspondence 


8904040301 LER 88-006-01 ;on 88021 8, local leak rate testing determined combined 
bypass leakage exceeded Tech Spec 3.6.1. 2.C limit. Caused by debris being lodged in 
seat area of valve.DupIex strainer installed in piping sys.W/890327 ltr. 

STADNICK,S.L., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 89/03/27. 4pp. 49204:290-49204:293. 

8904240128 Part 21 rept re failure of Rosemount transmitters.AII failed transmitters 
replaced,inservice test procedure prepared & monthly test of all 12 transmitters in 
RCS throughout Cycle 2 operation will be performed.Revlew continuing. 
MROC2KA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
04/13. Document Control Branch (Document Control Desk). 10pp. 49449:185- 
49449:194. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:065. 

8904170060 Advises that DC Kross terminated employment w/util, effective 89031. Kross 
possessed License SOP-1 01 28-1. 

SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). SCACE.S.E. 
Northeast Utilities. 89/04/07. Document Control Branch (Document Control Desk). Ip. 
49354:357-49354:357. 


DOCKET 50-338 NORTH ANNA POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8904030305 Forwards Insp Repts 50-338/89-02 & 50-339/89-02 on 890221 -23.No vio- 
lations or deviations noted.Emergency response appraisal open items noted in Insp 
Repts 50-338/88-14 & 50-339/88-14 not resolved. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/03/24. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49160:331-49160:345. 

-8904030306 Insp Repts 50-338/89-02 & 50-339/89-02 on 890221 -23.No violations 
noted.Major areas inspected:licensee response to emergency response facility ap- 
praisal open items & emergency preparedness program enhancement items. 
CUNNfNGHAM.A.L. RANKIN, W.H. Region 2. Ofc of the Director. 89/03/23. 13pp. 
49160:333-49160:345. 

8904040246 Forwards Rev 22 to security program.Rev withheld (ref 10CFR73.21). 
CARTWRIGHT, W-R. Virginia Power (Virginia Electric & Power Co.). 89/03/29, Docu- 
ment Control Branch (Document Control Desk). Ip. 49192:292-49192:292. 


I. Financial information 


8904030252 Forwards listed info re guarantees of payment of deferred 
premiums, including "Annual Rept to Securities & Exchange Commission." compara- 
tive statement of income for 3 months ended Dec 1987 & 1988 & CY89 cash flow 
projection. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/29. Docu- 
ment Control Branch (Document Control Desk). 66pp. 49204:096-49204:163. 


J. Insurance & indemnity information 


8904050463 Confirms that util purchased max limits of primary nuclear property insur- 
ance on actual cash value basis offered by Nuclear Mutual Ltd & excess nuclear prop- 
erty insurance offered by American Nuclear Insurers/ Mutual Atomic Energy. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/30. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49205:173-49205:174. 


P. Operating license stage documents & correspondence 


8903300118 Forwards “Technical Evaluation Rept.TMl Action-NUREG-0737 (II.D.1)." 
ENGLE, LB. Project Directorate II-2. 89/03/21. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 49123:291-49123:323. 

-8902020153 “Technical Evaluation RepLTMl Action NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing fon North Anna Units 1 & 2.” 

YUAN.C., NALEZNY.C.L.. FINEMAN.C.P. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN 
A-6492. EGG-NTA-8226. 88/08/31. NRC - No Detailed Affiliation Given. 31pp. 
49123:293-49123:323. 

8903290330 Notification of 890329 meeting w/util & Westinghouse in Rockville, MD to 
discuss 890225 steam generator tube leakage event, remedial actions & recovery 
plans for plant. 

ENGLE.L,B. Project Directorate (I-2. 89/03/23. MURLEY.T., SNIEZEK.J., 

MIRAGL(A,F. NRC - No Detailed Affiliation Given. 3pp. 49081:164-49081:166. 

8903310281 Forwards addl info re settlement monitor program for Class I structures at 
ptant,per 890222 meeting w/NRC re util 890320 Tech Spec Change Request 87-746 
on differentiai settlement between Points 1 17 & 113R & pipe stress in svc water lines, 
CARTWRIGHT.W.R Virginia Power (Virginia Electric & Power Co.). 89/03/23. Docu- 
ment Control Branch (Document Control Desk). 39pp. 49148:204-49148:242. 

8904030013 Informs that util evaluated containment liner weld test channels w/test 
channel plugs installed as leaktight structural boundary. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/23. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49156:197-49156:198. 
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8904130212 Forwards corrected Amends 109 & 95 to Licenses NPF-4 & NPF-7.Amend 
implements more stringent primary-to-secondary coolant sys leakage limits & estab- 
lished surveillance requirements to assure operability of instrumentation. 

ENGLE.L.B. Project Directorate 11-2. 89/03/24. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 49317:243-49317:249. 

-8904130216 Amends 109 & 95 to Licenses NPF-4 & NPF-7, respectively. Amends re- 
vises T ech Specs re radioactive gaseous effluent monitoring instrumentation. 

* NRC - No Detailed Affiliation Given. 89/03/24. 5pp. 49317:245-49317:249. 

8904040190 Application for amends to Licenses NPF-4 & NPF-7, changing Tech Specs 
to provide operability requirements for radiation monitoring instrumentation & allow 
time for proper calibr & troubleshooting on inoperable radiation monitor. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/28. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49196:074-49196:080. 

-8904040192 Proposed Tech Specs, providing operability requirements for radiation 
monitoring instrumentation. 

* Virginia Power (Virginia Electric & Power Co.). 89/03/28. 5pp. 49196:076-49196:080. 

8904060279 Notification of 890405 meeting w/Westinghouse Regulatory Review Group 
in Rockville, MD to discuss generic implications of steam generator tube plugging 

iSSUBS 

ENGLE.LB. Project Directorate 11-2. 89/03/31. MURLEY.T., SNIEZEK,J.. 

MIRAGLIA.F. NRC - No Detailed Affiliation Given. 2pp. 49216:057-49216:058. 

8904120153 Transmits notice of withdrawal of applications for amends to Licenses 
NPF-4 & NPF-7.Amends would have added requirement for implementation of inte- 
grated implementation schedule & reactor trip sys functional testing. 

ENGLE.LB. Project Directorate 11-2. 89/03/31. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 49296:165-49296:169. 

-8904120155 Notice of withdrawal of applications for amends to Licenses NPF-4 & 
NPF-7. Amends would have added requirement for implementation of integrated imple- 
mentation schedule & modified surveillance frequencies for reactor trip sys. 
ENGLE.LB. Project Directorate 11-2. 89/03/31. 2pp. 49296:168-49296:169. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180080 Expresses appreciation for util efforts re NRC site visits on 890315 & 
22.Site visit provided valuable educational opportunity & positive experience. 
VARGA.S.A. Division of Reactor Projects - I/ll (Post 870411). 89/04/04. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 2pp. 49381:004- 
49381:005. 

8904170323 Summary of 890330 meeting w/util in Rockville.MD re util overall long-term 
improvement plan to enhance plant operations. 

BUCKLEY.B.C. Project Directorate II-2. 89/04/11. Project Directorate 11-2. 17pp. 
49371:127-49371:143. 

8904190318 Requests that 60-days advance submittal requirement be waived & core 
surveillance rept will be submitted by 890428, per reactor trip experience on 890225. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/13. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49391 :248-49391 :249. 

8904210128 Notifies that review of util 880913 initial simulator certification submittal 
completed .Areas in which info & data inadequate to ensure complete documentation 
of NRC certifications identified in end. 

ENGLE.LB. Project Directorate 11-2. 89/04/13. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 6pp. 49452:120-49452:125. 

8904210350 Notification of 890417 meeting w/Westinghouse in Rockville.MD to discuss 
generic implications of steam generator tube plugging issues. 

ENGLE.LB. Project Directorate 11-2. 89/04/13. MURLEY.T., SNIEZEK,J.. 

MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 49443:271-49443:273. 

8904240264 Requests review & reporting of status of implementation of TMI action plan 
items at facility.EncI list of TMI items annotated where tracking sys indicates that im- 
plementation not complete. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 17pp, 
49448:043-49448:059. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 

i i^Ar*iO£irl Qw/^ lict 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255, 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904030305 Forwards Insp Repts 50-338/89-02 & 50-339/89-02 on 890221 -23.No vio- 
lations or deviations noted.Emergency response appraisal open items noted in Insp 
Repts 50-338/88-14 & 50-339/88-14 not resolved. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/03/24. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.), 2pp. 49160:331-49160:345. 

-8904030306 Insp Repts 50-338/89-02 & 50-339/89-02 on 890221 -23.No violations 
noted.Major areas inspected:ljcensee response to emergency response facility ap- 
praisal open items & emergency preparedness program enhancement items. 
CUNNINGHAM,A.L.. RANKIN.W.H. Region 2, Ofc of the Director. 89/03/23. 13pp. 
49160:333-49160:345. 

8904030294 Forwards Insp Repts 50-338/88-36 & 50-339/88-36 on 881231- 
890202.Violation under consideration for escalated enforcement action.Unresolved 
item noted. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/03/27. CARTWRIGHT.W.R, Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49156:265-49156:282. 


-8904030297 Insp Repts 50-338/88-36 & 50-339/88-36 on 881231-890202. Violations 
noted re failure to take prompt corrective action re inadequate instrument air 
quality.Major areas inspected: plant status.maint.surveillance & LERs. 

CALDWELL, J.L, KING.LP., FREDRICKSON.P. Region 2. Ofc of the Director. 89/03/ 
21. 16pp. 49156:267-49156:282. 

8904120061 Ack receipt of 890303 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-338/88-33 & 50-339/88-33. 

WILSON.B.A. Region 2, Ofc of the Director. 89/03/29. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 1 p. 49282:229-49282:229. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904180319 Forwards Insp Repts 50-338/89-06 & 50-339/89-06 on 890306- 10.No vio- 
lations or deviations identified. 

JULIAN.C.A. Region 2. Ofc of the Director. 89/03/30. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49372:292-49372:305. 

-8904180324 Insp Repts 50-338/89-06 & 50-339/89-06 on 890306-1 0.No violations or 
deviations noted.Major areas inspected: inservice insp.including eddy current exam of 
steam generator tubing & reviews of NDE procedures. 

NEWSOME.R.W,, BLAKE, J.J. Region 2, Ofc of the Director. 89/03/20. 12pp. 
49372:294-49372:305. 


8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904100050 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers.” Updated summary of nontraceable molded case circuit breakers (CBs) & 
schedule for replacement of nontraceable installed CBs will be provided by 890508. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/31. Docu- 
ment Control Branch (Document Control Desk). 4pp. 49243:253-49243:256. 

8904180130 Responds to NRC 890317 ltr re safety significant matters found In SSOMI 
durina wks of 89021 3 & 27. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/31. Docu- 
ment Control Branch (Document Control Desk). 7pp. 49372:213-49372:219. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904240100 Forwards summary of analysis procedure for masonry block walls per IE 
Bulletin 80-1 1. No free standing cantilever block walls at plants. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/07. Docu- 
ment Control Branch (Document Control Desk). 4pp. 49449:289-49449:292. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI,C,E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904240241 Forwards response to safety sys outage mod insp Significant Item 3, per 
890403-07 insp request.Original design basis for process control sys separation & iso- 
lation for plant described in WCAP-7913,per compliance w/IEEE 279-1971. 
CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/13. Docu- 
ment Control Branch (Document Control Desk). 7pp. 49452:206-49452:212. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co, of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 
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R. Periodic operating reports & related correspondence 

8904100360 “Summary of Procedure Changes, Facility Changes & Special Tests Per 
10CFR50.59.’’ Summary of safety evaluation for each procedure change.facility 
change & special test included. W/890403 Itr. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 88/12/31. 300pp. 
49236:080-49236:347. 

8904190324 Forwards monthly operating repts for Mar 1989 for North Anna Units 1 & 2 
& corrected rept for Feb 1989 for Unit 2. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/13. Docu- 
ment Control Branch (Document Control Desk). 1p. 49432:283-49432:294, 

—8904190394 Monthly operating repts for Mar 1989 for North Anna Units 1 & 2. 
TILLACK.B. Virginia Power (Virginia Electric & Power Co.). 89/03/31. 10pp. 
49432:284-49432:293. 


-8904190396 Corrected monthly operating rept for Feb 1989 for North Anna Unit 2. 
TILLACK.B. Virginia Power (Virginia Electric & Power Co.). 89/02/28. Ip. 49432:294- 
49432:294. 


S. Reportable occurrences, LERs & related correspondence 

8903290223 Summary of Operating Reactors Events Meeting 89-11 on 89031 S.List of 
attendees, events discussed & significant elements of events & four events identified 
for input to NRC Performance Indicator Program & summary of scrams end. 
LANNING.W.D. Events Assessment Branch. 89/03/16. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 18pp. 49120:176-49120:193. 

8903290172 LER a9-005-00:on 890226, unit tripped from 76% power when initiating 
signal for reactor trip was greater than feedwater flow mismatch coincident w/low 
steam generator level.Caused by closure of regulating valve.W/890323 Itr. 

KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 89/03/23. 9pp. 49081:317- 
49081:325. 

8904030356 Summary of Operating Reactors Events Meeting 89-12 on 890322.List of 
attendees, events discussed & significant elements, summary of reactor scrams & com- 
parison of weekly statistics w/industry averages for wk ending 890319 end. 
LANNING.W.D. Events Assessment Branch. 89/03/24. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 13pp. 49183:154-49183:166. 

8904060048 PNO-1 1-89-026:80,000 1b reactor coolant pump motor enroute to 
Cheswick.PA collapsed one side of low boy trailer resulting in small brush fire.Surveys 
at site confirmed no contamination.Commonwealth of VA Health Dept notified. 
KAHLE.J.B. Region 2, Ofc of the Director. 89/03/27. Ip. 49225:222-49225:222. 

8904170113 Special rept:on 890302, projected doses due to radioactive liquid effluents 
discharged to unrestricted areas exceeded 0.06 mrem total body In 31 day 
period.Caused by calculation error.Radiological effluent Tech Specs to be computer- 
ized. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/07. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49350:069-49350:071. 


V. Operator Examinations 


8904130062 Requests that end list of ref matl be furnished by 890401 for reactor oper- 
ator & senior operator licensing exams scheduled for wk of 890509-1 2. Requirements 
for administering written exams & NRC exam rules & guidelines also end, 
PEEBLES.T.A. Region 2. Ofc of the Director. 89/03/23. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 9pp. 49300:058-49300:066. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end, 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET SO-339 NORTH ANNA POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8904030305 Forwards Insp Repts 50-338/89-02 & 50-339/89-02 on 890221 -23.No vio- 
lations or deviations noted. Emergency response appraisal open Items noted in Insp 
Repts 50-338/88-14 & 50-339/88-14 not resolved. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/03/24. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49160:331-49160:345. 

-8904030306 Insp Repts 50-338/89-02 & 50-339/89-02 on 890221 -23.No violations 
noted. Major areas inspected:licensee response to emergency response facility ap- 
praisal open items & emergency preparedness program enhancement items, 
CUNNINGHAM, A.L. Region 2, Ofc of the Director. 89/03/23. 13pp. 49160:333- 
49160:345, 


8904040246 Forwards Rev 22 to security program.Rev withheld (ref 10CFR73.21). 
CAgTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/29. Docu- 
ment Control Branch (Document Control Desk). Ip. 49192:292-49192:292. 


I. Financial information 


8904030252 Forwards listed info re guarantees of payment of deferred 
premiums,including “Annual Rept to Securities & Exchange Commission," compara- 
tive statement of income for 3 months ended Dec 1987 & 1988 & CY89 cash flow 
projection. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/29. Docu- 
ment Control Branch (Document Control Desk). 66pp. 49204:096-49204:163. 


J. insurance & indemnity information 

8904050463 Confirms that util purchased max limits of primary nuclear property insur- 
ance on actual cash value basis offered by Nuclear Mutual Ltd & excess nuclear prop- 
erty insurance offered by American Nuclear Insurers/ Mutual Atomic Energy. 
CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/30. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49205:173-49205:174. 


P. Operating license stage documents & correspondence 


8903300118 Forwards “Technical Evaluation Rept.TMl Action-NUREG-0737 (II.D.1).” 
ENGLE,LB. Project Directorate 11-2. 89/03/21. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 49123:291-49123:323. 

-8902020153 “Technical Evaluation Rept.TMl Action NUREG-0737 (11.0.1) Relief & 
Safety Valve Testing for North Anna Units 1 & 2," 

YUAN.C., NALEZNY.C.L., FINEMAN.C.P. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN 
A-6492. EGG-NTA-8226. 88/08/31. NRC - No Detailed Affiliation Given. 31pp. 
49123:293-49123:323. 

8903290330 Notification of 890329 meeting w/util & Westinghouse in Rockville.MD to 
discuss 890225 steam generator tube leakage event, remedial actions & recovery 
plans for plant. 

ENGLE, LB. Project Directorate II-2. 89/03/23. MURLEY.T., SNIEZEK.J.. 

MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 49081:164-49081:166. 

8903310281 Forwards addi info re settlement monitor program for Class I structures at 
plant,per 890222 meeting w/NRC re util 890320 Tech Spec Change Request 87-746 
on differential settlement between Points 117 & 113R & pipe stress in svc water lines. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/23. Docu- 
ment Control Branch (Document Control Desk), 39pp. 49148:204-49148:242. 

8904030013 Informs that util evaluated containment liner weld test channels w/test 
channel plugs installed as leaktight structural boundary. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/23. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49156:197-49156:198. 

8904130212 Forwards corrected Amends 109 & 95 to Licenses NPF-4 & NPF-7.Amend 
implements more stringent primary-to-secondary coolant sys leakage limits & estab- 
lished surveillance requirements to assure operability of instrumentation. 

ENGLE, LB. Project Directorate II-2. 89/03/24. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 49317:243-49317:249. 

—8904130216 Amends 109 & 95 to Licenses NPF-4 & NPF-7,respectively. Amends re- 
vises Tech Specs re radioactive gaseous effluent monitoring instrumentation. 

* NRC - No Detailed Affiliation Given. 89/03/24. 5pp. 49317:245-49317:249. 

8904040190 Application for amends to Licenses NPF-4 & NPF-7, changing Tech Specs 
to provide operability requirements for radiation monitoring instrumentation & allow 
time for proper calibr & troubleshooting on inoperable radiation monitor. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/28. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49196:074-49196:080. 

—8904040192 Proposed Tech Specs, providing operability requirements for radiation 
monitoring instrumentation. 

* Virginia Power (Virginia Electric & Power Co.). 89/03/28. 5pp. 49196:076-49196:080, 

8904060279 Notification of 890405 meeting w/Westinghouse Regulatory Review Group 
in Rockville.MD to discuss generic implications of steam generator tube plugging 
issues. 

ENGLE, LB. Project Directorate 11-2. 89/03/31. MURLEY.T., SNIEZEK.J., 

MIRAGLIA,F. NRC - No Detailed Affiliation Given. 2pp. 49216:057-49216:058. 

8904120153 Transmits notice of withdrawal of applications for amends to Licenses 
NPF-4 & NPF-7,Amends would have added requirement for implementation of inte- 
grated implementation schedule & reactor trip sys functional testing. 

ENGLE,LB. Project Directorate 11-2. 89/03/31. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 49296:165-49296:169. 

-8904120155 Notice of withdrawal of applications for amends to Licenses NPF-4 & 
NPF-7.Amends would have added requirement for implementation of integrated imple- 
mentation schedule & modified surveillance frequencies for reactor trip sys. 

ENGLE, LB. Project Directorate 11-2. 89/03/31. 2pp. 49296:168-49296:169. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180080 Expresses appreciation for util efforts re NRC site visits on 890315 & 
22.Site visit provided valuable educational opportunity & positive experience. 
VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 89/04/04. 
CARTWRIGHT,W.R. Virginia Power (Virginia Electric & Power Co.). 2pp. 49381:004- 
49381:005. 


8904170323 Summary of 890330 meeting w/util in Rockville.MD re util overall long-term 
Improvement plan to enhance plant operations. 

BUCKLEY, B.C. Project Directorate 11-2. 89/04/11. Project Directorate li-2. 17pp. 
49371:127-49371:143. 

8904210128 Notifies that review of util 880913 initial simulator certification submittal 
completed.Areas in which info & data inadequate to ensure complete documentation 
of NRC certifications identified in end. 

ENGLE.LB. Project Directorate 11-2. 89/04/13. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 6pp. 49452:120-49452:125. 

8904210350 Notification of 890417 meeting w/Westinghouse in Rockville.MD to discuss 
generic implications of steam generator tube plugging issues. 

ENGLE.LB. Project Directorate 11-2. 89/04/13. MURLEY.T., SNIEZEK.J., 

MIRAGLIA,F. NRC - No Detailed Affiliation Given. 3pp. 49443:271-49443:273. 
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8904240264 Requests review & reporting of status of implementation of TMI action plan 
items at facility.Encl list of TMI items annotated where tracking sys indicates that im- 
plementation not complete. 

MURLEYJ.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 17pp. 
49448:043-49448:059. 


Q. inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, ‘‘Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904030305 Forwards Insp Repts 50-338/89-02 & 50-339/89-02 on 890221 -23.No vio- 
lations or deviations noted.Emergency response appraisal open items noted in Insp 
Repts 50-338/88-14 & 50-339/88-14 not resolved. 

COLLINS,D.M. Region 2, Ofc of the Director. 89/03/24. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49160:331-49160:345. 

-8904030306 Insp Repts 50-338/89-02 & 50-339/89-02 on 890221 -23.No violations 
noted.Major areas inspected:licensee response to emergency response facility ap- 
praisal open items & emergency preparedness program enhancement items. 
CUNN1NGHAM,A.L., RANKIN,W.H. Region 2. Ofc of the Director. 89/03/23. 13pp. 
49160:333-49160:345. 

8904030294 Forwards Insp Repts 50-338/88-36 & 50-339/88-36 on 881231- 
890202, Violation under consideration for escalated enforcement action.Unresolved 
item noted. 

EBNETER,S.D. Region 2, Ofc of the Director. 89/03/27. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 49156:265-49156:282. 

-8904030297 Insp Repts 50-338/88-36 & 50-339/88-36 on 881231-890202. Violations 
noted re failure to take prompt corrective action re inadequate instrument air 
quality.Major areas inspected: plant status, maint, surveillance & LERs. 

CALDWELL,J.L., KING.L.P., FREDRICKSON,P. Region 2. Ofc of the Director. 89/03/ 
21. 16pp. 49156:267-49156:282. 

8904120061 Ack receipt of 890303 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-338/88-33 & 50-339/88-33. 

WILSON.B.A. Region 2, Ofc of the Director. 89/03/29. CARTWRIGHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). Ip. 49282:229-49282:229. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904180319 Forwards Insp Repts 50-338/89-06 & 50-339/89-06 on 890306- 10.No vio- 
lations or deviations identified. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/03/30. CARTWR1GHT,W.R. Virginia 
Power (Virginia Bectric & Power Co.). 2pp. 49372:292-49372:305. 

-8904180324 Insp Repts 50-338/89-06 & 50-339/89-06 on 890306-1 0.No violations or 
deviations noted.Major areas inspected: inservice insp,including eddy current exam of 
steam generator tubing & reviews of NDE procedures. 

NEWSOME, R.W., BLAKE, J.J. Region 2, Ofc of the Director. 89/03/20. 12pp. 
49372:294-49372:305. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904100050 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers." Updated summary of nontraceable molded case circuit breakers (CBs) & 
schedule for replacement of nontraceable installed CBs will be provided by 890508. 
CARTWRIGHT,W.R, Virginia Power (Virginia Electric & Power Co.). 89/03/31. Docu- 
ment Control Branch (Document Control Desk). 4pp. 49243:253-49243:256. 

8904180130 Responds to NRC 890317 Itr re safety significant matters found in SSOMI 
during wks of 89021 3 & 27. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 89/03/31. Docu- 
ment Control Branch (Document Control Desk). 7pp. 49372:213-49372:219. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNN1NGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 


8904240100 Forwards summary of analysis procedure for masonry block walls per IE 
Bulletin 80-1 1. No free standing cantilever block walls at plants. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/07. Docu- 
ment Control Branch (Document Control Desk). 4pp, 49449:289-49449:292. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904240241 Forwards response to safety sys outage mod insp Significant Item 3,per 
890403-07 insp request. Original design basis for process control sys separation & iso- 
lation for plant described in WCAP-7913,per compliance w/IEEE 279-1971. 
CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/13. Docu- 
ment Control Branch (Document Control Desk). 7pp. 49452:206-49452:212. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042. “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904100368 “Summary of Procedure Changes, Facility Changes & Special Tests Per 
10CFR50.59.” Summary of safety evaluation for each procedure change, facility 
change & special test included. W/890403 Itr. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 88/12/31. 300pp. 
49236:080-49236:347. 

8904190324 Forwards monthly operating repts for Mar 1989 for North Anna Units 1 & 2 
& corrected rept for Feb 1989 for Unit 2. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/13. Docu- 
ment Control Branch (Document Control Desk). Ip. 49432:283-49432:294. 

“8904190394 Monthly operating repts for Mar 1989 for North Anna Units 1 & 2. 
TILLACK.B. Virginia Power (Virginia Electric & Power Co.). 89/03/31. 10pp. 
49432:284-49432:293. 

“8904190396 Corrected monthly operating rept for Feb 1989 for North Anna Unit 2. 
T1LLACK,B. Virginia Power (Virginia Electric & Power Co.). 89/02/28. Ip. 49432:294- 
49432:294. 


S. Reportable occurrences, LERs & related correspondence 

8904060048 PNO-ll-89-026:80,000 1b reactor coolant pump motor enroute to 
Cheswick,PA collapsed one side of low boy trailer resulting in small brush fire.Surveys 
at site confirmed no contamination.Commonwealth of VA Health Dept notified. 
KAHLE,J.B. Region 2, Ofc of the Director. 89/03/27. Ip. 49225:222-49225:222. 

8904170113 Special repLon 890302,projected doses due to radioactive liquid effluents 
discharged to unrestricted areas exceeded 0.06 mrem total body in 31 day 
period.uaused by calculation error.Radiological effluent Tech Specs to be computer- 
ized. 

CARTWRIGHT.W.R. Virginia Power (Virginia Electric & Power Co.). 89/04/07. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49350:069-49350:071. 

8904190289 LER 89-005-00:on 89031 4, main steam safety valve (MSSV) setpoints out 
of tolerance allowed by Tech Spec 3.7.1. 1. Cause not determined.MSSV refurbished & 
retested to ensure pressures within allowable limit.W/890412 Itr. 

KANE,G.E. Virginia Power (Virginia Electric & Power Co.). 89/04/12. 5pp. 49385:317- 
49385:321. 


V. Operator Examinations 

8904130062 Requests that end list of ref matl be furnished by 890401 for reactor oper- 
ator & senior operator licensing exams scheduled for wk of 890509-1 2.Requirements 
for administering written exams & NRC exam rules & guidelines also end. 

PEEBLES, T.A. Region 2. Ofc of the Director. 89/03/23. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 9pp, 49300:058-49300:066. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp, 49105:001-49105:055. 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8904180063 Rev 1 to Regulatory Affairs Administrative Procedure RAP-EM1-02, “Maint 
of Emergency Response Facilities.” 

RATMET.M. Detroit Edison Co. 89/03/29. 11pp. 49372:169-49372:179. 
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H. Genera! correspondence 

8904130492 Comment on petition for rulemaking PRM-20-19 re requirement that detect- 
able odor be injected into emissions of nuclear power plants & other nuclear process- 
es over which NRC has jurisdiction. Gor.c-fit to be gained by proposal not apparent. 
SYLVtA.B.R. Detroit Edison Co. Docko:in 3 & Services Branch. 2pp. 

49347:209-49347:21 0. 


J. Insurance & Indemnity Information 

8904040150 Lists total amount of property damage & decontamination coverage in 
effect for facility.insurable interest of Wolverene Electric Cooperative, as co-owner of 
facility, also included within each policy. 

SYLVIA, B.R. Detroit Edison Co. 89/03/23. Document Control Branch (Document Con- 
trol Desk). Ip. 49204:358-49204:358. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8904120340 Forwards e."ata oackago to Rov 2 of plant updated FSAR. 

SYLVIA, B.R. ;:o:-ci; lioiscn Do. ao.'C-'i.'OG. Document Control Branch (Document Con- 
trol Desk). 1p. 49290:235-49290:242. 

-8904170326 Errata package to Rev 2 to updated FSAR, consisting of corrected Pages 
7/8,9/10 & 11/12. 

* Detroit Edison Co. 89/04/03. 7pp. 49290:236-49290:242. 


P. Operating license stage documents & correspondence 

8903290284 Fonvards request for add! info re Rev 2 to ODCM.Survey found portions of 
original pages to Rev 2 to ODCM to be illegible & therefore unacceptable.Util should 
submit complete, illegible copy of current ODCM. 

KELLY, L. Proiect Di.'-ectoraJe III-1. 89/03/21. SYLVIA,B.R. Detroit Edison Co. 5pp. 
49081:342-49081:346. 

8903290031 Informs of rev of milestone date for improvement of simulator fidelity.Mod 
of milestone does not change util commitment to achieve simulator certification by 
June 1991. 

SYLVIA.B.R. Detroit Edison Co. 89/03/23. Document Control Branch (Document Con- 
trol Desk). 2pp. 49081:279-49081:280. 

8904110099 Advises that 881128 response to Generic Ltr 88-11 guidance re Rev 2 to 
Reg Guide 1.99, “Radiation Embrittlement of Reactor Vessel Matls." acceptable.NRC 
agrees that operation w/existing curves will provide satisfactory safety margin. 

KELLY,L. Project Directorate 111-1. 89/03/29. SYLVIA.B.R. Detroit Edison Co. 3pp. 
49290:177-49290:179. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03, Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904100402 Application for amend to License NPF-43, changing Tech Specs for Reload 
1, Cycle 2 operations for plantGE nonproprietary & proprietary Rev 0 & Rev O.SuppI 1 
to 23A5949 reload repts encl.Proprietary rept withheld (ref 10CFR2.790). 

SYLVIA.B.R. Detroit Edison Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 26pp. 49282:122-49282:218. 

-8904140448 Proposed Tech Specs.supporting Reload 1, Cycle 2 for plant operations. 

* Detroit Edison Co. 89/04/03. 41pp. 49282:148-49282:188. 

-8904140451 "Supplemental Reload Licensing Submittal for Fermi Plant Unit 2, Reload 
1 .Cycle 2." 

RASH.J.L, PLOTYCIA.G.D., CHARNLEY.J.S. General Electric Co. 89/03/31. 30pp. 
49282:189-49282:218. 

8904180094 Application for amend to License NPF-43, changing Tech Spec 3/4.3.3 in 
conjunction w/mod to actuation logic for automatic depressurization sys.per NUREG- 
0737.ltem ll.K.3.18. 

SYLVIA, B.R. Detroit Edison Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 10pp. 49371:334-49371:349. 

-8904180239 Proposed Tech Specs re limiting conditions for operation & surveillance 
requirements for ECCS actuation instrumentation. 

* Detroit Edison Co. 89/04/03. 6pp. 49371:344-49371:349. 

8904180127 Application for amend to License NPF-43,changing Tech Specs re source- 
range monitors to permit core off-loading during first refueling outage. 

SYLVIA.B.R. Detroit Edison Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 9pp. 49375:298-49375:314. 

-8904180223 Proposed Tech Specs re control rod block instrumentation setpoints & 
source-range monitors. 

* Detroit Edison Co. 89/04/03. 8pp. 49375:307-49375:314. 

8904180064 Requests that 880805 application for amend to license re noninterruptible 
control air sys be withdrawn. 

SYLVIA.B.R. Detroit Edison Co. 89/04/04, Document Control Branch (Document Con- 
trol Desk). 2pp. 49380:231-49380:232. 

8904190346 Forwards SER accepting util 831103 response to Generic Ltr 83-28,ltem 
4.5.2 “Reactor Trip Sys Reliability - Online Testing.'’ 

SYLVIA, B.R. Project Directorate III-1. 89/04/04. KELLY.L. Detroit Edison Co. 3pp. 
49392:158-49392:163. 

-8904190351 SER accepting util responses to Generic Ltr 83-28, Item 4.5.2, “Reactor 
Trip Sys Reliability.” 

* NRC - No Detailed Affiliation Given. 89/04/04. 3pp. 49392:161-49392:163. 

8904240379 Forwards notice of consideration of issuance of amend to License NPF-43 
& opportunity for hearing re application for amend to license dtd 881114. 

STANG.J.F. Project Directorate 111-1. 89/04/04, SLYV1A,B,R. Detroit Edison Co. 3pp. 
49450:087-49450:093. 


—8904240384 Notice of consideration of issuance of amend to License NPF-43 & pro- 
posed NSHC determination & opportunity for hearing. Amend revises Tech Spec to re- 
solve standby liquid control sys inconsistencies by modifying action statements. 
STANG.J. Project Directorate III-1. 89/04/04. 4pp. 49450:090-49450:093. 

8904210270 Requests withdrawal of proposed Tech Spec change re primary contain- 
ment isolation valves, per 10CFR2,107.lssue of Type C local leak rate test require- 
ments being discussed generically w/BWR Owners Group. 

SYLVIA, B.R. Detroit Edison Co. 89/04/05. Document Control Branch (Document Con- 
trol Desk). 2pp. 49430:258-49430:259. 

8904210282 Requests withdrawal of proposed Tech Spec changes addressed by Ge- 
neric Ltr 89-01 re programmatic controls for radiological effluent Tech Specs (RETS) 
& relocation of procedural details of RETS to dose calculation manual. 

SYLVIA.B.R. Detroit Edison Co. 89/04/05. Document Control Branch (Document Con- 
trol Desk). 2pp. 49430:260-49430:261. 

8904170258 Advises that Mar 1989 QA program contained in Chapter 17.2 of annual 
FSAR update meets l0CFR50.54(a) & acceptable. Program satifies requirements of 
10CFR50,App B also. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/04/07. SILVIA.B.R. Detroit Edison Co. 
Ip. 49370:348-49370:348. 

8904180355 Resubmits Rev 2 of ODCM, in response to 890321 request for legible copy. 
SYLVIA,B.R. Detroit Edison Co. 89/04/07. Document Control Branch (Document Con- 
trol Desk). 1p. 49374:321-49375:059. 

-8904180359 Rev 2 to “ODCM.” 

ANDERSON.R. Detroit Edison Co. 89/01/18. 80pp. 49374:322-49375:059. 

8904200126 Ack receipt of 890317 submittal of Rev 2 to updated FSAR & annual safety 
evaluation summary rept.Listed design changes selected for insp during future NRC 
site visit. 

KELLY.L Project Directorate III-1. 89/04/07. SYLVIA.B.R. Detroit Edison Co. 3pp. 
49400:084-49400:086. 

8904240077 Concurs w/util 881101 & 890123 Itrs re performance of QA sys cleanliness 
insps prior to closure of safety-related sys. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/04/13. SYLVIA.B.R. Detroit 
Edison Co. 2pp. 49450:355-49450:356. 

8904240045 Requests prompt review & reporting of status of implementation of TMI 
Action Plan items at facility.Printout of all TMI items, annotated where tracking sys indi- 
cates implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. SYLVIA.B.R. Detroit Edison Co. 12pp. 49450:114-49450:125. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903280097 Ack receipt of 890224 response to violations noted in Insp Rept 50-341/ 
88-31. Part B of Violation 88031-01 withdrawn based on addi info, per agreement that 
util would document steps of potential conditions adverse to quality. 

COOPER.R.W. Region 3. Ofc of the Director. 89/03/21. SYLVIA.B.R. Detroit Edison 
Co. Ip. 49074:198-49074:203. 

8903300086 Corrects address given in 890306 ltr re SALP 10 rept meeting to read 
Monroe County Board Chambers, 125 East Second St, Monroe, Ml. 

GREENMAN.E.G. Region 3. Ofc of the Director. 89/03/22. SYLVIA.B.R. Detroit 
Edison Co. Ip. 49129:170-49129:170. 

8904100358 Forwards details of allegations re activities at plant. Review & disposition of 
matter requested.Details withheld (ref 10CFR73.21). 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/03/22. SYLVIA.B.R. Detroit Edison 
Co. 2pp. 49272:356-49272:357. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Pluqs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904110243 Comments on Insp Rept 50-341/89-03 & enhancements to plant operating 
review program.Operating experience rept enhancement plan end. 

SYLVIA.B.R. Detroit Edison Co. 89/03/23. DAVIS, A.B. Region 3, Ofc of the Director. 

18pp- 

8904100353 Forwards Safety Insp Rept 50-341/89-09 on 890306-1 0.No violations 
noted. 

GREGER.L.R. Region 3, Ofc of the Director. 89/03/27. SYLVIA,B.R. Detroit Edison 
Co. 2pp. 49243:271-49243:282. 

-8904100364 Insp Rept 50-341/89-09 on 890306-1 0.No violations noted. Major areas 
inspected:plant chemistry & radiation protection organization, mgt 

controls, QA,confirmatory measurements for in-plant radiochemical analysis, audits & 
environ monitoring. 

BOCANEGRA.R., JANUSKA,A.G., SCHUMACHER.M. Region 3. Ofc of the Director. 
89/03/27. 10pp. 49243:273-49243:282. 

8904050138 Submits supplemental response to Allegation RIII-88-A-0054. While some 
statements included in specs intended for const/ installation, engineering justification 
provided documenting adequate qualification for each spec deviation. 

SYLVIA,B.R. Detroit Edison Co. 89/03/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 49198:166-49198:167. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 
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8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety {Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/ Multiple Grounds in DC 
Distribution Sys.’’ Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904120339 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded Case 
Circuit Breakers," ensuring that molded case breakers purchased for use in safety- 
related applications verifiably traceable to circuit breaker mfg. 

SYLVIA,B.R. Detroit Edison Co. 89/03/31. Document Control Branch (Document Con- 
trol Desk). 9pp. 49295:091-49295:099. 

8904060297 Final response to FOIA request for records.App A documents end & avail- 
able in PDR. 

PHILIPS, J. Division of Freedom of Information & Publications Services (Post 890205). 
89/04/03. UNNERSTALL.K. Newman & Holtzinger. 2pp. 49218:279-49218:312. 

-8904060304 Advises of OGC opinion in licensing issue & enforcement action.GDC le- 
gally binding on licensee in absence of approved alternative design basis. 
LIEBERMAN.J. Ofc of Enforcement (Post 870413). 88/08/04. RUSSELL, W.T. Region 

1 , Ofc of the Director. GRACE, J.N. Region 2, Ofc of the Director. DAVIS, A.B. Region 
3, Ofc of the Director. 2pp. 49218:281-49218:282. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp, 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904180158 Forwards Safety Insp Rept 50-341/88-33 on 881212-890323 & notice of 
violation. 

KNOP.R.C, Region 3, Ofc of the Director. 89/04/04. SYLVIA, B.R. Detroit Edison Co. 
2pp. 49380:278-49380:294. 

-8904180161 Notice of violation from insp on 881212-890323.Violation noted:during 
later half of 1988,licensee administratively closed 86 deviation event repts & noncon- 
formance repts w/o all corrective actions completed. 

KNOP.R.C. Region 3, Ofc of the Director. 89/04/04. 1p. 49380:280-49380:280. 

-8904180163 Insp Rept 50-341/88-33 on 881212-890323.Violations noted. Major areas 
inspected:licensee actions on previous Insp findings & review of allegations re plant 
operation. 

KNOP.R.C. Region 3, Ofc of the Director. 89/04/04. 14pp. 49380:281-49380:294. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs," Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc, 1 06pp. 49220:21 8-49220:324. 

8904200015 Responds to NRC 890306 Itr re violations noted in Insp Rept 50-341/89- 

02. Directlon given to maint & mod supervisors to ensure parts returned to warehouse 
or stored in controlled areas per procedures. 

SYLVIA, B.R. Detroit Edison Co. 89/04/05. Document Control Branch (Document Con- 
trol Desk). 3pp. 49395:245-49395:247. 

8904200126 Ack receipt of 890317 submittal of Rev 2 to updated FSAR & annual safety 
evaluation summary rept.Listed design changes selected for insp during future NRC 
site visit. 

KELLY,L Project Directorate III-1. 89/04/07. SYLVIA,B.R. Detroit Edison Co. 3pp. 
49400:084-49400:086. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York. Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393;001-49393;106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters,” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York. Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & reiated correspondence 

8904030379 Forwards monthly operating rept for Fermi 2 for month of Feb 1989 & rev 
to Jan 1 989 unit shutdowns & power reductions. 

ORSER.W.S. Detroit Edison Co. 89/03/15. Document Control Branch (Document 
Control Desk). 1 p. 491 68:082-491 68:085. 

-8903290110 Monthly operating rept for Feb 1989 for Fermi 2. 

ANTHONY.P.M. Detroit Edison Co. 89/02/28. 3pp. 49168:083-49168:084, 


-8904030384 Revised monthly operating rept for Jan 1989 for Fermi 2, consisting of 
unit shutdowns & reductions. 

* Detroit Edison Co. 89/01/31. Ip. 49168:085-49168:085. 

8904240371 Forwards monthly operating rept for Mar 1989 & revised operating data 
repts for Feb 1988 - Feb 1989 for Fermi 2. 

ORSER.W.S. Detroit Edison Co. 89/04/17. Document Control Branch (Document 
Control Desk), ip. 49470:194-49470:211. 

-8904250089 Monthly operating rept for Mar 1989 for Fermi 2. 

ANTHONY.P.M. Detroit Edison Co. 89/03/31. 3pp. 49470:195-49470:198. 

-8904250097 Revised monthly operating rept for Feb 1988 for Fermi 2. 

ANTHONY.P.M. Detroit Edison Co. 88/02/29. 1p. 49470:199-49470:199. 

-8904250103 Revised monthly operating rept for Mar 1988 for Fermi 2. 

ANTHONY.P.M. Detroit Edison Co. 88/03/31. Ip. 49470:200-49470:200. 

-8904250106 Revised monthly operating rept for Apr 1988 for Fermi 2. 

ANTHONY.P.M. Detroit Edison Co. 88/04/30. Ip. 49470:201-49470:201. 

-8904250109 Revised monthly operating rept for May 1988 for Fermi 2. 

ANTHONY.P.M. Detroit Edison Co. 88/05/31. Ip. 49470:202-49470:202. 

“8904250111 Revised monthly operating rept for June 1988 for Fermi 2. 

ANTHONY.P.M. Detroit Edison Co. 88/06/30. Ip. 49470:203-49470:203. 

-8904250113 Revised monthly operating rept for Jul 1988 for Fermi 2. 

ANTHONY.P.M. Detroit Edison Co. 88/07/31. Ip. 49470:204-49470:204. 

—8904250114 Revised monthly operating rept for Aug 1988 for Fermi 2. 

ANTHONY.P.M. Detroit Edison Co. 88/08/31. Ip. 49470:205-49470:205. 

—8904250116 Revised monthly operating rept for Sept 1988 for Fermi 2. 

ANTHONY.P.M. Detroit Edison Co. 88/09/30. Ip. 49470:206-49470:206. 

-8904250119 Revised monthly operating rept for Oct 1988 for Fermi 2. 

ANTHONY.P.M. Detroit Edison Co. 88/10/31. Ip. 49470:207-49470:207. 

-8904250120 Revised monthly operating rept for Nov 1988 for Fermi 2. 

ANTHONY.P.M. Detroit Edison Co. 88/11/30. Ip. 49470:208-49470:208. 

—8904250122 Revised monthly operating rept for Dec 1988 for Fermi 2. 

ANTHONY.P.M. Detroit Edison Co. 88/12/31. Ip. 49470:209-49470:209. 

—8904250126 Revised monthly operating rept for Jan 1989 for Fermi 2. 

ANTHONY.P.M. Detroit Edison Co. 89/01/31. Ip. 49470:210-49470:210. 

—8904250128 Revised monthly operating rept for Feb 1989 for Fermi 2. 

ANTHONY.P.M. Detroit Edison Co. 89/02/28. 1p. 49470:211-49470:211. 


S. Reportable occurrences, LERs & related correspondence 

8904050121 LER 89-006-00:on 890226,turbine trip & reactor scram occurred while re- 
setting pushbutton for main turbine mechanical overspeed teslCaused by poor design 
of trip linkage.Event critique discussed w/personnel.W/890328 Itr. 

ANTHONY.P., ORSER.W.S. Detroit Edison Co. 89/03/28. 5pp. 49213:133-49213:137. 

8904140432 LER 89-007-00:on 890307,increasing trend observed in vibration of 
Number 8 bearing on main turbine generator. Cause undetermined.Turbine balanced 
in subsequent outage. Disassembly &/or insp of portions planned.W/890406 Itr. 
ANTHONY.P., ORSER.W.S. Detroit Edison Co. 89/04/06. 4pp. 49334:273-49334:276. 

8904190322 LER 89-005-01 :on 890208,determined that inflatable seals for railroad air- 
lock doors could be affected since seals supplied from non-Q air supply.Caused by 
design deficiency. Rev to surveillance requirement expected. W/8904 10 Itr. 
GOODMAN.LS., ORSER.W.S. Detroit Edison Co. 89/04/10. 5pp. 49385:255- 
49385:259. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program. Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 

8903300075 Forwards SALP Rept 50-344/88-51 for Dec 1987 - Dec 1988.Mgt meeting 
to discuss results of SALP Board assessment scheduled for 890321 at Portland 
ofcs.Util should provide response to improve performance in listed areas. 

MARTIN.J.B. Region 5. Ofc of the Director. 89/03/09. COCKFIELD.D.W. Portland 
General Electric Co. 3pp. 49142:015-49142:059. 

-8903300080 SALP Rept 50-344/88-51 for Dec 1987 - Dec 1988. 

* Region 5, Ofc of the Director. 89/03/09. 42pp. 49142:018-49142:059. 

8904140494 Rev 2 to Radiological Emergency Response Plan Implementing Procedure 
EP-305, "Personnel Injury." 

* Portland General Electric Co. 89/03/15. 25pp. 49322:303-49322:327. 
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8904180192 Forwards Insp Rept 50-344/89*04 on 890228-0303 & notice of violation. 
YLIHAS, Q.P. .Region 5, Ofc of the Director. 89/03/23. COCKFIELD.D.W. Portland 
Generai wiec'ric Sc. 2pp. 49372;332-49372i343. 

--8904180194 Notice of violation from insp on 890228-0303.Violation noted:on 
88l114.piant staff determined that pressure boundary leakage existed but did not de- 
claT; ■-.''...■sj.a' evert 

Vj-iAS.-3 “. R-:.:::o.'. 5. Ofc of the Director. 89/03/23. Ip. 49372:334-49372:334. 

-8904180196 Insp Rept 50-344/89-04 on 890228-0303.Violations noted. Major areas 
inspected:follow up on two open items & one unresolved item identified during previ- 
ous emergency preparedness tnsps & emergency preparedness program. 

GOOD.G.M.. FISH.R.F. Region 5, Ofc of the Director. 89/03/23. 9pp. 49372:335- 
49372:343. 

8904120191 Changes to revised EPIP, including Rev 3 to EP-001,EP-200, Rev 1 to EP- 
2C ■ =■--.■ 1 :.o FF-3C:3 & Rov 0 to EP-401,Rev 1 to EP-500 & Rev 1 to EP-501. 

* .=cr;'a-:o -licis'Z Co. 89/03/24. 22pp. 49311:258-49311:281. 

8904110062 Informs that 871216 Rev 18 to physical security plan consistent w/provi- 
sions of l0CFR50.54(p) & acceptable. 

PATE,R.J. Region 5, Ofc of the Director. 89/03/30. COCKFIELD.D.W. Portland Gen- 
eral Electric Co. 2pp. 49290:180-49290:181. 

8904060454 Amend 15 to PGE-1008, "Radiological Emergency Response Plan," Vol 
I.Book 1. 

* Portland General Electric Co. PGE-1008 A15. 89/03/31. 25pp. 49217:007- 
49217:031. 

8904120508 Amend 15 to Vol I.Book 2 of "Radiological Emergency Plan & Procedures 
Manual." W/890331 Itr. 

* Portland General Electric Co. 89/03/31. 680pp. 49282:231-49284:321. 


J. insurance & indemnity information 

8904170205 Forwards list of present levels of property insurance & sources of Insur- 
ance for plant. 

COCKFIELD.D.W. Portland General Electric Co. 89/04/03. Document Control Branch 
(Document Control Desk). 2pp. 49350:001-49350:002. 


P. Operating license stage documents & correspondence 


8904030346 Forwards Amend 151 to License NPF-1 & safety evaluation. Amend revises 
Tech Specs by deleting U-235 fuel enrichment limit on fuel assemblies & authorizes 
storage & use of new fuel assemblies w/enrichment up 4.5 weight percent. 

BEVAN.R. Project Directorate V. 89/03/17. COCKFIELD.D.W. Portland General Elec- 
tric Co. 3pp. 49165:083-49165:096. 

-8904030352 Amend 151 to License NPF-1, revising Tech Specs by deleting U-235 fuel 
enrichment limit on fuel assemblies & authorizing storage & use of new fuel assem- 
blies w/enrichment up to 4.5 weight percent. 

KNIGHTON.G.W. Project Directorate V. 89/03/17. 3pp. 49165:086-49165:090. 

-8904030355 Safety evaluation si^porting Amend 151 to License NPF-1. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/17. 4pp. 
49165:091-49165:094, 


>"•9904030427 Notice of Issuance of Amend 151 to License NPP-1 .Amend deletes U-235 
fuel enrichment limit as fuel assemblies from Tech Specs & authorizes storage & uee 
of new fuel assemblies w/enriohment up to 4,8 weight percent. 

SEVAN, R.i. Project Directorate V. $Q/09/17, 2pp. 491 §5:096-491 66:096. 


8903300217 Approves util 860902 S 800216 analysti & auppiemental Info to support 
planned mod to Increase lateral shear forces on control bldg by up to 3%.Uoense 
amend w!!! be rscuirsd to reflect new shear load limit requirement. 

3EVAN.R.B. Project Directorate V. 89/03/27. COCKFIELD.D. Portland General Elec- 
tric Co. 3cp. 49-28:352-49-: 28:354. 


8904050453 Advises that WCAP-12029 inappropriately indicated as proprietary In util 
890223 Itr. WCAP-1 2028 proprietary rept & withheld. 

COCKFIELD.D.W. Portland General Electric Co. 89/03/30. Document Control Branch 
(Document Control Desk). Ip. 49310:112-49310:127. 

-8902280459 Forwards proprietary WCAP-12029 & nonproprietary WCAP-1 2028 re 
plant reactor vessel vertical support loads.Application for withholding proprietary 
WCAP-1 2028 (ref 10CFR2.790) end. 

COCKFIELD.D.W. Portland General Electric Co. 89/02/23. Document Control Branch 
(Document Control Desk). 2pp. 49310:114-49310:127. 

-8902280461 Requests that proprietary WCAP-12029, “Trojan Nuclear Plant Reactor 
Vessel Vertical Support Loads” be withheld (ref 10CFR2.790). 

WIESEMANN,R.A. Westinghouse Electric Corp. 89/01/31. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 6pp. 49310:116-49310:121. 

-8902280468 "Trojan Nuclear Plant Reactor Vessel Vertical Support Loads.” 

JOHNSON, E.R., ELLIS.G.R. Westinghouse Electric Corp. WCAP-12029. 88/10/31. 
7pp. 49310:122-49310:127. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903300075 Forwards SALP Rept 50-344/88-51 for Dec 1987 - Dec 1988.Mgt meeting 
to discuss results of SALP Board assessment scheduled for 890321 at Portland 
ofcs.Util should provide response to improve performance in listed areas. 

MARTIN.J.B. Region 5. Ofc of the Director. 89/03/09. COCKFlELD,D.W. Portland 
General Electric Co. 3pp. 49142:015-49142:059. 

-8903300080 SALP Rept 50-344/88-51 for Dec 1987 - Dec 1988. 

* Region 5, Ofc of the Director. 89/03/09. 42pp, 49142:018-49142:059. 

8903290082 Forwards comments & corrections to minutes of 890126 enforcement con- 
ference/mgt meeting.Util intends to make use of guidance in EPRI guidelines for com- 
mercial-grade procurement. 

COCKFIELD,D.W. Portland General Electric Co. 89/03/15. MARTIN.J.B. Region 5, 
Ofc of the Director. 2pp. 49080:160-49080:161. 

8904040155 Forwards Insp Rept 50-344/89-01 on 890101-0211 & notice of 
violation.Renews concern re maint & surveillance-related areas. 

CHAFFEE, A.E. Region 5, Ofc of the Director. 89/03/15. COCKFIELD.D.W. Portland 
General Electric Co. 2pp. 49190:270-49190:286. 

-8904040157 Notice of violation from insp on 8901 01 -0211. Violations noted:only one 
photocell associated w/comparator logic tester used & simulated test signal ramped 
down & up in staggered fashion to obtain data. 

CHAFFEE, A.E. Region 5, Ofc of the Director. 89/03/15. 3pp. 49190:272-49190:274. 

-8904040162 Insp Rept 50-344/89-01 on 890101-021 1. Violations noted.Major areas 
insepcted:operational safety verification, maint, surveillance, event followup & followup 
on previously identified items. 

BARR,R.C., SUH.G.Y., MENDONCA.M.M. Region 5, Ofc of the Director. 89/03/13. 
12pp. 49190:275-49190:286. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904180192 Forwards Insp Rept 50-344/89-04 on 890228-0303 & notice of violation. 
YUHAS.G.P. Region 5, Ofc of the Director. 89/03/23. COCKFIELD.D.W. Portland 
General Electric Co. 2pp. 49372:332-49372:343. 

-8904180194 Notice of violation from insp on 890228-0303.Violation noted:on 
881 11 4, plant staff determined that pressure boundary leakage existed but did not de- 
clare unusual event. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/03/23. Ip. 49372:334-49372:334. 

-8904180196 Insp Rept 50-344/89-04 on 890228-0303.Vioiations noted. Major areas 
inspected:follow up on two open items & one unresolved item identified during previ- 
ous emergency preparedness insps & emergency preparedness program. 

GOOD.G.M., FISH.R.F. Region 5, Ofc of the Director. 89/03/23. 9pp. 49372:335- 
49372:343. 


•904060142 DIacusaaa main feedwater pipina acceptability, to be diaoussed In insp 
rMt.Continued uae of feedwater ays to 1 b 69 refueling outage, scheduled for Apr 
IMOjooeptable, 

MARTINJ.B. Region 5, Ofc of the Director. 89/03/27. COCKFIELD.D.W. Portland 
General Eleotrlo Co. 2pp. 4922511 96-49226: 197. 


9904030295 Notification of 600404 meeting w/utll In Rookvllle,MD to discuss plant In- 
aervice Inep. 

BEVAN.R.B. Project Directorate V. 89/03/28. KNIGHTON.G.W. Project Directorate V. 
4pp. 49190:147-49190:150. 


8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904180276 EN-89-034:on 890404, notice of proposed imposition of civil penalty in 
amount of $75,000 issued to licensee.Action based on failure to adequately assure 
quality of equipment & components purchased commercial grade for use in sys. 
WONG.H., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/30. Ip. 
49372:252-49372:252. ' ^ 


8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 


8904040156 Forwards “Cycle 12 Radial Peakjng Factor Limit Rept." Results of analysis 
applicable to License Change Application 161, “Nuclear Fuel Upgrade." 

# COCKFIELD.D.W. Portland General Electric Co. 89/03/31. Document Control Branch 
(Document Control Desk). 3pp. 49204:308-49204:310, 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison CJo. of New York, Inc. 70pp. 49208:320-49209:030. 

8904120^8 Responds to 890207 request for addi info for development of risk-based 
insp guide for planLEnd info includes procedure indexes, sys line-up checklists, training 
sys descriptions & sys dravirings. 

COCKFIELD.D.W. Portland General Electric Co. 89/04/07. Document Control Branch 
(Document Control Desk). 6pp. 49286:062-49286:067. 


8904040073 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers." Confirms that only molded-case circuit breakers that meet bulletin criteria 
available for future use in safety-related sys. 

C(DCKFIELD,D.W, Portland General Electric Co. 89/03/31. Document Control Branch 
(Document Control Desk), ip. 49185:068-49185:068. 


8904040114 Forwards inservIce insp relief requests not submitted for first 10 yr inserv- 
ice insp interval as result of misinterpretation of 10CFR50.55(q)(5)(iv) 
COCKFIELD.D.W. Portland General Electric Co. 89/03/31. Document 
(Document Control Desk). 6pp. 49192:010-49192:015 


. Document Control Branch 


8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment" Svc list end. 

ROSSI.C.E- Division of Operational Events Assessment (Post 870411) 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 
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8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM. R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89 /O'*.. Ccnsclicated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904120334 Forwards relief request from inservice insp requirements of Section XI to 
ASME Boiler & Pressure Vessel Code to perform volumetric or surface exam.as 
applicable, of pressurizer vessel skirt weld. 

COCKFIELD.D.W. Portland General Electric Co. 89/04/04. Document Control Branch 
(Document Control Desk). 3pp. 49295:293-49295:295. 

8904140375 Discusses Insp Repts 50-344/88-39 & 50-344/88-46 on 880808- 890119 & 
forwards notice of violation & proposed imposition of civil penalty in amount of 
$75,000. Violations involved failures to adequately assure quality of matls. 

MARTIN, J.B. Region 5, Ofc of the Director. 89/04/04. COCKFIELD.D.W. Portland 
General Electric Co. 4pp. 49348:188-49348:194. 

-8904140378 Notice of violation & proposed imposition of civil penalty in amount of 
S75.000.Violation noted:licensee installed commercial grade components at plant w/o 
adequately assuring suitability for use in safety-related applications. 

MARTIN, J.B. Region 5, Ofc of the Director. 89/04/04. 3pp. 49348:192-49348:194. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 


8904130583 LER 88-031-01 :on 880918,offsite sources not demonstrated operable when 
emergency diesel generator removed from svc. Caused by cognitive personnel 
error.Operability of offsite power sources demonstrated. Personnel counseled.W/ 
890404 Itr. 

GUBERSKI.J.D., YUNDT,C.P. Portland General Electric Co. 89/04/04. 4pp. 
49298:181-49298:184. 

8904170025 Special rept:on 890325, train B narrow range north containment sump level 
instrument declared inoperable.On 890327, instrument could not be restored to opera- 
ble status within 72 h.Caused by air in-leakage into sealed ref line. 

YUNDT,C.P. Portland General Electric Co. 89/04/07. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49350:003-49350:004. 

8904200134 LER 89-003-00:on 89031 0,control room ventilation isolation actuation oc- 
curred due to chlorine monitor actuation.Caused by inadequate work 
instructions.Evaluation to determine event sequence & corrective actions initiated.W/ 
890410 Itr. 

BOWMAN, S.W., YUNDT,C.P. Portland General Electric Co. 89/04/10. 2pp. 
49432:299-49432:300. 

8904200423 LER 89-004-00:on 89031 0,automatic containment ventilation isolation 
signal initiated.Caused by lack of procedure to require periodic comparison of back- 
ground to setpoints. Plant operations procedure issued on 89031 4.W/890410 Itr 
BOWMAN, S.W. Portland General Electric Co. YUNDT,C.P. Pacific Gas & Electric Co. 
89/04/10. 4pp. 49395:313-49395:316. 

8904240386 Summary of Operating Reactors Events Meeting 89-015 on 89041 2.Discus- 
sion of events,list of attendees & throe significant items idontifod for input into NRC 
Performance Indicator Program & summary of reacio? scams also cnc! 

LANNING.W.D. Events Assessment Branch. 39/0‘‘!/;2. ROSSi,C!r. Division of Oper- 
ational Events Assessment (Post 870411). 16pp. 49449:086-49449:101. 


8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc iist end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904200319 Responds to NRC 890315 Itr re violations noted in In^ Rept 50-344/89- 
01 .Corrective actions:temporary change to Plant Operation Test Procedure 26-2 im- 
plemented which appropriately revised procedure as described in LER 88-049. 
COCKFIELD.D.W. Portland General Electric Co. 89/04/14. Document Control Branch 
(Document Control Desk). 8pp. 49426:265-49426:272. 

8904200383 Forwards initial response to NRC Bulletin 88-010, “Nonconforming Molded- 
Case Circuit Breakers.” Stored spare circuit breakers available for safety-related appli- 
cations physically inspected & traceability to mfg verified. 

COCKFIELD.D.W. Portland General Electric Co. 89/04/14. Document Control Branch 
(Document Control Desk). 14pp. 49401:346-49401:359. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Reeponse to Rreesurizetlon of Low 
Prosisuro Intorfaclng Sys." Svo list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 69/04/20. 
Coneolidatad Edison Co. of New York, Ino. 10epp. 49397:001 -49397:1 00. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1163 & 1154 
Transmitters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 


8903310001 Rev 0 to Table of Contents for DB Emergency Plan Implementing Proce- 
dures Vol A. 

* Toledo Edison Co. 89/03/15. 2pp. 49146:294-49146:295. 

8904130347 Rev 1 to EPIP HS-EP-02870, “Emergency Plan Offnormal Occurrence Pro- 
CGcJurG ** 

DEMAl'siN,B.P. Toledo Edison Co. 89/03/17. 14pp. 49291:096-49291:109. 


8904170246 Ack receipt of 890221 Rev 2 to “Davis Besse Nuclear Security Emergency 
Contingency Plan." Changes consistent w/ 10CFR60.54(p) provisions & acceptable. 
QREQER,L.R. Region 3, (5fc of the Director. 89/04/06. SHELTON, D.C. Toledo Edison 
Co. 2pp. 49340:24^1-49349:242. 


8904200088 Change C-1 to Rev 2 to EPIP MS-EP-01500, "Emergency Claesifioatlon." 
DEMAISON.B.P., MYER8,T.J. Toledo Edison Co. 80/04/07. 0pp. 4@4OB!340. 
40405:351. 


I. Financial Information 


8904210110 Confirms payment of Invoices H0744 & H0745 electronically transferred to 
NRC on 890407.Contractual costs cover period ending 880630. 

SHELTON, D.C. Toledo Edison Co. 89/04/07. Division of Accounting & Finance (Post 
890205). 1p. 49443:047-49443:047. 


8904200285 Monthly operating rept for Mar 1989 for Trojan Nuclear Power PlantW/ 
890406 ltr. 

ULMER.F.J., YUNDT.C.P. Portland General Electric Co. 89/03/31. 5pp. 49426:240- 
49426:244. 


S. Reportable occurrences, LERs & related correspondence 

8904040038 RO:on 890325.train B narrow-range north containment sump level instru- 
ment failed channel check.Caused by air in-leakage into sealed ref leg of 
t-ansmitter.Roplacement planned during 1989 refueling outage scheduled on 890406. 
Gu&ERSKi.J.D. Poriiand General Electric Co. 89/03/27. Document Control Branch 
(Document Control Desk). 2pp. 49186:230-49186:231. 

8904040013 LER 88-036-01 :on 881 010, containment ventilation isolation signal found 
locked in when containment monitoring sys returned to svc.Caused by personnel 
error.Damaged relay replaced & sensor returned to operability.W/890328 ltr. 
BOWMAN.S.W.. YUNDT.C.P. Portland General Electric Co. 89/03/28. 4pp. 

49192:156-49192:159. 

8904050243 LER 89-002-00:on 890227,determined that steam generator pressure/temp 
surveillance did not provide hourly record of primary & secondary steam generator 
pressure.Caused by personnel error.Generator pressure confirmed.W/890329 Itr. 
GUBERSKI.J.D., YUNDT.C.P. Portland General Electric Co. 89/03/29. 4pp. 

49205:355-49205:358. 

8904070101 LER 88-01 9-02:on 880223, discovered that charcoal absorber bank for train 
B containment hydrogen vent sys replaced on 880212 w/o in-place testing required 
by Tech Spec.Caused by inadequate procedure.Procedures revised.W/890331 Itr. 
BOWMAN.S.W., YUNDT.C.P. Portland General Electric Co. 89/03/31. 6pp. 

49235:215-49235:220. 


J. Insurance & indemnity information 


8903280306 Lists util insurers.policy numbers & coverage limits for property insurance 
coverage for facility.per 10CFR50.54(w)(4). 

SHELTON.D.C. Toledo Edison Co. 89/03/17. Document Control Branch (Document 
Control Desk). Ip. 49074:291-49074:291. 

8904030010 Provides listed documents as evidence of guarantee of share of retrospec- 
tive premiums to be levied against Perry Unit 1 , Davis-Besse Unit 1 & Beaver Valley 
Unit 2. 

MARTIN.J.P. Toledo Edison Co. 89/03/28. DINITZ.I. NRC - No Detailed Affiliation 
Given. 25pp. 49156:199-49156:223. 


P. Operating license stage documents & correspondence 

8903280052 Refers to 880923 Itr responding to 880812 Itr re allegations of fitness for 
duty of employee.Corrective actions & documentation supporting responses will be ex- 
amined during future insps. 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/03/17. GINN.R. Centerior Energy. 
2pp. 49181:027-49181:035. 

-8903280054 Forwards responses to allegations requested in 880812 Itr. 
SHELTON.D.C. Toledo Edison Co, 88/09/23. DAVIS, A.B. Region 3, Ofc of the Direc- 
tor. 7pp. 49181:029-49181:035. 

8904030269 Withdraws integrated living schedule program license amend request dtd 
84071 6. Resource & mgt program established in place of integrated living schedule 
program to optimize allocation of resources in meeting nuclear group objectives. 
SHELTON.D.C. Toledo Edison Co. 89/03/22. Document Control Branch (Document 
Control Desk). 2pp. 49154:058-49154:059. 
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89033000S1 Notification of 890404 meeting w/util in Rockville.MD to discuss applicabil- 
ity of test of Bunker Ramo penetrations for meeting environ qualification requirements 
at facility. 

WAMBACHJ.V. Project Directorate lfl-3. 89/03/23. HANNON, J.N. Project Directorate 
III-3. 3pp. 49122:359-49122:361. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904180176 Forwards environ assessment & finding of no significant impact re 880411 
application for license amend concerning storage of new & spent fuel assemblies w/ 
initial enrichment for U-235 nc cr::-a:c.' ii an 3 .-iOwoi.-jht percent. 

WAMBACH.T.V. Project Directc.-ato i-O. SHELTON.D.C. Toledo Edison 

Co. 3pp. 49380:182-49380:188. 

“8904180180 Environ assessment & finding of no significant impact, supporting storage 
of new & spent fuel assemblies w/initiai enrichment of U-235 no greater than 3.80 
weight percent. 

WAMBACH.T.V. Project Directorate II 1-3. 89/04/05. 4pp. 49380:185-49380:188. 

8904180152 Forwards notice of withdrawal of 840804 application for amend to License 
NPF-3. incorporating integrated living schedule program into license.per 890322 ltr. 
WAMBACH.T.V. Project Directorate 111-3. 89/04/07. SHELTON.D.C. Toledo Edison 
Co. 2pp. 49375:151-49375:154. 

“8904180154 Notice of withdrawal of 840804 application for amend to License NPF- 
3, incorporating integrated living schedule program into license. 

HANNON.J.N. Project Directorate 111-3. 89/04/07. 2pp. 49375:153-49375:154. 

8904240291 Requests that licensee replace & return Page 6 of reenacted version of 
890923 rept re allegations of fitness for duty of employee. Page ref contains addi info 
that should be protected from public disclosure. 

HICKEY, J.W. Region 3, Ofc of the Director. 89/04/10. MILLER.R, Centerior Energy. 
3pp. 49445:047-49445:049. 

8904200214 Grants 870706 request to withdraw application for amend to License NPF- 
3. revising Tech Specs re required subcooling margin to be established when reactor 
coolant pumps secured in specified modes. 

WAMBACH.T.V. Project Directorate 111-3. 89/04/11. SHELTON.D.C. Toledo Edison 
Co. 2pp. 49402:279-49402:280. 

8904240007 Requests review & disposition of Allegation Rin-89-A-0036 within 30 
days.Allegation details withheld (ref 10CFR2.790). 

MILLER, H.J. Region 3, Ofc of the Director. 89/04/12. SHELTON, D. Toledo Edison 
Co. 2pp. 49445:093-49445:094. 

8904210323 Forwards Amend 130 to License NPF-3 & safety evaluation. Amend revises 
Tech Specs to allow fuel w/max enrichment of 3.80 weight percent U-235 to be 
stored in new fuel storage & spent fuel locations in existing fuel storage facilities. 
WAMBACH.T.V. Project Directorate III-3. 89/04/13. SHELTON.D.C. Toledo Edison 
Co. 2pp. 49427:280-49427:301. 

“8904210324 Amend 130 to License NPF-3, changing Tech Specs to allow fuel w/max 
enrichment of 3.80 weight percent U-235 to be stored in new fuel storage & spent fuel 
storage locations in existing fuel storage facilities at plant. 

HANNON.J.N. Project Directorate 111-3. 89/04/13. 13pp. 49427:282-49427:294. 

“8904210326 Safety evaluation supporting Amend 130 to License NPF-3.. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/13. 5pp. 
49427:295-49427:299. 

“8904210328 Notice of issuance of Amend 130 to License NPF-3, changing Tech Specs 
to allow fuel w/max enrichment of 3.80 weight percent U-235 to be stored in new fuel 
storage & spent fuel storage locations in existing fuel storage facilities. 

WAMBACH.T.V. Project Directorate 111-3. 89/04/13. 2pp. 49427:300-49427:301. 

8904210220 Forwards environ assessment & finding of no significant impact re 870504 
application for amend to License NPF-3, changing Tech Specs for auxiliary feedpump 
turbine inlet steam pressure interlocks. 

WAMBACH.T.V. Project Directorate ill-3. 89/04/14. SHELTON.D.C. Toledo Edison 
Co. 3pp. 49430:346-49430:352. 

“8904210223 Environ assessment & finding of no significant impact re 870504 & 
880429 applications for amend to License NPF-3, changing Tech Specs re auxiliary 
feedpump turbine inlet steam pressure interlocks, 

WAMBACH.T.V. Project Directorate III-3. 89/04/14. 4pp. 49430:349-49430:352. 

8904240289 Requests prompt review & reporting of status of implementation of TMl 
action plan items at facility. Printout of all TMl items.annotated where tracking sys in- 
dicates implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. SHELTON.D.C. Toledo Edison Co. 10pp. 49449:239-49449:248. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, ‘‘Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903280052 Refers to 880923 ltr responding to 880812 ltr re allegations of fitness for 
duty of employee.Corrective actions & documentation supporting responses will be ex- 
amined during future insps. 

NORELIUS.C.E. Region 3. Ofc of the Director. 89/03/17. GINN.R. Centerior Energy. 
2pp. 49181:027-49181:035. 

8903230075 NRC Info Notice 89-033, ‘‘Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 102pp. 49176:056-49176:157. 

8904040041 Responds to NRC 890224 ltr re violation noted in Insp Rept 50-346/88- 
37.Corrective action;instrument & control technicians trained re lessons learned from 
CRD dropped-rod incident & drawings refiled according to figure number. 
SHELTON.D.C. Toledo Edison Co. 89/03/27. Document Control Branch (Document 
‘ontrol Desk). 3pp. 49184:050-49184:052. 


8904050075 Responds to violations noted in Insp Rept 50-346/89-04. Corrective 
actions.-monthly surveillance procedure of liquid & gaseous radioactive releases will be 
modified to include provision for documenting all abnormal releases. 

SHELTON.D.C. Toledo Edison Co. 89/03/27. Document Control Branch (Document 
Control Desk). 3pp. 49213:353-49213:355. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095, 

8903240277 NRC Info Notice 89-035, ‘‘Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear S?:fch/ (Pest 870723). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. ■'r;i.<05:CvO'!-49.y:;=.-;o-9. 

8903270348 SuppI 1 to NRC Info Notice 88-086, ‘‘Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, ‘‘Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904140437 Forwards Exam Rept 50-346/OL-89-01 of exam administered during wk of 
890130.Recommends that util evaluate review teams composition, training, experience 
& length of time allotted for review. 

MILLER. H.J. Region 3, Ofc of the Director. 89/04/04. SHELTON.D. Toledo Edison 
Co. 2pp. 49321:162-49322:050. 

“8904140439 Exam Rept 50-346/OL-89-01 on 890130.Exam results:of 10 senior reac- 
tor operators, seven passed & of six reactor operators, three passed exams. 

SHEPARD, D.. REIDINGER.T., BURDICK.T. Region 3. Ofc of the Director. 89/04/03. 
247pp. 49321:164-49322:050. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/06. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904170371 Responds to 890224 & 0322 Itrs re NRC Bulletin 88-011, "Pressurizer 
Surge Line Thermal Stratification.” NRC agrees w/suggestion for 890407 meeting to 
discuss util scheduler proposal. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/05. 
SPOND.D.F. Babcock & Wilcox Operating Plants Owners Group. Ip. 49369:360- 
49369:360. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904210031 “Addendum to Semiannual ReptEffluent & Waste Disposal for Jan-June 
1988." W/890412 ltr. 

STOR2.J.F. Toledo Edison Co. 88/06/30. 11pp. 49405:160-49405:170. 

8904210347 Monthly operating rept for Mar 1989 for Davis-Besse Nuclear Power Sta- 
tion Unit 1. W/890412 ltr. 

SARSOUR.B,, STOR2.LF. Toledo Edison Co. 89/03/31. 6pp. 49444:016-49444:021. 


S. Reportable occurrences, LERs & related correspondence 


8904140209 LER 89-003-02 on 89011 8,reactor trip from 100% power occurred due to 
spurious CRD trip confirm signal.Cause of signal narrowed to at least one of three 
logic boards in CRD sys logic cabinet 1. Boards to be relurried.W/890401 ltr. 
STOTZ.J.C., STORZ.L.F. Toledo Edison Co. 89/04/01. 4pp. 49348:204-49348:207. 
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8904240037 LER 88-025-01 ;on 881129,inadvertant initiation of steam & feedwater rup- 
ture control sys occurred while filling & draining steam generators.Caused by person- 
nel error.Standing order issued to provide control band.W/890413 Itr. 

GORDON, C.S., STORZ.L.F. Toledo Edison Co. 89/04/13. 3pp. 49449:120-49449:122. 

8904240135 LER 88-026-01 :on 881 124, actuation of Channel 1 steam & feedwater rup- 
ture control sys trip initiated due to high steam generator 2 level.Caused by procedural 
inadequacy. Plant startup procedure changed.W/890413 Itr. 

GORDON, C.S., STORZ.LF. Toledo Edison Co. 89/04/13. 4pp. 49482:223-49482:226. 


U. Congressionat/Executive Correspondence 

8903290017 Responds to 880613 request re 861231 incident at plant & rulemaking on 
fitness for duty. Documentation requested on NRC & util investigation of Incident pres- 
ently being used by Ofc of Investigations to prepare final report. 

ZECH.L.W. Commissioners. 88/07/06. GEJDENSON.S. House of Rep., Interior & In- 
sular Affairs. Ip. 49212:225-49212:245. 

-8903290018 Zech response to Gejdenson Subcommittee on General Oversight & In- 
vestigation Question l,per 880613 request. 

ZECH.L.W. Commissioners. 88/07/06. GEJDENSON.S. House of Rep., Interior & In- 
sular Affairs. 4pp. 49212:226-49212:229. 

-8903290020 Requests listed info, including all documentation re plant 861231 Incident 
where plant manager allegedly found under influence of alcohol & correspondence re 
rulemaking on fitness for duty. 

GEJDENSON.S. House of Rep., Interior & Insular Affairs. 88/06/13. ZECH.L.W. Com- 
missioners. 2pp. 49212:244-49212:245. 

8903290093 Responds to 880614 Itr re NRC response to allegations of misconduct by 
plant manager at plant on 861 231. Matters raised subj of investigation by Ofc of Inves- 
tigations, Responses to specific questions & related info end. 

ZECH.LW. Commissioners. 88/08/02. SHARP, P.P. House of Rep., Energy & Com- 
merce. Ip. 49212:175-49212:201. 

-8903290095 Zech response to Sharp Subcommittee on Energy & Commerce Question 
1(a) posed in 880614 Itr. 

ZECH.LW. Commissioners. 88/08/02. SHARP.P.R. House of Rep., Energy & Com- 
merce. Ip. 49212:176-49212:176. 

-8903290098 Zech response to Sharp Subcommittee on Energy & Commerce Question 
1(b) posed in 880614 Itr. 

ZECH.L.W. Commissioners. 88/08/02. SHARP.P.R. House of Rep., Energy & Com- 
merce. 2pp. 49212:177-49212:178. 

-8903290102 Zech response to Sharp Subcommittee on Energy & Commerce Question 
1(c) posed in 880614 Itr. 

ZECH.L.W. Commissioners. 88/08/02. SHARP.P.R. House of Rep,, Energy & Com- 
merce. Ip. 49212:179-49212:179. 

-8903290103 Zech response to Sharp Subcommittee on Energy & Commerce Question 
1(d) posed in 880614 Itr. 

ZECH.L.W. Commissioners. 88/08/02. SHARP.P.R. House of Rep., Energy & Com- 
merce. Ip. 49212:180-49212:180. 

-8903290105 Zech response to Sharp Subcommittee on Energy & Commerce Question 
1(e) posed in 880614 Itr. 

ZECH,L.W. Commissioners. 88/08/02. SHARP.P.R. House of Rep., Energy & Com- 
merce. 4pp. 49212:181-49212:184. 

-8903290121 Zech response to Sharp Subcommittee on Energy & Commerce Question 
2(a) posed in 880614 Itr. 

ZECH.L.W. Commissioners. 88/08/02. SHARP.P.R. House of Rep., Energy & Com- 
merce. Ip. 49212:185-49212:185. 

-8903290124 Zech response to Sharp Subcommittee on Energy & Commerce Question 
2(b) posed in 880614 Itr. 

ZECH.L.W, Commissioners. 88/08/02. SHARP.P.R. House of Rep., Energy & Com- 
merce. 4pp. 49212:186-49212:189. 

-8903290126 Zech response to Sharp Subcommittee on Energy & Commerce Question 

3 posed in 880614 Itr. 

ZECH.LW. Commissioners. 88/08/02. SHARP,P.R. House of Rep., Energy & Com- 
merce. Ip. 49212:190-49212:190. 

-8903290135 Zech response to Sharp Subcommittee on Energy & Commerce Question 

4 posed in 880614 itr. 

ZECH,L.W. Commissioners. 88/08/02. SHARP.P.R. House of Rep., Energy & Com- 
merce. Ip. 49212:191-49212:191. 

-8903290137 Zech response to Sharp Subcommittee on Energy & Commerce Ques- 
tions 5(a)-(c) posed in 880614 Itr. 

ZECH,L.W. Commissioners. 88/08/02. SHARP, P.R. House of Rep., Energy & Com- 
merce. 2pp. 49212:192-49212:193, 

-8903290142 Zech response to Sharp Subcommittee on Energy & Commerce Question 
5(d) posed in 880614 Itr. 

ZECH,L.W. Commissioners. 88/08/02. SHARP.P.R. House of Rep., Energy & Com- 
merce. Ip. 49212:194-49212:194. 

-8903290146 Zech response to Sharp Subcommittee on Energy & Commerce Question 
6(a) posed in 880614 Itr. 

ZECH,L.W. Commissioners. 88/08/02. SHARP.P.R. House of Rep., Energy & Com- 
merce. Ip. 49212:195-49212:195. 

-8903290152 Zech response to Sharp Subcommittee on Energy & Commerce Question 
6(b) posed in 88061 4 Itr. 

ZECH.LW. Commissioners. 88/08/02. SHARP.P.R. House of Rep., Energy & Com- 
merce. Ip. 49212:196-49212:196. 

-8903290159 Zech response to Sharp Subcommittee on Energy & Commerce Question 
6(c) posed in 880614 Itr. 

ZECH.LW. Commissioners, 88/08/02. SHARP.P.R. House of Rep., Energy & Com- 
merce. Ip. 49212:197-49212:197. 


-8903290165 Discusses article in Trade Press that reported that NRC received allega- 
tions of misconduct by manager at plant & that NRC turned allegations over to util for 
resolution. List of questions re subj end for answers by 880630. 

SHARP.P.R. House of Rep., Energy & Commerce. 88/06/14. ZECH.LW. Commission- 
ers. 4pp. 49212:198-49212:201. 

8903290228 Forwards addi info re status of allegations of misconduct by manager at 
plant on 86 1231, per 880614 Itr. 

BRADBURNE.J.C. Congressional Affairs. 88/09/01. SHARP.P.R. House of Rep 
Energy & Commerce. 21 pp. 4921 2:246-4921 2:266. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program. Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director, 89/03/30. Affiliation Not Assigned, 2pd. 
49234:013-49234:014. ^ 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8904140437 Forwards Exam Rept 50-346/OL-89-01 of exam administered during wk of 
890130.Recommends that util evaluate review teams composition, training, experience 
& length of time allotted for review. 

MILLER,H.J. Region 3, Ofc of the Director. 89/04/04. SHELTON.D. Toledo Edison 
Co. 2pp. 49321:162-49322:050. 

-8904140439 Exam Rept 50-346/OL-89-01 on 890130.Exam results:of 10 senior reac- 
tor operators.seven passed & of six reactor operators, three passed exams. 
SHEPARD.D., REIDINGER.T., BURDICK, T. Region 3, Ofc of the Director. 89/04/03 
247pp. 49321:164-49322:050. 


DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PUNT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8903290319 Revised EPlPs, including Rev 15 to FNP-0-EIP-6,Rev 4 to FNP-O-EIP- 
29, Rev 64 to FNP-0-EIP-8,Rev 6 to FNP-0-ElP-7,Rev 18 to FNP-O-ElP-4 & Rev 15 to 
FNP-0-EIP-27.W/890321 Itr. 

HUDSPETH, J.B. Alabama Power Co. 89/03/21. 150pp. 49104:070-49104:238. 

8904210339 Rev 8 to EPIP GO-EIP-134, “Corporate Eemrgency Plan Traintnq.” W/ 
890412 Itr. 

MCGOWAN, J.W,, HAIRSTON, W.G. Alabama Power Co. 89/03/28. 13pp. 49430:113- 
49430:126. 

8904180214 Emergency Implementing Procedure FNP.O-EIP-8, "On-Call Schedule." 
MOREY, D.N. Alabama Power Co. 89/04/05. 'l l pp. 49372:241-49372:251. 


J. Insurance & indemnity information 

8903280325 Submits verification of property insurance coverage for Units 1 & 2 in ac- 
cordance w/ requirements of 10CFR50.35. 

HAIRSTON, W.Ca. Alabama Power Co. 89/03/16. WOOD.R. Document Control Branch 
(Document Control Desk). 2pp. 49064:171-49064:172. 

8904240253 Forwards Endorsements 69 & 81 to MAELU Policy MF-93 & NELIA Policy 
N F-238, respectively. 

SAMUELS, J.L Marsh & McLennan, Inc. 89/04/06. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 3pp. 49450:357-49450:359. 


P. Operating license stage documents & correspondence 

8903280249 Application for amends to Licenses NPF-2 & NPF-8, incorporating minor 
administrative & editorial changes & correcting typo re loss of power undervoltage trip 
relays & calibr schedule for seismic instrumentation. 

HAIRSTON, W.G. Alabama Power Co. 89/03/20. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49074:014-49074:043. 

-8903280251 Proposed Tech Specs re ESFAS instrumentation, combustible gas control 
hydrogen analyzers & total dose of radioactive effluents. 

* Alabama Power Co. 89/03/20. 28pp. 49074:016-49074:043. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180325 Submits rev to 881214 application for amends to Licenses NPF-2 & NPF- 
8, clarifying proposed wording of Action Statements 3 & 4 of Table 3.3-1 1 re return of 
reactor vessel level indicating sys channel to operable status. 

HAIRSTON, W.G. Alabama Power Co. 89/04/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49375:121-49375:125. 

-8904180328 Proposed Tech Specs, changing Action Statements 3 & 4 of Table 3.3-11 
to clarify wording to state that inoperable reactor vessel level indicating sys channel 
will be returned to operable status as stated. 

* Alabama Power Co. 89/04/06. 3pp. 49375:123-49375:125. 

8904240008 Responds to NRC station blackout rule re capability of plant to maintain 
core cooling & containment integrity.Mods will be required to ensure svc water avail- 
able to alternate ac power source using worst case assumptions for blackout. 
HAIRSTON, W.G. Alabama Power Co, 89/04/12. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49445:161-49445:164. 
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8904190198 Forwards monthly operating rept for Mar 1989 for JM Farley Unit 1 & Rev 
7 to ODCM. 

WOODARD, J.D. Alabama Power Co. 89/04/13. Document Control Branch (Document 
Control Desk). 4pp. 49387:296*49388;036. 

-8904190207 Rev 7 to FNP-O-M-011. "ODCM.” 

• Alabama Power Co. 89/04/03. 94pp. 49387;303-49388:036. 

8904210216 Requests prompt review & reporting of status of implementation of TMI 
action plan items at plant.Printout of all TMI items, annotated where tracking sys indi- 
cates implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. HAlRSTOf^,W.G. Alabama Power Co. 10pp. 49451:289-49451:298. 


Q. inspection reports, !E Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York. Inc. 98pp. 49176:158-49176:255. 

8904030397 Ack receipt of 890221 response to violations noted in Insp Repts 50-348/ 
88-3.2 & 50-35- '■83-v':2.=-:3po.'is-'r meets requirement of 10CFR2.201. implementation 
of ccr.-eclive ac'.-c.'.s will be oxarrined. 

VERRELLI.D.M Rcgicr 2. Ofc c* the Director. 89/03/15. HAIRSTON, W.G. Alabama 
Power Co. 1 p. ^-9 1 £ 1 ■ 327-'- 9 ' 8 ' :32 /’ 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903300096 Suppis response to NRC Bulletin 88-004, “Potential Safety-Related Pump 
Loss." All evaluations of pumps complete except for auxiliary feedwater pumps which 
will be provided within 60 days of completion of evaluation. 

HAIRSTON.W.G. Alabama Power Co. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 9pp. 49129:222-49129:230. 

8904120272 Forwards Insp Repts 50-348/89-06 & 50-364/89-06 on 890227-0303.No 
violations or deviations noted. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/03/23. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 49276:129-49276:140. 

-8904120274 Insp Repts 50-348/89-06 & 50-364/89-06 on 890227-0303.No violations 
or deviations noted.Major areas inspected: radiological effluent monitoring, liquid & 
gaseous radwaste, plant chemistry & plant radiochemistry. 

STODDART.P.G.. KAHLE,J.B. Region 2, Ofc of the Director. 89/03/23. 10pp. 
49276:131-49276:140. 

8903310215 Forwards order imposing civil monetary penalty in amount of $100,000 re 
violation noted during 890222-0311 insp.NRC press release accurately reflect conclu- 
sions expressed in 880803 enforcement ttr to util. 

TAYLOR, J.M. Dep Exec Dir for Nuc Reactor Reg, Regional Operations & Research 
(Post 890205). 89/03/28. HAIRSTON.W.G. Alabama Power Co. 2pp. 49159:170- 
49159:182. 

-8903310217 Order imposing civil penalty in amount of $75,000 within 30 days. 
TAYLOR.J.M. Dep Exec Dir for Nuc Reactor Reg, Regional Operations & Research 
(Post 890205). 89/03/28. Alabama Power Co. 1 1 pp. 491 59:1 72-491 59:1 82. 

8903310223 EN-88-064A:on 890328 order imposing civil penalty in amount of $75,000 
issued to licensee.Action based on failure to determine sys operability of high head 
safety injection sys upon evidence of deficiency.Response requested. 

LUEHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/28. Ip. 
49159:166-49159:166. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC info Notice 89-035, “Loss & Theft of Unsecured Licensed Mail.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multipte Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904050454 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers." Util identified 112 circuit breakers maintained as stored spares for future 
use in safety-related applications. 

HAIRSTON.W.G. Alabama Power Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49214:266-49214:267. 

8904070230 Fonwards order imposing civil monetary penalty issued to util on 890328 for 
FR publication.W/o end. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/31. LESAR.M.T. Regulatory 
Publications Branch. 1p. 49235:299-49235:299. 

8904170255 Forwards Insp Repts 50-348/89-05 & 50-364/89-05 on 890211- 0310.No 
violations or deviations noted.Written assessment of extent & significance of fuse 
problem requested within 30 days of rept date. 

REYES.LA. Region 2. Ofc of the Director. ‘89/03/31. HAIRSTON.W.G, Alabama 
gower Co. 2pp. 49350:162-49350:163. 

-8904170260 Insp Repts 50-348/89-05 & 50-364/89-05 on 890211-0310.No violations 
or deviations noted.Ma]or areas inspected: review of operational safety 
verification, monthly surveillance observation & monthly maint observation. 

MAXWELL, G.F., MILLER, W.H.. CANTRELL, F.S. Region 2. Ofc of the Director. 89/03/ 
29. 12pp. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 


8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05, 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904200167 Confirms Maint Team insps of plants during wks of 890424-27 & 0508- 
1 2.List of matls to be available during insps end. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/04/06. HAIRSTON.W.G. Alabama 
Power Co. 4pp. 49400:344-49400:347. 

8904110251 Forwards response to violations noted in Insp Repts 50-348/89-03 & 50- 
364/89-03.Response withheld. 

HAIRSTON.W.G. Alabama Power Co. 89/04/07. Document Control Branch (Docu- 
ment Control Desk), ip. 49295:081-49295:081. 

8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904140087 “Annual Rept Required by 10CFR50.59 for 1988." W/890329 Itr. 
HAIRSTON.W.G. Alabama Power Co. 88/12/31. 49pp. 49348:321-49349:009. 

8904070121 Forwards annual diesel generator reliability data rept for 1988. 
HAIRSTON.W.G. Alabama Power Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49235:282-49235:284. 

8904190198 Forwards monthly operating rept for Mar 1989 for JM Farley Unit 1 & Rev 
7 to ODCM. 

WOODARD.J.D. Alabama Power Co. 89/04/13. Document Control Branch (Document 
Control Desk). 4pp. 49387:296-49388:036. 

“8904190203 Monthly operating rept for Mar 1989 for JM Farley Unit 1. 

MOREY, D.N. Alabama Power Co. 89/03/31. 3pp. 49387:300-49387:302. 

-8904190207 Rev 7 to FNP-O-M-011. “ODCM." 

* Alabama Power Co. 89/04/03. 94pp. 49387:303-49388:036. 


S. Reportable occurrences, LERs & related correspondence 

8904200224 PNO-ll-89-030:on 890405, diver from Nuclear Util Const Co caused alarm of 
portal monitor when entering site.Caused by clothing being contaminated from working 
at plant in Spain. Individual showed no internal activity. 

SHORTRIDGE.R. Region 2, Ofc of the Director. 89/04/07. 2pp. 49403:359- 
49403:360. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8903300305 Forwards Insp Repts 50-352/89-06 & 50-353/89-06 on 890123-27 & notice 
of vioiation.High impedance fault concern described in Section 7.2 & high/low pres- 
sure interface concern described in Section 7.3 should be addressed. 

DURR.J.P. Region 1, Ofc of the Director. 89/03/20. MCNEILL, C.A. Philadelphia Elec- 
tric Co, 2pp. 49129:178-49129:198. 

“8903300308 Notice of violation from insp on 8901 23-27. Violation noted: door separat- 
ing Unit 1 cable spreading room from Unit 2 not 3-h fire rated. 

* Region 1, Ofc of the Director. 89/03/20. Ip. 49129:180-49129:180. 
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-8903300311 Insp Repts 50-352/89-06 & 50-353/89-06 on 890123-27. Violation 
noted.Major areas inspectedrsafe shutdown capability of plant in event of fire. 
KRASOPOULOS.A., ANDERSON, C.J. Region 1, Ofc of the Director. 89/03/07. 18pp. 
49129:181-49129:198. 

8904040243 Forwards rev to physical security plan.Rev withheld (ref 10CFR2.790 & 
10CFR73.21). 

LEITCH.G.M. Philadelphia Electric Co. 89/03/28. Document Control Branch (Docu- 
ment Control Desk). Ip. 49204:359-49204:359. 


G. Adjudicatory correspondence 

8904200066 Order.* Directs ASLB to conduct addi proceedings on Graterford Inmate 
contention re whether emergency response plan complies w/emergency training pro- 
vided to civilian personnel. W/Certificate of Svc.Served on 890414. 

CHILK.S.J. Office of the Secretary of the Commission. #289 8442. 89/04/14. Atomic 
Safety and Licensing Board Panel. 4pp. 49340:127-49340:130. 

8904210027 Establishment of ASLB.* Board will be comprised of MB 
Margulies, chairman & J Harbour & JR Kline, members.W/ Certificate of Svc.Served on 
890418. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. #289 8468. 89/04/14. 4pp. 
49352:073-49352:076. 

8904240035 Notice of prehearing conference.* Prehearing conference will be held on 
890512 re contention questioning radiological emergency response plan compliance 
w/10CFR50.47(b)(15). Certificate of Svc encl.Served on 890419. 

MARGULIES, M.B. Atomic Safety and Licensing Board Panel. #289 8482. 89/04/18. 
4pp. 49366:060-49366:063. 


i. Financial information 


8904210133 “1988 Annual Rept.” W/890406 Itr. 

BRADLEY,E.J. Philadelphia Electric Co. 88/12/31. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 57pp. 49452:063-49452:1 19. 


J. Insurance & indemnity information 

8904040236 Forwards Endorsements 4 & 13 to MAELU & NELIA Master Policy 
1 , respectively, Endorsement 28 to NELIA Policy NF-284 & Endorsement 22 to MAELU 
Policy MF- 11 3. 

CULLEN,E.J. Philadelphia Electric Co. 89/03/27. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 5pp. 49190:327-49190:331. 


P. Operating license stage documents & correspondence 

8903310048 Forwards Amend 17 to License NPF-39 & safety evaluation. Amend 
changes Tech Specs to permit removal of rod sequence control sys & reduces rod 
worth minimizer low power setpoint. 

CLARK, R.J, Project Directorate I-2. 89/03/22. HUNGER,G.A. Philadelphia Electric Co. 
3pp. 49145:221-49145:252. 

--89033 10052 Amend 17 to License NPF-39, changing Tech Specs to permit removal of 
rod sequence control sys & reducing rod worth minimizer low power setpoint. 
BUTLER,W.R. Project Directorate 1-2. 89/03/22. 26pp. 49145:224-49145:249. 

“8903310054 Safety evaluation supporting Amend 17 to License NPF-39. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/22. 3pp. 
49145:250-49145:252. 

8903290150 Application for amend to License NPF-39, consisting of Tech Spec Change 
Request 89-03,changing Tech Specs to ensure compliance w/ positions committed in 
FSAR Section 8.1 .6.3.6 re distribution sys voltages. 

HUNGER, G.A. Philadelphia Electric Co. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 12pp. 49081:221-49081:234. 

—8903290155 Proposed Tech Specs,ensuring compliance w/certain positions committed 
in FSAR Section 8.1. 6.3,6. 

* Philadelphia Electric Co. 89/03/23. 2pp. 49081:233-49081:234. 

8903300278 Forwards notice of consideration of issuance of amend to License NPF- 
39.Amend modifies Tech Specs to conform to Staff Technical Position PSB-1, “Ade- 
quacy of Station Electric Distribution Sys Voltages.” 

THADANI.M.C. Project Directorate 1-2. 89/03/24. HUNGER,G.A. Philadelphia Electric 
Co. 3pp. 49144:137-49144:147. 

“8903300286 Notice of consideration of issuance of amend to License NPF-39 & pro- 
posed NSHC determination & opportunity for hearing.Amend revises Tech Specs to 
reflect conformance w/NRC position re electric distribution sys voltages. 
BUTLER,W.R. Project Directorate 1-2. 89/03/24. 8pp. 49144:140-49144:147. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904120161 Fonvards proprietary summary of evaluation of Unit 1 fuel failures which 
occurred during Cycle 2 operation. Fuel failures due to crud induced localized 
corrosion. Proprietary rept withheld (ref 10CFR2.790(a)(4)). 

HUNGER,G.A. Philadelphia Electric Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49290:187-49290:191. 

8904120177 Forwards proprietary summary rept of evaluation of recirculation nozzle to 
safe end weld crack & proposed interim disposition as result of 890113 second refuel- 
ing outage. Summary rept withheld (ref 10CFR2.790). 

HUNGER, G.A. Philadelphia Electric Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49288:239-49288:243, 

8904190051 Notifies of util intent to use chlorine in spray pond at plant to control 
algae.Forwards ltr from station detailing chlorination program & what steps will be 
taken to prevent discharge from spray pond during chlorination. 

WILLSEY,W.B. Philadelphia Electric Co. 89/04/05. FEOLA,J.A. Pennsylvania, Com- 
monwealth of. 4pp. 49394:125-49394:128. 


8904190095 Application for amend to License NPF-39, consisting of Tech Spec Change 
Request 88-02,changing Tech Specs to reflect two-unit operation of RHR svc water 
sys & emergency svc water sys. 

HUNGER, G.A. Philadelphia Electric Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 28pp. 49385:264-49385:298. 

“8904190097 Proposed Tech Specs,reflecting two-unit operation of RHR svc water sys 
& emergency svc water sys. 

* Philadelphia Electric Co. 89/04/10. 7pp. 49385:292-49385:298. 

8904190101 Application for amend to License NPF-39, consisting of Tech Spec Change 
Request 1 4,correcting technical Inconsistencies & deleting requirement to complete 
snubber surveillances while shut down. 

HUNGER, G.A. Philadelphia Electric Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 13pp. 49394:028-49394:055. 

“8904190102 Proposed Tech Specs,including Pages 3/4 3-2,3/4 3-11 & 3/4 3-17,cor- 
recting technical inconsistencies & deleting requirement to complete snubber surveil- 

Isin/^oc lA/Hilo cKi if 

* Philadelphia Electric Co. 89/04/10. 15pp. 49394:041-49394:055. 

8904190110 Application for amend to License NPF-39, consisting of Tech Spec Change 
Request 89-04,to reflect incorporation of Unit 2 power supplies for common sys into 
Unit 1 Tech Specs. 

HUNGER,G.A. Philadelphia Electric Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 11pp. 49391:253-49391:270. 

“8904190112 Proposed Tech Specs,incorporating Unit 2 power supplies for common 
sys into Unit 1 Tech Specs, 

* Philadelphia Electric Co. 89/04/10. 7pp. 49391:264-49391:270. 

8904240120 Responds to Generic Ltr 83-28, Items 2.1 & 2.2 re NSSS vendor interface 
program.Maint of controlled vendor manuals will be controlled by issuance of nuclear 
group administrative procedure. 

HUNGER, G.A. Philadelphia Electric Co. 89/04/13. Document Control Branch (Docu- 
ment Control Desk). 9pp. 49470:212-49470:220. 

8904240093 Forwards Amend 18 to License NPF-39 & safety evaluation. Amend 
changes Tech Spec Table 3.3.3-2 to reflect compliance w/FSAR design basis re de- 
graded grid undervoltage relay setpoints to provide second level of protection. 
THADANI,M.C. Project Directorate 1-2, 89/04/14. HUNGER,G.A. Philadelphia Electric 
Co. 3pp. 49450:206-49450:219. 

“8904240095 Amend 18 to License NPF-39,changing Tech Spec Table 3.3.3-2 to re- 
flect compliance w/FSAR design basis for degraded grid undervoltage relay setpoints 
to provide second level of undervoltage protection to Class 1 E equipment. 

BUTLER, W.R. Project Directorate 1-2. 89/04/14. 5pp. 49450:209-49450:213. 

“8904240096 Safety evaluation supporting Amend 18 to License NPF-39. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/14, 6pp. 
49450:214-49450:219. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903300316 Forwards Safety Insp Rept 50-352/89-04 on 890124-0226.No violations 
noted. 

WEN2INGER,E.C. Region 1, Ofc of the Director. 89/03/17. MCNEILL,C.A. Philadel- 
phia Electric Co. 2pp. 49131:317-49131:347. 

“8903300322 Insp Rept 50-352/89-04 on 890124-0226.No violations noted. Major 
areas inspected;plant tours,observations of maint & surveilance testing & review of 
LERs,periodic repts, operational events & sys waikdowns. 

WILLIAMS,J.H., LINVILLE,J. Region 1, Ofc of the Director. 89/03/17. 29pp. 
49131:319-49131:347. 

8903300305 Forwards Insp Repts 50-352/89-06 & 50-353/89-06 on 890123-27 & notice 
of violation.High impedance fault concern described in Section 7.2 & high/low pres- 
sure interface concern described In Section 7.3 should be addressed. 

DURR.J.P. Region 1, Ofc of the Director. 89/03/20. MCNEILL,C.A. Philadelphia Elec- 
tric Co. 2pp. 49129:178-49129:198. 

“8903300308 Notice of violation from insp on 8901 23-27.Violation noted: door separat- 
ing Unit 1 cable spreading room from Unit 2 not 3-h fire rated. 

* Region 1. Ofc of the Director. 89/03/20. Ip. 49129:180-49129:180. 

“8903300311 Insp Repts 50-352/89-06 & 50-353/89-06 on 890123-27. Violation 
noted.Major areas inspected:safe shutdown capability of plant in event of fire. 
KRASOPOULOS.A., ANDERSON, C.J. Region 1. Ofc of the Director. 89/03/07. 18pp. 
49129:181-49129:198. 


8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904030431 Forwards Maint Team Insp Repts 50-352/89-80 & 50-353/89-80 on 
8901 30-021 0.Weaknesses observed in technical support area.Improved communica- 
tions needed between offsite & onsite engineering & maint personnel. 

MARTIN.T.T. Region 1, Ofc of the Director. 89/03/23. MCNEILUC.A. Philadelphia 
Electric Co. 2pp- 49168:027-49168:076. 

“8904030432 Maint Team Insp Repts 50-352/89-80 & 50-353/89-80 on 890130- 
0210.Weaknesses noted.Major areas inspected:maint program & program 
implementation, including equipment waikdowns & observation of maint work. 
DURR.J.P. Region 1. Ofc of the Director, 89/03/21. 48pp. 49168:029-49168:076. 
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8904050337 Forwards Insp Rept 50-352/89-01 on 890117-20.No violations 
noted.Previous violation re environ qualification of cable splices no longer considered 

MART°N,T.T. Region 1. Ofc of the Director. 89/03/23. MCNEILUC.A. Philadelphia 
Electric Co. 2pp. 49198:087-49198:103. 

-8904050340 Insp Rept 50-352/89-01 on 890117-20.No violations noted. Major areas 
inspected:irTiplementation of post-accident monitoring instrumentation in accordance 
w/Reg Guide 1.97, Rev 2. , . „ , 

CHEUNG.L, DELLA GRECCA.A., ANDERSON, C.J. Region 1. Ofc of the Director. 89/ 
02/22. 15pp. 49198:089-49198:103. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. , ^ , 

ROSSi,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177, 

8904140345 Forwards Balance-of-Plant Safety Insp Rept 50-352/88-24 on 881107- 
l218.No violations noted. 

KANE,W.F. Region 1, Ofcof the Director. 89/03/31. MCNE1LL,C-A. Philadelphia Elec- 
tric Co. 2pp. 49335:250-49335:269. 

-8904140352 Insp Rept 50-352/88-24 on 881107-1218.No apparent vulnerabilities in 
balance of plant found which have, to date, contributed to reactor 

::' Hi ongris.!.': .rec.-rroni scrams. Maior a’eas inspected:baIance-of-plant sys. 

KFLL^ 'F. Rigion 1. Ofc c: the .D.redor. 89.‘03/31. 18pp. 49335:252-49335:269. 

8904130354 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers." AH molded-case circuit breakers being maintained as stored spares for use 
have been verified traceable to circuit breaker mfg. 

GALLAGHER.J.W. Philadelphia Electric Co. 89/04/03. Document Control Branch 
(Document Control Desk). 6pp. 49317:223-49317:228. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904210364 Forwards Safety Insp Rept 50-352/89-07 on 890306-1 0.No violations 
noted. 

MARTIN.T.T. Region 1, Ofc of the Director. 89/04/07. MCNEILL.C.A. Philadelphia 
Electric Co. 2pp. 49444:206-49444:214. 

-8904210367 Insp Rept 50-352/89-07 on 890306-1 0.No violations noted. Major areas 
inspected:insen/ice insp activities to ascertain activities conducted per applicable 
ASME Code & regulatory requirements & licensee response to Generic Ltr 88-01. 
MCBREARTY,R.A., STROSNIDER.J.R. Region 1. Ofc of the Director. 89/04/03. 7pp. 
49444:208-49444:214. 

8904190217 Forwards Safety Insp Rept 50-352/89-03 on 890227-0326.No violations 
noted. 

WENZINGER.E.C. Region 1, Ofc of the Director. 89/04/10. MCNEILL.C.A. Philadel- 
phia Electric Co. 2pp. 49385:043-49385:056. 

-8904190218 Insp Rept 50-352/89-03 on 890227-0326.No violations noted. Major 
areas inspected.-routine daytime & backshift operations, including plant 

tours.observations of maint & surveillance testing & review of LERS & periodic repts. 
WILLIAMS,J,H„ LINVILLE.J. Region 1, Ofc of the Director. 89/04/07. 14pp. 
49385:045-49385:056. 

8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York. Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters,” Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904030188 Monthly operating rept for Feb 1989 for Limerick Unit 1.W/ 890315 ltr, 
MURPHY, J.J., LEITCH.G.M. Philadelphia Electric Co. 89/02/28. 6pp. 49183:116- 
49183:121. 

8904190333 Monthly operating rept for Mar 1989 for Limerick Unit 1.W/ 890410 ltr. 
MURPHY.J.J., LEITCH.G.M. Philadelphia Electric Co. 89/03/31. 6pp. 49391:242- 
49391:247, 


S. Reportable occurrences, LERs & related correspondence 

8903280268 NPDES noncompliance notification:on 890226.stated tanks high level alarm 
alerted shift to problem of tank overflowing. Caused by unusually high flow due to addl 
personnel required for refueling outage.No environ impact found. 

MCCORMICK, M.J. Philadelphia Electric Co. 89/03/16. BOWER.B. Pennsylvania, Com- 
monwealth of. 2pp. 49063:273-49063:274. 

8903290258 LER 89-01 4-00:on 89021 6,isolation of refuel floor secondary containment & 
initiation of standby gas treatment sys.ESF occurred. Caused by boiler 

malfunction. Auxiliary operator at auxiliary boiler end restored three boilers. W/890320 
ltr. 

ENDRISS.C.R., MCCORMICK.M.J. Philadelphia Electric Co. 89/03/20. 9pp. 

49081:155-49081:163. 

8904130266 Part 21 rept re replacement of circuit boards for safeguard battery 
chargers.lnitially reported on 890323.C&D Power Sys provided instructions to change 
out 600 ohm fixed resistor w/500 ohm variable resistor in charger circuitry. 

LEITCH.G.M. Philadelphia Electric Co. 89/03/28. MURLEY.T.E. Cffice of Nuclear Re- 
actor Regulation, Director (Post 870411). 3pp. 49317:303-49317:305. 

8904040370 LER 89-01 6-00:on 890228.manual ESF actuation of refuel secondary con- 
tainment isolation & standby gas treatment sys occurred.Caused by fuel pin dropped 
during fuel reconstitution activities. Fuel pin retrieved.W/890330 ltr. 

ENDRISS.C.R.. MCCORMICK.M.J. Philadelphia Electric Co. 89/03/30. 5pp. 

49192:129-49192:133. 

8904040325 LER 89-002-01 :on 890104,determined that fire in certain areas of plant 
could result in unavailability of RCIC sys due to insufficient protection of control & 
power cables. Caused by personnel error.Fire watch posted. W/890331 ltr. 

KRICH.R.M., FOGARTY, E.P. Philadelphia Electric Co. 89/03/31. 8pp. 49205:110- 
49205:117. 

8904130434 LER 89-009-01 :on 890331, determined that one channel of secondary con- 
tainment isolation sys.standby gas treatment sys, reactor end recirculation sys & 
NSSS sys inoperable. Caused by personnel error.Procedure revised. W/890403 ltr. 
ENDRISS.C.R., MCCORMICK.M.J. Philadelphia Electric Co. 89/03/31. 8pp. 

49299:076-49299:083. 

8904130175 LER 89-01 8-00:on 890304, emergency svc water pump C started twice 
during installation of mod & all sys actuated. Caused by personnel communication 
error.Pump secured & declared inoperable.Personnel to be counseled. W/890403 ltr. 
ENDRISS.C.R., MCCORMICK.M.J. Philadelphia Electric Co. 89/04/03. 6pp. 

49318:010-49318:015. 

8904130442 LER 89-01 7-00:on 890302.drywell H mixing sys low air flow elements not in 
compliance w/environ qualification requirements.Caused by failure of architect/engi- 
neer to transfer info re revised environ qualification.W/890403 ltr. 

ENDRISS.C.R., MCCORMICK.M.J. Philadelphia Electric Co. 89/04/03. 8pp. 

49319:272-49319:279. 

8904190044 Forwards LER 88-031 -02.Safe shutdown analysis self- assessment pro- 
gram presented in 890123 meeting.Assessment resulted in determination of overall 
root cause of various reportable deviations & schedule for corrective actions. 
FOGARTY, E.P. Philadelphia Electric Co. 89/04/05. Document Control Branch (Docu- 
ment Control Desk). Ip. 49381:200-49381:209. 

—8904130198 LER 88-031 -02:on 88 1006, determined that plant not in compliance w/fire 
protection evaluation rept.Caused by misunderstanding & misapplication of detailed 
regulatory requirements.Fire watch patrol established. 

KRICH.R.M. Philadelphia Electric Co. 89/04/05. 9pp. 49381:201-49381:209. 

8904240039 LER 89-01 9-00:on 8903 14, informed that certain electrical equipment locat- 
ed in high energy line break compartment may not perform intended safety 
function.causing reliance on unqualified equipment.Environ seals added.W/890414 ltr. 
ENDRISS.C.R., MCCORMICK, M.J. Philadelphia Electric Co. 89/04/14. 7pp. 

49450:348-49450:354. 

8904240442 LER 89-020-00:on 89031 7,hourly firewatch insp of auxiliai7 equipment & 
remote shutdown panel room not conducted within 1 h of previous Insp.Caused by 
inadequate procedure. Security procedures revised.W/890414 ltr. 

ENDRISS.C.R.. MCCORMICK, M.J. Philadelphia Electric Co. 89/04/14. 4pp. 

49469:267-49469:270. 


V, Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8903290086 Informs that util will conduct self-assessment of performance of facility 
during power ascension program starting w/initial fuel loading.Areas to be evaluated 
by assessment program listed. 

LEITCH.G.M. Philadelphia Electric Co. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 12pp. 49104:042-49104:053. 
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8903310332 Forwards proof & review Tech Specs, for comment by 890417. 

CLARK, R.J. Project Directorate 1-2. 89/03/28. HUNGER, G.A. Philadelphia Electric Co. 
500pp. 49125:071-49126:239. 

8904040107 Forwards proprietary GE NEDC-31629P, "Single-Loop Operation Analysis 
for Limerick Generating Station Unit 2." Util will continue to work w/NRC to develop 
appropriate Tech Specs to reflect analysis.Rept withheld (ref 10CFR2.790(b)(1)). 
KEMPER, J.S. Philadelphia Electric Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49191:180-49191:183. 

8904060227 Forwards environ assessment & finding of no significant impact re 890207 
request for exemption from 10CFR50.33(k)(1), extending time required for submittal of 
rept re availability of funds for decommissioning. 

CLARK,R.J. Project Directorate 1-2. 89/03/31. HUNGER, G.A. Philadelphia Electric Co. 
3pp. 49216:279-49216:284. 

“8904060229 Environ assessment & finding of no significant impact re 890207 request 
for exemption from 10CFR50.33(k)(1), extending time period for submittal of rept indi- 
cating how funds will be provided for decommissioning facility. 

BUTLER, W. Project Directorate I-2. 89/03/31. 3pp. 49216:282-49216:284. 

8904070260 Fonvards results of fracture toughness analysis completed for Unit 2 using 
methods approved in Reg Guide 1.99, Rev 2. Util authorized rev of pressure/temp 
curves per Rev 2.FSAR will be amended following NRC approval of analysis. 
KEMPER,J.S. Philadelphia Electric Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 25pp. 49234:273-49234:297. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904120161 Fonwards proprietary summary of evaluation of Unit 1 fuel failures which 
occurred during Cycle 2 operation.Fuel failures due to crud induced localized 
corrosion. Proprietary rept withheld (ref 10CFR2.790(a)(4)). 

HUNGER.G.A. Philadelphia Electric Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49290:187-49290:191. 

8904190051 Notifies of util intent to use chlorine in spray pond at plant to control 
algae.Forwards ltr from station detailing chlorination program & what steps will be 
taken to prevent discharge from spray pond during chlorination. 

WILLSEY.W.B. Philadelphia Electric Co. 89/04/05. FEOLA.J.A. Pennsylvania, Com- 
monwealth of. 4pp. 49394:125-49394:128. 

8904180066 Requests review of util application for full power license for Unit 2 at ACRS 
890504-06 meeting.Draft SSER 7 to NUREG-0991 end for review by committee. 
VARGA.S.A. Division of Reactor Projects - I/ll (Post 870411). 89/04/07. FRALEY,R.F. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 49381:219-49381:220. 

8904190143 Confirms that mechanical equipment qualification program for environ quali- 
fication of active safety-related mechanical equipment at Unit 2 consistent w/program 
utilized at Unit 1 . 

KEMPER, J.S. Philadelphia Electric Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49385:142-49385:146. 

8904240120 Responds to Generic Ltr 83-28, Items 2.1 & 2.2 re NSSS vendor interface 
program. Maint of controlled vendor manuals will be controlled by issuance of nuclear 
group administrative procedure. 

HUNGER.G.A. Philadelphia Electric Co. 89/04/13. Document Control Branch (Docu- 
ment Control Desk). 9pp. 49470:212-49470:220. 


F. Security, medical, emergency & fire protection plans 

8903300305 Forwards Insp Repts 50-352/89-06 & 50-353/89-06 on 890123-27 & notice 
of violation.High impedance fault concern described In Section 7.2 & high/low pres- 
sure interface concern described in Section 7.3 should be addressed. 

DURR.J.P. Region 1, Ofc of the Director. 89/03/20. MCNEILL, C.A. Philadelphia Elec- 
tric Co, 2pp. 49129:178-49129:198. 

“8903300308 Notice of violation from insp on 890 123-27. Violation noted: door separat- 
ing Unit 1 cable spreading room from Unit 2 not 3-h fire rated. 

* Region 1. Ofc of the Director. 89/03/20. 1p. 49129:180-49129:180. 

-8903300311 Insp Repts 50-352/89-06 & 50-353/89-06 on 890123-27. Violation 
noted.Major areas inspected:safe shutdown capability of plant in event of fire. 
KRASOPOULOS.A. Region 1. Ofc of the Director. 89/03/07. 18pp. 49129:181- 
49129:198. 

8904040243 Forwards rev to physical security plan.Rev withheld (ref 10CFR2.790 & 
10CFR73.21). 

LEITCH.G.M. Philadelphia Electric Co. 89/03/28. Document Control Branch (Docu- 
ment Control Desk). Ip. 49204:359-49204:359. 

8904190195 Forwards Safety Insp Rept 50-353/89-11 on 89021 3-0326,No violations 
noted. 

WEN2INGER.E.C. Region 1, Ofc of the Director. 89/04/10. MCNEILL.C.A. Philadel- 
phia Electric Co. 2pp. 49391:071-49391:092. 

“8904190197 Insp Rept 50-353/89-11 on 89021 3-0326.No violations noted. Major 
areas inspected:work activities, security implementation, environ qualification of equip- 
ment & proposed Tech Specs. 

WILLIAMS.J.H., LINVILLE,J.C. Region 1, Ofc of the Director. 89/04/07. 20pp. 
49391:073-49391:092. 


G. Adjudicatory correspondence 

8904200066 Order.* Directs ASLB to conduct addi proceedings on Graterford Inmate 
contention re whether emergency response plan complies w/emergency training pro- 
vided to civilian personnel.W/Certificate of Svc.Served on 890414. 

CHILK,S.J. Office of the Secretary of the Commission. #289 8442, 89/04/14. Atomic 
Safety and Licensing Board Panel. 4pp. 49340:127-49340:130. 

8904210027 Establishment of ASLB.* Board will be comprised of MB 
Margu lies, chairman & J Harbour & JR Kline, members. W/ (Certificate of Svc.Served on 
890418. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. #289 8468. 89/04/14. 4pp. 
49352:073-49352:076, 


8904240035 Notice of prehearing conference.* Prehearing conference will be held on 
890512 re contention questioning radiological emergency response plan compliance 
w/10CFR50,47(b)(15). Certificate of Svc encl.Served on 890419. 

MARGU LIES,M.B. Atomic Safety and Licensing Board Panel. #289 8482. 89/04/18. 
4pp. 49366:060-49366:063. 


I. Financial information 


8904210133 “1988 Annual Rept.” W/890406 ltr. 

BRADLEY,E.J. Philadelphia Electric Co. 88/12/31. MURLEY,T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 57pp, 49452:063-49452:119. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities,” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903300198 Fonvards Insp Rept 50-353/89-04 on 8901 09-021 2.No violations noted. 
WENZ1NGER,E.C. Region 1, Ofc of the Director. 89/03/15. MCNEILL, C.A. Philadel- 
phia Electric Co. 2pp. 49144:342-49144:356. 

“8903300202 Insp Rept 50-353/89-04 on 8901 09-021 2.No violations noted. Major 
areas inspected:startup testing activity,preservice insp program,RCPB piping,nuclear 
review board & plant operations review committee activity & QA stop work order. 
WILLIAMS.J.H., LINVILLE,J.C. Region 1, Ofc of the Director. 89/03/16. 13pp. 
49144:344-49144:356. 

8903300305 Forwards Insp Repts 50-352/89-06 & 50-353/89-06 on 890123-27 & notice 
of violation.High impedance fault concern described in Section 7,2 & high/low pres- 
sure interface concern described in Section 7.3 should be addressed. 

DURR.J.P. Region 1 , Ofc of the Director. 89/03/20. MCNEILL.C.A. Philadelphia Elec- 
tric Co. 2pp. 49129:178-49129:198. 

“8903300308 Notice of violation from insp on 890 123-27. Violation noted: door separat- 
ing Unit 1 cable spreading room from Unit 2 not 3-h fire rated. 

* Region 1, Ofc of the Director. 89/03/20. Ip. 49129:180-49129:180. 

“8903300311 Insp Repts 50-352/89-06 & 50-353/89-06 on 890123-27. Violation 
noted.Major areas inspected:safe shutdown capability of plant in event of fire. 
KRASOPOULOS,A., ANDERSON, C.J. Region 1, Ofc of the Director. 89/03/07. 18pp. 
49129:181-49129:198. 

8903290005 Forwards Safety Insp Rept 50-353/89-12 on 890224-0303.No violations 
noted. 

GALLO.R.M. Region 1, Ofc of the Director. 89/03/22. NEILL.C.A. Philadelphia Electric 
Co. 2pp. 49081:043-49081:052. 

“8903290007 Insp Rept 50-353/89-12 on 890224-0303.No violations noted. M^or 
areas inspected:licensee action on previous insp findings.procedure reviews.QA/QC 
interfaces & tours of facility. 

EVANS,M.G., BLUMBERG,N.J. Region 1, Ofc of the Director. 89/03/22. 8pp. 
49081:045-49081:052. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end, 

ROSSI, C.E. Division of (Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904030431 Forwards Maint Team Insp Repts 50-352/89-80 & 50-353/89-80 on 
8901 30-021 0.Weaknesses observed in technical support area.lmproved communica- 
tions needed between offsite & onsite engineering & maint personnel. 

MARTIN, T.T. Region 1, Ofc of the Director. 89/03/23. MCNEILL.C.A. Philadelphia 
Electric Co. 2pp. 49168:027-49168:076. 

“8904030432 Maint Team Insp Repts 50-352/89-80 & 50-353/89-80 on 890130- 
0210.Weaknesses noted.Major areas inspected:maint program & program 
implementation,including equipment waikdowns & observation of maint work. 
DURR.J.P. Region 1, Ofc of the Director. 89/03/21. 48pp. 49168:029-49168:076. 

8903300300 Discusses closeout of multi-plant issues re NRC Bulletins 88-005 & 88- 
01 0.specifically requiring certain util actions prior to issuance of fuel load license.Next 
insp of IDA scheduled for wk of 890424. 

CLARK,R.J. Project Directorate 1-2. 89/03/24. HUNGER.G.A. Philadelphia Electric Co. 
4pp. 49129:246-49129:249. 

8904040050 Responds to NRC 890123 ltr re violations noted In Insp Rept 50-353/88- 
202.NCR-13878 issued & dispositioned to install steel plugs in RHR pump seal drain 
connections.per vendor manual. 

KEMPER.J.S. Philadelphia Electric Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 67pp. 49192:224-49192:291. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904100035 Forwards addI info re preservice insp program Spec 8031-P-504,per NRC 
890308 telcon.Rev 1 of Code Case N307 approved by NRC per Reg Guide 1.1 47, Rev 
6 . 

KEMPER.J.S. Philadelphia Electric Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49250:346-49250:349. 
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iW4100a4i Forwards rtsaoni® to NRG iuilotin iS-007, "Powsr Oscillation In BVVRa,' 
i rtvissd rtsponss to suopi 1 for olint.Lleinsad rasctor opsrators & shift tsohnioal 
idvlsers thofoujhly brltfed on LaSalle sjvent deserlbed In Bufiotln. 

KBMPER,JJ, wllsdsiphia Electrls Co. 8S70S/31. Documont Control Branch (Deou- 
mtnt Control D«k). Spp. 49243!aBb-49a43!302. 


S©041l00aa Forwards rssponst to NRC Bullatin 88*005, "Nonoonformlno Matl Supplied 
by Piping Supplies, Inc at Folsom NJ & West Jersey Mfg Co at WIiliamstown.NJ.” 
Matls installed In facility meet ASMS Code requirements. 

KEMPER,J.S. Philadelphia Electric Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 120pp. 49296:212-49296:330. 


8904130354 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers.” Ail molded-case circuit breakers being maintained as stored spares for use 
have been verified traceable to circuit breaker mfg. 

GALLAGHER, J.W. Philadelphia Electric Co. 89/04/03. Document Control Branch 
(Document Control Desk). 6pp. 49317:223-49317:228. 

8903290256 NRC Info Notice 89-036, “Excessive Temps In ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 


8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 


8904140226 Forwards Safety Insp Rept 50-353/89-07 on 890126-0203.No violations 
noted. 

GALLO, R.M. Region 1, Ofc of the Director, 89/04/04. MCNEILL, C.A. Philadelphia 
Electric Co. 2pp. 49335:270-49335:281. 

-8904140234 Insp Rept 50-353/89-07 on 890126-0203.No violations, deviations or un- 
resolved items noted.Major areas inspected: licensee programs that identify & control 
specific differences in design & const of both units. 

DRYSDALE,P., BLUMBERG.N. Region 1, Ofc of the Director. 89/04/03. 10pp. 
49335:272-49335:281. 


8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3," Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324, 

8904210078 Grants NRC approval for use of ASME Code Cases N307,N356, N435 & 
N460 for preservice insp program, per 890331 request. 

CLARK, R.J. Project Directorate 1-2. 89/04/06. HUNGER.G.A. Philadelphia Electric Co. 
3pp. 49444:274-49444:276. 

8904190234 Forwards Preoperational Safety Insp Rept 50-353/89-10 on 890206-1 6.No 
violations noted. 

DURR.J.P. Region 1, Ofc of the Director. 89/04/07. MCNEILL.C.A. Philadelphia Elec- 
tric Co. Spp. 49391:102-49391:114. 


S. Reportabli oeourrenois, LERi It eomipondanoe 


8904130041 Inttfim ®lgnlfle«nt D®fldiney Rtjat 8DR»La4i«17 m untvi 

‘ ^ *'"3l0 ©Biritlon In ivant of App R Aw, Initially 


__ _ ' of (tid‘ 

wat®y maint' Taoi'atlon" vt’lvt 'to’^iuppoil 'R’cr^'opiritFonln ivant " 

raportad on 890303.CiUM undtr invistigation.Rept to bo lubmlttod. 

* Philadelphia Electric Co. 80/04/03. ROSSELL.W.T. Document Control Sranoh (Doc- 
ument Control Desk). Spp. 49298:159*49298:163, 


8904130126 Interim Significant Deficiency Rept L2-88-11 re inadequate degraded grid 
undervoltage relay setpoints. Event discussed w/engineer involved to ensure procedur- 
al adherence & new undervoltage relays will be installed. 

KOWALSKI, S.J. Philadelphia Electric Co. 89/04/13. RUSSELL. W.T. Region 1, Ofc of 
the Director. Spp. 49321 ;144-4932T.1 48. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR56 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S, A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8904140344 Forwards Safety Insp Rept 50-354/89-02 on 890124-0313 & notice of 
violation.Concludes that uncontrolled installation of electrical jumpers in controls of 
drywell equipment drain pumps represented violation of NRC requirements. 
WENZINGER.E.C, Region 1, Ofc of the Director. 89/03/31. MILTENBERGER.S. 
Public Service Electric & Gas Co. of New Jersey. 2pp. 49348:216-49348:230. 

-8904140350 Safety Insp Rept 50-354/89-02 on 8901 24-031 S.Violation noted.Major 
areas inspected:operations, radiological controls maint & surveillance 

testing.emergency preparedness, security & engineering/technical support. 
SWETLAND.P.D. Region 1, Ofc of the Director. 89/03/31. 12pp. 49348:219- 
49348:230. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8904120481 Rev 1 to updated FSAR for Hope Creek Generating Station.W/ 890407 ltr. 
MILTENBERGER.S. Public Service Electric & Gas Co, of New Jersey. 89/04/07. 
1.000pp. 49314:134-49317:173. 


P. Operating license stage documents & correspondence 

8903300151 Forwards EG&G Idaho evaluation accepting Rev 10 to ODCM for 
plantNumber of points remain open re EG&G suggestions that could make ODCM 
more useful & complete. 

SHIRAKI.C.Y. Project Directorate 1-2. 89/03/20. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 49144:154-49144:181. 


-8904190236 Insp Rept 50-353/89-10 on 890206-1 6.No violations noted. Major areas 
inspectedipreoperational test program implementation, preoperational test 

procedures, preoperational test results & QA/QC involvement in test program. 

TRAPP, J.M., MOY.D.T., EAPEN.P.K. Region 1, Ofc of the Director. 89/03/10. 10pp. 
49391:105-49391:114. 

8904190122 Forwards supplemental Info to complete 890329 response to NRC 890123 
ltr re violations noted in Independent Const Assessment Insp Rept 50-353/88- 
202.Panels for components of hydrogen recombiner cabinets supplied by Time- 
Trol.lnc. 

KEMPER, J.S. Philadelphia Electric Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49385:147-49385:149. 


-8903270214 Forwards final ltr rept containing evaluation of ODCM updated through 
Rev 10 for plantLtr rept being transmitted under provisions of Project 5 of FIN D- 
6034, “Review of Radiological Issues." 

SIMPSON,F.B. EG&G Idaho, Inc. (subs, of EG&G, Inc.). SIMPSON.F.B. Idaho National 
Engineering Laboratory. FIN D-6034. 89/03/03. RUTH.L NRC - No Detailed Affiliation 
Given, 24pp. 49144:158-49144:181. 

8903290327 Notification of 890328 meeting w/util in Rockville, MD to discuss plants 
issues. 

SHIRAKI.C.Y., STONE.J.C. Project Directorate I-2. 89/03/21. MURLEY.T., 

SNIEZEK,J., MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 49081:176- 
49081:178. 


8904190195 Forwards Safety Insp Rept 50-353/89-11 on 89021 3-0326.No violations 
noted. 

WENZINGER.EC. Region 1, Ofc of the Director. 89/04/10. MCNEILL, C.A. Philadel- 
phia Electric Co. 2pp. 49391 :071 -49391 :092. 

“8904190197 Insp Rept 50-353/89-11 on 89021 3-0326.No violations noted. Major 
areas in8peot6d:work actlvltlesisecurity implementation, environ qualification of equip- 
ment & proposed Tech Specs. 

WILLIAM8.J.H.. LINVILLE.J.C. Region 1, Ofc of the Director. 89/04/07. 20pp. 
49391:073-49391:002. 

89040S0616 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses In Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc, 109pp. 49388:037-49388:146. 

8004100378 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York. Inc. 106pp. 49335:001-49335:107. 

8904110183 Supp1 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Orcultry.” Svc list end. 

ROSS^,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


8904030016 Requests addi info re IGSCC problems in BWR austenitic stainless steel 
piping, per Generic Ltr 88-01. Response should be provided within 60 days. 

SHIRAKLC. Project Directorate 1-2. 89/03/24. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 11pp. 49168:160-49168:170, 

8904030021 Forwards Amend 22 to License NPF-57 & safety evaluation. Amend revises 
Tech Spec surveillance requirements by updating ASTM std ref in spec for diesel fuel 
oil sampling. 

SHIRAKLC. Project Directorate 1-2. 89/03/24. MILTENBERGER.S. Public Service 
Electric & Qaa Co. of New Jersey. Spp. 49188:252-49168:261. 

“8904030030 Amend 22 to License NPF-57, revising Tech Spec surveillance require- 
ment by updating ASTM std ref in spec for diesel fuel oil sampling. 

BUTLER.W.R. Project Directorate 1-2, 89/03/24. Spp. 49168:255-49168:259. 

“8904030032 Safety evaluation supporting Amend 22 to License NPF-57. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/24. 2pp, 
49168:260-49168:261. 

8904050467 Advises that replacement of svc water sys piping will begin during next 
outage presently scheduled for Sept 1989. Replacement program expected to contin- 
ue through 1992. Applicable sections of ASME Code end. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/03/29. Doc- 
ument Control Branch (Document Control Desk). 9pp. 49213:309-49213:317. 

8904120366 Forwards environ assessment & finding of no significant impact re 870813 
application for amend to License NPF-57. Amend revises Tech Specs to increase max 
allowed response time for HPCI sys. 

BUTLER.W.R. Project Directorate 1-2. 89/03/30. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 49296:102-49296:108. 

“8904120371 Environ assessment & finding of no significant impact re util 870813 & 
880812 applications for amend to License NPF-57.Amend revises Tech Specs to in- 
crease max allowed response time for HPCI sys. 

BUTLER, W. Project Directorate 1-2. 89/03/30. 4pp. 49296:105-49296:108. 
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1104123011 Forward! Rav 1 to NOV»1OOO«0S»OO3, “8PDS Final Validation i Varifioa- 

MIUENURaeRiS. Fudlle Sirvioi Elaotrlo i Qai Go. of Now Jarsiv. l®/0@/01. Dos- 
umant Control Branoh (Poeumant Control Daak). app. 40a87!Oe74Oi87:S6O. 


8008870841 Suppi 1 to NRG Info Notlof 83-088, "Opiritlng W/Multipli Ground! In DC 
DIatrlbutien Sva." Svo Hat anol. 

ROSil.Q.i. Division of Oearitlonal ivonti Aiiaiimont JFoit 870411). 80/08/11. 
Conaolldatad gdlaon Co. of Naw York, ino. lOSpp. 4l18e!070-4eie@!l77. 


<-@•041 20033 Rev 1 to “SPDS Final Validation & Verifioation Rept." 

* Public Sirvioe Electric & Gat Co. of New Jersey. NOV- 1000-88-003 R01. 80/03/09. 
250pp. 49287:099-49288:051. 

8903300105 Generic Ltr 89-04 to ail holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 87041 1 ). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904140505 Forwards Amend 23 to License NPF-57 & safety evaluation. Amend In- 
creases setpoints of main steam line radiation monitors in Tech Specs. 

SHIRAKI.C. Project Directorate 1-2. 89/04/03. MILTENBERQER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 49339:345-49339:359. 

-8904140506 Amend 23 to License NPF-57, increasing setpoints of main steam line ra- 
diation monitors in Tech Specs. 

BUTLER,W.R. Project Directorate 1-2. 89/04/03. 9pp. 49339:348-49339:356. 

-8904140507 Safety evaluation supporting Amend 23 to License NPF-57. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/03. 3pp. 
49339:357-49339:359. 

8904170158 Supplemental application for amend to License NPF-57, revising Tech 
Spec Section 3.3.7.6, “Source-Range Monitors” re ref measurements, load setpoints & 
travel limits. 

MILTENBERQER.S. Public Service Electric & Gas Co. of New Jersey. 89/04/03. Doc- 
ument Control Branch (Document Control Desk). 2pp. 49370:303-49370:306. 


80O414OS44 Forward! Safety Inap Rapt 50-354/80-02 on 890124-0313 S notioa of 
vioiation.Gonoludes that uncontrolled installation of electrical jumpers in controls of 
drywell equipment drain pumps represented violation of NRC requirements. 
WENZlNQER.E.a Region 1, Ofc of the Director. 89/03/31. MILTENBERQER.S. 
Public Service Electric & Gas Co. of New Jersey. 2pp. 49348:216-49348:230. 

-8904140347 Notice of violation from insp on 8901 24-03 13. Violation noted:two electri- 
cal jumpers installed in controls of drywell equipment drain pumps w/o meeting ad- 
ministrative controls for temp mods & not removed until discovered. 

* Region 1, Ofc of the Director. 89/03/31. Ip. 49348:218-49348:218. 

-8904140350 Safety Insp Rept 50-354/89-02 on 890 124-03 13, Violation noted.Major 
areas insp6cted:operations,radioloqical controls maint & surveillance 
testing, emergency preparedness, security & engineering/technical support. 
SWETLAND.P.D. Region 1, Ofc of the Director. 89/03/31. 12pp. 49348:219- 
49348:230. 

8904110193 Responds to NRC Bulletin 88-010 re potentially nonconforming molded 
case circuit breakers. End table represents preliminary list of circuit breakers deter- 
mined not to be traceable to circuit breaker mfg. 

LABRUNA,S. Public Service Electric & Gas Co. of New Jersey. 89/04/03. Document 
Control Branch (Document Control Desk). 4pp. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp, 49124:001-49124:109. 


-8904170160 Proposed Tech Specs re limiting conditions for source-range monitors. 

* Public Service Electric & Gas Co. of New Jersey. 89/04/03. 2pp. 49370:306- 
49370:306. 

8904240041 Application for amend to License NPF-57, clarifying that sampling for tritium 
be taken directly from spent fuel area rather than ventilation exhaust from area to pro- 
vide more representative sample. 

MILTENBERGER,S. Public Service Electric & Gas Co. of New Jersey. 89/04/12. Doc- 
ument Control Branch (Document Control Desk). 6pp. 49445:114-49445:121. 

-8904240042 Proposed Tech Specs re tritium grab samples from spent fuel area. 

* Public Sen/ice Electric & Gas Co. of New Jersey. 89/04/12. 2pp. 49445:120- 
49445:121. 

8904240081 Forwards Amend 24 to License NPF-57, safety evaluation & notice of 
issuance.Amend increases response time for HPCI sys in Tech Specs. 

SHIRAKI.C. Project Directorate 1-2. 89/04/12. MILTENBERQER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp, 49450:155-49450:167. 

-8904240084 Amend 24 to License NPF-57, increasing max allowed response time for 
HPCI sys in Tech Specs. 

BUTLER.W.R. Project Directorate 1-2. 89/04/12. 5pp. 49450:158-49450:162. 

-8904240086 Safety evaluation supporting Amend 24 to License NPF-57. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/12. 3pp. 
49450:163-49450:165. 

-8904240088 Notice of issuance of Amend 24 to License NPF-57.Amend increases 
max allowed response time for HPCI sys in Tech Specs. 

BUTLER.W.R. Project Directorate 1-2. 89/04/12. 2pp. 49450:166-49450:167. 

8904240103 Requests prompt review & reporting of status of implementation of TMI 
action plan items at facility.Printout of all TMI items end for indication of projected 
implementation date where necessary. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411), 89/04/ 
14. MILTENBERQER.S. Public Service Electric & Gas Co. of New Jersey. 11pp. 
49468:199-49468:209. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).. 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:150-49176:255. 

8903230075 NRC info Notice 89-033, “Potential Failure of Westlnghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of uperatlonal Events Assessment (Post 870411). 69/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 40176:056-49176:167. 

8904060169 Forwards Insp Rept 50-354/89-05 on 890227-0303. No violations 
noted.Apparent violation of radiation protection procedures Identified by NRC reviewed 
for nonissuance of notice of violation. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/03/27. MILTENBERGER,S. Public 
Service Electric & Gas Co. of New Jersey. 2pp. 49226:085-49226:095. 

-8904060173 Insp Rept 50-354/89-06 on 890227-0303.No violations noted. Major 
areas inspected;adequacy, implementation & effectiveness of radiological controls pro- 
gram during mid-cycle outage, organizatlon,training & staffing, 

NIMITZ,R.L., SHANBAKY,M.M. Region 1, Ofc of the Director. 89/03/23. 9pp. 
49226:087-49226:095. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 


8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

RCSS1,C.E. Division of Operational Events Assessment (Post 870411), 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904190284 Forwards Exam Rept 50-354/89-04OL administered during wk of 890214. 
GALLO,R.M. Region 1, Ofc of the Director. 89/04/07. MILTENBERQER.S. Public 
Service Electric & Gas Co. of New Jersey. 2pp. 49384:131-49384:212. 

-6904190288 Exam Rept 50-354/89'04OL on 89021 4-1 6.Exam results:all three senior 
reactor operator canoidates passed written & operating exams.Housekeeping prob- 
lems noted in diesel generator rooms. 

HOWE,A.G.. CONTE, R.J. Region 1, Ofc of the Director. 89/04/05. 58pp. 49384:133- 
49384:190. 

-8904190291 Forwards comments on four questions used on written senior reactor op- 
erator exam administered on 890214. 

HAGAN.J.J. Public Service Electric & Gas Co. of New Jersey. 89/04/07. RUSSELL, W. 
Region 1, Ofc of the Director. 22pp. 49384:191-49384:212. 

8904050515 Suppi 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppi 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8004180103 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York. Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904050245 "Personnel Exposure Monitoring Rept /or Exposure Yr 1988." W/890329 
ltr. 

MILTENBERQER.S. Public Service Electric & Gas Co. of New Jersey. 88/12/31. 5pp. 
49214:245-49214:249. 


8. Reportable occurrences, LERs & related correspondence 

8903290181 LER 89-004-00;on 890222,inadvertent alternate rod insertion signal initiated 
by redundant reactivity control sys.No control rod motion occurred.Caused by deficient 
procedure. Procedure revised to include resetting of trip.W/890317 ltr. 

COWLES.R,B.. HAGAN, J. Public Service Electric & Gas Co. of New Jersey. 89/03/17. 
5pp. 49120:133-49120:137. 
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8903310070 LER 89-003-00:on 890221, initiation of invalid channel B LOCA signal 
dcr'cg t9£t‘''g ■'es'jiteri in ESF actuation.Caused by momentary failure in test equip- 
r-*'-.; c:’c.;!:rv.cau-ir .5 .:cre spray logic to lockup. Equipment tested.W/890317 Itr. 

Cw -V:.E3,R.S . hAQA.\.J Public Service Electric & Gas Co. of New Jersey. 89/03/17. 
5pp. 49153:307-49153:311. 

8904060133 LER 89-005-00:on 890301, isolation of RHR loop outboard isolation valve B 
occurred during surveillance procedure. Caused by noncognitive personnel 
error. Procedure revised. Individuals involved counseled. W/890331 Itr. 

COWLES, R.B.. HAGAN, J. Public Service Electric & Gas Co. of New Jersey. 89/03/31. 
5pp. 49216:120-49216:124. 

8904120130 Special Rept 89-001-1 :on 890222.Triaxiai Time-History Accelerograph SG- 
VE-7871 declared inoperable & required reptacement.Spare part was not immediately 
available until 890330. 

HAGAN, J. Public Service Electric & Gas Co. of New Jersey. 89/04/03. Document 
Control Branch (Document Control Desk), ip. 49286:072-49286:072. 

8904170052 LER 89-006-00:on 890310,26 R frequency surveillance procedures exceed- 
ed Tech Spec overdue dates by intervals of 1 to 10 days.Caused by less conservative 
interpretation. Schedule of surveillance procedures reviewed. W/8903 10 Itr. 
COWLES,R.B., HAGAN, J. Public Service Electric & Gas Co. of New Jersey. 89/04/10. 
6pp. 49371:066-49371:071. 


V. Operator Examinations 

8903310053 Confirms requalification program evaluation scheduled for wk of 
89061 9, per telcon.Util should furnish approved items listed in End 1. 

CONTE.R.J. Region 1, Ofc of the Director. 89/03/23. MILTONBERGER.S. Public 
Service Electric & Gas Co. of New Jersey. 8pp. 49145:060-49145:067. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8904140412 Advises that reactor operator & senior reactor operator licensing exams 
scheduled for wk of 89071 7.Encl ref matl requested by 890515 to meet schedule. 
CONTE.R.J. Region 1, Ofc of the Director. 89/04/04. MILTENBERGER.S. Public 
Service Electric & Gas Co. of New Jersey. 12pp. 49322:328-49322:339. 

8904190284 Forwards Exam Rept 50-354/89-04OL administered during wk of 890214. 
GALLO.R.M. Region 1, Ofc of the Director. 89/04/07. MILTENBERGER.S. Public 
Service Electric & Gas Co. of New Jersey. 2pp. 49384:131-49384:212. 

-8904190288 Exam Rept 50-354/89-04OL on 89021 4-1 S.Exam results:all three senior 
reactor operator candidates passed written & operating exams.Housekeeping prob- 
lems noted in diesel generator rooms. 

HOWE,A.Q.. CONTE.R.J. Region 1. Ofc of the Director. 89/04/05. 58pp. 49384:133- 
49384:190. ^ 

-8904190291 Forwards comments on four questions used on written senior reactor op- 
erator exam administered on 890214. 

HAGAN.J.J. Public Service Electric & Gas Co. of New Jersey. 89/04/07. RUSSELL.W. 
Region 1, Ofc of the Director. 22pp. 49384:191-49384:212. 


DOCKET 50-356 UNIV. OF ILLINOIS RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8904070029 Responds to violations noted in physical security insp on 881212-14.Cor- 
rective actions:weekly test procedure for intrusion sys revised to require that one door 
sensor will be used to initiate alarm at Univ Policy Station. 

POHLOD.C.S., WILLIAMS, J.G., MILEY.G.H. Illinois, Univ. of, Urbana, IL. 89/02/09. 
Region 3, Ofc of the Director. Ip. 49234:332-49234:332. 


Q. Inspection reports, IE Bulletins & correspondence 

8904070029 Responds to violations noted in physical security insp on 881212-14.Cor- 
rective actions.'weekly test procedure for intrusion sys revised to require that one door 
sensor will be used to initiate alarm at Univ Policy Station. 

POHLOD.C.S., WILLIAMS.J.G.. MILEY.G.H. Illinois, Univ. of, Urbana, IL. 89/02/09. 
Region 3. Ofc of the Director, Ip. 49234:332-49234:332. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents & correspondence 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable Inservice testing programs.Svc list enci. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc, 70pp. 49208:320-49209:030. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 


8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411), 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035. "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York. Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729), 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Suppi 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppi 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp, 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 

8904170125 Forwards Insp Repts 50-206/89-01,50-361/89-01 & 50-362/89-01 on 
890108-0218 & notice of violation. 

ZIMMERMAN, R.P. Region 5, Ofc of the Director. 89/03/23. BASKIN,K.P. Southern 
California Edison Co. 2pp. 49370:316-49370:340. 

-8904170144 Insp Repts 50-206/89-01.50-361/89-01 & 50-362/89-01 on 890108- 
021 8. Violation & deficiencies noted.Major areas inspected:operations 

program, including operational safety verification, radiological protection & security. 
HUEY.F.R.. JOHNSON.P.H. Region 5, Ofc of the Director. 89/03/23. 21pp. 
49370:320-49370:340. 

8904050385 Revised procedure generation package, including Rev 1 to Operating In- 
struction S023-0-39 «t Rev 0 to S023-0-39.1.W/ 890330 Itr. 

NANDY.F.R. Southern California Edison Co. 89/03/30. 96pp. 49211:188-49211:283. 

8904140355 Advises that Rev 2.03 to emergency plan meets stds of 10CFR50.47(b) & 
requirements of 1 0CFR50,App B. 

FISH.R.F. Region 5, Ofc of the Director. 89/04/04. BASKIN.K.P. Southern California 
Edison Co. 2pp. 49335:248-49335:249. 

8904170356 Forwards request for addi info to complete review of 880825 & 1121 Itrs on 
open items identified in Rev 1 to fire hazards analysis evaluation.Response requested 
within 30 davs of receipt of Itr. 

HICKMAN, D.E. Project Directorate V. 89/04/07. BASKIN,K.P. Southern California 
Edison Co. 4pp. 49370:357-49370:360. 
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8904210059 Revised EPIPs, including Rev 2 to S0123-VIII-0.202 & Rev 5 to S0123-VIII- 
30.W/890414 Itr. 

PLAPPERT.R.D. Southern California Edison Co. 89/04/14. 58pp. 49392:233- 
49392:290. 


J. insurance & Indemnity information 

8904180109 Informs that stated nuclear property & decontamination liability insurance 
currently in force at plant. 

GOULD.G.J. Southern California Edison Co. 89/03/31. Document Control Branch 
(Document Control Desk). Ip. 49372:360-49372:360. 


P. Operating license stage documents & correspondence 

8903310115 Forwards Change Notice 30 to QA Program SCE-1 -A, reflecting clarifica- 
tions to nonconformance control sys.Notice will be incorporated in next amend to topi- 
cal rept. 

MEDFORD, M.O. Southern California Edison Co. 89/03/21. Document Control Branch 
(Document Control Desk). Ip. 49159:078-49159:078. 

-8904060363 Change Notice 30 to Amend 11 to QA Topical Rept SCE-1 -A, changing 
process for control of nonconformances discovered during engineering const project. 
BASKIN, K.P. Southern California Edison Co. SCE-1-A All R30. 89/03/21. 9pp. 
49159:079-49159:087. 

8903310249 Forwards Change Notice 31 to Amend 11 to SCE-1 -A, “QA Program." 
Rept documents change in util organization & responsibilities. 

MEDFORD, M.O. Southern California Edison Co. 89/03/21. Document Control Branch 
(Document Control Desk). Ip. 49145:267-49145:304. 

-8903310251 Change Notice 31 to Amend 11 to QA program. 

BASKIN, K.P. Southern California Edison Co. 89/03/21. 38pp. 49145:268-49145:304. 

8903310259 Forwards safety evaluation accepting Generic Ltr 83-28, Item 4.5.2, “Reac- 
tor Trip Sys Reliability-On-Line Testing," 

CALVO.J.A. Project Directorate IV. 89/03/23. DEWEASE.J.G. Louisiana Power & 
Light Co. 4pp. 49159:196-49159:223. 

-8710140201 "Conformance to Item 4.5.2 of Generic Ltr 83-28,Arkansas Nuclear One 
2, Calvert Cliffs 1 & 2,Fort Calhoun, Maine Yankee.Millstone 2, Palisades, Palo Verde 1,2 
& 3.San Onofre 2 & 3, St Lucie 1 & 2, Waterford 3,WPPSS 3,” informal rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001, EGG-NTA-7463 
R02. 87/09/30. NRC - No Detailed Affiliation Given, 23pp. 49159:201-49159:223. 

8904100157 Informs that arrangement for continued receipt of correspondence from 
NRC can be made if LPDR not adequate. 

HICKMAN, D.E. Project Directorate V. 89/03/27. MCCLUSKY,S. Bechtel Power Corp. 
3pp. 49250:350-49250:352. 

8903310104 Forwards Amend Applications 75 & 61 to Licenses NPF-10 & NPF- 
1 5,respectively,revising Tech Spec 3/4.7.8.1, “Fire Suppression Water Sys” to in- 
crease 18 month surveillance intervals to “refueling interval." 

BASKIN, K.P. Southern California Edison Co. 89/03/28. Document Control Branch 
(Document Control Desk). Ip. 49127:334-49127:357. 

-8903310110 Amend Applications 75 & 61 to Licenses NPF-10 & NPF-15, 
respectively.revising Tech Spec 3/4.7.8.1, “Fire Suppression Water Sys” to increase 
1 8 month surveillance intervals to “refueling interval." 

BASKIN,K.P. Southern California Edison Co. 89/03/28. 11pp. 49127:335-49127:345. 

-8903310114 Proposed Tech Spec 3/4.7.8.1, “Fire Suppression Water Sys.” 

* Southern California Edison (Do. 89/03/28. 12pp. 49127:346-49127:357. 

8904070092 Discusses NRC 890216 Itr re denial of request for partial exemption to 
1 0CFR50.62 requirement.C-E Owner Group has reconsidered alternate design options 
to satisfy requirement & scheduled followup meeting to end reevaluation effort. 
JAMES, D.E. Arkansas Power & Light Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49242:293-49242:294. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411), 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180046 Forwards revs to 880525 application for amends to Licenses NPF-10 & 
NPF-1 5, consisting of Proposed Change PCN-221.Word “sealed” eliminated from Tech 
Spec 3.6.1 .7 Part b.per NRC recommendation. 

BASKIN, K.P. Southern California Edison Co. 89/04/04. Document Control Branch 
(Document Control Desk). 3pp. 49357:220-49357:227. 

-8904180049 Proposed Tech Spec 3.6.1. 7 re containment ventilation sys. 

* Southern California Edison (Do. 89/04/04. 5pp. 49357:223-49357:227. 

8904180019 Responds to 881202 Itr requesting notification of date of next boroscopic 
exam of MSIV at facility. 

HICKMAN,D.E. Project Directorate V. 89/04/07. BASKIN,K.P. Southern California 
Edison Co. COTTON, G.D. San Diego Gas & Electric Co. 3pp. 49380:198-49380:200. 

8904190120 Forwards Amend Applications 80 & 65 to Licenses NPF-10 & NPF- 
1 5,respectively,revising Tech Spec 3/4.4.10, “Reactor Coolant Gas Vent Sys." 
BASKIN, K.P. Southern California Edison Co. 89/04/07. Document CDontrol Branch 
(Document Control Desk). 1 p. 49385:209-49385:228. 

-8904190125 Application for amends to Licenses NPF-10 & NPF-1 5,revising Tech Spec 
3/4.4.10, “Reactor Coolant Gas Vent Sys.” 

BASKIN, K.P. Southern California Edison Co. 89/04/07. 10pp. 49385:210-49385:219. 

-8904190127 Proposed Tech Spec 3/4.4.10 re reactor coolant gas vent sys. 

* Southern California Edison (Do. 89/04/07. 9pp. 49385:220-49385:228. 

8904210095 Forwards updated lists of plant-spedfic Issues not requiring implementation 
of more restrictive requirements. Implementation dates for items circled on end list 
requested In 30 days of Itr receipt. 

HICKMAN.D.E. Project Directorate V. 89/04/07. BASKIN, K.P. Southern California 
Edison Co. COTTON,G.D. San Diego Gas & EleOtric Co. 32pp. 49429:343-49430:014. 


8904210330 Forwards Amend 70 to License NPF-1 0,safety evaluation & FR notice of 
issuance. Amend revises Tech Specs re pressure/temp limits,coid shutdown-loops 
filled,hot shutdown & overpressure protection sys-RCS temp. 

HICKMAN,D.E. Project Directorate V. 89/04/11. BASKIN, K.P. Southern California 
Edison Co. COTTON, G.D. San Diego Gas & Electric Co. 5pp. 49427:170-49427:213. 

—8904210336 Amend 70 to License NPF-10, revising Tech Specs re pressure/temp 
limits,cold shutdown-loops filled, hot shutdown & overpressure protection sys w/RCS 
temp less than or equal to 235 F. 

KNlGHTON,G.W. Project Directorate V. 89/04/11. 30pp. 49427:175-49427:204. 

-8904210341 Safety evaluation supporting Amend 70 to License NPF-10. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/11. 7pp. 
49427:205-49427:211. 

-8904210346 Notice of issuance of Amend 70 to License NPF-1 0.Amend revises Tech 
Specs re pressure/temp limits, cold shutdown-loops filled & overpressure protection 
sys w/RCS temp less than or equal to 235 F. 

-ilCKMAN.D E. Project Directorate V. 89/04/11. 2pp. 49427:212-49427:213. 

8904180182 Advises that Proposed Change PCN-215 to Licenses NPF-10 & NPF-1 5, re- 
vising Tech Spec 3/4.8.1.1, "Electrical Power Sys, AC Sources,” considered 
withdrawn, per 890404 telcon, 

HICKMAN,D.E. Project Directorate V. 89/04/12. BASKIN,K.P. Southern California 
Edison Co. 3pp. 49371:288-49371:290. 

8904200254 Advises that Proposed Change PCN-83 to Licenses NPF-10 & NPF-1 5, re- 
vising Section 6, "Administrative Controls” withdrawn,in response to util requests.FR 
notice of withdrawal will be prepared. 

HICKMAN.D.E. Project Directorate V, 89/04/12. BASKIN, K.P. Southern California 
Edison Co. COTTON, G.D. San Diego Gas & Electric Co. 3pp. 49396:031-49396:033. 

8904210098 Forwards response to 10CFR50.63, “Loss of all AC Power.” Utilizing 
guidance, Unit 1 classified as ac unit & Units 2 & 3 classified as ac 
independenLDiagram of dedicated safe shutdown sys end. 

MEDFORD.M.O. Southern California Edison Co, 89/04/17. Document Control Branch 
(Document Control Desk). 13pp. 49430:316-49430:329. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904170125 Forwards Insp Repts 50-206/89-01,50-361/89-01 & 50-362/89-01 on 
890108-0218 & notice of violation. 

ZIMMERMAN.R.P. Region 5, Ofc of the Director. 89/03/23. BASKIN, K.P. Southern 
California Edison Co. 2pp. 49370:316-49370:340. 

-8904170144 Insp Repts 50-206/89-01,50-361/89-01 & 50-362/89-01 on 890108- 
021 8. Violation & deficiencies noted.Major areas inspected:operations 

program,including operational safety verification,radiological protection & security. 
HUEY,F.R., TATUM,J.E., HON,A.L. Region 5, Ofc of the Director. 89/03/23. 21pp. 
49370:320-49370:340. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list ©ncl 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904050351 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded Case 
Circuit Breakers." Rev 2 to Verification Test Procedure VTP-E-067, “Molded Case Cir- 
cuit Breaker Verification Test Program” end. 

MEDFORD.M.O. Southern California Edison Co. 89/03/30. Document Control Branch 
(Document Control Desk). 48pp. 49211:048-49211:136. 

-8904050353 Rev 2 to VTP-E-067, “Molded Case Circuit Breaker Verification Test Pro- 
gram.” 

BERKSHIRE.R.E. Southern California Edison Co. 89/03/23. 40pp. 49211:097- 
49211:136. 

8904140503 Forwards Insp Repts 50-206/89-10,50-361/89-10 & 50-362/89-10 on 
890306-1 7.No violations or deviations noted.AddI mgt attention required to ensure that 
accurate piping sys configurations identified in drawings for ASME components. 
KIRSCH.D.F. Region 5. Ofc of the Director. 89/03/30. BASKIN.K.P. Southern Califor- 
nia Edison Co, 2pp. 49334:304-49334:314. 

-8904140504 Insp Repts 50-206/89-10,50-361/89-10 & 50-361/89-10 on 890306- 
17.No violations noted.Major areas inspected:licensee performance of 10-yr inservice 
insp requirements & post-mod testing of Unit 1 third auxiliary feedwater pump mods. 
CLARK.C., RICHARDS,S. Region 5, Ofc of the Director. 89/03/30. 9pp. 49334:306- 
49334:314. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 
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8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuciides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1.2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. I06pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Suppi 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitr/." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSS[,C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports &. related correspondence 

8903300276 Forwards Jan 1989 monthly NPDES rept summary.per Section 3.2 of App 
B,environ protection plan. No permit violations for Unit 1 noted during Jan 1 989. 
MORGAN, H.E. Southern California Edison Co. 89/03/22. Document Control Branch 
(Document Control Desk). 5pp. 49144:277-49144:281. 

8904210129 Monthly operating repts for Mar 1989 for San Onofre Nuclear Station Units 
2&3.W/890412 itr. 

SIACOR.E.R., NANDY.F.R. Southern California Edison Co. 89/03/31. 12pp. 
49444:242-49444:253. 


S. Reportable occurrences, LERs & related correspondence 

8903300373 RO:provides followup rept of inoperable fire doors noted in Feb 1989.Fire 
watches established, per Tech Spec 3.7.9 & will remain in effect until doors restored to 
operable status. 

MORGAN, H.E. Southern California Edison Co. 89/03/13. MARTIN.J.B. Region 5. Ofc 
of the Director. 3pp. 49123:001-49123:003. 

8903290075 PNS-V-89-003:on 89031 7,results of routine random drug test for fitness for 
duty of licensed reactor operator confirmed as positive. Plant access authorization 
suspended.Possibility of investigatory suspension unless innocent use identified. 
NORDERHAUG.L, SCHUSTER, M. Region 5. Ofc of the Director. 89/03/17. Ip. 
49081:084-49081:084. 

8903290286 LER 89-005-00:on 89021 8, spurious emergency feedwater actuation signal 
occurred due to mechanical & or electrical mis-operation of matrix AB relay hold push 
button switch. Matrix AB hold push button switch replaced. W/8903 17 Itr. 

MORGAN,H.E. Southern California Edison Co. 89/03/17. 6pp. 49120:067-49120:072. 

8904030125 Part 21 rept listing locations where valves w/Control Components w/pres- 
surized seat design similar to APS valves S/N 21408-1 installed in same svc IE modu- 
lating atmospheric dump valve upstream of M SI V. Proprietary drawing end. 

STERUD.C. Control Components. Inc. 89/03/17. LANNING.W. NRC - No Detailed Af- 
filiation Given. Ip. 49182:110-49182:110. 

8904050248 LER 89-006-00:on 890220, control room isolation sys Train B spurious actu- 
ation occurred as result of interruption of power to actuation relay during transfer of 
Train B power suoply.Caused by procedural deficiency.W/890321 Itr. 

MORGAN, H.E. Southern California Edison Co. 89/03/21. 6pp. 49205:349-49205:354. 

8904070303 LER 89-003-00:on 890302, control room isolation sys Train B actuated on 
receipt of radiation monitor instrument alarm. Caused by failure of switch within moni- 
tor module.Circuit card w/defective switch replaced.W/890331 Itr. 

MORGAN, H.E. Southern California Edison Co. 89/03/31. 5pp. 49242:315-49242:319. 

8904170038 LER 88-025-01 :on 880827.two actuations of control room isolation sys train 
A occurred as result of spike on radiation monitor gas channel.Caused by failure of K- 
6 relay.Relay contacts cleaned & returned to svc.W/890403 Itr. 

MORGAN, H.E. Southern California Edison Co. 89/04/03. 6pp. 49350:151-49350:156. 

8904070001 Part 21 rept re atmospheric dump valves.Cause of failure speculative but 
result of piston ring that failed to seal. Resolution to problem requires increasing pilot 
valve capacity & reworking of plug to enlarge pilot flow area. 

MILLER,H.L. Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. 2pp. 49235:279-49235:281. 

—8904070002 Forwards Itr in which concerns for potential significant deficiency under 
10CFR21 expressed. 

MILLER, H.L Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. LOBEL,R. Events Assessment Branch. 1p. 49235:281-49235:281. 


8904170037 PNO-V-89-023:on 890407, magnitude 4.6 earthquake occurred near New- 
port Beach, CA.Telephone contact w/Univ of California established that reactor shut- 
down prior to earthquake. Util reported '’o damace to facility. 

GARCIA.E., YUHAS.G.P. Region 5. Ofc o: the Director. 89/04/07. 2pp. 49349:316- 
49349:317. 

8904240034 Part 21 rept re potential defect in component of DSRV standby diesel gen- 
erator noted at plant.Vendor unable to determine how condition could have 
occurred.Case appears unique to plant.High spots rubbed down. 

GUNTRUM.B.C. Cooper Industries, Inc. 89/04/11. Office of Nuclear Reactor Regula- 
tion. Director (Post 870411). 2pp. 49507:248-49507:249. 


V. Operator Examinations 

8903280051 Advises of senior reactor operator employment status change. P Shaffer 
transferred to position of supervising engineer - compliance which does not require 
senior reactor operator license. 

MORGAN, H.E. Southern California Edison Co. 89/03/14. Document Control Branch 
(Document Control Desk). 1p. 49075:191-49075:191. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 


8904170125 Forwards Insp Repts 50-206/89-01,50-361/89-01 & 50-362/89-01 on 
890108-0218 & notice of violation. 

2IMMERMAN.R.P. Region 5, Ofc of the Director. 89/03/23. BASKIN, K.P. Southern 
California Edison Co. 2pp. 49370:316-49370:340. 

-8904170144 Insp Repts 50-206/89-01,50-361/89-01 & 50-362/89-01 on 890108- 
021 8. Violation & deficiencies noted.Major areas inspected:operations 

program, including operational safety verification, radiological protection & security. 
HUEY.F.R. Region 5, Ofc of the Director. 89/03/23. 21pp. 49370:320-49370:340. 

8904050385 Revised procedure generation package, including Rev 1 to Operating In- 
struction S023-0-39 & Rev 0 to S023-0-39.1.W/ 890330 ltr. 

NANDY.F.R. Southern California Edison Co. 89/03/30. 96pp. 49211:188-49211:283. 

8904140355 Advises that Rev 2.03 to emeigency plan meets stds of 10CFR50.47(b) & 
requirements of lOCFRSO.App B. 

FISH.R.F. Region 5. Ofc of the Director. 89/04/04. BASKIN.K.P. Southern California 
Edison Co. 2pp. 49335:248-49335:249. 

8904170356 Forwards request for addi info to complete review of 880825 & 1121 ttrs on 
open items identified in Rev 1 to fire hazards analysis evaluation. Response requested 
within 30 days of receipt of Itr. 

HICKMAN.D.E. Project Directorate V. 89/04/07. BASKIN.K.P. Southern California 
Edison Co. 4pp. 49370:357-49370:360. 

8904210059 Revised EPIPs.including Rev 2 to SC123-VIII-0.202 & Rev 5 to SC123-VIII- 
30.W/890414 Itr. 

PLAPPERT.R.D. Southern California Edison Co. 89/04/14. 58pp. 49392:233- 
49392:290. 


J. Insurance & indemnity information 


8904180109 informs that stated nuclear property & decontamination liability insurance 
currently in force at plant. 

GCULD.G.J. Southern California Edison Co. 89/03/31. Document Control Branch 
(Document Control Desk). 1 p. 49372:360-49372:360. 


P. Operating license stage documents & correspondence 

8903310115 Forwards Change Notice 30 to OA Program SCE-1 -A, ref looting clarifica- 
tions to nonconformance control sys.Notice will be incorporated in next amend to topi- 
cal rept. 

MEDFORD, M.O. Southern California Edison Co. 89/03/21 . Document Control Branch 
(Document Control Desk). 1p. 49159:078-49159:078. 

-8904060363 Change Notice 30 to Amend 11 to QA Topical Rept SCE-1-A, changing 
process for control of nonconformances discovered during engineering const project. 
BASKIN.K.P. Southern California Edison Co. SCE-I-A A 11 R30. 89/03/21. 9pp. 
49159:079-49159:087. 

8903310249 Forwards Change Notice 31 to Amend 11 to SCE-1-A, “QA Program." 
Rept documents change in util organization & responsibilities. 

MEDFORD, M.O. Southern California Edison Co. 89/03/21. Document Control Branch 
(Document Control Desk). 1p. 49145:267-49145:304. 

-8903310251 Change Notice 31 to Amend 11 to QA program. 

BASKIN, K.P. Southern California Edison Co. 89/03/21. 38pp. 49145:268-49145:304. 

8903310259 Forwards safety evaluation accepting Generic Ltr 83-28, item 4.5.2, "Reac- 
tor Trip Sys Reliability-On-Line Testing,” 

CALVO,J.A, Project Directorate IV. 89/03/23. DEWEASE.J.G. Louisiana Power & 
Light Co. 4pp. 49159:196-49159:223. 

-8710140201 “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nuclear One 
2,Calvert Cliffs 1 & 2, Fort Calhoun, Maine Yankee, Millstone 2, Palisades, Palo Verde 1,2 
& 3,San Onofre 2 & 3,St Lucie 1 & 2, Waterford 3,WPPSS 3.” informal rept. 
FARMER,F.G. EG&G Idaho, inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7463 
R02. 87/09/30. NRC - No Detailed Affiliation Given. 23pp. 49159:201-49159:223. 
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8903310104 Forwards Amend Applications 75 & 61 to Licenses NPF-10 & NPF- 
1 5, respectively, revising Tech Spec 3/4.7.8.1, “Fire Suppression Water Sys" to in- 
crease 18 month surveillance intervals to “refueling interval." 

BASKIN, K.P. Southern California Edison Co. 89/03/28. Document Control Branch 
{Document Control Desk). Ip. 49127:334-49127:357, 

-8903310110 Amend Applications 75 & 61 to Licenses NPF-10 & NPF-15, 
respectively, revising Tech Spec 3/4.7.8.1, "Fire Suppression Water Sys" to increase 
18 month surveillance intervals to “refueling interval." 

BASKIN.K.P. Southern California Edison Co. 89/03/28. 11pp. 49127:335-49127:345. 

—8903310114 Proposed Tech Spec 3/4.7.8.1, “Fire Suppression Water Sys.” 

* Southern California Edison Co. 89/03/28. 12pp. 49127:346-49127:357, 

8904070092 Discusses NRC 890216 Itr re denial of request for partial exemption to 
10CFR50.62 requirement.C-E Owner Group has reconsidered alternate design options 
to satisfy requirement & scheduled followup meeting to end reevaluation effort. 
JAMES,D.E. Arkansas Power & Light Co, 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49242:293-49242:294. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180046 Fonvards revs to 880525 application for amends to Licenses NPF-10 & 
NPF-15, consisting of Proposed Change PCN-221.Word “sealed” eliminated from Tech 
Spec 3.6.1 .7 Part b,per NRC recommendation. 

BASKIN,K.P. Southern California Edison Co. 89/04/04. Document Control Branch 
(Document Control Desk). 3pp. 49357:220-49357:227. 

—8904180049 Proposed Tech Spec 3.6.1. 7 re containment ventilation sys. 

* Southern California Edison Co. 89/04/04. 5pp. 49357:223-49357:227. 

8904180019 Responds to 881202 Itr requesting notification of date of next boroscopic 
exam of MSIV at facility. 

HICKMAN,D.E. Project Directorate V. 89/04/07. BASKIN,K.P. Southern California 
Edison Co. COTTON,G.D. San Diego Gas & Electric Co. 3pp. 49380:198-49380:200. 

8904190120 Forwards Amend Applications 80 & 65 to Licenses NPF-10 & NPF- 
15, respectively,revising Tech Spec 3/4.4.10, “Reactor Coolant Gas Vent Sys." 
BASKIN,K.P. Southern California Edison Co. 89/04/07. Document Control Branch 
(Document Control Desk). 1 p. 49385:209-49385:228. 

-8904190125 Application for amends to Licenses NPF-10 & NPF-15,revising Tech Spec 
3/4.4.10, "Reactor Coolant Gas Vent Sys.” 

BASKIN,K.P. Southern California Edison Co. 89/04/07. 10pp. 49385:210-49385:219. 

-8904190127 Proposed Tech Spec 3/4.4.10 re reactor coolant gas vent sys. 

* Southern California Edison Co. 89/04/07. 9pp. 49385:220-49385:228. 

8904210095 Forwards updated lists of plant-specific issues not requiring implementation 
of more restrictive requirements. Implementation dates for items circled on end list 
requested in 30 days of Itr receipt. 

HICKMAN, D.E. Project Directorate V. 89/04/07. BASKIN,K.P. Southern California 
Edison Co. COTTON,G.D. San Diego Gas & Electric Co. 32pp, 49429:343-49430:014. 

8904180182 Advises that Proposed Change PCN-215 to Licenses NPF-10 & NPF-15, re- 
vising Tech Spec 3/4.8.1.1, "Electrical Power Sys, AC Sources," considered 
withdrawn.per 890404 telcon. 

HICKMAN, D.E. Project Directorate V. 89/04/12. BASKIN,K.P. Southern California 
Edison Co. 3pp. 49371:288-49371:290. 

8904200254 Advises that Proposed Change PCN-83 to Licenses NPF-10 & NPF-15, re- 
vising Section 6, “Administrative Controls" withdrawn, in response to util requests.FR 
notice of withdrawal will be prepared. 

HICKMAN,D.E. Project Directorate V. 89/04/12. BASKIN.K.P. Southern California 
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 3pp. 49396:031-49396:033. 

8904210098 Forwards response to 10CFR50.63, “Loss of all AC Power." Utilizing 
guidance.Unit 1 classified as ac unit & Units 2 & 3 classified as ac 
independent-Diagram of dedicated safe shutdown sys end. 

MEDFORD,M.O. Southern California Edison Co. 89/04/17. Document Control Branch 
(Document Control Desk). 13pp. 49430:316-49430:329. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904170125 Forwards Insp Repts 50-206/89-01.50-361/89-01 & 50-362/89-01 on 
890108-0218 & notice of violation. 

ZIMMERMAN, R.P. Region 5. Ofc of the Director. 89/03/23. BASKIN,K.P. Southern 
California Edison Co. 2pp. 49370:316-49370:340. 

-8904170144 Insp Repts 50-206/89-01,50-361/89-01 & 50-362/89-01 on 890108- 
021 8. Violation & deficiencies noted.Major areas inspected:operatlons 

program, including operational safety verification, radiological protection & security. 
HUEY.F.R., TATUM,J.E., HON.A.L Region 5. Ofc of the Director. 89/03/23. 21pp. 
49370:320-49370:340. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035. “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 


8904050351 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded Case 
Circuit Breakers." Rev 2 to Verification Test Procedure VTP-E-067, “Molded Case Cir- 
cuit Breaker Verification Test Program" end. 

MEDFORD.M.O. Southern California Edison Co. 89/03/30. Document Control Branch 
(Document Control Desk). 48pp. 49211:048-49211:136. 

-8904050353 Rev 2 to VTP-E-067, “Molded Case Circuit Breaker Verification Test Pro- 
gram." 

iERKSHIRE,R.E. Southern California Edison Co. 89/03/23. 40pp. 49211:097- 
49211:136. 

8904140503 Forwards Insp Repts 50-206/89-10,50-361/89-10 & 50-362/89-10 on 
890306-1 7.No violations or deviations noted.AddI mgt attention required to ensure that 
accurate piping sys configurations identified in drawings for ASME components. 
KIRSCH.D.F. Region 5, Ofc of the Director. 89/03/30. BASKIN,K.P. Southern Califor- 
nia Edison Co. 2pp. 49334:304-49334:314. 

-8904140504 Insp Repts 60-206/89-10,50-361/89-10 & 50-361/89-10 on 890306- 
17.No violations noted.Major areas inspected:licensee performance of 10-yr insen/ice 
insp requirements & post-mod testing of Unit 1 third auxiliary feedwater pump mods. 
CLARK, C., RICHARDS,S. Region 5, Ofc of the Director. 89/03/30. 9pp. 49334:306- 
49334:314. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp, 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8903300276 Forwards Jan 1989 monthly NPDES rept summary.per Section 3.2 of App 
B.environ protection plan.No permit violations for Unit 1 noted during Jan 1989. 
MORGAN,H.E. Southern California Edison Co. 89/03/22. Document Control Branch 
(Document Control Desk). 5pp. 49144:277-49144:281. 

8904210129 Monthly operating repts for Mar 1989 for San Onofre Nuclear Station Units 
2 & 3.W/890412 Itr. 

SIACOR,E.R., NANDY.F.R. Southern California Edison Co. 89/03/31. 12pp. 
49444:242-49444:253. 


S. Reportable occurrences, LERs & related correspondence 

8903300373 RO:provides followup rept of Inoperable fire doors noted in Feb 1989.Fire 
watches established,per Tech Spec 3.7.9 & will remain in effect until doors restored to 
operable status. 

MORGAN.H.E. Southern California Edison Co. 89/03/13. MARTIN,J.B. Region 5, Ofc 
of the Director. 3pp. 49123:001-49123:003. 

8903290075 PNS-V-89-003:on 89*03 17,results of routine random drug test for fitness for 
duty of licensed reactor operator confirmed as positive. Plant access authorization 
suspended.Possibility of investigatory suspension unless innocent use identified. 
NORDERHAUG,L. SCHUSTER, M. Region 5, Ofc of the Director. 89/03/17. Ip. 
49081:084-49081:084. 

8904030125 Part 21 rept listing locations where valves w/Control Components w/pres- 
surized seat design similar to APS valves S/N 21408-1 installed in same svc IE modu- 
lating atmospheric dump valve upstream of MSIV.Proprietary drawing end. 

STERUD,C. Control Components, Inc. 89/03/17. LANNING,W. NRC - No Detailed Af- 
filiation Given. Ip. 49182:110-49182:110. 
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8904070001 Part 21 rept re atmospheric dump valves.Cause of failure speculative but 
result of piston ring that failed to seal. Resolution to problem requires increasing pilot 
valve capacity & reworking of plug to enlarge pilot flow area. 

MILLER.H.L Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. 2pp. 49235:279-49235:281. 

8904170037 PNO-V-89-023:on 890407, magnitude 4.6 earthquake occurred near New- 
port Beach, CA.Telephone contact w/Univ of California established that reactor shut- 
down prior to earthquake.Util reported no damage to facility. 

GARCIA,E. Region 5, Ofc of the Director. 89/04/07. 2pp. 49349:316-49349:317. 

8904200258 LER 89-003-00:on 890310, fire watch posting for inoperable fire detectors 
delinquent.Caused by programmatic oversight Operations personnel advised to ac- 
complish required notifications to emergency svc officers.W/890410 Itr. 

MORGAN.H.E. Southern California Edison Co. 89/04/10. 6pp. 49400:307-49400:312. 

8904200120 PNO-V-89-025:on 890407, reactor put into unscheduled shutdown for more 
than 48 h.Caused by reactor trip due to drop in voltage on rod drive bus after breaker 
trip, atmospheric dump valve V-8421 not operating properly & leak in vent line. 
JOHNSON,P., CALDWELL.C. Region 5, Ofc of the Director. 89/04/11. 2pp. 
49401:341-49401:342. 

8904240034 Part 21 rept re potential defect in component of DSRV standby diesel gen- 
erator noted at plant.Vendor unable to determine how condition could have 
occurred.Case appears unique to plantHigh spots rubbed down. 

GUNTRUM.B.C. Cooper Industries, Inc. 89/04/11. Office of Nuclear Reactor Regula- 
tion, Director (Post 87041 1). 2pp. 49507:248-49507:249. 


V. Operator Examinations 

8903280051 Advises of senior reactor operator employment status change. P Shaffer 
transferred to position of supervising engineer - compliance which does not require 
senior reactor operator license. 

MORGAN,H.E. Southern California Edison Co. 89/03/14. Document Control Branch 
(Document Control Desk). Ip. 49075:191-49075:191. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411), 89/04/04. Consolidated 
Edson Co. of New York, Inc. 54pp. 49105:001-49105:055, 
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F. Security, medical, emergency & fire protection plans 

8903290319 Revised EPIPs, including Rev 15 to FNP-0-EIP-6.Rev 4 to FNP-O-EIP- 
29.Rev 64 to FNP-0-ElP-8.Rev 6 to FNP-0-EIP-7.Rev 18 to FNP-O-EIP-4 & Rev 15 to 
FNP-0-EtP-27.W/890321 ltr. 

HUDSPETH,J.B. Alabama Power Co. 89/03/21. 150pp. 49104:070-49104:238. 

8904210339 Rev 8 to EPIP GO-ElP-134, “Corporate Eemrgency Plan Training.” W/ 
890412 Itr. ^ ^ 

MCGOWAN,J.W., HAIRSTON,W,G. Alabama Power Co. 89/03/28. 13pp. 49430:113- 
49430:126. 

8904180214 Emergency Implementing Procedure FNP.O-EIP-8, "On-Call Schedule." 
MOREY.D.N. Alabama Power Co. 89/04/05. 11pp. 49372:241-49372:251. 


J. insurance & indemnity information 

8903280325 Submits verification of property insurance coverage for Units 1 & 2 in ac- 
cordance w/requirements of 10CFR50.35. 

HAIRSTON, W.G. Alabama Power Co. 89/03/16. WOOD,R. Document Control Branch 
(Document Control Desk). 2pp. 49064:171-49064:172. 

8904240253 Forwards Endorsements 69 & 81 to MAELU Policy MF-93 & NELIA Policy 
NF-238,respectively. 

SAMUELS,J.L. Marsh & McLennan, Inc. 89/04/06. DINITZ,!. Office of Nuclear Reac- 
tor Regulation. Director (Post 870411). 3pp. 49450:357-49450:359. 


P, Operating license stage documents & correspondence 

8903280249 Application for amends to Licenses NPF-2 & NPF-8, incorporating minor 
administrative & editorial changes & correcting typo re loss of power undervoltage trip 
relays & calibr schedule for seismic instrumentation, 

HAIRSTON.W.G, Alabama Power Co. 89/03/20. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49074:014-49074:043. 

—8903280251 Proposed Tech Specs re ESFAS instrumentation, combustible gas control 
hydrogen analyzers & total dose of radioactive effluents. 

• Alabama Power Co. 89/03/20. 28pp. 49074:016-49074:043, 

8904050387 Discusses interim approval of inservice testing & insp program for pumps & 
valves.Program inconsistencies identified in review listed on encT.Interim approval 
granted. 

REEVES.E.A. Project Directorate 11-1. 89/03/31. MCDONALD, R.P. Alabama Power 
Co. 16pp. 49214:056-49214:071, 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable insenrice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180325 Submits rev to 881214 application for amends to Licenses NPF-2 & NPF- 
8, clarifying proposed wording of Action Statements 3 & 4 of Table 3.3-11 re return of 
reactor vessel level indicating sys channel to operable status. 

HAIRSTON,W.G. Alabama Power Co. 89/04/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49375:121-49375:125. 

-8904180328 Proposed Tech Specs,changing Action Statements 3 & 4 of Table 3.3-11 
to clarify wording to state that inoperable reactor vessel level indicating sys channel 
will be returned to operable status as stated. 

* Alabama Power Co. 89/04/06. 3pp. 49375:123-49375:125. 


8904240008 Responds to NRC station blackout rule re capability of plant to maintain 
core cooling & containment integrity. Mods will be required to ensure svc water avail- 
able to alternate ac power source using worst case assumptions for blackout 
HAIRSTON.W.G. Alabama Power Co. 89/04/12. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49445:161-49445:164. 

8904210216 Requests prompt review & reporting of status of implementation of TMI 
action plan items at plantPrintout of all TMI items, annotated where tracking sys indi- 
cates implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. HAIRSTON.W.G. Alabama Power Co. 10pp. 49451:289-49451:298. 


Q. Inspection reports, iE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
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CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8904030397 Ack receipt of 890221 response to violations noted in Insp Repts 50-348/ 
88-32 & 50-364/88-32.Response meets requirement of 10CFR2.201. Implementation 
of corrective actions will be examined. 

VERRELLI.D.M. Region 2, Ofc of the Director. 89/03/15. HAIRSTON.W.G. Alabama 
Power Co. Ip. 49181:327-49181:327. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903300096 Suppis response to NRC Bulletin 88-004, “Potential Safety-Related Pump 
Loss.” All evaluations of pumps complete except for auxiliary feedwater pumps which 
will be provided within 60 days of completion of evaluation. 

HAIRSTON.W.G. Alabama Power Co. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 9pp. 49129:222-49129:230. 

8903300257 Forwards Rev 0 to FNP-2-M-068, "Updated Inservice Insp Program for 
ASME Code Class 1.2 & 3 Components," per NRC 890320 conference call 
requesLAddl component sketches also end. 

HAIRSTON.W.G. Alabama Power Co. 89/03/23. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49124:168-49125:041. 

-8903300262 Rev 0 to FNP-2-M-068-1 , "Updated Inservice Insp Program for ASME 
Code Class 1,2 & 3 Components." 

* Alabama Power Co. 89/03/24. 200pp. 49124:173-49125:041. 

8904120272 Fonvards Insp Repts 50-348/89-06 & 50-364/89-06 on 890227-0303.No 
violations or deviations noted. 

COLLINS, D.M. Region 2. Ofc of the Director. 89/03/23. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 49276:129-49276:140. 

-8904120274 Insp Repts 50-348/89-06 & 50-364/89-06 on 890227-0303.No violations 
or deviations noted.Major areas inspected: radiological effluent monitoring, liquid & 

§ aseous radwaste, plant chemistry & plant radiochemistry. 

TODDART.P.G.. KAHLE,J.B. Region 2, Ofc of the Director. 89/03/23. 10pp. 
49276:131-49276:140. 

8903310215 Forwards order imposing civil monetary penalty in amount of $100,000 re 
violation noted during 890222-0311 insp.NRC press release accurately reflect conclu- 
sions expressed in 880803 enforcement Itr to util. 

TAYLOR, J.M. Dep Exec Dir for Nuc Reactor Reg,Regional Operations & Research 
(Post 890205). 89/03/28. HAIRSTON,W.G. Alabama Power Co. 2pp. 49159:170- 
49159:182. 

-8903310217 Order imposing civil penalty In amount of $75,000 within 30 days. 

TAYLOR, J.M. Dep Exec Dir for Nuc Reactor Reg,Regional Operations & Research 
(Post 890205). 89/03/28. Alabama Power Co. 11pp. 49159:172-49159:182. 

8903310223 EN-88-064A:on 890328 order imposing civil penalty in amount of $75,000 
Issued to llcensee.Action based on failure to determine sys operability of high head 
safety injection sys upon evidence of deficiency.Response requested. 

LUEHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/28. 1p. 
49159:166-49159:166. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904050387 Discusses interim approval of insen/ice testing & insp program for pumps & 
valves.Program inconsistencies identified in review listed on encl.lnterim approval 
granted. 

REEVES.E.A. Project Directorate 11-1. 89/03/31. MCDONALD.R.P. Alabama Power 
Co. 16pp. 49214:056-49214:071. 

8904050454 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers." Util identified 1 1 2 circuit breakers maintained as stored spares for future 
use in safety-related applications. 

HAIRSTON.W.G. Alabama Power Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49214:266-49214:267. 

8904070230 Forwards order imposing civil monetary penalty issued to util on 890328 for 
FR publication.W/o end. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/03/31. LESAR.M.T. Regulatory 
Publications Branch. Ip. 49235:299-49235:299. 
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8904170255 Forwards Insp Repts 50-348/89-05 & 50-364/89-05 on 890211- 0310.No 
violations or deviations noted.Written assessment of extent & significance of fuse 
problem requested within 30 days of rept date. 

REYES.LA. Region 2. Ofc of the Director. 89/03/31. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 49350:162-49350:163. 

-8904170260 Insp Repts 50-348/89-05 & 50-364/89-05 on 89021 1-0310. No violations 
or deviations noted.Major areas inspected: review of operational safety 
verification. monthly surveillance observation & monthly maint observation. 
MAXWELL.G.F.. MILLER, W.H.. CANTRELL.F.S. Region 2, Ofc of the Director. 89/03/ 
29. 12pp. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Lfnits 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904200167 Confirms Maint Team insps of plants during wks of 890424-27 & 0508- 
12.List of matls to be available during insps end. 

JULIAN,C.A. Region 2, Ofc of the Director. 89/04/06. HAIRSTON.W.G. Alabama 
Power Co. 4pp. 49400:344-49400:347. 

8904110251 Forwards response to violations noted in Insp Repts 50-348/89-03 & 50- 
364/89-03. Response withheld. 

HAIRSTON.W.G. Alabama Power Co. 89/04/07. Document Control Branch (Docu- 
ment Control Desk). Ip. 49295:081-49295:081. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904120285 “JM Farley Nuclear Plant Unit 2 - Annual Rept of Changes, per 
10CFR50.59.for 1988." W/890329 Itr. 

HAIRSTON.W.G. Alabama Power Co. 88/12/31. 35pp. 49286:134-49286:168. 

8904070121 Forwards annual diesel generator reliability data rept for 1988. 
HAIRSTON.W.G. Alabama Power Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49235:282-49235:284. 

8904180233 Monthly operating rept for Mar 1989 for JM Farley Nuclear Power Plant 
Unit 2.W/890413 Itr. 

MOREY.D.N., WOODARD, J.D, Alabama Power Co. 89/03/31. 6pp. 49380:314- 
49380:319. 


S. Reportable occurrences, LERs & related correspondence 

8904200224 PNO-ll-89-030:on 890405,diver from Nuclear Util Const Co caused alarm of 
portal monitor when entering site.Caused by clothing being contaminated from working 
at plant in Spain. Individual showed no internal activity. 

SHORTRIDGE,R. Region 2, Ofc of the Director. 89/04/07. 2pp. 49403:359- 
49403:360. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8904060130 Forwards Insp Repts 50-321/89-03 & 50-366/89-03 on 890213-1 7.No vio- 
lations or deviations noted. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/03/16. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 49216:018-49216:031. 

-8904060140 Insp Repts 50-321/89-03 & 50-366/89-03 on 89021 3-1 7.No violations or 
deviations noted.Major areas inspected:fire prevention/protection program implemen- 
tation & followup on previously identified items. 

WARD.D.C. Region 2, Ofc of the Director. 89/03/10. 12pp. 49216:020-49216:031. 

8904040194 Rev 1 to EPIP 73EP-EIP-054-OS, “Protective Action Recommendations to 
State & Local Authorities." W/890327 Itr. 

HAIRSTON.W.G. Georgia Power Co. 89/03/27. 12pp. 49191:209-49191:220. 

8904030199 Forwards Amends 161 & 98 to Licenses DPR-57 & NPF-5, respectively & 
safeguards evaluation reptAmends modify licenses to require compliance w/amended 
physical security plan per 10CFR73.65. 

CROCKER, LP. Project Directorate 11-3. 89/03/28. HAIRSTON.W.G. Georgia Power 
Co. 6pp. 49154:012-49154:026. 

"8904030200 Amends 161 & 98 to Licenses DPR-57 & NPF-5, respectively, modifying 
Paragraphs 2.C(4) & 2.D of licenses to require compliance w/amended physical secu- 
rity plan per 1 0CFR73.55. Plan must be implemented within 60 days. 

MATTHEWS.D.B. Project Directorate 11-3. 89/03/28. 6pp. 49154:018-49154:023. 

-8904030209 Safeguards evaluation rept supporting Amends 161 & 98 to Licenses 
DPR-57 & NPF-5, respectively. 

* NRC - No Detailed Affiliation Given. 89/03/28. 3pp. 49154:024-49154:026. 


J. insurance & indemnity Information 

8904240191 Forwards Endorsements 94 & 18 to MAELU Policies MF-78 & MF-1 29, re- 
spectively & Endorsements 112 & 24 to NELIA Policies NF-215 & NF-302,respective- 

SAMUELS.J.L. Marsh & McLennan, Inc. 89/04/06. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 5pp. 49482:250-49482:254. 


P. Operating license stage documents & correspondence 

8903290083 Grants 881025 request for exemption from restrictions of 10CFR20,App 
A,Footnote d-2(c) & authorizes use of MSA GMR-1 canister.w/restrictions stated. 
BOGER.B.A. Project Directorate 1-2. 89/03/16. Georgia Power Co. 4pp. 49119:345- 
49119:348. 

8904030198 Summary of 890228 meeting w/util re status of licensing issues for 
planLSupporting info end. 

CROCKER, LP. Project Directorate 11-3. 89/03/22. MATTHEWS.D.B. Project Director- 
ate 11-3. 21pp. 49155:338-49155:358. 

8903300053 Notice of denial of application for amends to Licenses DPR-57 & NPF- 
S.adding limiting condition for operation & surveillance requirements for remote shut- 
down panel & instrumentation that monitors components from panel. 

CROCKER.LP. Project Directorate 11-3. 89/03/23. 4pp. 49123:153-49123:156. 

8904030199 Forwards Amends 161 & 98 to Licenses DPR-57 & NPF-5, respectively & 
safeguards evaluation rept.Amends modify licenses to require compliance w/amended 
physical security plan per 10CFR73.55. 

CROCKER.LP. Project Directorate 11-3. 89/03/28. HAIRSTON.W.G. Georgia Power 
Co. 6pp. 49154:012-49154:026. 

"8904030200 Amends 161 & 98 to Licenses DPR-57 & NPF-5, respectively, modifying 
Paragraphs 2.C(4) & 2.D of licenses to require compliance w/amended physical secu- 
rity plan per 10CFR73.55. Plan must be implemented within 60 days. 

MATTHEWS.D.B. Project Directorate 11-3. 89/03/28. 6pp. 49154:018-49154:023. 

"8904030209 Safeguards evaluation rept supporting Amends 161 & 98 to Licenses 
DPR-57 & NPF-5, respectively. 

* NRC - No Detailed Affiliation Given. 89/03/28. 3pp. 49154:024-49154:026. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904170232 Summary of 890330 meeting w/util in Rockville, MD re issues on suppres- 
sion pool temps for plant. 

CROCKER.LP. Project Directorate 11-3. 89/04/06. MATTHEWS.D.B. Project Director- 
ate 11-3, 4pp. 49349:249-49349:252. 

8904210117 Approves implementation of Rev 4 to emergency procedure 
guidelines.Changed schedule would minimize impact of major procedure changes & 
retraining of licensed operators. 

CROCKER.LP. Project Directorate 11-3. 89/04/06. HAIRSTON.W.G. Georgia Power 
Co. 2pp. 49430:360-49430:361. 

8904240377 Forwards executive summary & rept discussing capability of plant to cope 
w/station blackout. 

HAIRSTON.W.G, Georgia Power Co. 89/04/12. Document Control Branch (Document 
Control Desk). 6pp. 49468:166-49468:198. 

"8904240381 “Station Blackout Rept." 

* Georgia Power Co, 89/04/30. 27pp. 49468:172-49468:198, 

8904240394 Requests prompt review & reporting of status of implementation of TMI 
action plan items at plants.Printout of all TMI items annotated where tracking sys indi- 
cates that implementation not complete end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. HAIRSTON.W.G. Georgia Power Co. 29pp. 49448:229-49448:257. 
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0. Iriiptetlon riporti, IE Buli«tlns & oorritpondinei 


Ft. Pftriodid operating reports i reliltd oorrespondtnoe 


SiOS010O7S NHC Inf© Nolle# 8§-02E, "UniutheriMd Trinif®!' of Ownership or Control 
of Liconu'jd Aci\'!tiau." 3vc ii^; @n©l. 

C'jNNiNGHAivi.rl.t. Division of IndustHi! & Modloil Nuclear Safoty (Post a^OTSS). 
83/03/0/. Coiiciolidatiid Edison Co. Of N®w York, Inc. 08pp. 491 7S:1&3“401 76:255. 

8S04030183 Forwards Insp Repts 50-321/89-01 & 50-366/89-01 on 8901 21 -0224. Viola- 
tions noted. Violations will not be cited, based on categorization of licensee-identified 
violations. 

HERDT.A.R. Region 2. Ofc of the Director. 89/03/16. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 49154:038-49154:057. 

-8904030194 Insp Repts 50-321/89-01 & 50-366/89-01 on 890121-0224. Violations 
noted re deficient RHR valve operability procedure.Major areas inspected:operational 
safety verification, maint observation & diese! generator fuel oil. 

MENNING.J.E.. MUSSER.R.A., SINKULE.M.V. Region 2, Ofc of the Director. 89/03/ 
16. 18pp. 49154:040-49154:057. 


Sid4@7612@ “Annugil Environ Surviillanoi Rspt for 1©8e." W/8@0327 Itr. 
HAIRSTON, W.G. Qobrglo Powif Co. 88/12/31. lOfipp. 49234: 16341234:271. 


8604210033 Monthly operating repts for Mar 1989 for El Hatch Units 1 & 2.W/890410 

Itr. 

BEARD, R.M.. HAIRSTON.W.G. Georgia Power Co. 89/03/31. 12pp. 49392:221- 
49392:232. 


8904120106 Forwards assessment of results of augmented radiological environ monitor- 
ing program for CYSS.Program initiated following 861203 release of radioactive water 
to environ from spent fuel pools. 

HAIRSTON.W.G. Georgia Power Co. 89/04/03. Document Control Branch (Document 
Control Desk). 11pp. 49296:122-49296:132. 


V. Operator Examinations 


8904060130 Forwards Insp Repts 50-321/89-03 & 50-366/89-03 on 89021 3-1 7.No vio- 
lations or deviations noted. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/16. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 49216:018-49216:031. 

-8904060140 Insp Repts 50-321/89-03 & 50-366/89-03 on 890213-17.No violations or 
deviations noted.Major areas inspected:fire prevention/protection program implemen- 
tation & followup on previously Identified items. 

WARD.D.C., CONLON.T.E. Region 2. Ofc of the Director. 89/03/10. 12pp. 49216:020- 
49216:031. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.’* 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 570729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. •i9205.C0l--i9205:1C9. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904040348 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers." Util testing untraceable breakers identified in bulletin.List of Wes- 
tinghouse nonconforming circuit breakers also end. 

HAIRSTON.W.G. Georgia Power Co. 89/03/31, Document Control Branch (Document 
Control Desk). 10pp. 49186:232-49186:241. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 


8904130340 Requests ref matl requirements for reactor/senior reactor operator licens- 
ing exam by 890410. 

PEEBLES, T.A. Region 2, Ofc of the Director. 89/04/03. HAIRSTON.W.G. Georgia 
Power Co. 11pp. 49319:328-49319:338. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8904050071 Fonwards exercise critique board evaluation of plant 1989 radiological 
emergency preparedness exercise. Emergency plan steering committee directed to ad- 
dress each improvement item & weaknesses. 

CAMPBELUT.G. Arkansas Power & Light Co. 89/03/22. TERC,N. Region 4, Cfc of 
the Director. 10pp. 49214:174-49214:183. 

8904120200 Forwards Insp Repts 50-313/89-05 & 50-368/89-05 on 890201 -28. Viola- 
tions noted.Continuing problem w/small fires on Unit 2 diesel generator exhaust mani- 
fold discussed in rept. 

CALLAN.LJ. Region 4. Ofc of the Director. 89/03/31. CAMPBELL, G. Arkansas Power 
& Light Co. 2pp. 49296:196-49296:21 1. 

8904070220 Forwards Insp Repts 50-313/89-09 & 50-368/89-09 on 890307-1 0.No vio- 
lations or deviations noted. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/04/03. CAMPBELL.G. Arkansas Power 
& Light Co. 2pp. 49242:258-49242:268. 

-8904070224 Insp Repts 50-313/89-09 & 50-368/89-09 on 890307-1 0.No violations or 
deviations noted.Major areas inspected:action on previous insp findings, DHR sys pipe 
supports, hanger damage & emergency diesel geneator exhaust manifold fires. 
MURPHY, M.E. Region 4, Ofc of the Director. 89/03/30. 9pp. 49242:260-49242:268. 

8904130520 Forwards Insp Repts 50-313/89-11 & 50-368/89-11 on 890227-0303.No 
violations or deviations noted. Requests schedule re completion dates for open items 
within 30 days of Itr date. 

• Region 4, Ofc of the Director. 89/04/05. CAMPBELL.G. Arkansas Power & Light Co. 
2pp. 49291:083-49291:086. 

-8904130526 Partially withheld Insp Repts 50-313/89-11 & 50-368/89-11 on 890227- 
0303 (ref 10CFR73.21).No violations or deviations noted.Major areas 
lnspected:physical security program, including mgt support, security program plan & 
audits. 

KELLY, J.A. Region 4. Ofc of the Director. 89/03/29. 2pp. 49291 :085-49291 :086. 


8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904200154 Ack receipt of 890221 Itr informing NRC of steps taken to correct devi- 
ations noted in Insp Repts 50-321 /88-38 & 50-366/88-38. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/04/07. HAIRSTON.W.G. Georgia 
Power Co. 1 p. 49401 :335-49401 :335. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York. Inc. 106pp. 49335:001-49335:107. 

8904110183 Supp1 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI, OE. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end, 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


I. Financial information 


8904190107 "Arkansas Power & Light Co Annual Rept, 1988.” W/890407 Itr. 
MAULDEN.J.L., JAMES.D.E. Arkansas Power & Light Co. 88/12/31. 53pp. 49392:004- 
49392:057. 


J. Insurance & indemnity Information 

8904050183 Forwards certificate of insurance for MAELU Policies 5356, 
TA6178.X88186 & XTA6047. 

JAMES.D.E. Arkansas Power & Light Co. 89/04/01. DINITZ.I.P. Policy Development & 
Technical Support Branch (Post 870411). 5pp. 49211:352-49211:356. 

8904240143 Forwards Endorsements 77 & 66 to NELIA Policy NF-210 & MAELU Policy 
MF-74, respectively. 

SAMUELS.J.L Marsh & McLennan, Inc. 89/04/06. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 3pp. 49450:168-49450:170. 


P. Operating license stage documents & correspondence 

8903300097 Responds to NRC 881228 request for addi Info re design of diverse scram 
sys & diverse turbine trip, per 10CFR50.62.Util intends to proceed w/installation of 
mods during Refueling 2R7, contingent on NRC approval. 

HOWARD, D.R. Arkansas Power & Light Co. 89/02/02. CALVO.J.A. Project Director- 
ate IV. 1 4pp. 491 29:034-491 29:047. 

8903300110 Submits 90 day response to Generic Ltr 88-17, "Loss of DHR," per 
10CFR50.54(f). ^ 

JAMES.D.E. Arkansas Power & Light Co. 89/03/14. Document Control Branch (Docu- 
ment Control Desk). 9pp. 49123:143-49123:152. 
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»*®7101402d1 “Conforminci to lt§m 4.S,2 of Gintrlo Ltr S3-28,Arkinias Nuotaar Ona 
2,Ca!v@rt Cliffs 1 & 2, Fort Calhoun, Maino Vtnk«®,Millston@ 2,Pallsados,Palo Vsrda 1,2 
a 3, San Onofre 2 & 3,St Lucie 1 & 2,Wat0rford 3,WPPSS 3," Informal rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&Q, Inc.). FARMER,F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG.NTA-7463 R02. 87/09/30. NRC - No De- 
tailed Affiliation Given. 23pp. 49159:201-49159:223. 

8903310268 Advises that implementation review of plants instrumentation for detection 
of inadequate core cooling satisfactorily performing & meets design & operation re- 
quirements specified in NUREG-0737.Safety evaluation end, 

HARBUCK.C.C. Project Directorate IV. 89/03/23. CAMPBELL.T.G. Arkansas Power & 
Light Co. 5pp. 49159:128-49159:142. 

-8903310271 Safety evaluation supporting instrumentation for detection of inadequate 
core cooling for plants. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/23. lOpp, 
49159:133-49169:142. 

8904110472 Requests addi info re simulator certification for Unit 2 by 890531. 
POSLUSNY.C. Project Directorate IV. 89/03/27. CAMPBELL.T.G. Arkansas Power & 
Light Co. 6pp. 

8904070092 Discusses NRC 890216 ltr re denial of request for partial exemption to 
10CFR50.62 requirement.C-E Owner Group has reconsidered alternate design options 
to satisfy requirement & scheduled followup meeting to end reevaluation effort. 
JAMES, D.E. Arkansas Power & Light Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49242:293-49242:294. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030, 

8904210198 Forwards Amend 90 to License NPF-6 & safety evaluation. Amend modi- 
fies Tech Specs to clarify intent of flow testing of sodium hydroxide addition sys & 
reduces flow rate per design specs of sodium hydroxide sys pumps. 

PCSLUSNY.C. Project Directorate IV. 89/04/11. CAMPBELL,T.G. Arkansas Power & 
Light Co. 3pp. 49443:294-49443:302. 

-8904210204 Amend 90 to License NPF-6,changing Tech Specs to clarify intent of flow 
testing of sodium hydroxide addition sys & reduces flow rate of test per design specs 
for sodium hydroxide sys pumps. 

CALVC.J.A. Project Directorate IV. 89/04/11, 4pp. 49443:297-49443:300. 

-8904210205 Safety evaluation supporting Amend 90 to License NPF-6. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/11. 2pp. 
49443:301-49443:302. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904040133 Informs that util unable to complete relief requests in response to violations 
noted in Insp Repts 50-313/88-26 & 50-368/88-25 by 890331. Relief requests from in- 
service insp exams will be submitted by 890531. 

LEVINE, J.M. Arkansas Power & Light Co. 89/03/24. CALLAN,L.J. Region 4. Ofc of 
the Director. Ip. 49204:348-49204:348. 

8904120258 Forwards 10-yr inservice insp program repts for sixth refueling 
outage.During course of insp,23 ultrasonic recordable indications & 4 rejectable liquid 
penetrants found,but eventually evaluated as acceptable.W/o end. 

JAMES, D.E. Arkansas Power & Light Co. 89/03/27. CALVO.J.A. Project Directorate 
IV. 2pp. 49276:185-49276:186. 

8904060257 Discusses Insp Repts 50-313/88-35 & 50-368/88-35 on 881030-1104 & 
forwards notice of violation. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/28. CAMPBELL,G, Arkansas Power 
& Light Co. 2pp. 49226:318-49226:320. 

-8904060258 Notice of violation from Insp on 881 030-1 104.Violation noted:valve ICW- 
32 found to be in closed position & tag called for valve to bo In open position, per App 
B to Procedure 1092.030. 

* Region 4, Ofc of the Director. 89/03/28. Ip. 49226:320»49226:320. 

8904170362 Responds to NRC 890302 ltr re violations & proposed Imposition of civil 
penalty.Corrective actions:guidellne8 established for health physic shift turnover to In- 
clude discussion of hot particle problems. 

CAMPBELL.T.G. Arkansas Power & Light Co. 89/03/29, Document Control Branch 
(Document Control Desk). 9pp. 49353:327-49353:335. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Mat!.’* Svc 
list end, 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 Supp1 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411), 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49186:070-49185:177, 


8904120109 Risponde to NRC Bulletin 83-010, "Nonconforming Molded-Casi Circuit 
Breakers." Currently, 78% of total itortd aparta of molded-case oircult breakers 
oomply w/ltem 7 of bulletin, Remilnlng briiktrs lubj to addi audlte i rtoord 
aearohea. 

JAMES, D.E. Arkansas Rower & Light Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49296: ill -49298: 164. 

8904120114 Forwards Insp Repts 50-313/89-08 & 50-368/89-08 on 890227.0303.No 
violations or deviations noted. 

CALLAN,L.J. Region 4, Ofc of the Director. 89/03/31. CAMPBELL.G. Arkansas Power 
& Light Co. 2pp. 49296:014-49296:020. 

-8904120119 Insp Repts 50-313/89-08 & 50-368/89-08 on 890227-0303.No violations 
or deviations noted.Major areas inspected: inservice testing program for pumps & 
valves & actions taken re previously identified insp findings. 

STEWART.R.a, BARNES.I. Region 4. Ofc of the Director. 89/03/30. 5pp. 49296:016- 
49296:020. 

8904120200 Forwards Insp Repts 50-313/89-05 & 50-368/89-05 on 890201 -28.Viola- 
tions noted.Continuing problem w/small fires on Unit 2 diesel generator exhaust mani- 
fold discussed in rept. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/31. CAMPBELL, G. Arkansas Power 
& Light Co. 2pp. 49296:196-49296:211. 

-8904120218 Insp Repts 50-313/89-05 & 50-368/89-05 on 890201-28. Violation noted 
re rigging from safety piping.Major areas inspected:maint, followup of 

events, operational safety verification, surveillance & allegation followup. 

HAAG.R.C., AZUA,R.V., CHAMBERLAIN.D. Region 4, Ofc of the Director. 89/03/24. 
14pp. 49296:198-49296:211. 

8904120341 Forwards Insp Repts 50-313/89-07 & 50-368/89-07 on 89031 3-1 7.No vio- 
lations or deviations noted, 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/31. CAMPBELL.G. Arkansas Power 
& Light Co. 2pp. 49295:225-49295:238. 

-8904120343 Insp Repts 50-313/89-07 & 50-368/89-07 on 890313-1 7.No violations 
noted.Major areas inspected:llcensee commitments re actions to prevent low temp 
overpressure transient conditions & implementation of instrument calibration. 

WAGNER, P.C. Region 4. Ofc of the Director. 89/03/27. 12pp. 49295:227-49295:238. 

8904070214 Forwards Insp Repts 50-313/89-04 & 50-368/89-04 on 890206-17 & 20- 
24.Violations noted. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/04/03. CAMPBELL.G. Arkansas Power 
& Light Co. 2pp. 49242:176-49242:196. 

-8904070216 Insp Repts 50-313/89-04 & 50-368/89-04 on 890206-17 & 20-24. Viola- 
tions noted.Major areas inspected: long-term followup actions re equipment malfunc- 
tions which occurred following turbine/reactor trip on 8901 20. 

WAGNER.P.C., A2UA,R., STETKA.T.F. Region 4, Ofc of the Director. 89/03/31. 19pp. 
49242:178-49242:196. 

8904070220 Forwards Insp Repts 50-313/89-09 & 50-368/89-09 on 890307-1 0.No vio- 
lations or deviations noted. 

CALLAN,L.J. Region 4, Ofc of the Director. 89/04/03. CAMPBELL.G. Arkansas Power 
& Light Co. 2pp. 49242:258-49242:268. 

-8904070224 Insp Repts 50-313/89-09 & 50-368/89-09 on 890307-1 0.No violations or 
deviations noted.Major areas inspected:action on previous insp findings, DHR sys pipe 
supports, hanger damage & emergency diesel geneator exhaust manifold fires. 
MURPHY,M.E., JOHNSON, C.E.. SEIDLE,W.C. Region 4. Ofc of the Director. 89/03/ 
30. 9pp. 49242:260-49242:268. 

8904130548 Forwards Insp Repts 50-313/89-15 & 50-368/89-15 on 890320- 24.No vio- 
lations or deviations noted. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/04/03. CAMPBELL.G. Arkansas Power 
& Light Co. 2pp. 49301:059-49301:065. 

-8904130553 Insp Repts 50-313/89-15 & 50-368/89-15 on 890320-24.No violations or 
deviations noted.Major areas lnspected:mod testing program & followup to previous 
insp findings. 

MCKERNON.T.O,, SEIDLE.W.C. Region 4, Ofc of the Director. 89/04/03. 5pp. 
49301:061-49301:065. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04, 
Consolidated Edison Co. of New York. inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904210203 EN-89-037:on 890407, notice of violation & proposed Imposition of civil pen- 
alty in amount of $175,000 will be issued to util.Action based on failure to take ade- 
quate corrective actions for conditions adverse to quality. 

LUEHMAN.J., LIEBERMAN,J. Ofc of Enforcement (Post 870413). 89/04/04. 1p. 
49432:356-49432:356. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904130520 Forwards Insp Repts 50-313/89-11 & 50-368/89-11 on 890227-0303. No 
violations or deviations noted.Requests schedule re completion dates for open items 
within 30 days of ltr date. 

* Region 4, Ofc of the Director. 89/04/05. CAMPBELL.G. Arkansas Power & Light Co. 
2pp. 49291 :083-49291 :086. 
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-8904130526 Partially withheld tnsp Repts 50-313/89-11 & 50-368/89-11 on 890227- 
0303 (ref 10CFR73.21).No violations or deviations noted.Major areas 
inspected:physical security program, including mgt support, security program plan & 
audits. 

KELLY. J.A.. EVERETT, RJ. Region 4, Ofc of the Director. 89/03/29. 2pp. 49291:085- 
49291:086. 

8904190006 Discusses insps on 881024-1231 & forwards notice of violation & proposed 
imposition of civil penalty in amount of $1 75,OOO.NRC will not issue citations for two 
design control Issues. 

MARTIN, R.D. Region 4, Ofc of the Director. 89/04/07. CAMPBELL.G. Arkansas 
Power & Light Co. 4pp. 49394:157-49394:160. 

-8904190008 Notice of violation & proposed imposition of civil penalty in amount of 
$175,000. Violations noted:on 881 124, Unit 1 heated above 280 F w/P7A turbine-driven 
emergency feedwater pump inoperable & improper valve installation. 

MARTIN.R.D. Region 4. Ofc of the Director. 89/04/07. 5pp. 49394:161-49394:165. 

8904210088 Responds to NRC Itr re violations noted in Insp Repts 50-313/89-02 & 50- 
368/89-02.Corrective actions:m6chanism implemented to keep mgt informed of status 
of reportable events & notification responses. 

LEVINE, J.M. Arkansas Power & Light Co. 89/04/07. CALLAN.LJ. Region 4, Ofc of 
the Director. 6pp. 49427:027-49427:032. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904180129 Ack receipt of 890307 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/88-47 & 50-368/88-47. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/04/11. CAMPBELL.G. Arkansas Power 
& Light Co. Ip. 49375:348-49375:352. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York. Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042. “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904180246 Monthly operating rept for Mar 1989 for Arkansas Nuclear One Unit 2.W/ 
890415 Itr. 

SCHAUBROECK.D., JAMES, D.E. Arkansas Power & Light Co. 89/03/31. 6pp. 
49380:320-49380:325. 


S. Reportable occurrences, LERs & related correspondence 

8904130178 LER 89-004-00:on 890301, discovered plant startup procedure inadequate 
resulting in inability to automatically transfer HPSI pump suction prohibited by Tech 
Specs.Caused by inadequate procedure.Procedures revised. W/890331 Itr. 
TAYLOR.LA., LEVINE, J.M. Arkansas Power & Light Co. 89/03/31. 4pp. 49321:032- 
49321:035. 

8904070295 LER 89-003-00:on 89021 6, personnel determined that valve associated w/ 
train A hydrogen analyzer exceeded environ qualification parts replacement interval 
since 1983.Caused by personnel error.Components replaced.W/890401 Itr. 

TAYLOR, L.A., LEVINE.J.M. Arkansas Power & Light Co. 89/04/01. 4pp. 49234:298- 
49234:301. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
encl. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency A fire protection plans 

8904130100 Requests reevaluation of differences between owners group guidelines & 
emergency procedures re steam generator tube rupture event at facility on 
890307. Justification for differences should be made available during NRC 890630 
insp. 

EBNETER,S.D. Region 2, Ofc of the Director. 89/03/21. TUCKER, H.B. Duke Power 
Co. 2pp. 49301:083-49301:084. 

8904140066 Forwards Insp Repts 50-369/89-09 & 50-370/89-09 on 890220-24 & notice 
Of violation. 

STOHR,J.P. Region 2, Ofc of the Director. 89/03/30, TUCKER,H.B. Duke Power Co. 
2pp. 49347:353-49347:355. 


-8904140073 Partially withheld Insp Repts 50-369/89-09 & 50-370/89-09 on 890220-24 
(ref 10CFR73.21). Violations noted.Major areas inspected:mgt support, security program 
plans, security program audit, records & repts & compensatory measures. 
THOMPSON,D., MCGUIRE, D. Region 2, Ofc of the Director. 89/03/30. Ip. 
49347:355-49347:355. 

8904240230 Forwards public version of revised EPIPs,including Change 0 to HP/O/B/ 
1009/2, "Alternative Method for Determining Dose Rate Within Reactor Bldg" & NP/ 
O/B/1009/10, "Releases of Liquid Radioactive Matls Exceeding Tech Specs.” 
TUCKER.H.B. Duke Power Co. 89/03/31. Document Control Branch (Document Con- 
trol Desk). 2pp. 49448:343-49448:355. 

-8904240234 Public version of revised EPIPs, including HP/O/B/1009/02 & HP/O/B/ 
1009/10. 

MCCONNELUT.L Duke Power Co. 89/03/31. 12pp. 49448:345-49448:355. 

8904210164 Requests concurrence on actions items re critique on alert at plant on 
890307-8. 

TUCKER.H.B. Duke Power Co. 89/04/04. Document Control Branch (Document Con- 
trol Desk). 5pp. 49443:055-49443:059. 

8904200082 Forwards Insp Repts 50-369/89-03 & 50-370/89-03 on 890306-1 0.No vio- 
lations or deviations noted. 

JULIAN.C.A. Region 2. Ofc of the Director. 89/04/06. TUCKER.H.B. Duke Power Co. 
2pp. 49394:316-49394:335. 

-8904200088 Insp Repts 50-369/89-03 & 50-370/89-03 on 890306-1 0.No violations or 
deviations noted.Major areas inspected: triennial post-fire safe shutdown capability re- 
verification & assessment (Module 64150). 

WARD.D.C., HARRIS.J.R., CONLON.T.E. Region 2, Ofc of the Director. 89/03/30. 
18pp. 49394:318-49394:335. 


P. Operating license stage documents & correspondence 


8903310095 Submits results of spiked sample received on 890116 & analyzed for 
tritium,Sr-89,Sr-90 & Fe-55. 

FOSTER, J.W. Duke Power Co, 89/03/14. KAHLE.J.B. Region 2. Ofc of the Director. 
1p. 49195:249-49195:249. 

8904200036 Notifies of canceled 890425 meeting w/util in Cornelius, NC to discuss vari- 
ous licensing activities & safety initiatives at facilities. 

HOOD.D.S. Project Directorate 11-3. 89/03/23. MATTHEWS.D.B. Project Directorate II- 
3. 6pp. 49395:255-49395:260. 

8903300022 Notification of 890503 meeting w/B&W,lNEL & util in Rockville.MD to dis- 
cuss licensing submittals for plants. 

HSIl.Y. Reactor Systems Branch. 89/03/24. HODGES, M.W. Reactor Systems Branch. 
3pp. 49129:341-49129:343. 

8904040172 Forwards proprietary responses to questions re. Topical Rept DPC-NE- 
201 IP, “Nuclear Design Methodology for Core Operating Limits of Westinghouse Re- 
actors." Responses withheld. 

TUCKER.H.B. Duke Power Co. 89/03/28. Document Control Branch (Document Con- 
trol Desk). Ip. 49191:071-49191:071. 

8903310304 Forwards BAW-10173P, “Mark-BW Reload Safety Analysis for Catawba & 
McGuire." Rept contains safety analysis calculation results to be used in licensing for 
B&W fuel. Rept withheld (ref 10CFR2.790). 

TUCKER.H.B. Duke Power Co. 89/03/30. Document Control Branch (Document Con- 
trol Desk). 10pp. 49148:017-49148:026. 

8904040250 Forwards proprietary BAW-10175P, “Rod Exchange Methodology," devel- 
oped for calculating parameters while performing control rod measurements using rod 
exchange technique to be used at plants.Rept withheld (ref 10CFR2.790). 

TAYLOR, J.H. Babcock & Wilcox Co. 89/03/30. NORBERG.J.A. Division of Engineer- 
ing & Systems Technology (Post 870411). 9pp. 49242:067-49242:075. 

8904180268 Advises that 890315 revised Amend 12 to QA porogram continues to satis- 
fy 1 0CFR50,App B requirements & acceptable. 

GIBSON.A.F. Region 2, Ofc of the Director. 89/03/30. TUCKER.H.B. Duke Power Co. 
2pp. 49381 :21 0-49381 :21 1 . 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list encl. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904130127 Forwards addi data from recent Catawba integrated leak rate tests which 
further supports util 890203 request for exemption from 10CFR50,App J requirements 
for plants that containment leakage can be determined in less than 24 h. 

TUCKER.H.B. Duke Power Co: 89/04/03. Document Control Branch (Document Con- 
trol Desk). 10pp. 49347:192-49347:201. 

8904130157 Responds to questions re Topical Rept DPC-NE-3000, "Thermal- Hydraulic 
Transient Analysis Methodology." Request that new Section 3.3, “McGuire/Catawba 
VIPRE Model" be reviewed as part of proposed rev.Revs to rept expected within 30 
days. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 2pp. 49321:154-49321:155. 

8904140082 Forwards lists of topical repts either currently under review, scheduled for 
future submittal or previously approved. 

TUCKER.H.B, Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 7pp. 49347:221-49347:227. 

8904130362 Advises that 880523 & 0801 responses to Generic Ltr 88-05, “Boric Acid 
Corrosion of Carbon Steel Reactor Boundary Components in PWR Plants,” fulfills re- 
quirement. 

HOOD.D.S. Project Directorate 11-3. 89/04/05. TUCKER.H.B. Duke Power Co. 4pp. 
49299:056-49299:059. 
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8904210132 Suppls 860514 & 880425 proposed changes to Licenses NPF-9 & NPF-17 
to remove Tech Spec Table 3.6-2, list of containment isolation valves & place required 
info in FSAR Table 6.2.4-1.lnfo submitted per 890403 & 04 telcons. 

TUCKER, H.B. Duke Power Co. 89/04/05. Document Control Branch (Document Con- 
trol Desk). 2pp. 49430:302-49430:309. 

-8904210145 Proposed Tech Spec Pages 1-2.3/4 6-1 .3/4 6-23,3/4 6-22 & B 3/4 6-4. 
* Duke Power Co. 89/04/05. 6pp. 49430:304-49430:309. 

8904240294 Requests prompt review & reporting of status of implementation of TMI 
action plan at facilities.Info will be utilized to validate existing data base so that NRC 
can accurately respond to congressional inquiries. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. TUCKER, H.B. Duke Power Co. 56pp. 49469:217-49469:266. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903300125 Ack receipt of 890210 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/88-34 & 50-370/88-34. 

DECKER, T.R. Region 2, Ofc of the Director. 89/03/10. TUCKER,H.B. Duke Power Co. 
Ip. 49123:099-49123:099. 

8903310339 Discusses schedule for response to NRC Bulletin 88-004 re safety-related 
pump loss.Requests that 890630 response include detailed identification of all long- 
term actions necessary to complete bulletin. 

MATTHEWS.D.B. Project Directorate 11-3. 89/03/22. TUCKER.H.B. Duke Power Co. 
5pp. 49159:158-49159:163. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904200141 Summarizes status of util actions in response to NRC Bulletin 85-003, 
“Motor-Operated Valve Common Mode Failures During Plant Transients due to Im- 
proper Switch Settings.” 

TUCKER,H.B. Duke Power Co. 89/03/23. EBNETER,S.D. Region 2, Ofc of the Direc- 
tor. 4pp. 49400:348-49400:351. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNN1NGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49206:109. 

8904140066 Forwards Insp Repts 50-369/89-09 & 50-370/89-09 on 890220-24 & notice 
of violation. 

STOHR.J.P. Region 2, Ofc of the Director. 89/03/30. TUCKER.H.B. Duke Power Co. 
2pp. 49347:353-49347:355. 

-8904140073 Partially withheld Insp Repts 50-369/89-09 & 50-370/89-09 on 890220-24 
(ref 10CFR73.21).Violations noted.Major areas inspected:mgt support,security program 
plans, security program audit,records & repts & compensatory measures. 
THOMPSON.D., MCGUIRE,D. Region 2. Ofc of the Director. 89/03/30. 1p. 
49347:355-49347:355. 

8904180241 Forwards Insp Repts 50-369/89-01 & 50-370/89-01 on 890120-0227 & 
notice of violation. 

HERDT.A.R. Region 2, Ofc of the Director. 89/03/30. TUCKER.H.B. Duke Power Co. 
4pp. 49357:327-49357:355. 

-8904180245 Notice of violation from insp on 8901 20-0227.Violatlons noted:control 
room door seals repaired on 890117 w/o authorization on work request & auxiliary 
feedwater resistance temp detectors installed w/o authorized request. 

HERDT,A.R. Region 2, Ofc of the Director. 89/03/30. 6pp. 49357:331-49357:336. 

-8904180247 Insp Repts 50-369/89-01 & 50-370/89-01 on 890120-0227. Violations 
noted.Major areas inspected:operations safety verification.surveillance testing, maint 
activities & review of plant procedures. 

VANDOORN.K., CROTEAU.R., SHYMLOCK.M.B. Region 2, Ofc of the Director. 89/ 
03/29. 19pp. 49357:337-49357:365. 

8903270348 Supp1 1 to NRC Info Notice 88-086. “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904140185 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers.” Steps taken to ensure that circuit breakers Installed after 
880801 .will be procured from CBM under 1 0CFR50,App B program. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document wntrol Branch (Document Con- 
trol Desk). 14pp. 49319:184-49319:197. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61 .Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904180056 Ack receipt of 890316 response to violations noted in Insp Repts 50-369/ 
88-33 & 50-370/88-33.Agrees w/util contention that only one motor-driven CA pump 
& associated flow paths inoperable. 

HERDT,A.R. Region 2. Ofc of the Director. 89/04/04. TUCKER,H.B. Duke Power Co. 
ip. 49371:307-49371:307. 


8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904200082 Forwards Insp Repts 50-369/89-03 & 50-370/89-03 on 890306-1 0.No vio- 
lations or deviations noted. 

JULIAN,C.A. Region 2, Ofc of the Director. 89/04/06. TUCKER,H.B. Duke Power Co. 
2pp. 49394:316-49394:335. 

-8904200088 Insp Repts 50-369/89-03 & 50-370/89-03 on 890306-1 0.No violations or 
deviations noted.Major areas inspected: triennial post-fire safe shutdown capability re- 
verification & assessment (Module 64150). 

WARD.D.C., HARRIS,J.R., CONLON.T.E. Region 2, Ofc of the Director. 89/03/30. 
18pp. 49394:318-49394:335. 

8904240206 Forwards Augmented Insp Team Repts 50-369/89-06 & 50-370/89-06 on 
890308-11 re 890307 steam generator B tube failure.Concerns raised re weaknesses 
In procedures & lack of operator confidence. 

EBNETER,S.D. Region 2, Ofc of the Director. 89/04/10. TUCKER.H.B. Duke Power 
Co. 2pp. 49453:129-49453:185. 

-8904240212 Insp Repts 50-369/89-06 & 50-370/89-06 on 890308-1 1 .Major areas 
inspected:events re 890307 steam generator B tube failure.Procedures found to have 
weaknesses which could result in release of radioactivity to environ. 

SHYMLOCK.M. Region 2, Ofc of the Director. 89/04/10. 55pp. 49453:131-49453:185. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of Now York, Inc. 109pp. 49388:037-49388:145. 

8904190185 Responds to NRC Bulletin 88-01 1 , “Pressurizer Surge Line Thermal Stratifi- 
cation." insp of surge line revealed no damage & one discrepancy noted in out of 
spec hydraulic snubber setting. 

TUCKER.H.B. Duke Power Co. 89/04/12. Document Control Branch (Document Con- 
trol Desk). 1p. 49393:282-49393:282. 

8904210319 Advises that util 881222 response to NRC Bulletin 88-009 contained listed 
typos.Max wall loss should have been 30% & not 39% as indicated. 

TUCKER.H.B. Duke Power Co. 89/04/12. Document CJontrol Branch (Document Con- 
trol Desk), Ip. 49444:254-49444:254. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Supp1 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co, of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904260389 Forwards monthly operating repts for McGuire Nuclear Station Units 1 & 2 
for Mar 1989 & personnel exposure info for Feb 1989. 

TUCKER,H.B. Duke Power Co. 89/04/14. Document Control Branch (Document Con- 
trol Desk). Ip. 49520:076-49520:089. 

-8904210309 Monthly operating repts for Mar 1989 for McGuire Nuclear Station, Units 1 

& 2 . 

WILLIAMS,R.A. Duke Power Co. 89/03/31. 11pp. 49520:077-49520:088. 

-8904260396 Personnel exposure info from monthly operating repts for Feb 1989 for 
McGuire.Units 1 & 2. 

* Duke Power Co. 89/02/28. Ip. 49520:089-49520:089. 


S. Reportable occurrences, LERs & related correspondence 


8903280069 Summary of Operatinq Reactors Events Meeting 89-010 on 890308.List of 
attendees.significant events identified for input to NRC Performance Indicator Program 
& summaiy of reactor scrams for wk ending 890305 end. 

LANNING,W.D. Events Assessment Branch. 89/03/16. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 87041 1). 23pp. 49158:275-49158:297. 

8903290223 Summary of Operating Reactors Events Meeting 89-11 on 89031 5. List of 
attendees.events discuss^ & significant elements of events & four events identified 
for input to NRC Performance Indicator Program & summaty of scrams end. 
LANNING.W.D. Events Assessment Branch. 89/03/16. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 18pp. 49120:176-49120:193. 

8904130133 LER 89-003-00:on 890301 .discovered that one channel of doghouse water 
level instrumentation for trains A & B not being tested as required by Tech Specs 3/ 
4.3.2.Caused by defective procedure.W/890331 Itr. 

SIPE,A., TUCKER.H.B. Duke Power Co. 89/03/20. 6pp. 49319:320-49319:325. 
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89041S0156 Advises of delay in submitting LER 369/89-02 re discover that ultrasonic 
instrumentation used to determine nuclear svc water to chilled water indicating 180 to 
190 gpm more than actual flow, due to problems encountered w/rept. 

TUCKER, H.B. Duke Power Co. 89/03/31. Document Control Branch (Document Con- 
trol Desk). 1p. 49393:276-49393:276. 

8904190018 Informs that LER 89-004 re steam generator tube rupture on 890307 will 
be delayed & submitted no later than 890420.Addl calculations re leak rate & total 
steam leakage required to complete rept. 

TUCKER, H.B. Duke Power Co. 89/04/06. Document Control Branch (Document Con- 
trol Desk). 1p. 49385:150-49385:150. 

8904200334 Special repton 890225, operations personnel discovered that channel 8 of 
vibration & loose parts monitoring sys had low noise level. Investigation scheduled to 
be completed during Unit 1 tube leak outage. 

TUCKER.H.B. Duke Power Co. 89/04/06. Document Control Branch (Document Con- 
trol Desk). 2pp. 49395:294-49395:295. 

8904200276 LER 89-002-00:on 890223 & 24,design basis nuclear svc water flow to 
control area chilled water sys cannot be justified. Caused by personnel failure to 
adhere to station directives. Personnel procedure completed.W/890414 Itr. 

SIPE,A.. TUCKER.H.B. Duke Power Co. 89/04/14. 6pp. 49426:195-49426:200. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison C^. of New York, Inc. 54pp. 49105:001-49105:055. 

8904180105 Requests end ref matl to meet written reactor operator & senior operator 
licensing exams scheduled for wk of 890626. Matl requested by 890410. 

PEEBLES, T.A. Region 2. Ofc of the Director. 89/04/05. TUCKER.H.B. Duke Power 
Co. 11pp. 49372:344-49372:354. 
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F. Security, medical, emergency & fire protection plans 

8904130100 Requests reevaluation of differences between owners group guidelines & 
emergency procedures re steam generator tube rupture event at facility on 
890307.Justification for differences should be made available during NRC 890630 
insp. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/03/21. TUCKER.H.B. Duke Power 
Co. 2pp. 49301:083-49301:084. 

8904140066 Forwards Insp Repts 50-369/89-09 & 50-370/89-09 on 890220-24 & notice 
of violation. 

STOHR.J.P. Region 2. Ofc of the Director. 89/03/30. TUCKER.H.B. Duke Power Co. 
2pp. 49347:353-49347:355. 

-8904140073 Partially withheld Insp Repts 50-369/89-09 & 50-370/89-09 on 890220-24 
(ref 10CFR73.21). Violations noted.Major areas inspected:mgt support, security program 
plans.security program audit.records & repts & compensatory measures. 

THOMPSON.D. Region 2. Ofc of the Director. 89/03/30. 1p. 49347:355-49347:355.’ 

8904240230 Forwards public version of revised EPIPs, including Change 0 to HP/O/B/ 
1009/2, “Alternative Method for Determining Dose Rate Within Reactor Bldg" & NP/ 
O/B/1009/10, “Releases of Liquid Radioactive Matls Exceeding Tech Specs." 
TUCKER.H.B. Duke Power Co. 89/03/31. Document Control Branch (Document Con- 
trol Desk). 2pp. 49448:343-49448:355. 

-8904240234 Public version of revised EPIPs, including HP/O/B/ 1009/02 & HP/O/B/ 
1009/10. 

MCCONNELL, T.L. Duke Power Co. 89/03/31. 12pp. 49448:345-49448:355. 

8904210164 Requests concurrence on actions items re critique on alert at plant on 
890307-8. 

TUCKER.H.B. Duke Power Co. 89/04/04. Document Control Branch (Document Con- 
trol Desk). 5pp. 49443:055-49443:059. 

8904200082 Forwards Insp Repts 50-369/89-03 & 50-370/89-03 on 890306-1 0.No vio- 
lations or deviations noted. 

JULIAN,C.A. Region 2. Ofc of the Director. 89/04/06. TUCKER.H.B. Duke Power Co. 
2pp. 49394:316-49394:335. 

-8904200088 Insp Repts 50-369/89-03 & 50-370/89-03 on 890306-1 0.No violations or 
deviations noted.Major areas inspected: triennial post-fire safe shutdown capability re- 
verification & assessment (Module 64150). 

WARD.D.C. Region 2, Ofc of the Director. 89/03/30. 18pp. 49394:318-49394:335. 


P. Operating license stage documents & correspondence 

8903290115 Fonwards response to 890202 request re deficiencies noted in NRC techni- 
cal evaluation rept addressing NUREG-0737, Item II.D.I, “Performance Testing of 
Relief & Safety Valves." 

TUCKER.H.B. Duke Power Co. 89/03/13. Document Control Branch (Document Con- 
trol Desk). 5pp. 49081 :145-49081 :149. 

8903310095 Submits results of spiked sample received on 890116 & analyzed for 
tritlunkSr-89,Sr-90 & Fe-55. 

FOSTER. J.W. Duke Power Co. 89/03/14. i<AHLE,J.B. Region 2, Ofc of the Director. 
1 p. 491 95:249-491 95:249. 

8904200036 Notifies of canceled 890425 meeting w/util in Cornelius, NC to discuss vari- 
ous licensing activities & safety initiatives at facilities. 

HOOD.D.S. Project Directorate 11-3. 89/03/23. MATTHEWS.D.B. Project Directorate II- 
3. 6pp. 49395:255-49395:260. 

8903300022 Notification of 890503 meeting w/B&W.INEL & util in Rockville, MD to dis- 
cuss licensing submittals for plants. 

HSIl.Y. Reactor Systems Branch. 89/03/24. HODGES, M.W. Reactor Systems Branch. 
3pp. 49129:341-49129:343. 


8904030027 Forwards Amend 75 to License NPF-17 & safety evaluation. Amend de- 
letes License Condition 2.C(12) & ref Table 1 from OL & replaces w/condition which 
was part of Table 1. 

HOOD.D. Project Directorate 11-3. 89/03/28. TUCKER.H.B. Duke Power Co. 4pp. 
49182:074-49182:083. 

—8904030028 Amend 75 to License NPF-1 7, deleting License Condition 2.C.(12) & ref 
Table 1 from OL & replacing w/condition which was part of Table 1. 

MATTHEWS, D.B. Project Directorate 11-3. 89/03/28. 3pp. 49182:078-49182:080. 

-8904030031 Safety evaluation supporting Amend 75 to License NPF-17. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/28. 3pp. 
49182:081-49182:083. 

8904040172 Forwards proprietary responses to questions re Topical Rept DPC-NE- 
201 1 P, “Nuclear Design Methodology for Core Operating Limits of Westinghouse Re- 
actors.” Responses withheld. 

TUCKER.H.B. Duke Power Co. 89/03/28. Document Control Branch (Document Con- 
trol Desk). Ip. 49191:071-49191:071. 

8903310304 Forwards BAW-10173P, “Mark-BW Reload Safety Analysis for Catawba & 
McGuire.” Rept contains safety analysis calculation results to be used in licensing for 
B&W fuel. Rept withheld (ref 10CFR2.790). 

TUCKER,H.B. Duke Power Co. 89/03/30. Document Control Branch (Document Con- 
trol Desk). 10pp. 49148:017-49148:026. 

8904040250 Forwards proprietary BAW-10175P, “Rod Exchange Methodology,” devel- 
oped for calculating parameters while performing control rod measurements using rod 
exchange technique to be used at plants.Rept withheld (ref 10CFR2.790). 

TAYLOR, J.H. Babcock & Wilcox Co. 89/03/30. NORBERG,J.A. Division of Engineer- 
ing & Systems Technology (Post 870411). 9pp. 49242:067-49242:075. 

8904180268 Advises that 890315 revised Amend 12 to QA porogram continues to satis- 
10CFR50,App B requirements & acceptable. 

IBSON,A.F. Region 2. Ofc of the Director. 89/03/30. TUCKER.H.B. Duke Power Co. 
2pp. 49381 :21 0-49381 :21 1 . 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03, Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904130127 Forwards add! data from recent Catawba integrated leak rate tests which 
further supports util 890203 request for exemption from 1 0CFR50,App J requirements 
for plants that containment leakage can be determined in less than 24 h. 
TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 10pp. 49347:192-49347:201. 

8904130157 Responds to questions re Topical Rept DPC-NE-3000, “Thermal- Hydraulic 
Transient Analysis Methodology.” Request that new Section 3.3, “McGuire/Catawba 
VIPRE Model” be reviewed as part of proposed rev.Revs to rept expected within 30 
days. 

TLICKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 2pp. 49321:154-49321:155. 

8904140082 Forwards lists of topical repts either currently under review, scheduled for 
future submittal or previously approved. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 7pp. 49347:221-49347:227. 

8904130362 Advises that 880523 & 0801 responses to Generic Ltr 88-05, “Boric Acid 
Corrosion of Carbon Steel Reactor Boundary Components in PWR Plants," fulfills re- 
quirement. 

HOOD.D.S. Project Directorate 11-3. 89/04/05. TUCKER.H.B. Duke Power Co. 4pp. 
49299:056-49299:059. 

8904210132 Suppis 860514 & 880425 proposed changes to Licenses NPF-9 & NPF-17 
to remove Tech Spec Table 3.6-2, list of containment isolation valves & place required 
info in FSAR Table 6.2.4-1.lnfo submitted per 890403 & 04 telcons. 

TUCKER, H.B. Duke Power Co. 89/04/05. Document Control Branch (Document Con- 
trol Desk). 2pp. 49430:302-49430:309. 

-8904210145 Proposed Tech Spec Pages 1 -2,3/4 6-1 ,3/4 6-23,3/4 6-22 & B 3/4 6-4. 

* Duke Power Co. 89/04/06. 6pp. 49430:304-49430:309. 

8904240294 Requests prompt review & reporting of status of implementation of TMi 
action plan at facilities.lnfo will be utilized to v^idate existing data base so that NRC 
can accurately respond to congressional inquiries. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. TUCKER.H.B. Duke Power Co. 56pp. 49469:217-49469:266. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM,R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903300125 Ack receipt of 890210 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/88-34 & 50-370/88-34. 

DECKER.T.R. Region 2, Ofc of the Director. 89/03/10. TUCKER.H.B. Duke Power Co. 
Ip. 49123:099-49123:099. 

8903310339 Discusses schedule for response to NRC Bulletin 88-004 re safety-related 
pump loss.Requests that 890630 response include detailed identification of all long- 
term actions necessary to complete bulletin. 

MATTHEWS.D.B. Project Directorate 11-3. 89/03/22. TUCKER.H.B. Duke Power Co. 
5pp. 49159:158-49159:163. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 
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8904200141 Summarizes status of util actions in response to NRC Bulletin 85-003, 
“Motor-Operated Valve Common Mode Failures During Plant Transients due to Im- 
proper Switch Settings." 

TUCKER.H.B. Duke Power Co. 89/03/23. EBNETER.S.D. Region 2. Ofc of the Direc- 
tor. 4pp. 49400:348-49400:351. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904140066 Forwards Insp Repts 50-369/89-09 & 50-370/89-09 on 890220-24 & notice 
of violation. 

STOHR,J.P. Region 2, Ofc of the Director. 89/03/30. TUCKER,H.B. Duke Power Co. 
2pp. 49347:353-49347:355. 

-8904140073 Partially withheld Insp Repts 50-369/89-09 & 50-370/89-09 on 890220-24 
(ref 10CFR73.21). Violations noted.Major areas inspected:mgt support,security program 
plans, security program audit,records & repts & compensatory measures. 
THOMPSON.D., MCGUIRE, D. Region 2, Ofc of the Director. 89/03/30. Ip. 
49347:355-49347:355. 

8904180241 Forwards Insp Repts 50-369/89-01 & 50-370/89-01 on 890120-0227 & 
notice of violation. 

HERDT,A.R. Region 2, Ofc of the Director. 89/03/30. TUCKER,H,B. Duke Power Co. 
4pp. 49357:327-49357:355. 

-8904180245 Notice of violation from insp on 8901 20-0227. Violations noted:control 
room door seals repaired on 8901 1 7 w/o authorization on work request & auxiliary 
feedwater resistance temp detectors installed w/o authorized request. 

HERDT,A.R. Region 2, Ofc of the Director. 89/03/30. 6pp. 49357:331-49357:336. 

-8904180247 Insp Repts 50-369/89-01 & 50-370/89-01 on 890120-0227. Violations 
noted.Major areas lnspected:operations safety verification,surveillance testing,maint 
activities & review of plant procedures. 

VANDOORN,K., CROTEAU.R., SHYMLOCK,M.B. Region 2, Ofc of the Director. 89/ 
03/29. 19pp. 49357:337-49357:355. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds In DC 
Distribution Sys.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904140185 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers.” Steps taken to ensure that circuit breakers installed after 
880801, will be procured from CBM under 10CFR50,App B program. 

TUCKER,H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 14pp. 49319:184-49319:197. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Alr Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04, Consolidated Edison Co. of New York. Inc. 111pp. 49218:001-49218:112. 

8904180056 Ack receipt of 890316 response to violations noted in Insp Repts 50-369/ 
88-33 & 50-370/88-33.Agrees w/util contention that only one motor-driven CA pump 
& associated flow paths Inoperable. 

HERDT,A.R. Region 2. Ofc of the Director. 89/04/04. TUCKER.H.B. Duke Power Co. 
Ip. 49371:307-49371:307. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904200082 Forwards Insp Repts 50-369/89-03 & 50-370/89-03 on 890306-1 0.No vio- 
lations or deviations noted. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/04/06. TUCKER.H.B. Duke Power Co. 
2pp. 49394:316-49394:335. 

-8904200088 Insp Repts 50-369/89-03 & 50-370/89-03 on 890306-1 0.No violations or 
deviations noted.Major areas inspected: triennial post-fire safe shutdown capability re- 
verification & assessment (Module 641 50). 

WARD.D.C., HARRIS,J.R.. CONLON.T.E. Region 2. Ofc of the Director. 89/03/30. 
18pp. 49394:318-49394:335. 

8904240206 Fonwards Augmented Insp Team Repts 50-369/89-06 & 50-370/89-06 on 
890308-1 1 re 890307 steam generator B tube failure.Concerns raised re weaknesses 
in procedures & lack of operator confidence. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/04/10. TUCKER.H.B. Duke Power 
Co. 2pp. 49453:129-49453:185. 

-8904240212 Insp Repts 50-369/89-06 & 50-370/89-06 on 890308-1 1 .Major areas 
inspected'.events re 890307 steam generator B tube failure.Procedures found to have 
weaknesses which could result in release of radioactivity to environ. 

SHYMLOCK,M. Region 2, Ofc of the Director. 89/04/10. 55pp, 49453:131-49453:185. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 


8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107, 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc, 106pp, 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904260389 Forwards monthly operating repts for McGuire Nuclear Station Units 1 & 2 
for Mar 1989 & personnel exposure info for Feb 1989. 

TUCKER,H.B. Duke Power Co. 89/04/14. Document Control Branch (Document Con- 
trol Desk). Ip. 49520:076-49520:089. 

-8904210309 Monthly operating repts for Mar 1989 for McGuire Nuclear Station,Units 1 
& 2 . 

WILLIAMS,R.A. Duke Power Co. 89/03/31 . 1 1 pp. 49520:077-49520:088. 

—8904260396 Personnel exposure info from monthly operating repts for Feb 1989 for 
McGuire.Units 1 & 2. 

• Duke Power Co. 89/02/28. Ip. 49520:089-49520:089. 


S. Reportable occurrences, LERs & related correspondence 

8904180249 LER 89-001-00:on 890303,high negative neutron flux rate reactor trip oc- 
curred due to control rods dropping into core.Cause unknown.Operations personnel 
implemented reactor trip recovery procedure. W/890403 Itr. 

SlPE,A., TUCKER,H.B. Duke Power Co. 89/04/03. 6pp. 49372:163-49372:168. 

8904200281 LER 89-002-00:on 890314,train B main feedwater pump turbine 
tripped.Caused by equipment failure/malfunction due to failure of 2 out of 3 suction 
pressure switches.Load rejection procedure implemented.W/890413 Itr. 

SIPE,A., TUCKER.H.B. Duke Power Co. 89/04/13. 8pp. 49403:311-49403:318. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S, A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 

8904180105 Requests end ref matl to meet written reactor operator & senior operator 
licensing exams scheduled for wk of 890626. Matl requested by 890410. 
PEEBLES,T.A. Region 2. Ofc of the Director. 89/04/05. TUCKER.H.B. Duke Power 
Co. 11pp. 49372:344-49372:354. 
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F. Security, medical, emergency & fire protection plans 


8904130352 Rev 1 to EPIP L2P-1 380-3, "RCRA Contingency Plan Implementation 
(Emergency Plan).” 

* Commonwealth Edison Co. 89/03/11. 9pp. 49319:198-49319:206. 

8904120142 Forwards Safety Insp Repts 50-373/89-03 & 50-374/89-03 on 890130- 
0313 6 notice of violation. 

MCKENNA.E. Region 3. Ofc of the Director. 89/03/23. REED.C. Commonwealth 
Edison Co. 2pp. 49295:330-49295:354. 

-8904120156 Insp Repts 50-373/89-03 & 50-374/89-03 on 890130-0313. Violations 
noted.Major areas inspected:licensee actions on previous insp findings, operational 
safety.surveillance, rnaint.training.LERs & security. 

HARRISON, J.J. Region 3, Ofc of the Diredor. 89/03/23. 21pp. 49295:334-49295:354. 

8904100070 Notification of 890413 meeting w/utll in Rockville, MD to to discuss NRC 
position on fire brigade response at plant. 

SHEMANSKI.P. Project Diredorate 111-2. 89/04/03. MULLER.D.R. Project Diredorate 
III-2. 2pp. 49243:269-49243:270. 

8904210332 Forwards Amends 65 & 46 to Licenses NPF-11 & NPF-18, respectively & 
safety evaluation. Amends modify licenses to require compliance w/ amended physical 
security plan per 10CFR73.55. 

SHEMANSKI,P.C. Projed Diredorate III-2, 89/04/10. BLISS,H,E. Commonwealth 
Edison Co, 4pp. 49430:335-49430:345. 

-8904210333 Amends 65 & 46 to Licenses NPD-11 & NPF-1 8,respedively, modifying 
licenses to require compliance w/amended physical security plan per 
10CFR73.55.Search requirements must be implemented within 60 days. 

MULLER.D.R. Project Directorate III-2. 89/04/10. 4pp. 49430:339-49430:342. 

-8904210338 Safeguards evaluation rept supporting Amends 65 & 46 to Licenses NPF- 
11 & NPF-1 8,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/10. 3pp. 
49430:343-49430:345. 
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8904210044 Forwards Rev 31 to security plan.Rev withheld (ref 10CFR73.21). 

KOVACH, TJ. Commonwealth Edison Co. 89/04/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 49451:284-49451:284. 


H. General correspondence 

8903160306 Responds to 890213 Itr re constituent B Walsh concerns related to Walsh 
termination of employment by Morrison Const Co due to allied alcohol &/or drug 
use.Matter may be properly addressed through Walsh labor union or atty. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/08. HASTERT.J.D. 
House of Rep. 42pp, 49309:129-49309:173. 

“8903160308 Requests investigation of end B Walsh complaint of being layed off & 
plant access denied due to alleged alcohol &/or drug abuse. 

HASTERT.J.D. House of Rep. 89/02/13. ZECH.LW. Commissioners. 2pp. 49309:171- 
49309:173. 


Q. inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903280237 Forwards Insp Repts 50-373/89-07 & 50-374/89-07 on 890303- 04. Written 
response required of findings & conclusions associated w/events. 

GREENMAN,E.G. Region 3, Ofc of the Director. 89/03/21. REED.C. Commonwealth 
Edison Co. 3pp. 49061 :332-49061 :360. 

“8903280238 Insp Repts 50-373/89-07 & 50-394/89-07 on 890303-04.No violations 
noted.Major areas inspected:Unit 2 loss of sys auxiliary transformer, Unit 1 reactor 
scram, review of Unit 2 OCB 4-6 failure & Unit 1 & 2 reactor bldg ventilation. 
HARRISON, J.J. Region 3, Ofc of the Director. 89/03/20. 18pp. 49061:335-49061:354. 


J. Insurance & indemnity information 

8903290329 Forwards Endorsements 23.18,34,27,202,176.54,36,114,97,105 & 93 to 
NELIA Policies NF-294,MF-128.NF-277.MF-114.NF-43. MF-22.NF-253.MF-104.NF- 
187.MF-54.NF-201 & MF-64, respectively. 

OSTER.J. Commonwealth Edison Co. 89/03/23. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 25pp. 49104:333-49104:357. 


“8903280243 Forwards draft charter for insp of events associated w/plant 890302 Unit 
2 sys auxiliary transformer failure & Unit 1 reactor trip. 

GREENMAN.EG. Region 3, Ofc of the Director. 89/03/03. DUPONT.S.G. Region 3, 
Ofc of the Director. 4pp. 49061 :355-49061 :360. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 


P. Operating license stage documents & correspondence 


8903290013 Application for amends to Licenses NPF-11 & NPF-1 8, revising Tech Specs 
to implement Generic Ltr 84-15 diesel generator recommendations & remove foot- 
notes no longer applicable. 

MORGAN, W.E. Commonwealth Edison Co. 89/03/16. Document Control Branch 
(Document Control Desk). 7pp, 49121:262-49121:283. 

-8903290015 Proposed changes to Tech Specs, implementing Generic Ltr 84-15 re 
diesel generator recommendations & removing footnotes which no longer apply. 

” Commonwealth Edison Co. 89/03/16. 15pp. 49121:269-49121:283. 

8903300047 Forwards notices of consideration of issuance of amends to Licenses DPR- 
19.DPR-25.DPR-29.DPR-30, NPF-1 1 .NPF-1 8.DPR-39. DPR-48.NPF-37,NPF-66.NPF-72 
& NPF-77.Amends consist of organizational changes. 

MULLER, D.R. Project Directorate III-2. 89/03/16. BLISS, H.E. Commonwealth Edison 
Co. 8pp, 49131:084-49131:122. 


-8903300057 Notice of consideration of issuance of amends to Licenses NPF-11 & 
NPF-1 8 & proposed NSHC determination & opportunity for hearing on 890217 request 
re revs of Tech Specs to conform w/guidelines of Generic Ltr 88-06. 

SHEMANSKI.P.C. Project Directorate 111-2. 89/03/09. 8pp. 49131:100-49131-107 


8904060074 Forwards notice of withdrawal of application for amends to Licenses DPR- 
19,DPR-25,DPR-29,DPR-30,NPF-1 1 & NPF-18, modifying Tech Specs re organization 
charts. 


MULLER, D.R. Project Directorate III-2. 89/03/31. BLISS, H.E. Commonwealth Edison 
Co. 5pp. 49216:001-49216:005. 


8903300105 Generic Ltr 89-04 to ail holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director few Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904100079 Notification of 890412 meeting w/util in Rockville, MD to discuss alternate 
operability assessment criteria for piping sys at facilities. 

SHEMANSKI.P, Project Directorate III-2. 89/04/03. MULLER, D.R. Project Directorate 
il!-2. 2pp. 

8904210332 Forwards Amends 65 & 46 to Ucenses NPF-11 & NPF-18, respectively & 
safety evaluation.Amends modify licenses to require compliance w/amended physical 
security plan per 10CFR73.55. 

SHEMANSKI.P.C. Project Directorate III-2. 89/04/10. BLISS.H.E. Commonwealth 
Edison Co. 4pp. 49430:335-49430:345. 


—8904210333 Amends 65 & 46 to Licenses NPD-11 & NPF-1 8, respectively, modifying 
licenses to require compliance w/amended physical security plan per 
10CFR73.55,Search requirements must be implemented within 60 days. 

MULLER, D.R. Project Directorate 111-2. 89/04/10. 4pp. 49430:339-49430:342. 

—8904210338 Safeguards evaluation rept supporting Amends 65 & 46 to Licenses NPF- 
11 & NPF-1 S.respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/10. 3do. 
49430:343-49430:345. i 


8904210263 Forwards response to 890301 request to provide schedule for reevaluating 
application of ASME Code Case N-41 1 damping values to previous seismic analysis of 
Class 1 ,2 & 3 piping. Util concluded from review that no reevaluations needed. 
SILADY,J.A. Commonwealth Edison Co. 89/04/11. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 49482:081-49482:085. 

8904240429 Forwards responses to station blackout rule re ability of LWR plants to 
withstand & recover from station blackout & list of procedures to be implemented for 
station blackout events. 

RICHTER.M.H. Commonwealth Edison Co. 89/04/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 45pp. 49449:123-49449:167. 

8904240199 Forwards notice of coiisideration of issuance of amends to Licenses NPF- 
11 & NPF-18 re Tech Spec Section 4.0.2.b on refueling outage interval surveillance. 
MULLER,D.R. Project Directorate III-2. 89/04/18. BLISS.H.E. Commonwealth Edison 
Co. 4pp. 49469:297-49469:305. 

-8904240202 Notice of consideration of issuance of amends to Ucenses NPF-11 & 
NPF-18 & opportunity for hearing.Amends would eliminate provisions of Tech Spec 
Section 4.0.2.b to refuel outage interval surveillance. 

MULLER, D.R. Division of Reactor Projects - III.IV.V & Special Projects (Post 870411). 
89/04/05. 5pp. 49469:301-49469:305. 


8904120142 Fonvards Safety Insp Repts 50-373/89-03 & 50-374/89-03 on 890130- 
0313 & notice of violation. 

MCKENNA.E. Region 3, Ofc of the Director. 89/03/23. REED.C. Commonwealth 
Edison Co. 2pp. 49295:330-49295:354. 

—8904120150 Notice of violation from insp on 8901 30-031 3. Violations noted:licensee 
failed to review & verify completion of Field Change Request L85-87 & licensee had 
not reported ESF actuations via emergency notification sys. 

MCKENNA, E. Region 3. Ofc of the Director. 89/03/23. 2pp. 49295:332-49295:333. 

-8904120156 Insp Repts 50-373/89-03 & 50-374/89-03 on 890130-0313. Violations 
noted.Major areas inspected:llcensee actions on previous insp findings.operational 
safety, surveillance, maint,training,LERs & security. 

HARRISON,J.J. Region 3. Ofc of the Director. 89/03/23. 21pp. 49295:334-49295:354. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729), 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Mat!." Svc 
list end. 

CUNN1NGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp, 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Cperating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1.2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses In Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notied 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of Ne^ York, Inc. 106pp. 49335:001-49336:107, 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8^4180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 
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R. Periodic operating reports & related correspondence 

8904140071 “Annua! Operating Rept for 1988." W/890316 Itr. 

DIEDERiCH.G.J. Commonwealth Edison Co. 88/12/31. DAVIS, A.B. Region 3, Ofc of 
the Director. 5pp. 49347:333-49347:337. 

8904180237 Monthly operating repts for Mar 1989 for LaSalle Nuclear Generating 
Station.Units 1 & 2.W/890410 Itr. 

THUNSTEDT.J.W., DIEDERICH.G.J. Commonwealth Edison Co. 89/03/31. 25pp. 
49372:307-49372:331. 


S. Reportable occurrences, LERs & related correspondence 

8903280069 Summary of Operating Reactors Events Meeting 89-010 on 890308.List of 
attendees, significant events identified for input to NRC Performance Indicator Program 
& summary of reactor scrams for wk ending 890305 end. 

LANNING.W.D. Events Assessment Branch. 89/03/16. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 23pp. 49158:275-49158:297. 

8904050201 LER 89-008-00:on 890228, reactor vessel low water level 2 switch found w/ 
setpoint out of tolerance in excess of reject limit during surveillance.Caused by set- 
point drift. Work request L87899 written to replace instrument.W/ 890323 Itr. 
JACKLIN.N.W., DIEDERICH.G.J. Commonwealth Edison Co. 89/03/23. 6pp. 
49213:283-49213:288. 

8904050219 LER 89-01 0-00:on 890303,setpoint drift of low level confirmed automatic 
depressurization sys permissive switch found in excess of reject limit.Caused by low 
reactor level during reactor scram.Mods planned.W/890323 Itr. 

JACKLIN.N., DIEDERICH.G.J. Commonwealth Edison Co. 89/03/23. 6pp. 49209:355- 
49209:360. 

8904050223 LER 89-005-01 :on 890207, determined that Static-O-Ring in main steam 
line flow switch exceeded rejection limits.Cause not determined. Replacement flow 
switch installed.calibr & placed in svc.W/890329 Itr. 

UPSHAW.P.A.. DIEDERICH.G.J. Commonwealth Edison Co. 89/03/29. 5pp. 

49210:356-49210:360. 

8904050147 LER 89-009-00:on 890302, phase to ground fault resulted in generator 
isolation.Caused by failure Phase C lightning arrestor on primary of side of station aux- 
iliary transformer.W/890330 Itr. 

SAMOLINSKI,S.J.. DIEDERICH.G.J. Commonwealth Edison Co. 89/03/30. 7pp. 
49212:281-49212:287. 

8904120019 LER 89-01 1-00:on 890302, sys auxiliary transformer tripped. On 
890304,diesel generator 2B fuel filter inlet pressure gauge found leaking fuel oil into 
room.Caused by damaged gauge due to vibration.Line plugged.W/890403 Itr. 
VINYARD.H.T., DIEDERI(5h.(!.J. Commonwealth Edison Co. 89/04/03. 4pp. 

49295:296-49295:299. 

8904190002 LER 89-01 2-00:on 890309.pressure differential switch PDS-1E31-N013BB 
found to have diaphragm leak during instrument surveillance LIS-RI-1 01 .Replacement 
switch installed.calibr & functionally tested.W/890407 Itr. 

TENNYSON.M., DIEDERICH.G.J. Commonwealth Edison Co. 89/04/07. 5pp. 

49426:132-49426:136. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

\A/R1GHT,G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411), 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 

8904130352 Rev 1 to EPIP LZP-1 380-3, ‘‘RCRA Contingency Plan Implementation 
(Emergency Plan)." 

* Commonwealth Edison Co. 89/03/11, 9pp. 49319:198-49319:206. 

8904120142 Forwards Safety Insp Repts 50-373/89-03 & 50-374/89-03 on 890130- 
0313 & notice of violation. 

MCKENNA, E. Region 3, Ofc of the Director. 89/03/23. REED.C. Commonwealth 
Edison Co. 2pp. 49295:330-49295:354. 

-8904120156 Insp Repts 50-373/89-03 & 50-374/89-03 on 890130-0313. Violations 
noted.Major areas inspected:licensee actions on previous insp findings, operational 
safety.surveillance, maint, training, LERs & security. 

HARRISON.J.J. Region 3, Ofc of the Director. 89/03/23. 21pp. 49295:334-49295:354. 

8904100070 Notification of 890413 meeting w/util in Rockville.MD to to discuss NRC 
position on fire brigade response at plant. 

SHEMANSKI.P. Project Directorate III-2. 89/04/03. MULLER, D.R. Project Directorate 
III-2. 2pp. 49243:269-49243:270. 

8904210332 Forwards Amends 65 & 46 to Licenses NPF-11 & NPF-18, respectively & 
safety evaluation.Amends modify licenses to require compliance w/amended physical 
security plan per 10CFR73.65. 

SHEMANSKI.P.C. Project Directorate III-2. 89/04/10. BLISS, H.E. Commonwealth 
Edison Co. 4pp. 49430:335-49430:345. 

-8904210333 Amends 65 & 46 to Licenses NPD-11 & NPF-18,respectively, modifying 
licenses to require compliance w/amended physical security plan per 
10CFR73.55.Search requirements must be implemented within 60 days. 

MULLER, D.R. Project Directorate III-2. 89/04/10. 4pp. 49430:339-49430:342. 


-8904210338 Safeguards evaluation rept supporting Amends 65 & 46 to Licenses NPF- 
11 & NPF-18, respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/10. 3pp. 
49430:343-49430:345. 

8904210044 Fonvards Rev 31 to security plan.Rev withheld (ref 10CFR73.21). 
KOVACH,!. J. Commonwealth Edison Co. 89/04/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 49451:284-49451:284. 


H. General correspondence 

8903160306 Responds to 890213 Itr re constituent B Walsh concerns related to Walsh 
termination of employment by Morrison Const Co due to allied alcohol &/or drug 
use.Matter may be properly addressed through Walsh labor union or atty. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/08. HASTERT,J.D. 
House of Rep. 42pp. 49309:129-49309:173. 

-8903160308 Requests investigation of end B Walsh complaint of being layed off & 
plant access denied due to alleged alcohol &/or drug abuse. 

HASTERT.J.D, House of Rep. 89/02/13. ZECH,L.W. Commissioners. 2pp. 49309:171- 
49309:173. 


P. Operating license stage documents & correspondence 

8903290013 Application for amends to Licenses NPF-11 & NPF-18, revising Tech Specs 
to implement Generic Ltr 84-15 diesel generator recommendations & remove foot- 
notes no longer applicable. 

MORGAN, W.E. Commonwealth Edison Co. 89/03/16. Document Control Branch 
(Document (Control Desk). 7pp. 49121:262-49121:283. 

-8903290015 Proposed changes to Tech Specs, implementing Generic Ltr 84-15 re 
diesel generator recommendations & removing footnotes which no longer apply. 

* Commonwealth Edison Co. 89/03/16. 15pp. 49121:269-49121:283. 

8903300047 Forwards notices of consideration of issuance of amends to Licenses DPR- 
1 9,DPR-25.DPR-29.DPR-30,NPF-1 1 ,NPF-1 8,DPR-39. DPR-48,NPF.37.NPF-66,NPF-72 
& NPF-77.Amends consist of organizational changes. 

MULLER, D.R. Project Directorate III-2, 89/03/16. BLISS, H.E. Commonwealth Edison 
Co. 8pp. 49131:084-49131:122. 

-8903300057 Notice of consideration of issuance of amends to Licenses NPF-11 & 
NPF-18 & proposed NSHC determination & opportunity for hearing on 890217 request 
re revs of Tech Specs to conform w/guidelines of Generic Ltr 88-06. 

SHEMANSKI.P.C. Project Directorate III-2. 89/03/09. 8pp. 49131:100-49131:107. 

8904060074 Forwards notice of withdrawal of application for amends to Licenses DPR- 
19.DPR-25,DPR-29,DPR-30, NPF-11 & NPF-18, modifying Tech Specs re organization 
chdrts 

MULLER, D.R. Project Directorate III-2. 89/03/31. BLISS, H.E. Commonwealth Edison 
Co. 5pp. 49216:001-49216:005. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904100079 Notification of 890412 meeting w/util in Rockville.MD to discuss alternate 
operability assessment criteria for piping sys at facilities. 

SHEMANSKI.P. Project Directorate III-2. 89/04/03. MULLER.D.R. Project Directorate 
lil-2. 2pp. 

8904210332 Forwards Amends 65 &. 46 to Licenses NPF-11 & NPF-18, respectively & 
safety evaluation.Amends modify licenses to require compliance w/amended physical 
security plan per 10CFR73.55. 

SHEMANSKI.P.C. Project Directorate III-2. 89/04/10. BLISS, H.E. Commonwealth 
Edison Co. 4pp. 49430:335-49430:345. 

-8904210333 Amends 65 & 46 to Licenses NPD-11 & NPF-18, respectively, modifying 
licenses to require compliance w/amended physical security plan per 
10CFR73.55,Search requirements must be implemented within 60 days. 

MULLER.D.R. Project Directorate III-2. 89/04/10. 4pp. 49430:339-49430:342. 

-8904210338 Safeguards evaluation rept supporting Amends 65 & 46 to Licenses NPF- 
11 & NPF-18, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/10. 3pp. 
49430:343-49430:345. 

8904210263 Forwards response to 890301 request to provide schedule for reevaluating 
application of ASME Code Case N-41 1 damping values to previous seismic analysis of 
Class 1,2 & 3 piping. Util concluded from review that no reevaluations needed. 
SILADY,J.A. Commonwealth Edison Co. 89/04/11. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 49482:081-49482:085. 

8904240429 Forwards responses to station blackout rule re ability of LWR plants to 
withstand & recover from station blackout & list of procedures to be implemented for 
station blackout events. 

RICHTER.M.H. Commonwealth Edison Co. 89/04/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 45pp. 49449:123-49449:167. 

8904240192 Forwards request for add! info re proposed license amend for high density 
spent fuel racks.per 890406 meeting w/util. 

SHEMANSKI.P.C. Project Directorate III-2. 89/04/18, BLISS, H.E. Commonwealth 
Edison Co. 6pp. 49470:098-49470:103. 

8904240199 Forwards notice of consideration of issuance of amends to Licenses NPF- 
11 & NPF-18 re Tech Spec Section 4.0.2.b on refueling outage interval surveillance. 
MULLER.D.R. Project Directorate III-2. 89/04/18. BLISS, H.E. CJommonwealth Edison 
Co. 4pp. 49469:297-49469:305. 

-8904240202 Notice of consideration of issuance of amends to Licenses NPF-11 & 
NPF-18 & opportunity for hearing. Amends would eliminate provisions of Tech Spec 
Section 4.0.2.b to refuel outage interval surveillance. 

MULLER.D.R. Division of Reactor Projects - III.IV.V & Special Projects (Post 870411). 
89/04/05. 5pp. 49469:301-49469:305. 
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Q. inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903280237 Forwards Insp Repts 50-373/89-07 & 50-374/89-07 on 890303- 04. Written 
response required of findings & conclusions associated w/events. 

GREENMAN.EG. Region 3, Ofc of the Director. 89/03/21. REED.C. Commonwealth 
Edison Co. 3pp. 49061:332-49061:360, 

-8903280238 Insp Repts 50-373/89-07 & 50-394/89-07 on 890303-04.No violations 
noted.Major areas inspected: Unit 2 loss of sys auxiliary transformer, Unit 1 reactor 
scram, review of Unit 2 CCB 4-6 failure & Unit 1 & 2 reactor bldg ventilation. 
HARRISON,J.J. Region 3. Ofc of the Director. 89/03/20. 18pp. 49061:335-49061:354. 

-8903280243 Forwards draft charter for Insp of events associated w/plant 890302 Unit 
2 sys auxiliary transformer failure & Unit 1 reactor trip. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/03. DUPONT,S.G. Region 3. 
Ofc of the Director. 4pp. 49061:355-49061:360. 

8903230075 NRC Info Notice 89-033, ‘‘Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23, 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904120142 Forwards Safety Insp Repts 50-373/89-03 & 50-374/89-03 on 890130- 
0313 6 notice of violation. 

MCKENNA.E. Region 3. Ofc of the Director. 89/03/23. REED.C. Commonwealth 
Edison Co. 2pp. 49295:330-49295:354. 

-8904120150 Notice of violation from insp on 8901 30-03 13. Violations noted:licensee 
failed to review & verify completion of Field Change Request L85-87 & licensee had 
not reported ESF actuations via emergency notification sys. 

MCKENNA,E. Region 3, Ofc of the Director. 89/03/23. 2pp. 49295:332-49295:333. 

-8904120156 Insp Repts 50-373/89-03 & 50-374/89-03 on 890130-0313. Violations 
noted.Major areas inspected:licensee actions on previous insp findings.operational 
safety, surveillance, maint, training, LERs & security. 

HARRISON, J.J. Region 3. Ofc of the Director. 89/03/23. 21pp. 49296:334-49295:354. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matt." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 68-086, "Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 69/04/04, 
Consolidated Edison Co. of New York, Ino. 109pp. 49124:001-49124:109. 

8903290267 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Alr Emission 
Stds for Radlonuolides." 8vo list end. 

CUNNIN(3HAM,R.E. Division of Industrial & Medioal Nuclear Safety (Poet 870720), 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 4921 8:001 -4021 8;1 12. 

8003300021 NRC Info Notice 80-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co, of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New Y<xk, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalificadon Program." Svc list end. 

ROSSI,C.E. Division of Operational Events Asse^ment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI,C.E, Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfadng Sys." Svc list end. 

ROSSI, C.Er Division of Operational Events Assessment (Post 870411). 89/04/^. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180J93 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 A 1154 
Transmitters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports A related correspondence 

8904140071 “Annual Operating Rept for 1988." W/890316 Hr. 

DIEOERICH.G.J, Commonwealth Edison Co. 88/12/31. DAVIS, A.B. Region 3, Ofc of 
the Director. 5pp. 49347:333-49347:337. 


8904180237 Monthly operating repts for Mar 1989 for LaSalle Nuclear Generating 
Station. Units 1 A 2.W/890410 Itr. 

THUNSTEDT.J.W.. DIEDERICH.G.J. Commonwealth Edison Co. 89/03/31. 25pp. 
49372:307-49372:331. 


S. Reportable occurrences, LERs A related correspondence 

8904030126 Requests that event entitled, “ESF Actuation During Performance of Instru- 
ment Maint Functional Tests Due to Personnel Errors," incorrectly identified as LER 
89-006-00, be replaced w/end LER 89-003-01 . 

DIEDERICH.G.J. Commonwealth Edison Co. 89/03/15. Office of Nuclear Reactor 
Regulation. Director (Post 870411). ip. 49168:077-49168:081. 

-8903240110 LER 89-003-01 :on 890 128, shutdown cooling inboard suction isolation 
valve closed, causing train to shutdown A ESF to actuate.Caused by technician inat- 
tention to detail. Guidelines re partial surveillance issued. 

UPSHAW.P.A. Commonwealth Edison Co. 89/03/15. 4pp. 49168:078-49168:081. 

8903280069 Summary of Operating Reactors Events Meeting 89-010 on 890308.Llst of 
attendees, significant events identified for input to NRC Performance Indicator Program 
A summary of reactor scrams for wk ending 890305 end. 

LANNING.W.D. Events Assessment Branch. 89/03/16. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 23pp. 49158:275-49158:297. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules A reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors A applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency A fire protection plans 

8904030475 "Final Radiological Emergency Preparedness Exercise Rept." 

* Federal Emergency Management Agency. 89/01/09. 46pp. 49183:056-49183:102. 

8904030271 Revised EPIPs, consisting of Rev 10 to EP-2-050 A Rev 2 to EP-2-051 A 
changed EPIPs, consisting of Change 2 to EP-2-100 A Change 1 to EP-2-102.W/ 
890328 Itr. 

BURSKI.R.F. Louisiana Power A Light Co. 89/03/28. 137pp. 49181:189-49181:326. 

8004030436 Confirms installation A operability of addi battery powered 10CFR60,App 
R, emergency lighting units in turbine bldg switchgear room oy 69021 3, per commit- 
ment. 

BURSKI.R.F. Louisiana Power A Light Co. 80/03/28. Document Control Branch (Doc- 
ument Control Desk). Ip. 48190:141-49190:146. 

6904130092 Forwards util responses to regulatory effectiveness review of 
wsakne8se8,Encl withheld, 

BURSKI.R.F. Louisiana Power A Light Co. 80/04/07. Document Control Branch (Doc- 
ument Control Desk), Ip. 49318:001-49318:001. 

8904240079 Rev 12 to Figure A-5-1A of emergency plan, "Nuclear Operations Dept Or- 
ganization." W/89O410Ttr. 

BURSKI,R.F. Louisiana Power A Light Co. 89/04/10. 3pp. 49445:090-49445:092. 

8904240368 Forwards "Safety Info - Plans to Help You During Emergencies." Info dis- 
tributed to public in plant area. W/one oversize end. 

BURSKI.R.F. Louisiana Power A Light Co. 89/04/18. Document Control Branch (Doc- 
ument Control Desk). 6pp. 49470:281-49470:288. 


J. Insurance A Indemnity information 

8904030325 Forwards NELIA certificates of insurance,evidencing present onsite proper- 
ty damage ir^urance in effect 

BURSKI,R.F. Louisiana Power A Light Co. 89/03/28. Document Control Branch (Doc- 
ument Control Desk). 4pp, 49165:106-49165:109. 


P. Operating licenaa stage documents A correspondence 

8903310253 Forwards Amend 52 to License NPF-38 A safety evaluation. Amend 
changes App A Tech Specs to show new location of backup seismic monitors. 
WIGGINTON.D.L Project Directorate IV. 89/03/23. DEWEASE.J.Q. Louisiana Power 
A Ught Co. 4pp. 49159:183-49159:195. 

-8903310255 Amend 52 to Ucense NPF-38, revisng App A Tech Specs to show new 
location for one backup selmic monitors. 

CALVO,JA Project C^rectorate IV. 89/03/23. 7pp. 49159:187-49159:193. 

-8903310256 Safety evaluation supporting Amend 52 to License NPF-38. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/23. 2dd 
49159:194-49159:195. 

8903310259 Forwards safety evaluation accepting Generic Ltr 83-28, Item 4.5.2, "Reac- 
tor Trip Sys Reliability-On-Line Testing." 

CALVO,J.A. Project Directorate IV, 89/03/23. DEWEASE.J.G. Louisiana Power A 
Light Co. 4pp. 49159:196-49159:223. 
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-8903310262 Safety evaluation supporting Generic Ltr 83-28, Item 4.5.2 re reactor trip 
sys reliability-on-line testing. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/23. Ip. 
49159:200-49159:200. 

-8710140201 "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nuclear One 
2,Calvert Cliffs 1 & 2,Fort Calhoun,Maine Yankee,Millstone 2,Palisades,Palo Verde 1,2 
& 3. San Onofre 2 & 3,St Lucie 1 & 2,Waterford 3,WPPSS 3,” informal rept. 
FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER.F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7463 R02. 87/09/30. NRC - No De- 
tailed Affiliation Given. 23pp. 49159:201-49159:223. 

8903310285 Forwards Amend 51 to License NPF-38 & safety evaluation. Amend clari- 
fies test requirements for integrated functional testing of containment penetration cir- 
cuit breaker testing & adds surveillance requirements to Table 3.8-1. 

WIGGINTON.D.L. Project Directorate IV. 89/03/23. DEWEASE.J.G. Louisiana Power 
& Light Co. 4pp. 49163:002-49163:051. 

-8903310286 Amend 51 to License NPF-38,revising test requirements for Integrated 
functional testing of containment penetration circuit breaker testing & adding surveil- 
lance requirements to Table 3.8-1. 

CALVO,J.A. Project Directorate IV. 89/03/23. 44pp. 49163:006-49163:049. 

-8903310287 Safety evaluation supporting Amend 51 to License NPF-38. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/23. 2pp. 
49163:050-49163:051. 

8904040014 Fonwards Amend 53 to License NPF-38 & safety evaluation. Amend cor- 
rects terminology of control room isolation for toxic gas protection. 

WIGGINTON.D.L Project Directorate IV. 89/03/23. DEWEASE.J.G. Louisiana Power 
& Light Co. 4pp. 49203:350-49203:360. 

-8904040016 Amend 53 to License NPF-38.correcting terminology of control room Iso- 
lation for toxic gas protection. 

CALVO.J.A. Project Directorate IV. 89/03/23. 5pp. 49203:354-49203:358. 

-8904040019 Safety evaluation supporting Amend 53 to License NPF-38. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/23. 2pp. 
49203:359-49203:360. 


6903290089 Forwards Team Insp Rept 50-382/89-01 on 890117-0210 & notice of viola- 
tion. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/21. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 49104:239-49104:299. 

-8903290091 Notice of violation from insp on 89011 7-021 0.Violation noted:mechanical 
maint worker operated water chiller outlet isolation valve w/o specific direction or au- 
thorization in approved maint procedure & failure to control documents. 

* Region 4. Ofc of the Director. 89/03/21. 4pp. 49104:241-49104:244. 

-8903290096 Insp Rept 50-382/89-01 on 89011 7-021 0.Violations noted.Major areas 
inspected:maint performance, overall plant performance re maint, mgt support of maint 
& maint implementation. 

SEIDLE,W.C. Region 4, Ofc of the Director. 89/03/14. 54pp. 49104:245-49104:299. 

8903290263 Forwards synopsis of Investigation Rept 4-84-010 re alleged harassment & 
intimidation activities & falsification of QA/ QC records at facility during 
const. Licensee requested to review info to determine whether further action appropn- 

MARTIN,R.D. Region 4, Ofc of the Director. 89/03/22. DEWEASE.J.G. Louisiana 
Power & Light Co. 8pp. 49120:004-49120:011. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157, 

8904050175 Ack receipt of 890309 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-382/88-30. 

CALLAN,L.J. Region 4, Ofc of the Director. 89/03/27. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 49213:061-49213:069. 

8904030436 Confirms installation & operability of addi battery powered 10CFR50,App 
R, emergency lighting units in turbine bldg switchgear room by 89021 3, per commit- 
ment. 

BURSKI.R.F. Louisiana Power & Light Co. 89/03/28. Document Control Branch (Doc- 
ument Control Desk). Ip. 49190:146-49190:146. 


8904050397 Forwards Amend 54 to License NPF-38 & safety evaluation. Amend 
changes Tech Specs by deleting requirements for overcurrent protection on discon- 
nected motor-operated valve actuator compartment heater breakers from Table 3.8-1. 
WIGGINTON.D.L. Project Directorate IV. 89/03/27. DEWEASE.J.G. Louisiana Power 
& Light Co. 3pp. 49214:043-49214:055. 

-8904050401 Amend 54 to License NPF-38,changing Tech Specs by deleting require- 
ments for overcurrent protection on disconnected motor-operated valve actuator com- 
partment heater breakers from Table 3.8-1. 

CALVO.J.A. Project Directorate IV. 89/03/27. 7pp. 49214:046-49214:052. 

-8904050405 Safety evaluation si^porting Amend 54 to License NPF-38. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/27. 3pp. 
49214:053-49214:055. 

8904070092 Discusses NRC 890216 ltr re denial of request for partial exemption to 
1 0CFR50.62 requirement.C-E Owner Group has reconsidered alternate design options 
to satisfy requirement & scheduled followup meetir^ to end reevaluation effort. 
JAMES.D.E. Arkansas Power & Light Co. 89/03/2^ Document Control Branch (Docu- 
ment Control Desk). 2pp. 49242:293-49242:294. 

6904060071 Responds to 661220 request for addI Info re ATW8 diverse scram sys iso- 
lation device desIgn.UtI! Intends to defer response to schedule consistent w/resolution 
of generic diverse emergency feedwater actuation sys design. 

BURSKI.R.F. Louisiana Power & Light Co. 89/03/31, Document Control Branch (Doc- 
ument Control Desk). 2pp. 49215:356-49215:357. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904130092 Forwards util responses to regulatory effectiveness review of 
wodKnossos Enel withhGid 

BURSKI.R.F. Louisiana Power & Light Co. 89/04/07. Document Control Branch (Doc- 
ument Control Desk). 1p. 49318:001-49318:001. 

8904240251 Responds to 890414 request for prompt review & reporting of status of im- 
plementation of TMI Action Plan items. All actions necessary to meet requirements of 
NUREG-0737 & SuppI 1 to NUREG-0737 complete. 

BURSKI.R.F. Louisiana Power & Light Co. 89/04/18. Document Control Branch (Doc- 
ument Control Desk). 8pp. 49453:046-49453:053. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc, 98pp. 49176:158-49176:255. 


8903290390 Cancels Insp Rept 50-382/89-1 0.No insp rept will be issued for rept 
number. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/15. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp, 49120:063-49120:064. 

8903290130 Forwards Insp Rept 50-382/89-05 on 8902 13-1 7. Violations 

noted.Enforcement conference will be scheduled to discuss understanding of appar- 
ent violation.reasons for occurrence & corrective actions. 

CALLAN.L.J. Region 4, Ofc of the Director. 89/03/17. DEWEASE.J.G. Louisiana 
Power & Light Co. 3pp. 49121:062-49121:070. 


-8903290138 Insp Rept 50-382/89-05 on 09021 3-1 7. Violation noted.Major areas 
inspectedriicensee action on previously identified violations & unresolved items re 
equipment qualification of electric equipment, „ , 

JOHNSON.A.R.. STETKA.T.F. Region 4, Ofc of the Director. 89/03/14. 6pp. 
49121:065-49121:070. 


8904050232 Forwards Insp Rept 50-382/89-06 on 890201-28 & notice of 
violation.Concerns raised re failure to comply w/Tech Spec action statement for inop- 
erability of emergency diesel generator when component cooling water out of svc for 
maint. 

CALLAN,L.J. Region 4, Ofc of the Director. 89/03/28. DEWEASE.J.G. Louisiana 
Power & Light Co. 3pp. 49213:118-49213:132. 

-8904050236 Notice of violation from insp on 890201 -28. Violation noted: torquing re- 
quirements not adhered to when coupling reassembled on 890216 & on 890204, per- 
sonnel did not place LPSI B pump switch to off position prior to pump A/B test. 

* Region 4, Ofc of the Director. 89/03/28. 2pp. 49213:121-49213:122. 

-8904050238 Insp Rept 50-382/89-06 on 890201 -28. Violations noted.Major areas 
inspected:plant status, monthly maint observation, operational safety verification.onsite 
followup of events, ESF waikdown & followup of previously identified items. 

SMITH, W.F., STAKER.T.R., CHAMBERLAIN, D. Region 4. Ofc of the Director. 89/03/ 
25. 10pp. 49213:123-49213:132. 

8903240063 NRC Info Notice 80-034, "Disposal of Americium Well Logging Sources." 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuolear Safety (Post 870729). 
69 / 03 / 30 , Coneolldated Edison Oo. of Nevy York, Inc. 04pp. 49204:001 •'49204:096. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Mat!." Svo 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49206:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31, 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904100390 Responds to NRC ltr re violations noted in Insp Rept 50-382/89-02.Correc- 
tive action:Maint Procedure MD-1-014, "Conduct of Maint," will be revised to address 
use of nuclear drawings. 

BURSKI.R.F. Louisiana Power & Light Co. 89/04/03. Document Control Branch (Doc- 
ument Control Desk). 1 0pp. 

8904110061 Responds to NRC Bulletin 88-010 re retention of circuit breakers not trace- 
able to circuit breaker mfg.Search for traceability of installed breakers expected to be 
completed by 090630. List of nontraceable breakers end. 

BURSKI.R.F. Louisiana Power & Light Co. 89/04/03. Document Control Branch (Doc- 
ument Control Desk). 9pp. 49268:249-49268:257. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co, of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324, 
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8904180175 Forwards insp Rept 50-382/89-09 on 890308-1 S.Enforcement conference 
to be scheduled to discuss issues re reliability & operability of safety-related compo- 
nents & sys underlying violations noted in insp rept. 

CALLAN.LJ- Region 4, Ofc of the Director. 89/04/06. DEWEASE,J.G. Louisiana 
Power & Light Co. 2pp. 49380:243-49380:252. 

-8904180178 Insp Rept 50-382/89-09 on 890308-09.Violations noted.Major areas 
inspected:licensee action on previous insp findings associated w/testing.Iow recircula- 
tion flow condition & corrective maint of HPSI pump B. 

HOWELL.A.T., CHAMBERLAIN.D. Region 4, Ofc of the Director. 89/04/03. 8pp. 
49380:245-49380:252. 

8904180266 Ack receipt of 881229 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-382/88-25. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/04/07. DEWEASE.J.G. Louisiana 
Power a Light Co. 2pp. 49380:257-49380:261. 

8904190164 Ack receipt of 881230 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-382/88-13. Understands that development of nuclear oper- 
ations procedure for unique identification program expected by 890701 . 

CALLAN.LJ. Region 4. Ofc of the Director. 89/04/07. DEWEASE.J.G. Louisiana 
Power a Light Co. 2pp. 49392:164-49392:167. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145, 

8904200042 Notice of significant licensee meeting in Region IV to conduct enforcement 
conference to discuss potential violations associated w/environ qualification of sub- 
merged splices noted in Insp Rept 50-382/89-05, 

CALLAN,L.J. Region 4, Ofc of the Director. 89/04/13. Region 4, Ofc of the Director. 
2pp. 49402:001-49402:002. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results a Effect on 
Requalification Program," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/04/14. 
Ck)nsolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSS!,C.E. Division of Operational Events Assessment (Post 870411). 69/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison C^, of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 a 1164 
Transmitters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERs a related correspondence 

8904030125 Part 21 rept listing locations where valves w/CkDntrol Components w/pres- 
surized seat design similar to APS valves S/N 21408-1 installed in same svc IE modu- 
lating atmospheric dump valve upstream of MSIV.Proprietary drawing end. 

STERUD,C. Control Components, Inc. 89/03/17. LANNING.W. NRC5- No Detailed Af- 
filiation Given. 1p. 49182:110-49182:110. 

8903300271 LER 89-005-00:on 890222, Limiting Condition for Operation Action 3.8.1. 1 
not performed when component cooling water pump A temporarily removed from 
svc.Caused by misapplication of terms operable & operability.W/890322 Itr. 
GAINES.C.R., CARNS.N.S. Louisiana Power & Light Co. 89/03/22. 6pp. 49123:004- 
49123:009. 

8604070001 Part 21 rept re atmospheric dump valves.Cause of failure speculative but 
result of piston ring that failed to seal. Resolution to problem requires increasing pilot 
valve capacity & reworking of plug to enlarge pilot flow area. 

MILLER,H.L. Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. 2pp. 49235:279-49235:281. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8904060462 Revised EPIP, including Rev 5 to EP-tP-031 ,Rev 11 to EP-IP-007.Rev 2 to 
EP-IP-017,Rev 4 to EP-IP-032 & Rev 6 to EP.IP-012. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/03/17. 77pp. 49226:159-49226:235. 

8903300163 Forwards request for addi info re review of fire protection program.Analysis 
or written procedures should be provided for clearing of faults associated w/multiple 
high impeoence faults. 

THADANI.M.C. Project Directorate 1-2. 89/03/22. KEISER.H.W. Pennsylvania Power & 
Light Co, 4pp. 49129:295-49129:298. 

8M4120135 Forwards Mgt Meeting Repts 50-387/89-03 S 50-388/89-03 on 890303, 
DURR,J.P. Region 1, Ofc of the Director. 89/03/24. KEISER.H.W. Pennsylvania 
Power 8 Light Co. 2pp. 49286:024-49286:059. 

-8904120146 Mgt Meeting Insp Repts 50-387/69-03 & 50-388/89-03 on 890303.Maior 
areas discuss^;881212 10CFR50.9 rept re reactor bldg post-accident temp profile & 
environ qualification of electrical equipment (ref App R). 

DURR,J. Region 1, Ofc of the Director. 89/03/24. 34pp. 49286:026-49286:059. 


8904240055 Forwards first draft of “Hazardous Matl Emergency Off-Site Response 
Plan....” Requests identification of any portions requiring clarification or 
elaboration.Questions & comments re guidance document provided by FEMA also 
end. 

HANSELLJ.B. Pennsylvania Power & Light Co. 89/04/10. 0’BR!EN,K. Luzerne 
County, PA. 4pp. 49447:025-49447:106. 

-8904240058 "Hazardous Matl Emergency Off-Site Response Plan.Susquehanna 
Steam Electric Station, Luzerne County."^’ 

• Pennsylvania Power & Light Co. 89/04/10, 79pp. 49447:029-49447:106. 

8904200364 Fon^/ards application for amends to Licenses NPF-14 & NPF-22, resulting 
from mods performed to essential svc water sys, per 10CFR50.App FLconsir-itiPc n: 
proposed Amends 23 & 70. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/04/14. BUTLER.W.R. Project Direc- 
torate I-2. 12pp. 49426:157-49426:177. 

-8904200366 Application for amends to Licenses NPF-14 & NPF-22, consisting of pro- 
posed Amends 123 & 70,respectively,revising Tech Specs as result of mods to essen- 
tial svc water sys, per 10CFR50,App R. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/04/13. 2pp. 49426:170-49426:171. 

-8904200367 Proposed Tech Specs.making changes to emergency svc water sys, per 
10CFR50,App R. 

' Pennsylvania Power & Light Co. 89/04/14. 6pp. 49426:172-49426:177. 


H. General correspondence 


8904240293 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
KEISER.H.W. Pennsylvania Power & Light Co. 89/03/29. HOYLE, J.C. Office of the 
Secretary of the Commission. 9pp. 49507:239-49507:247. 


J. Insurance & indemnity information 


8904190413 Forwards certified financial statement re guarantee of payment of deferred 
premiums.per 10CFR 140.2 1(e). 

KEISER.H.W. Pennsylvania Power & Light Co. 89/04/10. RODRIGUEZ. J. NRC - No 
Detailed Affiliation Given. 3pp. 49385:358-49385:360. 


P. Operating license stage documents & correspondence 

8901310162 Forwards rept re calculations of reactor bldg temps following accident.per 
881213 telcon & 10CFR50.9.Util determination that original Bechtel Power Corp calcu- 
lations not calculated for most limiting situations. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/01/17. RUSSELL.W.T. Region 1. 
Ofc of the Director. 12pp. 48312:150-48312:161. 

8904140403 Documents results of 890215 mgt meeting re current self assessment of 
company functions for planning into 1990s.List of attendees end. 

GALLO.R.M. Region 1. Ofc of the Director. 89/03/28. KEISER.H.W. Pennsylvania 
Power & Light Co. 3pp. 49348:286-49348:288. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison C^, of New York, Inc. 70pp. 49208:320-49209:030. 

8904130098 Forwards Tech Spec Page 3/4 8-13 to 881212 application for amends to 
Licenses NPF-14 & NPF-22 re reduction of 125 volt dc battery load profile.per MC 
Thadani request. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/04/03. BUTLER.W.R. Project Direc- 
torate 1-2. 2pp. 49321 :1 49-49321 :1 51 . 

-8904130268 Proposed Tech Spec Page 3/4 8-1 3, reducing 125 volt dc battery load 
profile. 

* Pennsylvania Power & Light Co. 89/04/03. 1p. 49321:151-49321:151. 

8904210070 Notification of 890424 meeting w/util in Rockville.MD to discuss use of IPE 
to demonstrate benefits of implementation of emergency operating procedures & use 
of support sys. 

THADANI.M.C. Project Directorate 1-2. 89/04/06. BUTLER.W.R. Project Directorate I- 
2. 3pp. 49444:304-49444:306. 

8904240047 Forwards application for amend to License NPF-14, incorporating interim 
requirements of NRC Bulletin 88-007, SuppI 1, "Power Oscillations in BWRs” in place 
of existing "detect & suppress" requirements. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/04/12. BUTLER.W.R. Project Direc- 
torate 1-2. 12pp. 49445:058-49445:089. 

-8904240048 Application fof amend to License NPF-14, changing Tech Specs to incor- 
porate interim requirements of NRC Bulletin 88-007, SuppI 1, “Power Oscillations in 
BWRs" in place of existing “detect & suppress" requirements. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/04/12. Ip. 49445:070-49445:070. 

-8904240049 Proposed Tech Spec changes incorporating interim requirements of NRC 
Bulletin 88-007, “Power Oscillations in BWRs," in place of existing “detect & sup- 
press" requirements. 

• Pennsylvania Power & Light Co. 89/04/12. 19pp. 49445:071-49445:089. 

8904200364 Forwards application for amends to Licenses NPF-14 & NPF-22. resulting 
from mods performed to essential svc water sys.per 10CFR50,App R.consisting of 
proposed Amends 23 & 70. 

KEISER.H.W. Pennsylvania Power & Light Co, 89/04 /T4. BUTLER.W.R. Project Direc- 
torate 1-2. 12pp. 49426:157-49426:177. 

-8904200366 Application for amends to Licenses NPF-14 & NPF-22. consisting of pro- 
posed Amends 123 & 70, respectively, revising Tech Specs as result of mods to essen- 
tial svc water sys.per lOt^FRSO.App R. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/04/13. 2pp. 49426:170-49426:171. 
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-8904200367 Proposed Tech Specs, making changes to emergency svc water sys,per 
10CFR50.APP R. 

* Pennsylvania Power & Light Co. 89/04/14. 6pp. 49426:172-49426:177. 

8904210296 Requests prompt review & reporting of status of implementation of TMI 
action plan items at plantUtil should mark up end to reflect projected implementation 
date. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. KEISER.H.W. Pennsylvania Power & Light Co. 11pp. 49452:166-49452:176. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York. Inc. 98pp. 49176:158-49176:255. 

8903310226 Forwards Insp Repts 50-387/89-04 & 50-388/89-04 on 890123- 26.No vio- 
lations noted. 

GALLO,R.M. Region 1, Ofc of the Director. 89/03/17. KEISER,H.W. Pennsylvania 
Power & Light Co. 2pp. 49148:176-49148:182. 

-8903310230 Insp Repts 50-387/89-04 & 50-388/89-04 on 890123-26.No violations or 
deviations noted.Major areas inspected: licensed operator training to evaluate effec- 
tiveness of licensee program. 

WALKER.T., EASLICK,f.. CONTE.R. Region 1, Ofc of the Director. 89/03/15. 5pp. 
49148:178-49148:182. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904120135 Forwards Mgt Meeting Repts 50-387/89-03 & 50-388/89-03 on 890303. 
DURR.J.P. Region 1, Ofc of the Director. 89/03/24. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 49286:024-49286:059. 

-8904120146 Mgt Meeting Insp Repts 50-387/89-03 & 50-388/89-03 on 890303.Major 
areas discussed:881212 10CFR50.9 rept re reactor bldg post-accident temp profile & 
environ qualification of electrical equipment (ref App R), 

DURR,J. Region 1. Ofc of the Director. 89/03/24. 34pp. 49286:026-49286:059. 

8904120210 Forwards Requalification Program Evaluation Rept 50-387/89-1 30L admin- 
istered during wk of 890206. Program rated satisfactory .All operators passed written & 
walk- through portion of exam. 

GALLO,R.M. Region 1, Ofc of the Director. 89/03/29. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 49279:222-49279:318. 

-8904120213 Requalification Program Audit Rept 50-387/89-01 OL on 890206-1 0. Audit 
results:one reactor operator failed simulator portion of exam & operating exam. 
FISH.T.H., CONTE,R.J. Region 1, Ofc of the Director. 89/03/28. 95pp. 49279:224- 
49279:318. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904120497 Forwards Mgt Meeting Repts 50-387/89-08 & 50-388/89-08 on 890321. 
WIGGINS,J.T. Region 1, Ofc of the Director. 89/03/30. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 49286:198-49286:295. 

-8904120503 Mgt Meeting Rept 50-387/89-08 & 50-388/89-08 on 890321 .Major items 
discussed:iicensee review & lessons learned from 1988 refueling outage & plans for 
upcoming refueling outages.List of attendees & presentation matls end. 

YOUNG, F.I., BLOUGH,A.R. Region 1. Ofc of the Director. 89/03/30. 96pp. 
49286:200-49286:295. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130349 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers.” Util has established traceability for all except five installed circuit breakers 
installed after 830801 . 

KEISER.H.W. Pennsylvania Power & Light Co. 89/03/31. BUTLER.W.R. Project Direc- 
torate 1-2. 8pp. 49319:296-49319:303. 

8903290256 NRC Info Notice 89-036, “Excessive Temps In ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York. Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1.2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 


8904240047 Forwards application for amend to License NPF-14, incorporating interim 
requirements of NRC Bulletin 88-007, SuppI 1 , "Power Oscillations in BWRs" in place 
of existing “detect & suppress" requirements. 

KEISER.H.W. Pennsylvania Power & Ught Co. 89/04/12. BUTLER.W.R. Project Direc- 
torate 1-2. 12pp. 49445:058-49445:089. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8903280374 “Personnel Whole Body Exposures for CY88.” W/890322 Itr. 

KEISER.H.W. Pennsylvania Power & Light Co. 88/12/31. BROOKS.B.G. Radiation 
Protection & Health Effects Branch. 2pp. 49074:204-49074:205. 


S. Reportable occurrences, LERs & related correspondence 

8904060004 LER 89-008-00:on 890227,unplanned ESF actuation occurred when power 
to control logic for several containment isolation valves inadvertently 
interrupted.Caused by incorrect blocking request & personnel error.W/890328 Itr. 
WEHRY.R.R., BYRAM.R.G. Pennsylvania Power & Light Co. 89/02/27. 4pp. 
49217:351-49217:354. 

8903280091 LER 89-007-00:on 890202,loss of fire detection due to component 
failure.Procedures will be enhanced to provide adequate info on alarm conditions to 
determine operability & compensatory measures in timely manner. W/8903 17 Itr. 
ERTMAN.J.S., BYRAM.R.G. Pennsylvania Power & Light Co. 89/03/17. 4pp. 
49064:021-49064:024. 

8903300317 Requests Region I assistance in resolution of reportability allegations 
against licensee. Reportability issues associated w/860522 emergency diesel genera- 
tors failures due to open circuit in field circuit should be pursued. 

BOGER,B.A. Assistant Director for Region I Reactors. 89/03/24. COLLINS.S.J. 
Region 1, Ofc of the Director. 2pp. 49158:350-49158:351. 


V. Operator Examinations 


8903310226 Forwards Insp Repts 50-387/89-04 & 50-388/89-04 on 890123- 26.No vio- 
lations noted. 

GALLO.R.M. Region 1, Ofc of the Director. 89/03/17. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 49148:176-49148:182. 

-8903310230 Insp Repts 50-387/89-04 & 50-388/89-04 on 890123-26.No violations or 
deviations noted.Major areas inspected: licensed operator training to evaluate effec- 
tiveness of licensee program. 

WALKER.T., EASLI<5K,f., CONTE,R. Region 1. Ofc of the Director. 89/03/15. 5pp. 
49148:178-49148:182. 

8904120210 Forwards Requalification Program Evaluation Rept 50-387/89-1 SOL admin- 
istered during wk of 890206. Program rated satisfactory .All operators passed written & 
walk- through portion of exam. 

GALLO.R.M. Region 1, Ofc of the Director. 89/03/29. KEISER.H.W. Pennsylvania 
Power & Ught Co. 2pp. 49279:222-49279:318. 

-8904120213 Requalification Program Audit Rept 50-387/89-01 OL on 890206-10. Audit 
results:one reactor operator failed simulator portion of exam & operating exam. 
FISH.T.H., CONTE.R.J. Region 1. Ofc of the Director. 89/03/28. 95pp. 49279:224- 
49279:318. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8904190170 Submits updated list of certified operators for sewage treatment plant. 
SAXTON.C.H. Pennsylvania Power & Light Co. 89/04/11. BREZINSKI.R. Pennsylva- 
nia, Commonwealth of. Ip. 49391:311-49391:311. 


DOCKET 50-388 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F. Security, medloil, emergency & fire protection plans 


8904060462 Revised EPIP, including Rev 5 to EP-IP-031,Rev 11 to EP-IP-007,Rev 2 to 
EP-IP-017.Rev 4 to EP-IP-032 & Rev 6 to EP-IP-012. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/03/17. 77pp. 49226:159-49226:235. 

8904120135 Forwards Mgt Meeting Repts 50-387/89-03 & 50-388/89-03 on 890303. 
DURR.J.P. Region 1, Ofc of the Director. 89/03/24. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 49286:024-49286:059. 
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-8904120146 Mgt Meeting Insp Repts 50-387/89-03 & 50-388/89-03 on 8903O3.Maior 
areas dlscussecl:881212 10CFR50.9 rept re reactor bfdg post-accident temp profile & 
environ qualification of electrical equipment (ref App R). 

DURR,J. Region 1. Ofc of the Director. 89/03/24. 34pp. 49286:026-49286:059. 

8904240055 Forwards first draft of “Hazardous Matl Emergency Off-Site Response 
Plan....’’ Requests identification of any portions requiring clarification or 
elaboration.Questions & comments re guidance document provided by FEMA also 
end. 

HANSELL,J.B. Pennsylvania Power & Light Co. 89/04/10. O’BRIEN, K. Luzerne 
County, PA. 4pp. 49447:025-49447:106. 

-8904240058 “Hazardous Matl Emergency Off-Site Response Plan, Susquehanna 
Steam Electric Station, Luzerne County.’’ 

* Pennsylvania Power & Light Co. 89/04/10. 79pp. 49447:029-49447:106. 

8904200364 Forwards application for amends to Licenses NPF-14 & NPF-22, resulting 
from mods performed to essential svc water sys.per 10CFR50,App R, consisting of 
proposed Amends 23 & 70. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/04/14. BUTLER, W.R. Project Direc- 
torate 1-2. 12pp. 49426:157-49426:177. 

-8904200366 Application for amends to Licenses NPF-14 & NPF-22, consisting of pro- 
posed Amends 123 & 70,respectively,revising Tech Specs as result of mods to essen- 
tial svc water sys.per lOCFRSO.App R. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/04/13. 2pp. 49426:170-49426:171. 

“8904200367 Proposed Tech Specs.making changes to emergency svc water sys.per 
10CFR50,App R. 

* Pennsylvania Power & Light Co. 89/04/14. 6pp. 49426:172-49426:177. 


H. General correspondence 

8904240293 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear p)ower plants. 
KEISER.H.W. Pennsylvania Power & Light Co. 89/03/29. HOYLE.J.C. Office of the 
Secretary of the Commission. 9pp. 49507:239-49507:247. 


J. Insurance & indemnity information 

8904190413 Forwards certified financial statement re guarantee of payment of defered 
premiums.per 10CFR140.21(e). 

KEISER.H.W. Pennsylvania Power & Light Co. 89/04/10. RODRIGUE2.J. NRC - No 
Detailed Affiliation Given. 3pp. 49385:358-49385:360. 


P. Operating license stage documents & correspondence 

8901310162 Forwards rept re calculations of reactor bldg temps following accident.per 
881213 telcon & 1 0CFR50.9.Utll determination that original Bechtel Power Corp calcu- 
lations not calculated for most limiting situations. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/01/17. RUSSELL. W.T. Region 1, 
Ofc of the Director. 12pp. 48312:150-48312:161, 

8904140403 Documents results of 890215 mgt meeting re current self assessment of 
company ftjnctlons for planning into 1990s.List of attendees end. 

GALLO.R.M. Region 1. Ofc of the Director. 89/03/28. KEISER.H.W. Pennsylvania 
Power & Light Co. 3pp. 49348:286-49348:288. 

8904060009 Forwards ORNL/NRC/LTR-87/08, “Stability Calculations for Grand Gulf-1 
& Susquehanna-2 BWRs," Calculations performed by using LAPUR-IV code. 
THADANI.M.C. Project Directorate 1-2. 89/03/29. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 49225:226-49225:284. 

-8710070152 “Selected Operating Reactors lssues:Stability Calculations for Grand Gulf 
1 & Susquehanna 2 BWRs.” 

MARCH-LEUBA.J. Oak Ridge National Laboratory. FIN A-9478. ORNL/NRC/LTR-87/ 
08. 87/08/31. HUANG.T.L. Office of Nuclear Reactor Regulation, Director (Post 
870411). 60pp. 49225:229-49225:284. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservIce testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904130098 Forwards Tech Spec Page 3/4 8-13 to 881212 application for amends to 
Licenses NPF-14 & NPF-22 re reduction of 125 volt dc battery load profile, per MC 
Thadani request. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/04/03. BUTLER.W.R. Project Direc- 
torate 1-2. 2pp. 49321:149-49321:151. 

—8904130268 Proposed Tech Spec Page 3/4 8-13, reducing 125 volt dc battery load 
profile. 

* Pennsylvania Power & Light Co. 89/04/03. Ip. 49321:151-49321:151. 

8904210070 Notification of 890424 meeting w/util in Rockville, MD to discuss use of IPE 
to demonstrate benefits of implementation of emergency operating procedures & use 
of support sys. 

THADANI.M.C. Project Directorate 1-2. 89/04/06. BUTLER.W.R. Project Directorate I- 
2. 3pp. 49444:304-49444:306. 

8904200384 Forwards application for amends to Licenses NPF-14 & NPF-22, resulting 
from mods performed to essential svc water sys.per 10CFR50,App R, consisting of 
proposed Amends 23 & 70. 

KEISER.H.W. Pennsylvania Power & Light Ck>. 89/04/14. BUTLER.W.R. Project Direc- 
torate 1-2. 1 2pp. 49426:1 57-49426: 1 77. 

-8904200366 Application for amends to Licenses NPF-14 & NPF-22, consisting of pro- 
posed Amends 123 & 70, respectively, revising Tech Specs as result of mods to essen- 
tial svc water ^.per 10CFR50,App R. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/04/13. 2pp. 49426:170-49426:171. 

-8904200367 Proposed Tech Specs.making changes to emergency svc water sys.per 
lOCFRSO.App R. 

* Pennsylvania Power & Light Co. 89/04/14. 6pp. 49426:172-49426:177. 


8904210296 Requests prompt review & reporting of status of implementation of TMI 
action plan items at plant.Util should mark up end to reflect projected implementation 
date. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. KEISER.H.W. Pennsylvania Power & Light Co. 11pp. 49452:166-49452:176. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903310226 Forwards Insp Repts 50-387/89-04 & 50-388/89-04 on 890123- 26.No vio- 
lations noted. 

GALLO.R.M. Region 1, Ofc of the Director. 89/03/17. KEISER.H.W. Pennsylvania 
Power & Ught Co. 2pp. 49148:176-49148:182. 

-8903310230 Insp Repts 50-387/89-04 & 50-388/89-04 on 890123-26.No violations or 
deviations noted. Major areas inspected: licensed operator training to evaluate effec- 
tiveness of licensee program. 

WALKER, T., EASLICK.f., CONTE, R. Region 1. Ofc of the Director. 89/03/15. 5pp. 
49148:178-49148:182. 

8903230075 NRC info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 102pp. 49176:056-49176:157. 

8904120135 Forwards Mgt Meeting Repts 50-387/89-03 & 50-388/89-03 on 890303. 
DURR,J.P. Region 1. Ofc of the Director. 89/03/24. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 49286:024-49286:059. 

-8904120146 Mgt Meeting Insp Repts 50-387/89-03 & 50-388/89-03 on 890303.Major 
areas discussed:881212 10CFR50.9 rept re reactor bldg post-accident temp profile & 
environ qualification of electrical equipment (ref App R). 

DURR,J. Region 1, Ofc of the Director. 89/03/24. 34pp. 49286:026-49286:059. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904120497 Forwards Mgt Meeting Repts 50-387/89-08 & 50-388/89-08 on 890321. 
WIGGINS,J.T. Region 1, Ofc of the Director. 89/03/30. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 49286:198-49286:295. 

-8904120503 Mgt Meeting Rept 50-387/89-08 & 50-388/89-08 on 890321 .Major items 
discussed:licensee review & lessons learned from 1988 refueling outage & plans for 
upcoming refueling outages.Llst of attendees & presentation matls end. 

YOUNG, F.I., BLOUGH.A.R. Region 1, Ofc of the Director. 89/03/30. 96pp. 
49286:200-49286:295. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130349 Responds to NRC Bulletin 88-010. "Nonconforming Molded-Case Circuit 
Breakers.” Util has established traceability for all except five installed circuit breakers 
installed after 830801. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/03/31. BUTLER.W.R. Project Direc- 
torate 1-2. 8pp. 49319:296-49319:303. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

RCSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp, 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11, 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Supp1 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 
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8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8903280374 “Personnel Whole Body Exposures for CY88.” W/890322 Itr. 

KE1SER,H.W. Pennsylvania Power & Light Co. 88/12/31. BRCX)KS,B.G. Radiation 
Protection & Health Effects Branch. 2pp. 49074:204-49074:205. 


S. Reportable occurrences, LERs & related correspondence 


8903300317 Requests Region I assistance in resolution of reportability allegations 
against licensee.Reportability issues associated w/860522 emergency diesel genera- 
tors failures due to open circuit in field circuit should be pursued. 

BOGER,B.A. Assistant Director for Region I Reactors, 89/03/24. COLLINS,S.J. 
Region 1, Ofc of the Director. 2pp. 49158:350-49158:351. 

8904040282 LER 89-003-00:on 890227,unplanned ESF actuations occurred as result of 
loss of normal power to reactor protection sys bus B, causing standby gas treatment & 
emergency outside air supply sys to initiate.Caused by short circuit.W/890328 Itr. 
RUSANOWSKY.P.P., BYRAM, R.G. Pennsylvania Power & Light Co. 89/03/28. 4pp. 
49190:287-49190:290. 

8904130551 LER 87-011 -01 :on 870924,common loads on 125-volt dc battery not trans- 
ferred to unit source when battery 1D620 capacity surveillance testing 
performed.Caused by personnel error & procedural Inadequacy .Test procedures 
revised.W/890404 Itr. 

WEHRY.R.R., BYRAM, R.G. Pennsylvania Power & Light Co. 89/04/04. 6pp. 
49301:067-49301:072. 

8904240069 LER 89-004-00:on 89031 5,RWCU sys isolated when operations personnel 
reduced RWCU letdown flow in order to raise reactor vessel water level.Caused by 
high differential flow signal.Field calibr performed on signal. W/89041 4 Itr. 

CRIST,M.L, BYRAM,R.G. Pennsylvania Power & Light Co. 89/04/14. 4pp. 49449:357- 
49449:360. 


V. Operator Examinations 


8903310226 Forwards Insp Repts 50-387/89-04 & 50-388/89-04 on 890123- 26.No vio- 
lations noted. 

GALLO,R.M. Region 1, Ofc of the Director. 89/03/17. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 49148:176-49148:182. 

-8903310230 Insp Repts 50-387/89-04 & 50-388/89-04 on 890123-26.No violations or 
deviations noted.Major areas inspected: licensed operator training to evaluate effec- 
tiveness of licensee program. 

WALKER, T. Region 1, Ofc of the Director. 89/03/15. 5pp. 49148:178-49148:182. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8904190170 Submits updated list of certified operators for sewage treatment plant. 
SAXTON,C.H. Pennsylvania Power & Light Co. 89/04/11. BREZINSKl.R. Pennsylva- 
nia, Commonwealth of. Ip. 49391:311-49391:311. 


DOCKET 50-389 ST. LUCIE PLANT. UNIT 2 


F. Security, medical, emergency & fire protection plans 


8903310293 Forwards Rev 20 to physical security plan.Rev does not decrease safe- 
guards effectiveness of plan.Rev withheld (ref 10CFR2.790). 

CONWAY, W.F. Florida Power & Light Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 2pp, 49148:048-49148:049. 

8904050209 Rev 16 to EPIP 3100024E. “Natural Emergencies.” W/890327 Itr. 

HARRIS, K.N.. CONWAY,W.F. Florida Power & Light Co. 89/03/27. 12pp. 49210:344- 
49210:355. 

8904140199 Advises that 881213 & 890224 Revs 18 & 19 to physical security plan con- 
sistent w/provisions of 1 0CFR5O.54(p) & acceptable. 

CLINE.W.E. Region 2. Ofc of the Director. 89/03/29. CONWAY, W.F. Florida Power & 
Light Co. 3pp. 49348:176-49348:178. 

8904190193 Advises that util will conduct exercise of emergency plan for plant on 
890524.Exercise will involve participation by local emergency response agencies & 
state emergency response personnel & will 1^ evaluated by FEMA. 

CONWAY, W.F. Florida Power & Light Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). Ip. 49391:310-49391:310. 

8904240211 Forwards Insp Repts 50-335/89-04 & 50-389/89-04 on 890129- 0310.No 
violations or deviations noted. 

WILSON,B.A. Region 2. Ofc of the Director. 89/04/12. CONWAY, W.F. Florida Power 
& Light Co. Ip. 49452:261-49452:270. 

-8904240213 Insp Repts 50-335/89-04 & 50-389/89-04 on 8901 29-031 0.No violations 
noted.Major areas inspected:Tech Spec compliance, operator performance, overall 
plant operations,QA practices, site security procedures & radiation control activities. 
PAULK, G.L. Region 2, Ofc of the Director. 89/04/11. 9pp. 49452:262-49452:270. 


H. General correspondence 


8904190131 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants, 

HUD1BURG,J.J. Florida Power & Light Co. 89/04/10. ZECH.L.W. Commissioners, 3pp. 
49381:147-49381:149. 


J. Insurance & indemnity information 


8904050275 Submits nuclear property insurance programs for plants in compliance w/ 
10CFR50.54(w)(4). 

CON WAY, W.F. Florida Power & Light Co. 89/03/24. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49214:224-49214:225. 

8904240228 Forwards Endorsements 77 & 100 to NELIA Policies NF-227 & NF-185 & 
Endorsements 64 & 87 to MAELU Policies MF-88 & MF-55,respectively. 

CARTER,R.J. Marsh & McLennan, Inc. 89/03/29. DINITZ,!. NRC - No Detailed Affili- 
ation Given. 5pp. 49448:356-49448:360. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8904130035 Fonwards Rev 4 to updated FSAR & advises that cover Itr for previous sub- 
mittal of 880404 inadvertently stated that Rev 3 covered period from 861007-871005 
rather than actual period of 861 007-871 006. List of plant changes also end. 

CONWAY, W.F. Florida Power & Light Co. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). Ip. 49277:035-49278:142. 

-8904070020 Rev 4 to updated FSAR for St Lucie Unit 2. 

CONWAY, W.F. Florida Power & Light Co. 89/04/30. 600pp. 49277:036-49278:142. 


P. Operating license stage documents & correspondence 


8903310259 Forwards safety evaluation accepting Generic Ltr 83-28, Item 4.5.2, “Reac- 
tor Trip Sys Reliability-On-Line Testing.” 

CALVO,J.A. Project Directorate IV. 89/03/23. DEWEASE,J.G. Louisiana Power & 
Light Co. 4pp. 49159:196-49159:223. 

-8710140201 "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nuclear One 
2,Calvert Cliffs 1 & 2,Fort Calhoun,Maine Yankee,Miilstone 2, Palisades, Palo Verde 1,2 
& 3, San Onofre 2 & 3,St Lucie 1 & 2,Waterford 3,WPPSS 3," informal rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7463 
R02. 87/09/30. NRC - No Detailed Affiliation Given. 23pp. 49159:201-49159:223. 

8904040469 Forwards proprietary listing of util points of contact for NRC 
interaction. Listing withheld (ref 10CFR2.790). 

CONWAY,W.F. Florida Power & Light Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). Ip. 49204:287-49204:287. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180012 Application for amends to Licenses DPR-67 & NPF-16,revising Tech Specs 
to correct typos & replace specific composition list for company nuclear review board 
w/statement defining requisite level of expertise for membership.Fee paid. 

CONWAY, W.F. Florida Power & Light Co. 89/04/04. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49371:269-49371:287. 

-8904180014 Proposed Tech Specs,deleting specific composition list for company nu- 
clear review board & replacing w/general statement defining requisite level of exper- 
tise for membership & revising independent safety engineering group requirements. 

* Florida Power & Light Co. 89/04/04. 16pp. 49371:272-49371:287. 

8904210069 Notification of 890419 meeting w/util in Rockville,MD to discuss proposed 
ATWS mods. 

NORRlS,J.A. Project Directorate H-2. 89/04/07. BERKOW.H.N. Project Directorate II- 
2. 3pp. 49444:202-49444:204. 

8904190168 Forwards EPA Itr requesting mod to plant NPDES permit,based on findings 
from 8901 1 1 performance audit insp, 

CONWAY,W.F. Florida Power & Light Co. 89/04/13. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49392:155-49392:157. 


Q. inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs,” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729), 
89/03/30. Consolidated Edison Co. of New York, Inc, 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 
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8&04120300 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers." Util confirms that only molded-case circuit breakers meeting criteria of Item 
7 being maintained as stored spares for future use in safety-related requests. 
CONVVAY.W.F. Florida .Power & Light Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 9pp. 49276:213-49276:221. 

8904180160 Forwards Insp Repts 50-335/89-05 & 50-389/89-05 on 890214,15.21-24 & 
0301-03.No violations or deviations noted. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/04/03. CONWAY. W.F. Florida Power & 
Light Co. 2pp. 49373:146-49373:159. 

-8904180166 Insp Repts 50-335/89-05 & 50-389/89-05 on 890214,15,21-24 & 0301- 
03.No violations or deviations noted.Major areas inspected: Unit 2 refueling outage in- 
service insp.including eddy current of steam generators & exam of pressure vessel. 
BLAKE.J.J.. ECONOMOS.N. Region 2. Ofc of the Director. 89/04/03. 12pp. 
49373:148-49373:159. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York. Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904170163 Forwards addl response to violations noted in Insp Rept 88-08.Corrective 
actions:appropriate loss of vital bus procedure drafted & currently under review. 
CONWAY, W.F. Florida Power & Light Co. 89/04/04. Document Control Branch (Docu- 
ment Control Desk). 9pp. 49349:300-49349:308. 

8904170297 Advises that visual insp of pressurizer surge line for Unit 2 complete & no 
gross discernible distress or structural damage identified in line, per NRC Bulletin 88- 
011 . 

CONWAY, W.F. Florida Power & Light Co. 89/04/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49356:301-49356:302. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904200077 Forwards Insp Repts 50-335/89-07 & 50-389/89-07 on 890227-0303.No 
violations or deviations noted. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/04/06. CONWAY, W.F. Florida Power & 
Light Co. 2pp. 49394:336-49394:353. 

-8904200083 Insp Repts 50-335/89-07 & 50-389/89-07 on 890227-0303.No violations 
or deviations noted.Major areas inspected:environ qualification of electrical equipment 
& followup on previous Insp findings. 

MERRIWEATHER.N,, CONLON.T.E. Region 2, Ofc of the Director. 89/03/30. 16 dd 
49394:338-49394:353. 

8904200185 Forwards Insp Repts 50-335/89-09 & 50-389/89-09 on 890306- 10.No vio- 
lations or deviations noted. 

PEEBLES,!. A. Region 2, Ofc of the Director. 89/04/10. CONWAY, W.F. Florida Power 
& Light Co. 2pp. 49400:207-49400:219. 

-8904200187 Insp Repts 50-335/89-09 & 50-389/89-09 on 890306-1 0.No violations 
noted.Major areas inspected;design,de$ign changes, plant mods & corrective actions 
requiring engineering input. 

SMITH, C., jAPE.F. Region 2, Ofc of the Director. 89/04/05. 11pp. 49400:209- 
49400:219. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904240211 Forwards Insp Repts 50-335/89-04 & 50-389/89-04 on 890129- 0310.No 
violations or deviations noted. 

WILSON, B.A. Region 2. Ofc of the Director. 89/04/12. CONWAY, W.F. Florida Power 
& Light Co. 1p. 49452:261-49452:270. 

-8904240213 Insp Repts 50-335/89-04 & 50-389/89-04 on 8901 29-031 0.No violations 
noted.Major areas inspectediTech Spec compliance, operator performance,overaII 
plant operations, QA practices, site security procedures & radiation control activities. 
PAULK,G.L, SCOTT, M.A., CRLENJAK,R.V. Region 2, Ofc of the Director. 89/04/11. 
9pp. 49452:262-49452:270. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904210079 "St Lucie Plant Unit 2 Rept of Changes Made Under Provisions of 
10CFR50.59 for Period Ending 881006." W/890406 Itr. 

CONWAY, W.F. Florida Power & Light Co. 88/10/06. 200pp. 49428:001-49428:222. 

8904240361 Monthly operating repts for Mar 1989 for Turkey Point Units 3 & 4 & St 
Lucie Units 1 & 2.W/890414 Itr. 

BONETT.D.M. Florida Power & Light Co. 89/03/31. 17pp. 49452:306-49452:321. 


S. Reportable occurrences, LERs & related correspondence 

8904030125 Part 21 rept listing locations where valves w/Control Components w/ pres- 
surized seat design similar to APS valves S/N 21408-1 installed in same svc IE modu- 
lating atmospheric dump valve upstream of MSI V. Proprietary drawing end. 

STERUD.C. Control Components. Inc. 89/03/17. LANNING.W. NRC - No Detailed Af- 
filiation Given. Ip. 49182:110-49182:110. 

8903310072 Special repton 890117 & 0203, emergency diesel generators 2A & 2B 
failed.Diesel trip caused by engine design.Oil splash guards will be installed on all 
plant diesels & step added to ESF test procedure. 

CONWAY, W.F. Florida Power & Light Co. 89/03/20. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49125:060-49125:062. 

8903280297 LER 89-001 -00:on 890222, water level in spent fuel pool raised high 
enough to flood intake ventilation ducts lining perimeter of pool, rendering ventilation 
sys inoperable. Caused by personnel error.Ductwork drained.W/890324 Itr. 

SNYDER, M.J., CONWAY, W.F. Florida Power & Light Co. 89/03/24. 5pp. 49074:009- 
49074:013. 

8904070001 Part 21 rept re atmospheric dump valves.Cause of failure speculative but 
result of piston ring that failed to seal. Resolution to problem requires increasing pilot 
valve capacity & reworking of plug to enlarge pilot flow area. 

MILLER,H.L, Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. 2pp. 49235:279-49235:281. 

8904190111 LER 89-002-00:on 890309, containment isolation valve for primary water 
had leak rate in excess of Tech Specs.Caused by failure to perform post-maint leak 
rate testing due to procedural deficiency. Valve repacked. W/890410 Itr. 

SNYDER, M.J., CONWAY, W.F. Florida Power & Light Co. 89/04/10. 5pp. 49392:168- 
49392:172. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

8904040339 Forwards Vol 6 to “TVA Welding Project, Watts Bar Nuclear Plant Phase 1 
Review.” Review included welding & insp activities associated w/field fabrication & In- 
stallations performed at plant. Welding program in compliance. 

GRIDLEY.R. Tennessee Valley Authority. 89/02/21. Document Control Branch (Docu- 
ment Control Desk). 7pp. 49187:137-49187:248. 

-8904040352 “TVA Welding Project, Watts Bar Nuclear Plant Phase I Review." 

ROACH. J.A. Tennessee Valley Authority. 89/02/21. 105pp. 49187:144-49187:248. 

8903290046 Notification of cancellation of 890327 meeting w/util in Rockville.MD to dis- 
cuss review of FSAR revs for plant. 

AULUCK.R. TVA Projects Division. 89/03/20. BLACK.S. Assistant Director for 
Projects. 3pp. 49081:260-49081:262. 

8903310337 Notification of change of date & room of 890405 meeting w/util in 
Rockville, MD to discuss review of FSAR revs. 

AULUCK.R. TVA Projects Division. 89/03/20. BLACK, S. Assistant Director for 
Projects. 3pp. 49148:058-49148:060. 

8903290377 Informs of listed mgt changes in NRR Associate Director for Special 
Projects.DM Crutchfield appointed Associate Director for Special Projects, effective Im- 
mediately & L Watson named as acting Assistant Director for Insp Programs.NRR. 
BLACK, S. Assistant Director for Projects. 89/03/24. KINGSLEY, O.D. Tennessee 
Valley Authority. 3pp. 49081:167-49081:169. 

8904030050 Forwards listed proprietary & nonproprietary Westinghouse repts re resist- 
ance temp detector bypass elimination audit readiness.Three proprietary repts with- 
held (ref 10CFR2.790(b)(4)). 

QRIDLEY.R. Tennessee Valley Authority. 89/03/24. Document Control Branch (Docu- 
ment Control Desk). 13pp. 49176:256-49177:229. 

—8904030152 Nonproprietary SuppI 1.EQDP-ESE-69A,Rev 0, “Equipment Qualification 
Data Package, Eagle 21 Process Protection Sys (Environ & Seismic Testing).” 
RYGG.D.E., BAUER, J.S., RILING, R.W. Westinghouse Electric Corp. WCAP-8587 S01 
ROO. 88/05/31. 25pp. 49176:269-49176:293. 

—8904030053 Nonproprietary WCAP-11896, “Noise, Fault, Surge & Radio Frequency In- 
terference Test Rept for Westinghouse Eagle 21 Process Protection Upgrade Svs.” 
DOYLE, J.P.. MADDEN.G.H., VITALBO.C.A. Westinghouse Electric Corp. WCAP- 
1 1896. 88/08/03. 296pp. 491 76:294-491 77:229. 

8903310120 Provides final response as committed in 881228 Itr re vendor weld evalua- 
tion program described in util 861206 Itr to NRC. Evaluation of other vendor-welded 
commodities not required as referred to in Attachment 1 to Question 13 of 861205 Itr. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 8pp. 49146:318-49146:325. 
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8904030378 Forwards response to questions from plant welding corrective action pro- 
gram plan presentation on 890208.lnfo should help resolve misidentification of 
radiographs.Detailed discussion of 18 discrepant welds also end. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 15pp. 49167:036-49167:050. 

8904040035 Forwards Rev 0 to “TVA Nuclear QA Plan.” Summary of changes to Rev 
10 to TVA-TR75-1A provided. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49180:085-49180:212. 

-8904040037 Rev 0 to "TVA Nuclear QA Plan." 

* Tennessee Valley Authority. 89/03/30. 125pp. 49180:088-49180:212. 

8904140088 Forwards EPA Forms 3510-1 ,3510-2C & 3510-2E to support request for 
reissuance of NPDES Permit TN0020168.Priority pollutant data for liquid radwaste 
sys/outfall Serial Number 104 not submitted. 

SCHMIERBACH.M. Tennessee Valley Authority. 89/03/31. WIGGINS.G.P. Tennessee. 
State of. 185pp. 49337:320-49338:146. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904120051 Notification of 890410 meeting w/util in Rockville, MD for util to present info 
on new corporate organization. 

DONOHEW.J.N. TVA Projects Division, 89/04/03. BLACK.S. TVA Projects Division. 
4pp. 49282:219-49282:222. 

8904180305 Advises that util 890315 submittal of suppi for cable issues corrective ac- 
tions program plan contain error in chart entitled. “Adequacy of Computerized Cable 
Routing Sys Data Base.” Util determining method of cable route verification. 

FOX.C.H. Tennessee Valley Authority. 89/04/07. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49380:356-49380:358. 

8904180023 Notification of 890418 meeting w/util in Rockville.MD to discuss corrective 
action program in area of prestart testing. 

AULUCK.R. TVA Projects Division. 89/04/11. BLACK.S. Assistant Director for 

Projects. 3pp. 49381:224-49381:226. 

8904210236 Notification of 890426 meeting w/util in San Francisco, CA to discuss appli- 
cability of SASSI computer code for facility seismic analysis. 

AULUCK,R. TVA Projects Division. 89/04/12. BLACK.S. Assistant Director for 

Projects. 3pp. 49482:078-49482:080. 

8904210247 Notification of 890424-26 meetings w/util in Monroeville, PA to perform veri- 
fication & validation audit for Eagle 21 sys design. 

AULUCK,R. TVA Projects Division. 89/04/12. BLACK.S. Assistant Director for 

Projects. 3pp. 49427:001-49427:003. 

8904210360 Summary of 890316 & 17 meetings w/util at plant re electrical review 
program. List of attendees & viewgraphs end. 

AULUCK.R. TVA Projects Division. 89/04/13. TVA Projects Division. 61pp. 49430:127- 
49430:187. 


H. General correspondence 

8904170332 Informs of listed nuclear power organization & senior mgt changes as part 
of ongoing efforts to improve organizational focus on single-point accountability & in- 
crease emphasis on project mgt approach. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/04/07. CRUTCHFIELD, D. NRC - No 
Detailed Affiliation Given, 3pp. 49357:001-49367:003, 


J. Insurance & indemnity information 

8904240173 Forwards Endorsements 46,70,105 & 36 to NELIA policies NF-256,NF- 
247,NF-1 98 & NF-258,respectlvely & Endorsements 62 & 91 to MAELU policies MF- 
102 & MF-66,respectively. 

SAMUELS,J.L Marsh & McLennan. Inc. 89/04/06. DINITZ.l. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 7pp. 49449:102-49449:108. 


Q. Inspection reports, IE Bulletins & correspondence 

8811230312 Fonvards util response to NRC 881021 notice of violation. Reply, including 
14 affidavits.denies & disputes matl false statements.NRC requested to retract allega- 
tions contained in notice or set down matter for public hearing. 

CHARNOFF.G., CHARNOFF.D.B. Tennessee Valley Authority. CHARNOFF,G. Shaw, 
Pittman, Potts & Trowbridge. 88/11/21. LIEBERMAN,J. Ofc of Enforcement (Post 
870413). 3pp. 49280:069-49200:294. 

-8811230317 Response to NRC 881021 notice of violation, including 14 
affidavits, denying & disputing allegations of matl false statements. 

CHARNOFF,G.. CHARNOFF.D.B. Tennessee Valley Authority. CHARNOFF.G. Shaw. 
Pittman, Potts & Trowbridge. 88/11/21. 89pp. 49280:072-49280:294. 

-8811230331 Affidavit of W Wegner, confirming accuracy of statements in TVA 860605 
ltr to NRC re group of outside individuals assembled by White to conduct review of 
NSRS p^erceptions & second group of non-TVA experts. 

WEGNER,W. Basic Energy Technology Associates. 88/11/14. 13pp. 49280:163- 
49280:174. 

-8811230338 Affidavit of CD Lundin re TVA response to 11 perceptions of util nuclear 
safety review board following late 1985 meeting w/CommIssioner Asselstine. 
LUNDIN.C.D. Stone & Webster Engineering Corp. 88/11/17. 13pp. 49280:175- 
49280:186. 

-8811230343 Affidavit of JA Kirkebo.affirming responsibility for reviewing engineering 
content of responses to nuclear safety review staff perceptions attached to TVA 
860320 ltr to NRC, 

KIRKEBO,J.A. Tennessee Valley Authority. 88/11/17. 6pp. 49280:187-49280:191. 

-8811230347 Affidavit of WC Drotleff re TVA response to NSRS perceptions of Watts 
Bar. 

DROTLEFF.W.C. Stone & Webster Engineering Corp. 88/11/17. 10pp. 49280:192- 
49280:200. 


—8811230350 Affidavit of JE Huston, confirming existence of S&W group charged w/ 
review of NSRS perceptions under supervision of C Lundin. 

HUSTON,J.E. Stone & Webster Engineering Corp. 88/11/17. 9pp. 49280:201- 
49280:208. 

-8811230353 Affidavit of RS Brodsky re role of non-TVA experts in preparing TVA re- 
sponse to NRC 860103 inquiry. 

BRODSKY.R.S. Betalog Profiles. Inc. 88/11/16. 4pp. 49280:209-49280:211. 

—8811230358 Affidavit of EJ Siskin re TVA response to NRC concerning issues raised 
by NSRS pertaining to Watts Bar. 

SISKIN,E.J. Stone & Webster Engineering Corp. 88/11/18. 10pp. 49280:212- 
49280:220. 

-8811230360 Affidavit of RJ Mullin, confirming that group of S&W employees conducted 
independent review of TVA draft responses to NSRS perceptions re Watts Bar. 
MULLIN.R.J. Tennessee Valley Authority. 88/11/18. 7pp. 49280:221-49280:226. 

-881 1230363 Affidavit of A Capozzi.re review of technical responses to draft NSRS per- 
ceptions. 

CAPOZZl.A. Tennessee Valley Authority. 88/11/15. 12pp. 49280:227-49280:237. 

—8811230366 Affidavit of SW Crowe, describing technical review of NSRS percecptions 
in which author & others participated at Watts Bar in early 1 986. 

CROWE, S.W. Tennessee Valley Authority. 88/11/16. 8pp- 49280:238-49280:245. 

-8811230369 Affidavit of B Hall, describing review of NSRS perceptions in which author 
& others in group participated at Watts Bar site in early 1 986. 

HALL,B. Stone & Webster Engineering Corp. 88/11/17. 6pp. 49280:246-49280:250. 

-8811230371 Affidavit of T Baumgartner,describing review of NSRS perceptions in 
which author & others In group participated at Watts Bar site in early 1986. 
BAUMGARTNER,T. Stone & Webster Engineering Corp. 88/11/17. 9pp. 49280:251- 
49280:258. 

-8811230372 Affidavit of P Reilly .describing review of NSRS perciptions in which author 
& others in group participated at Watts Bar site in early 1986. 

REILLY, P. Stone & Webster Engineering Corp. 88/11/17. 9pp. 49280:259-49280:266. 

—8811230375 Affidavit of RA Berry.describing review of NSRS perceptions in which 
author & others in group participated at Watts Bar site In early 1986. 

BERRY.R.A. Stone & Webster Engineering Corp. 88/11/17. 8pp. 49280:267- 
49280:273. 

-8811230380 Affidavit of RH Vollmer.re TVA 860320 response to NRC 860103 ltr con- 
cerning 1 1 NSRS perceptions of Watts Bar status. 

VOLLMER.R.H. TENERA Corp. (subs, of TERA Corp.). 88/11/17. 9pp. 49280:274- 
49280:294. 

8904040339 Forwards Vol 6 to “TVA Welding Project, Watts Bar Nuclear Plant Phase 1 
Review.” Review included welding & insp activities associated w/fieid fabrication & in- 
stallations performed at plant. Welding program in compliance. 

GRIDLEY.R. Tennessee Valley Authority. 89/02/21. Document Control Branch (Docu- 
ment Control Desk). 7pp. 49187:137-49187:248. 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903290022 Ack receipt of 880805 & 12 responses to Notice of Deviation 88-03-02 
from Insp Repts 50-390/88-03 & 50-391/88-03. 

WATSOfsI.LJ. Assistant Director for Inspection Programs. 89/03/16. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49120:165-49120:166. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:001-49205:109. 

8904040168 Forwards final response to violations noted in Insp Repts 50-390/87-07 & 
50-391 /87-07.Cforrective actions:corrective actions program plans developed for defi- 
ciencies re HVAC sys & conduit supports. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 6pp. 49204:311-49204:316. 

8904180224 Ack receipt of 880907 revised response to Violation 86-14-03 noted in insp 
Repts 50-390/86-14 & 50-391/86-14. Understanding from discussion that final re- 
sponse or status rept w/final date for compliance to be submitted confirmed. 
WATSON,L.J. Assistant Director for Inspection Programs. 89/03/30. KINGSLEY.O.D. 
Tennessee Valley Authority. Ip. 49357:181-49357:181. 

8903270348 Suppi 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps In ECCS Piping Located Out- 
side Containment" Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 
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3903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp, 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parlies Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904140274 Forwards supplemental response to violations noted in Insp Repts 50-390/ 
86-14 & 50-391 /86-14.Corrective actions:future mods & new supports will include 
locking device on component part bolted connections & vibration testing revised. 
FOX.G.H. Tennessee Valley Authority. 89/04/07. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49335:303-49335:306. 

8904140287 Provides results of util assessment of Unit 2 for welding program 
adequacy.No addi reinsp activities required. Comparison of welding quality of Unit 2 to 
Unit 1 & for ASME & ANSI reinsps end. 

FOX.C.H. Tennessee Valley Authority. 89/04/07. Document Control Branch (Docu- 
ment Control Desk), 11pp. 49335:217-49335:227. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses In Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New. York, Inc. 109pp. 49388:037-49388:145. 

8904170206 Responds to NRC Bulletin 88-010, “Nonconforming Molded Case Circuit 
Breakers." Util Identified in excess of 1,200 molded case circuit breakers in ware- 
house stock.Replacement program will be initiated at ail site,per Item 5 of bulletin. 
FOX.C.H. Tennessee Valley Authority. 89/04/11. Document Control Branch (Docu- 
ment Control Desk). 17pp. 49350:005-49350:021. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110163 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904050482 "Annual Rept of Personnel Whole Body Exposures for CY88.’' W/890331 
Itr. 

QRIDLEY.R. Tennessee Valley Authority. 88/12/31. 7pp. 49213:268-49213:274. 

8904070126 Forwards annual rept of employee concerns special program corrective ac- 
tions Implementation, Feb 1986 - Sept 1988. 

FOX.C.H. Tennessee Valley Authority. 89/04/03. Document Control Branch (Docu- 
ment Control Disk). 22pp. 49235:235-49235:256. 


S. Reportable ocourrenoee, LBRa A related correapondenoo 

8904040163 Deficiency & Part 21 rept re failed motor pinion keys & motor shafts in Li- 
mitorque operators. Initially reported on 861 009. Vendor tests resulted In keyway defor- 
mations but yielded definitive condusions-Next rept expected by 891115. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49186:242-49186:244. 

8904070025 Part 21 rept re EMD Air Start Motors Ingersoll Rand 150 BMP Model D 
furnished to util as spare parts for emergency power generators.Subj items returned 
from stores & had not been installed on generators-Problem being investigated. 
KULCHAK,R.D. Morrison-Knudsen Co., Inc. 89/04/04. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 1p. 49285:043-49285:043, 

8904170214 Deficiency rept re potential for Incorrect typical support use.lnitialiy reported 
on 851212.Revised final rept will be submitted by 890613 based on current schedule. 
FOX.C.H, Tennessee Valley Authority. 89/04/11. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49350:080-49350:082. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. Appllcatton/conatruction stage documents & correspondence 

6904040339 Forwards Vol 6 to "TVA Welding Project, Watts Bar Nuclear Plant Phase 1 
Review." Review Included welding & Insp activities assodated w/field fabrication & In- 
stallations performed at plantwelding program in compliance. 

GRIDLEY.R. Tennessee Valley Authority. 89/02/21, Document Osntrol Branch (Docu- 
ment Control Desk). 7pp. 49187:137-49187:248. 

-8904040352 ‘*TVA Welding ProjectWatts Bar Nuclear Plant Phase I Review." 

ROACH. J.A. Tennessee Valley Authority. 89/02/21. 105pp. 49187:144-49187:248. 


8903290377 Informs of listed mgt changes in NRR Associate Director for Special 
Projects.DM Crutchfield appointed Associate Director for Special Projects, effective im- 
mediately & L Watson named as acting Assistant Director for Insp Programs, NRR. 
BLACK, S. Assistant Director for Projects. 89/03/24. KINGSLEY, O.D. Tennessee 
Valley Authority. 3pp. 49081:167-49081:169. 

8904030050 Forwards listed proprietary & nonproprietary Westinghouse repts re resist- 
ance temp detector bypass elimination audit readiness.Three proprietary repts with- 
held (ref 10CFR2.790(b)(4)). 

GRIDLEY.R. Tennessee Valley Authority, 89/03/24. Document Control Branch (Docu- 
ment Control Desk). 13pp. 49176:256-49177:229. 

8903310120 Provides final response as committed in 881228 Itr re vendor weld evalua- 
tion program described In util 861205 ltr to NRC. Evaluation of other vendor-welded 
commodities not required as referred to In Attachment 1 to Question 13 of 861205 Itr. 
GRIDLEY.R. Tennessee Valley Authority. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 8pp. 49146:318-49146:325. 

8904030378 Forwards response to questions from plant welding corrective action pro- 
gram plan presentation on 890208. Info should help resolve misidentification of 
radiographs. Detailed discussion of IS discrepant welds also end. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 15pp. 49167:036-49167:050. 

8904040035 Forwards Rev 0 to "TVA Nuclear QA Plan.” Summary of changes to Rev 
10 to TVA-TR75-1A provided. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49180:085-49180:212. 

-8904040037 Rev 0 to "TVA Nuclear QA Plan.” 

* Tennessee Valley Authority. 89/03/30. 125pp. 49180:088-49180:212. 

8904140088 Forwards EPA Forms 3510-1,3510-20 & 3510-2E to support request for 
reissuance of NPDES Permit TN0020168.Priority pollutant data for liquid radwaste 
sys/outfall Serial Number 1 04 not submitted. 

SCHMIERBACH.M. Tennessee Valley Authority. 89/03/31. WIGGINS, G.P. Tennessee, 
State of. 185pp. 49337:320-49338:146. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904120051 Notification of 890410 meeting w/utll in Rockville.MD for util to present info 
on new corporate organization. 

DONOHEW.J.N. TVA Projects Division. 89/04/03. BLACK.S. TVA Projects Division. 
4pp. 49282:219-49282:222. 

8904180305 Advises that util 890315 submittal of suppI for cable issues corrective ac- 
tions program plan contain error in chart entitled, “Adequacy of Computerized Cable 
Routing Sys Data Base.” Util determining method of cable route verification. 

FOX,C.H. Tennessee Valley Authority. 89/04/07. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49380:356-49380:358. 


H. General corrtepondence 


8904170332 Informs of listed nuclear power organization & senior mgt changes as part 
of ongoing efforts to Improve organizational focus on single-point accountability & In- 
crease emphasis on project mgt approach. 

KINQ8LEY,O.D. Tennessee Valley Authority. 89/04/07. CRUTCHFIELD, D. NRC - No 
Detailed Affiliation Given. 3pp. 49367:001-49357:003. 


J. Ineurance & Indemnity information 

8904240173 Forwards Endorsements 46,70,105 & 36 to NELIA policies NF-256,NF- 
247,NF-198 & NF-258,respectively & Endorsements 62 & 91 to MAELU policies MF- 
102 & MF-66, respectively. 

SAMUELS.J.L Marsh & McLennan, Inc. 89/04/06. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 7pp. 49449:102-49449:108. 


Q. inspection reports, IE Bulletins & correspondence 

8611230312 Forwards util response to NRC 881021 notice of violation. Reply, including 
14 affidavits, denies & disputes matl false statements. NRC requested to retract allega- 
tions contained in notice or set down matter for public hearing. 

CHARNOFF.G., CHARNOFF.D.B. Tennessee Valley Authority. CHARNOFF,G. Shaw, 
Pittman, Potts & Trowbridge. 88/11/21. LIEBERMAN.J. Ofc of Enforcement (Post 
870413). 3pp. 49280:069-49280:294. 

—6811230317 Re^onse to NRC 881021 notice of violation, including 14 

affidavits, denwng & disputing allegations of matl false statements. 

CHARNOFF.G., CHARNOFF.D.B. Tennessee Valley Authority. CHARNOFF.G. Shaw, 
Pittman, Potts & Trowbridge. 88/11/21. 89pp. 49280:072-49280:294. 

-8811230331 Affidavit of W Wegner, confirming accuracy of statements In TVA 860605 
Itr to NRC re group of outside individuals assembled by White to conduct review of 
NSRS perceptions & second group of non-TVA experts. 

WEGNER.W. Basic Energy Technology Associates. 88/11/14. 13pp. 49280:163- 


—8811230338 Affidavit of CD Lundin re TVA response to 11 perceptions of util nuclear 
safety review board following late 1985 meeting w/Commissioner Asselstine. 

LUNDIN, C.D. Stone & Webster Engineering Corp. 88/11/17. 13pp. 49280:175- 


—8811230343 Affidavit of JA Kirkebo, affirming responsibility for reviewing engineering 
content of responses to nuclear safety review staff perceptions attached to TVA 
860320 Itr to NRC. 

KIRKEBO, J.A. Tennessee Valley Authority. 88/1 1 /1 7. 6pp. 49280:1 87-49280:1 91 . 
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"8811230347 Affidavit of WC Drotleff re TVA response to NSRS perceptions of Watts 
Bar. 

DROTLEFF, W.C. Stone & Webster Engineering Corp. 88/11/17. 10pp. 49280:192- 
49280:200. 


8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 


"8811230353 Affidavit of RS Brodsky re role of non-TVA experts in preparing TVA re- 
sponse to NRC 860103 inquiry. 

BRODSKY,R.S. Betalog Profiles, Inc. 88/11/16. 4pp. 49280:209-49280:211. 

"8811230358 Affidavit of EJ Siskin re TVA response to NRC concerning issues raised 
by NSRS pertaining to Watts Bar. 

SISKIN,E.J. Stone & Webster Engineering Corp. 88/11/18. 10pp. 49280:212- 
49280:220. 

"8811230360 Affidavit of RJ Mullin,confirming that group of S&W employees conducted 
independent review of TVA draft responses to NSRS perceptions re Watts Bar. 
MULUN.R.J. Tennessee Valley Authority. 88/11/18. 7pp. 49280:221-49280:226. 

"8811230363 Affidavit of A Capozzi.re review of technical responses to draft NSRS per- 
ceptions. 

CAP02ZI.A. Tennessee Valley Authority. 88/11/15. 12pp. 49280:227-49280:237. 


8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904140274 Forwards supplemental response to violations noted in Insp Repts 50-390/ 
86-14 & 50-391 /86-14.Corrective actions:future mods & new supports will include 
locking device on component part bolted connections & vibration testing revised. 
FOX,C.H. Tennessee Valley Authority. 89/04/07. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49335:303-49335:306. 

8904140287 Provides results of util assessment of Unit 2 for welding prr^ram 
adequacy.No addl reinsp activities required. Comparison of welding quality of Unit 2 to 
Unit 1 & for ASME & ANSI reinsps end. 

FOX,C.H. Tennessee Valley Authority. 89/04/07. Document Control Branch (Docu- 
ment Control Desk). 11pp. 49335:217-49335:227. 


"8811230366 Affidavit of SW Crowe, describing technical review of NSRS percecptions 
in which author & others participated at Watts Bar in early 1986. 

CROWE,S.W. Tennessee Valley Authority. 88/11/16. 8pp. 49280:238-49280:245. 

"8811230369 Affidavit of B Hall,describing review of NSRS perceptions in which author 
& others in group participated at Watts Bar site in early 1 986. 

HALL,B. Stone & Webster Engineering Corp. 88/11/17. 6pp. 49280:246-49280:250. 

"8811230371 Affidavit of T Baumgartner.describing review of NSRS perceptions in 
which author & others In group participated at Watts Bar site in early 1 986. 
BAUMGARTNER,T. Stone & Webster Engineering Corp. 88/11/17. 9pp. 49280:251- 
49280:258. 

"8811230372 Affidavit of P Reilly,describing review of NSRS perciptions in which author 
& others in group participated at Watts Bar site in early 1 986. 

REILLY, P. Stone & Webster Engineering Corp. 88/11/17. 9pp. 49280:259-49280:266. 

"8811230375 Affidavit of RA Berry,describing review of NSRS perceptions In which 
author & others in group participated at Watts Bar site in early 1986. 

BERRY, R.A. Stone & Webster Engineering Corp. 88/11/17. 8pp. 49280:267- 
49280:273. 

"8811230380 Affidavit of RH Vollmer,re TVA 860320 response to NRC 860103 Itr con- 
cerning 1 1 NSRS perceptions of Watts Bar status. 

VOLLMER.R.H. TENERA Corp. (subs, of TERA Corp.). 88/11/17. 9pp. 49280:274- 
49280:294. 

8904040339 Forwards Vol 6 to “TVA Welding Project, Watts Bar Nuclear Plant Phase 1 
Review.” Review included welding & insp activities associated w/field fabrication & in- 
stallations performed at plant. Welding program in compliance. 

GRIDLEY,R. Tennessee Valley Authority. 89/02/21. Document Control Branch (Docu- 
ment Control Desk). 7pp. 49187:137-49187:248. 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.*' Svc list end. 

CUNNINGHA.M.R.E. Division of Industrial & Medical Nuclear SafeW (Post B70729). 
80/03/07. Consolidated Edison Co. of New York, Inc. oepp. 491 76:1 58-401 76:286. 

8003290022 Ack receipt of 880605 & 12 reaponses to Notice of Deviation 88o03-02 
from Insp Repts 60-390/88.03 & 60-391 /88-()3. 

WATSON, L.J. Assistant Director for Inspection Programs. 89/03/10. KINQSLEY,O.D. 
Tennessee Valley Authority. 2pp. 49 120; 165-49 120: 166, 

8903230075 NRC Info Notice 89-033, “Potential Failure of Weatinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 


8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904170206 Responds to NRC Bulletin 88-010, “Nonconforming Molded Case Circuit 
Breakers." Util identified in excess of 1,200 molded case circuit breakers in ware- 
house stock.Replacement program will be initiated at ail site, per Item 5 of bulletin. 
FOX,C.H. Tennessee Valley Authority. 89/04/11. Document Control Branch (Docu- 
ment Control Desk). 17pp. 49350:005-49350:021. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp, 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904060482 “Annual Rept of Personnel Whole Body Exposures for CYSe.” W/890331 
Itr. 

QRIDLEY,R. Tennessee Valley Authority. 88/12/31. 7pp. 4921 3!26e-4021 3:274. 


8904070128 Forwards annual rapt of employee concerns special program corrective ao- 
tiona Implementation, Fab 1986 - Sept 1988. 

FOX.C.H. Tennessee Valley Authority. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 22pp. 49235:236-49235:266. 


S. Rsportable occurrences, LERs & related correspondence 

8904040163 Deficiency & Part 21 rept re failed motor pinion keys & motor shafts in Li- 
mitorque operators.lnitially reported on 861 009.Vendor tests resulted in keyway defor- 
mations but yielded definitive conclusions.Next rept expected by 891115. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49186:242-49186:244. 


8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904040168 Forwards final response to violations noted in Insp Repts 50-390/87-07 & 
50-391 /87-07.Corrective actions:corrective actions program plans developed for defi- 
ciencies re HVAC sys & conduit supports. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 6pp. 49204:311-49204:316. 

8904180224 Ack receipt of 880907 revised response to Violation 86-14-03 noted in Insp 
Repts 50-390/86-14 & 50-391/86-14. Understanding from discussion that final re- 
sponse or status rept w/final date for compliance to be submitted confirmed. 
WATSON,L.J. Assistant Director for Inspection Programs. 89/03/30. KINGSLEY.O.D. 
Tennessee Valley Authority. Ip. 49357:181-49357:181, 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds In DC 
Distribution Sys," Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps In ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Alr Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 


8904070025 Part 21 rept re EMD Air Start Motors Ingersoll Rand 150 BMP Model D 
furnished to util as spare parts for emergency power generators.Subj items returned 
from stores & had not been installed on generators.Problem being investigated. 
KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/04/04. MURLEY.T. Office of Nuclear 
Reactor Regulation. Director (Post 870411). Ip. 49285:043-49285:043. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8904070119 Forwards SALP Rept 50-395/88-32 for Aug 1987 - Dec 1988. Significant 
decline in performance in area of security noted. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/03/17. BRADHAM,O.S. South Caro- 
lina Electric & Gas Co. 2pp. 49233:324-49233:356. 

"8904070120 Interim SALP Rept 50-395/88-32 for Aug 1987 - Dec 1988.Addl emphasis 
should be placed on reducing number of reactor trips.Concern raised re fuel leakage 
during last two cycles. 

* Region 2, Ofc of the Director. 89/03/17. 31pp. 49233:326-49233:356. 
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8904040213 Submits description of scope & objectives for radiological emergency exer- 
cise to be conducted at plant on 890606 & 07. Complete scenario package will be 
provided by 890421 . 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/20. STOHR.J.P. Region 2, 
etc of the Director. 6pp. 49187:349-49187:354. 

8904050076 Forwards response to NRC 890302 Itr re violations noted in Insp Rept 50- 
395/88-31. Search of containment structure conducted prior to 881210 restart of 
reactor.Saf^uards contingency plan to be reviewed & revised by 890630. 
BRADHAM.aS. South Carolina Electric & Gas Co. 89/03/27. LIEBERMAN,J. Ofc of 
Enforcement (Post 870413). 3pp. 49214:118-49214:120. 

8904050212 Rev 9 to EPP-003, “In-Plant Radiological Sunreying.” W/890327 Itr. 
BEALE.K.E., BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/27. 23pp. 
49198:064-49198:086. 

8904200255 Rev 20 to Emergency Plan Procedure EPP-002, “Communication & Notifi- 
cation.’’ W/890411 Itr. 

QUINTON, M.D., BRADHAM.O.S. South Carolina Electric & Gas Co. 89/04/11. 35pp. 
49403:002-49403:036. 


P. Operating license stage documents & correspondence 

8904040027 Forwards “VC Summer Nuclear Station Unit 1 Second Periodic Reactor 
Containment Bldg Integrated Leakage Rate Test,” final rept 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/28. Document Control 
Branch (Document Control Desk). 1p. 49186:267-49187:136. 

-8904040030 “VC Summer Nuclear Station Unit 1 Second Periodic Reactor Contain- 
ment Bldg Integrated Leakage Rate Test," final rept. 

* General Physics Corp. 88^9/30. 229pp. 49186:268-49187:136. 

8904050244 Requests extension in completing local leak rate test procedures re inserv- 
ice test program.Procedures to be complete before fifth refueling outage. 
BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/28. Document Control 
Branch (Document CJontrol Desk). Ip. 49213:163-49213:163. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S. A. 4tssociate Director for Projects (Post 87041 1). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904120431 Summary of 890322 meeting w/util in Rockville, MD to discuss resin intru- 
sion into condensers at ptant.Licensee requested to provide commitment to evaluate 
procedures involving steam generator tube rupture event Viewgraphs end. 

HAYES, J.J. Project Directorate 11-1. 89/04/04. Project Directorate 11-1. 29pp. 
49296:073-49296:101. 

8904170312 Forwards revised Tech Spec 3.8.1. 2, “Electrical Power Sys, AC Sources,” 
deleting Surveillance Requirement 4.8.1 .2 & amending notation allowing ESF load se- 
quencer to be deenergteed in Modes 5 & 6. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/04/05. HAYES,J.J. Document 
Control Branch (Document Control Desk). 1p. 49370:354-49370:356. 

—8904170315 Proposed Tech Specs re electrical power sys ac sources. 

* South Carolina Electric & Gas Co. 89/04/05. 2pp. 49370:355-49370:356. 

8904180261 Application for amend to Ucense NPF-12.allowing one or more feedwater 
isolation valve inoperable during Modes 2 & 3 provided that affected isolation valves 
are maintained dosed. 

BRADHAM.O.S. South Carolina Electric & Gas Co, 89/04/05. Document Control 
Branch (Document Control Desk). 2pp. 49380:308-49380:313. 

-8904180263 Proposed Tech Specs re feedwater isolation valves. 

* South Carolina Electric & Gas Co. 89/04/05. 4pp. 49380:310-49380:313. 

8904170242 Notification of 890418-21 meetings w/util in Jenkinsville, SC to discuss 
addi info required for amend requesting 40 yr OL & status of licensing activities. 
HAYES, J.J. Project Directorate 11-1. 89/04/07. ADENSAM.E.G. Project Directorate II- 

1 . 3pp. 49350:21 2-49350:21 4. 

8904200209 Forwards correction to 690313 notice to withdraw application to amend Li- 
cense NPF-1 2, revising FR cite. 

HAYES, J.J. Project Directorate II-1. 89/04/10. BRADHAM.O.S. South Carolina Electric 
& Gas Co. 2pp. 49395:286-49395:288. 

-890420021 1 (Corrected notice of vwthdrawal of application for amend to License NPF- 
12.FR cite in oridnal notice incorrect. 

ADENSAM,E.G. Project Directorate 11-1. 89/04/10. 1p. 49395:288-49395:288. 


Q. InspeciQon reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
Of Licensed Activities.” Sve list end. 

CUNNINGHAM, R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8904040007 Forwards Insp Rept 50-395/89-04 on 89021 3-1 7.No response required al- 
though rept identifies activities that appear to violate NRC requirements, but rwt cited. 
PEEBLES, T.A. Region 2. Ofc of the Director, 89/03/16. BRADHAM,O.S. South Caroli- 
na Electric & Gas Co. 2pp. 491 84:01 8-491 84:026. 

—8904040008 Insp Rept 50-395/89-04 on 89021 3-1 7.0ne licensee-identified violation 
noted.Major areas inspected:design control, changes & mods. 

SMITH,C., WRIGHT,R., JAPE.F. Region 2, Cnc of the Director. 89/03/15. 7pp. 
49184:020-49184:026. 

8904070119 Forwards SALP Rept 50-395/88-32 for Aug 1987 - Dec 1988. Significant 
decline in performance in area of security noted. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/03/17. BRADHAM.O.S. South Caro- 
lina Electric & Gas Co. 2pp. 49233:324-49233:356. 

-8904070120 Interim SALP Rept 50-395/88-32 for Aug 1987 - Dec 1988.Addl emphasis 
should be placed on reducing number of reactor trips.Concern raised re fuel leakage 
during last two cycles. 

* Region 2, Ofc of the Director. 89/03/17. 31pp. 49233:326-49233:356. 


8904030499 Forwards Interval 1, Period 2, Outage 4 inservice insp final rept.Rept docu- 
ments manual insps of plant piping & components performed during fourth refueling 
outage. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/20. EBNETER.S.D. Region 
2, Ofc of the Director. 1p. 49190:001-49190:087. 

-8904030500 Inservice insp rept for 890224.Rept documents manual insps of plant 
piping & components performed during fourth refueling outage. 

* South Carolina Electric & Gas Co. 89/02/24. 86pp. 49190:002-49190:087. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904070125 Forwards results of fourth inservice insp of steam generator tubes. 
BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/23. EBNETER.S.D. Region 

2. Ofc of the Director. 2pp. 49235:095-49235:142. 

-8904070127 “Steam Generator Tube Eddy Current Exam.” 

* South Carolina Electric & Gas Co. 88/10/31. 46pp. 49235:097-49235:142. 

8904050076 Forwards response to NRC 890302 Itr re violations noted in Insp Rept 50- 
395/88-31. Search of containment structure conducted prior to 881210 restart of 
reactor.Safeguards contingency plan to be reviewed & revised by 890630. 
BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/27. LIEBERMAN.J. Ofc of 
Enforcement (Post 870413). 3pp. 49214:1 18-49214:120. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Sve list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Sve 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904180330 Responds to NRC 890227 Itr re violations noted in Insp Rept 50-395/88- 
26.Corrective actions:maint personnel instructed/ reminded of procedural require- 
ments & procedure reviewed & replaced within fifteen days. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/30. Document Control 
Branch (Document Control Desk). 11pp. 49380:296-49380:305. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49186:177. 

8904180060 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers.” Util determined that 443 molded-case circuit breakers maintained in 
safeN-related warehouse stock & 1 5 breakers not traceable. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/31. Document Control 
Branch (Document Control Desk). 3pp. 49374:125-49374:127. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Sve list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904170001 Responds to NRC 890307 Itr re violations noted in Insp Rept 50-395/89- 

02. Corrective actions:five individuals trained during wks of 890227 & 0306.Two admin- 
istrative support personnel removed from emergency planning telephone. 
BRADHAM.O.S. South Carolina Electric & Gas Co. 89/04/04. Document Control 
Branch (Document Control Desk). 3pp. 49370:061-49370:063. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Sve list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Sve list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324. 

8904180244 Responds to NRC 890309 Itr re violations noted in Insp Rept 50-395/89- 

03. Correctlve actions:personnel involved in incident received formal counseling ses- 
sion. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/04/05. Document Control 
Branch (Document Control Desk). 3pp. 49381:227-49381:229, 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:146. 

8904240107 Forwards Insp Rept 50-395/89-06 on 890301 -31. No violations or devi- 
ations identified. 

VERRELLI.D.M. Region 2, Ofc of the Director. 89/04/13. BRADHAM.O.S. South Caro- 
lina Electric & Gas Co. 2pp. 49468:078-49468:089. 

—8904240110 Insp Rept 50-395/89-06 on 890301-31 .No violations or deviations 
noted.Major areas inspected:monthly surveillance observations, monthly maint 
observation, operational safety verification & ESF sys waikdown. 

PREVATTE.R.L, HOPKINS.P.C.. CANTRELL,F.S. Region 2, Ofc of the Director. 89/ 
04/12. 10pp. 49468:080-49468:089. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 
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8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904210091 Monthly operating rept for Mar 1989 for Virgil C Summer Nuclear Station 
Unit 1.W/890407 Itr. 

HALTIWANGER.J., BRADHAM,O.S. South Carolina Electric & Gas Co. 89/03/31. 
BARRY,L.W. Document Control Branch (Document Control Desk). 5pp. 49442 016- 
49442:020. 


S. Reportable occurrences, LERs & related correspondence 


8903300399 PNO-ll-89-020:on 89021 4,plant shut down due to continuing SG conductivi- 
ty & sulphate problems associated w/resin intrusion evenLDuring shutdown steam 
generators flushed & mechanically cleaned along w/dearating tank. 

MODENOS.L Region 2, Ofc of the Director. 89/03/13. Ip, 49131:360-49131:360. 

8903280077 LER 89-003-00:on 89021 7, isolation relay installed to Isolate multiple dc 
grounds on valve solenoids determined improperly designed & valves declared 
inoperable.Caused by design deficiency.Circult designs modified.W/890317 Itr. 
HIGGINS,W.R., BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/17. 4pp. 
49074:044-49074:047. 

8904060435 LER 89-004-00:on 890302,component cooling water pump started as result 
of improper maint activity, resulting in ESF actuatlon.Caused by personnel 
error.Communicatlon re properly scheduling maint established.W/890330 Itr. 
H!GGINS,W.R., BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/30. 4pp 
49215:269-49215:272. 

8904100045 LER 88-012-01 :on 881202,identified design deficiency w/Class 1E 125 volt 
dc distribution sys.Caused by design deficiency. Mods to dc sys appear to be ultimate 
resolution to design problem.W/890330 Itr. 

HIGGINS, W.R.. BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/30. 10pp. 
49242:347-49242:356. 

8904170240 LER 89-003-01 :on 89021 7,all three MSIVs declared inoperable due to elec- 
trical problem re grounds on dc sys.Caused by design deficiency not taking into ac- 
count one remote electrical path.Circuit designs modified.W/890330 Itr. 

HIGGINS.W.R., BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/30. 5pp. 
49370:349-49370:353. 

8904200076 Special Rept 89-004:on 89031 0.facility shutdown to perform steam genera- 
tor work resulting in fire barriers being Inoperable for greater than 7 days. Fire watch 
established. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/04/06. EBNETER.S.D. Region 
2, Ofc of the Director. 2pp. 49396:360-49396:361. 


V. Operator Examinations 


8904170229 Notifies NRC that two individuals, currently holding senior reactor operator 
liceses, requested to be removed from list of qualified operators. Individuals listed. 
BRADHAM.O.S. South Carolina Electric & Gas Co. 89/03/30. Document Control 
Branch (Document Control Desk). Ip. 49371:039-49371:039, 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055, 


DOCKET 50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 


R. Periodic operating reports & related correspondence 

8904040329 “Univ of Virginia Reactor Facility Annual Rept 1988.” W/890327 Itr. 
FARRAR, J.P. Virginia, Univ. of, Charlottesville, VA. 88/12/31. ADAMS, A. Standardiza- 
tion & Non-Power Reactor Project Directorate. 37pp. 49185:185-49185:222. 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8904140109 Submits supplemental info re request for amend to License Condition 
2.C.14 & removal of fire protection requirements from Tech Specs.Util requests that 
NRC not act on request to delete Paragraphs 6.5.2.8.e & h & 6.8.1. g from Tech 
Specs. 

SORESEN.G.C. Washington Public Power Supply System. 89/03/31. Document Con- 
trol Branch (Document Control Desk). 3pp. 49303:358-49303:360, 

8904180054 Advises that 890221 physical security plan changes consistent w/ 
10CFR50,54(p) & acceptable. 

SAMWORTH,R.B. Project Directorate V. 89/04/10. SORENSEN, G.C. Washington 
Public Power Supply System. 2pp. 49482:064-49482:065. 


J. insurance & indemnity information 


8904130407 Submits list of property & liability insurance coverage in force for facility. 
SORESEN,G.C. Washington Public Power Supply System. 89/03/31. Document Con- 
trol Branch (Document Control Desk). Ip. 49317:222-49317:222. 


P. Operating license stage documents St correspondence 

8904030401 FonArards exemption from 10CFR20.App A, Footnote d-2(c) to permit use of 
radioiodine protection factor of 50 for Mine Safety Appliances GMR-I canisters at facil- 
ity. 

SAMWORTH.R.B. Division of Reactor Projects - lll,iV,V & Special Projects (Post 
870411). 89/03/21. SORENSEN,G.C. Washington Public Power Supply System. 4pp. 
49165:110-49165:124. kk y j pf 

—8904030410 Exemption from 10CFR20,App A, Footnote d-2(c) to permit use of radioio- 
dine protection factor of 50 for Mine Safety Appliances GMR-I canisters at facility. 
HOLAHAN.G.M. Assistant Director for Region III & Region V Reactors. 89/03/21. 
Washington Public Power Supply System. 11pp. 49165:114-49165:124. 

8903300181 Application for amend to License NPF-21 .implementing requirements of 
Reg Guide 1.97,Rev 2 for flux monitoring prior to startup following fourth refueling 
outage. 

SORENSEN, G.C. Washington Public Power Supply System. 89/03/24. Document 
Control Branch (Document Control Desk). 5pp. 49131:285-49131:289. 

8904120415 Forwards Amend 66 to License NPF-21 & safety evaluation. Amend revises 
Tech Spec surveillance requirement re verification that automatic diesel generator 
trips bypassed upon accident signal.Temporary waiver terminated. 

SAMWORTH.R.B. Project Directorate V. 89/03/30. SORENSEN, G.C. Washington 
Public Power Supply System. 3pp. 49290:245-49290:255. 

—8904120417 Amend 66 to License NPF-21, revising Tech Spec surveillance require- 
ment re verification that automatic diesel generator trips bypassed upon accident 
signal.Temporary waiver dtd 890202 for continued operation terminated. 
KNIGHTON.G.W. Project Directorate V. 89/03/30. 5pp. 49290:248-49290:252. 

-8904120419 Safety evaluation supporting Amend 66 to License NPF-21 . 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/30. 3pp. 

49290:253-49290:255. v ^ hh 

8904060208 Forwards revised proprietary "Conformance of HPCS Div to NUMARC 87- 
00 Alternate AC Criteria," for review as result of comments from 890216 meeting.Rept 
withheld. 

PARETO, V. Devonrue, Ltd. 89/03/31. Office of Nuclear Reactor Regulation. Director 
(Post 87041 1 ). 3pp. 49225: 1 00-49225: 1 59. 

8904100262 Application for amend to License NPF-21, revising Tech Specs 3/4.2.6 re 
power flow instability & 3/4.2.7 re neutron flux noise monitoring in support of supply 
sys response to NRC Bulletin 88-007, SuppI 1 . 

SORENSEN.G.C. Washington Public Power Supply System. 89/03/31. Document 
Control Branch (Document Control Desk). 6pp. 49273:173-49273:208. 

-8904100263 Proposed Tech Specs 3/4.2.6, "Power Flow Instability” & 3/4.2.7, "Neu- 
tron Flux Noise Monitoring.” 

* Washington Public Power Supply System. 89/03/31. 30pp. 49273:179-49273:208. 

8904140109 Submits supplemental info re request for amend to License Condition 
2.C.14 & removal of fire protection requirements from Tech Specs.Util requests that 
NRC not act on request to delete Paragraphs 6.5.2.8.e & h & 6.8.1. g from Tech 
Specs. 

SORESEN.G.C. Washington Public Power Supply System. 89/03/31. Document Con- 
trol Branch (Document Control Desk). 3pp. 49303:358-49303:360. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904180126 Confirms commitments for compliance w/ATWS rule 10CFR50.62 re recir- 
culating pump trip.per 890303 telcon.Recirculating pump trip logic trip scheme will be 
redesign as indicated in end diagram. 

SORENSEN.G.C. Washington Public Power Supply System. 89/04/05. Document 
Control Branch (Document Control Desk). 3pp. 49381:095-49381:097. 

8904210169 Forwards proposed change to NPDES Permit WA-002515-1 re monitoring 
of residual chlorine in cooling water blowndown. Evaluation council wilt consider re- 
quest as formal permit mod. 

SORENSEN.G.C. Washington Public Power Supply System. 89/04/10. Document 
Control Branch (Document Control Desk). 3pp. 49444:239-49444:241. 

8904240044 Application for amend to License NPF-21, reducing age factor of div 1 250- 
volt dc battery sys to 20%, per 10CFR50.59,ln Tech Spec 3/4.8.2, "DC Sources.” 
SORENSEN.G.C. Washington Public Power Supply System, 89/04/12. Document 
Control Branch (Document Control Desk). 3pp. 49452:237-49452:240. 

-8904240046 Proposed Tech Spec Page 3/4 8-1 3, reducing div 1 250-volt dc battery 
sys aging factor to 20%. 

* Washington Public Power Supply System. 89/04/12. Ip. 49452:240-49452:240. 


Q. inspection reports, IE Bulletins 8i correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8904040165 Forwards Insp Rept 50-397/89-09 on 890221-24 & notice of 
violation. Violation re failure to maintain posting of caution radiation area sign is recur- 
rent violation. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/03/16. SORENSEN.G.C. Washington 
Public Power Supply System. 2pp. 49204:294-49204:307. 
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-8904040167 Notice of violation from insp on 890221 *24. Violation noted: on 890223, ra- 
diation area w/dose rates up to 20 mrems per h, located in reactor bldg, not conspicu- 
ously posted since sign at access point lying face down & could not be read. 
YUHAS.G.P. Region 5. Ofc of the Director. 89/03/16. 2pp. 49204:296-49204:297. 

-8^4040170 Insp Rept 50-397/89-09 on 890221 -24.Violations noted.Major areas 
insp^ted:exposure control & outage preparation, open items, onsite followup & tours of 
facility.Weaknesses noted re personnel performance in access controls. 

CICOTTE.G.R., YUHAS.G.P. Region 5. Ofc of the Director. 89/03/16. 10pp. 
49204:298-49204:307. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904170054 Forwards Insp Rept 50-397/89-04 on 890109-0207 & notice of violation. 
ZIMMERMAN.R.P. Region 5, Ofc of the Director. 89/03/27. SORENSEN,G.C. Wash- 
ington Public Power Supply System. 2pp. 49370:046-49370:060. 

-8904170059 Notice of violation from insp on 8901 09-0207. Violation noted:incompIete 
starting sequence tnp not verified to be twpassed when Div 3 diesel generator tested 
per plant Procedure Manual 7.4.8. 1.1. 2.8, Rev 2 on 870428 & 880516. 
ZIMMERMAN.R.P. Region 5. Ofc of the Director. 89/03/27. 2pp. 49370:048- 
49370:049. 

-89(54170062 Insp Rept 50-397/89-04 on 8901 09-0207. Violations noted.Major areas 
inspectedrcontrol room operations, licensee action on previous insp findings. ESF 
status, surveillance program, maint program, spedal insp topics & reactor scram & re- 
covery. 

SORENSEN.R.C., JOHNSON.P.H. Region 5. Ofc of the Director. 89/03/16. 11pp. 
49370:050-49370:060. 

8903240063 NRC Info Notice 89-034, “Disposal of Ameridum Well Logging Sources.” 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. (Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM,R.E, Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison (Do. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “(Dperating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904070069 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case (Circuit 
Breakers." Measures taken to ensure that only molded-case circuit breakers procured 
under 10CFR50,App B QA program maintained as stored spares. 

SORENSEN,G.C. Washington Public Power Supply System. 89/03/31. Document 
Control Branch (Document Control Desk). 4pp. 49235:188-49235:191. 

8904100262 Application for amend to License NPF-21, revising Tech Specs 3/4.2.6 re 
power flow instability & 3/4.2.7 re neutron flux noise monitoring in support of supply 
sys response to NRC Bulletin 88-007, Supp1 1. 

SORENSEN,G.C. Washington Public Power Supply System. 89/03/31. Document 
(Control Branch (Document Control Desk). 6pp. 49273:173-49273:208. 

8904110201 Submits revised response to NRC 890302 Itr re Violation B noted in Insp , 
Rept 50-397/88-24.Ck5rrective actions: troubleshooting procedure will be revlsed.Addl ’ 
info re verbal procedure deviations also end,per request. 

BOUCHEY,G.D. Washington Public Power Supply System. 89/03/31. Document (Con- 
trol Branch (Document (control Desk). 5pp. 49273:229-49273:233. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side (Containment.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
(Consolidated Edison Co. of New York. Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. (Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Exduded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
(Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
(Consolidated Edison (Co. of New York, Inc. 109pp. 49388:037-49388:146. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end, 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8M41 10183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
(^rcuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
(Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8^)4140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8^180193 NRC Info Notice 89-042, ‘‘Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York. Inc. 106pp. 49461:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904210099 Monthly operating rept for Mar 1989 for Washington Nuclear Plant 2.W/ 
890410 Itr, 

HUTCHISON, L.B., POWERS, C.M, Washington Public Power Supply System. 89/03/ 
31. 4pp. 49392:357-49392:360. 


S. Reportable occurrences, LERs & related correspondence 

8904030125 Part 21 rept listing locations where valves w/Control Components w/pres- 
surized seat design similar to APS valves S/N 21408-1 installed in same svc IE modu- 
lating atmospheric dump valve upstream of MSIV.Proprietary drawing end. 

STERUD.C. (Control (Components, Inc. 89/03/17. LANNING.W. NR(C - No Detailed Af- 
filiation Given. Ip. 49182:110-49182:110. 

8904050343 Special reptron 890306,post-accident sampling primary coolant radiation 
monitor inoperable.Caused by excess moisture.PASS vacuum pump PSR-P-702 re- 
placed w/new pump & bulkhead fitting repaired. 

POWERS, C.M. Washington Public Power Supply System. 89/03/22. MARTIN, J.B. 
Region 6, Ofc of the Director. 2pp. 49198:171-49198:172. 

8904060049 LER 89-001 -01 :on 890112,four new unanalyzed failure modes discovered 
during engineering evaluation of containment nitrogen inerting sys.Caused by inad- 
equate design procedures.Procedures modified.W/890327 Itr. 

DAVlSON.Vv.S., POWERS, C.M. Washington Public Power Supply System. 89/03/27. 
7pp. 49226:031-49226:037. 

8904140385 LER 89-004-00:on 890226, mobile crane brought within reach of safety-re- 
lated structures & components w/o safety evaluation being performed.Caused by lack 
of procedures controlling use of mobile cranes.Crane removed from area.W/890331 
Itr. 

FULLER, R.E., POWERS, C.M. Washington Public Power Supply System. 89/03/31. 
8pp. 49348:136-49348:143. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison (Do. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


P. Security, medical, emergency & fire protection plans 

8904210260 Approves state & associated local plans for radiological emergencies subj 
to app roval of notification sys by FEMA. 

PETERSON, G.C. Federal Emergency Management Agency. 89/03/28. STELLO.V. 
Ofc of the Executive Director for Operations. 1 p. 49443:046-49443:046. 


H. General correspondence 

8904060386 CJonsents to proposed restructuring of util.Proposed action will not affect 
qualifications of util as co-owner & operator of plants consistent w/applicable provi- 
sions of law, regulations & other requirements issued by Commission. 

STOLZ,J.F. Project Directorate 1-4. 89/03/16. HICKEL.G.F. Duquesne Light Co. 4pp. 
49216:288-49216:291. 

8904060096 Advises that NRC correspondence for plants should be addressed to LW 
Eury.at listed address, effective immediately.Author retiring from util on 890501. 

UTLEY, E.E. Carolina Power & Light Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). Ip. 49216:099-49216:099. 

6904060124 Advises of listed senior & departmental mat changes within util. 

LOFLIN,L.I. Carolina Power & Light Co. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49216:255-49216:256. 


J. Insurance & Indemnity information 

8904240189 Forwards Endorsement 4 to MAELU Certificate M-112. 

BARHAM.C.D. Carolina Power & Light Co. 89/02/02. NASH,D. NRC - No Detailed Af- 
filiation Given. 2pp. 49449:249-49449:250. 

8904240261 Forwards Endorsement 4 to NELIA Certificate N-112. 

BARHAM.C.D. Carolina Power & Ught Co. 89/02/02. NASH.D. NRC - No Detailed Af- 
filiation Given, 2pp. 49445:024-49445:025. 

8904240317 Forwards Endorsement 14 to MAELU Policy MF-126. 

BARHAM.C.D. Carolina Power & Light Co. 89/02/02. NASH.D. NRC - No Detailed Af- 
filiation Given. 2pp. 49453:110-49453:111. 

8904240322 Fonwards Endorsement 23 to NELIA Policy NF-288. 

BARHAM, C.D. Carolina Power & Light Co. 89/02/02. NASH.D. NRC - No Detailed Af- 
filiation Given. 2pp. 49452:293-49452:294. 

8904240401 Forwards Endorsement 22 to NELIA Policy NF-288. 

BARHAM.C.D. (Carolina Power & Light Co. 89/02/02. NASH.D. NRC - No Detailed Af- 
filiation Given. 2pp. 49445:045-49445:046. 

8904240432 Forwards Endorsement 15 to MAELU Policy MF-126. 

BARHAM.C.D. Carolina Power & Light Co. 89/02/02. NASH.D. NRC - No Detailed Af- 
filiation Given. 2pp. 49452:243-49452:244. 

8904130165 Submits info re present level & source of onsite property damage insur- 
ance. 

LOFLIN,LL Carolina Power & Light Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). Ip. 49321:156-49321:156. 
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P. Operating license stage documents & correspondence 

8903310329 Grants 890222 request to withhold WCAP-11914, “Safety Evaluation Sup- 
porting More Negative EOL Moderator Temp Coefficient Tech Spec...Aug 1988,” per 
10CFR2.790). 

BECKER.R.A. Project Directorate II-1. 89/03/28. UTLEY.E.E. Carolina Power a Light 
Co. 3pp. 49127:358-49127:360. 

8904060081 Remits fee for NRC review of 10CFR50 applications a 10CFR55 svcs for 
871 220-88061 8, in response to Invoices H0765 a H0766. 

LOFLIN.L.I. Carolina Power a Light Co. 89/03/28. NRC - No Detailed Affiliation Given. 
3pp. 49217:355-49217:357. 

8904030457 Informs of cancellation of further review of 880216 application for amend to 
radiological effluent Tech Specs. While request in process, Generic Ltr 89-01 Issued 
which provides specific guidance for amends on subj. 

BECKER.R.A. Project Directorate 11-1. 89/03/29. UTLEY.E.E. Carolina Power a Light 
Co. 2pp. 49165:268-49165:269. 

8904040419 Application for amend to License NPF-63, revising Tech Specs 3/4.9.1 re 
boron concentration & 3/4.9.2 re instrumentation. Proposed change allows alternate 
valve arrangement to permit makeup to refueling water storage tank to be refilled. 
CUTTER.A.B. Carolina Power a Light Co. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 9pp. 49204:322-49204:335. 

-8904040420 Proposed Tech Specs re boron concentration during refueling operations. 

* Carolina Power a Light Co. 89/03/30. 5pp. 49204:331-49204:335. 

8904050396 Summaiy of 890321 meeting w/util in Rockville, MD re status a schedule 
for licensing activities.covering license amends In process a generic Itrs.List of atten- 
0ncl 

BECKER.R.A. Project Directorate 11-1. 89/03/30. Project Directorate 11-1. 4pp. 
49214:072-49214:075. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs a CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904240147 Application for amend to License NPF-63, revising Tech Spec 5.3.1 a 
adding Tech Spec 5.6.1 re limit for max fuel enrichment. 

CUTTER.A.B. Carolina Power a Light Co. 89/04/11. Document Control Branch (Docu- 
ment Control Desk). 9pp. 49468:129-49468:161. 

-8904240238 Proposed Tech Specs 5.3.1 a 5.6.1 re limit of max fuel enrichment. 

* Carolina Power a Light Co. 89/04/11. 3pp. 49468:138-49468:140. 

-8904240240 “Criticality Analysis of Shearon Harris Spent Fuel Racks W/ IFBA Fuel.” 
BOYD.W.A., SCHMIDT.R.F.. FECTEAU.M.W. Carolina Power a Light Co. 88/11/30. 
21pp. 49468:141-49468:161. 

8904240052 Requests prompt review a reporting of status of implementation of TMI 
Action Plan items at facility.Printout of all TMI items, annotated where tracking sys Indi- 
cates implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. EURY,L.W. Carolina Power a Light Co. 10pp. 49450:338-49450:347. 

8904240337 Forwards info re implementation status of identified TMI action plan items 
in response to 890414 requesLTime provided for determining status of implementation 
of items extremely short a burdensome to personnel. 

EURY.LW. Carolina Power a Light Co. 89/04/18. Document Control Branch (Docu- 
ment Control Desk). 9pp. 49453:064-49453:072. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial a Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8904030420 Forwards Insp Rept 50-400/89-03 on 890121-0220.No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2, Ofc of the Director. 89/03/17. UTLEY.E.E. Carolina Power 
a Light Co. 2pp. 49184:003-49184:014. 

-8904030426 Safety Insp Rept 50-400/89-03 on 890121-0220.No violations or devi- 
ations noted. Major areas inspected:operational safety verification.surveillance 
observations, maint observations, LERs a followup of events at operating power reac- 
tors. 

BRADFORD,W.H., SHANNON,M.C., DANCE,H.C. Region 2. Ofc of the Director. 89/ 
03/17. 10pp. 49184:005-49184:014. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 102pp. 49176:056-49176:157. 

8904050011 Responds to NRC 890303 ltr re violations noted in Insp Rept 50-400/88- 
40.Corrective actions:valve 1SF-19 shut by operations personnel approx 10 minutes 
after event a personnel involved In event counseled. 

WATSON, R.A. Carolina Power a Light Co. 89/03/29. Document Control Branch (Doc- 
ument Control Desk). 4pp. 4921 1 :357-4921 1 :360. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial a Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss a Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial a Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 


8904130277 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers.” More than 80% of breakers have adequate traceability. 

CUTTER, A.B. Carolina Power a Light Co. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 9pp. 49291:110-49291:118. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment," Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411), 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNlNGHAM,R.E. Division of Industrial a Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 a 3." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

89033001 13 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904210071 Ack receipt of 890322 a 29 Itrs informing NRC of steps taken to correct 
violations noted in Insp Rept 50-400/88-40. 

VERRELLI.D.M. Region 2. Ofc of the Director. 89/04/07. EURY.LW. Carolina Power 
a Light Co. Ip. 49432:358-49432:358. 

8904240357 Requests that NRC approve use of Code Case N-356, “Certification Period 
for Level III NDE Personnel,” for inclusion in Section XI inservice insp program. 
LOFLIN,L.I. Carolina Power a Light Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49450:038-49450:039. 

8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results a Effect on 
Requalification Program.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180133 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 a 1154 
Transmitters." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp, 49451:001-49451:107. 


S. Reportable occurrences, LERs & related correspondence 

89033(K)289 PNO-ll-89-023:on 89031 4,main feedwater pump B tripped & reactor scram 
occurred due to lo-lo level in steam generator A due to electrical fault.Probably 
caused by water leakage from fire deluge sys undergoing testing. 

DANCE,H.C. Region 2, Ofc of the Director. 89/03/14. Ip, 49128:276-49128:276. 

8903280293 LER 89-005-00:on 890222,reactor trip on low steam generator level w/ 
steam/feedwater flow mismatch occurred during calibr test procedure.Caused by per- 
formance of section of procedure intended to be conducted.Procedure revised.W/ 
890321 ltr. 

HOWE.A.J., WATSON, R.A. Carolina Power & Light Co. 89/03/22. 4pp. 49061:312- 
49061:315. 

8904070001 Part 21 rept re atmospheric dump valves.Cause of failure speculative but 
result of piston ring that failed to seal. Resolution to problem requires increasing pilot 
valve capacity & reworking of plug to enlarge pilot flow area. 

MILLER,H.L. Control Components, tnternahonal (subs, of Babcock & Wilcox Co.). 89/ 
04/04. 2pp. 49235:279-49235:281. 

8904240141 LER 89-006-00:on 89031 4, reactor tripped on low level in steam generator 
A approx 71 s after main feedwater pump B tripped.Caused by short in motor lead 
allowing water to enter junction box.Misslng bolts replaced.W/890413 ltr. 

LEW.G.T., RICHEY,R.B. Carolina Power & Light Co. 89/04/12. 10pp. 49452:337- 
49452:346. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. S4pp. 49105:001-49105:055. 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


F. Security, medical, emergency & fire protection plans 

8904120434 Issue 4 to EPIP EPP-15, “Emergency Preparedness Review & Updating." 
* Dairyland Power Cooperative. 89/03/13. 2pp. 49288:237-49288:238. 
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!. Financial Information 

8904120494 Forwards annual financial rept & certified financial statements for 1987 & 
1988.W/0 annual financial rept 

MUELLER.R.C. Dairyland Power Cooperative. 89/04/07. Document Control Branch 
{Document Control Desk). 16pp. 49311:238-49311:249. 


J. Insurance & Indemnity information 

8903280039 Submits info re on-site property damage insurance for License DPR-45 for 
period 880919 - 890919. 

TAYLOR, J.W. Dairyland Power Cooperative. 89/03/17. Document Control Branch 
(Document Control Desk). 2pp. 49064:014-49064:015. 


P. Operating license stage documents & correspondence 

8904040091 Application for amend to License DPR-45, revising Tech Spec Pages 2-2,2- 
3 & 2-4 to add definition of controlled area & estimated whole body dose for duration 
for SAFESTOR. 

TAYLOR, J.W. Dairyland Power Cooperative. 89/03/28. Document Control Branch 
(Document Control Desk). 2pp. 49204:343-49204:347. 

<-8904040092 Proposed Tech Specs re controlled area, effluent release 
boundary, exclusion area.frequency notation, fuel handling & process control program. 
* Dairyland Power Cooperative. 89/03/28. 3pp. 49204:345-49204:347. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York. Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSS1.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Suppl 3 to NRC Bulletin 88-008. “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co, of New York, Inc. 109pp. 49388:037-49388:145. 

89041(K)376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requaiification Program." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry,” Svc list end, 

ROSSI,C,E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York. Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


V. Operator Examinations 


8904060131 Discusses licensee requests for changes to requaiification 
program.Requests Include extension of max time period of 24 months for requaiifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT,G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8903290432 Forwards Safety Insp Repts 50-220/89-09 & 50-410/89-09 on 890206- 
08. No violations noted. 

BELLAMY,R.R. Region 1, Ofc of the Director. 89/03/16. BURKHARDT.L. Niagara 
Mohawk Power Corp. 2pp. 49121:071-49121:078. 

-8903290433 Safety Insp Repts 50-220/89-09 & 50-410/89-09 on 890206-08. No voio- 
latlons noted.Major areas lnspected:emergency preparedness program,including 
review of previously identified Insp findings. 

LAZARUS.W.J. Region 1, Ofc of the Director. 89/03/16. 6pp. 49121:073-49121:078. 

8904200339 Final response to FOIA request for documents. Fonwards App A 
documents. App A documents also available in PDR.ACRS rept subj to request pub- 
lished in NUREG-II25.V0I 2, “Compilation of ACRS Repts.” 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/13. WETTERHAHN.M.J. Conner & Wetterhahn. 3pp. 49445:323- 
49447:007. 

-8904200363 Forwards for Committee use, “Niagara Mohawk Power Co, Preliminary 
Hazards Summary Rept - Nine Mile Point Nuclear Station, Vol I & II. US Weather 
Bureau Comments on Hazards Summary Rept.” 

CASE.E.G. Atomic Energy Commission. 64/06/08. KOUTS,H. ACRS - Advisory Com- 
mittee on Reactor Safeguards. 1 p. 49445:326-49445:326. 

-8904200372 Forwards comments of US Weather Bureau Environ on “Niagara Mohawk 
Power Co,Preliminary Hazards Summary Rept - Nine Mile Point Nuclear Station,Vol I & 
11,” per 640422 request. 

BELTER,W.G. Environmental Evaluation Branch (Pre 790625). 64/06/01. CASE, EG. 
Atomic Energy Commission. 1 p. 49445:327-49445:327. 

-8904200387 Comments on, “Niagara Mohawk Power Co,Preliminary Hazards Summa- 
ry Rept - Nine Mile Point Nuclear Station, Vol I & II Dtd Apr 1964." 

* Commerce, Dept, of, National Oceanic & Atmospheric Administration. 64/05/20. 
3pp. 49445:328-49445:330. 

-8904200409 Forwards US Weather Bureau 641006 comments on licensee “First Suppl 
to Preliminary Hazards Summary Rept Nine Mile Point Nuclear Station,” dtd Aug 
1964. 

CASE,E.G. Atomic Energy Commission. 64/10/14. KOUTS,H. ACRS - Advisory Com- 
mittee on Reactor Safeguards. Ip. 49446:012-49446:012. 

-8904200416 “Comments on Niagara Mohawk Power Co First Suppl to Preliminary 
Hazards Summary Rept Nine Mile Point Nuclear Station dtd Aug 1964.” 

* Commerce, Dept. of. 64/10/06. Ip. 49446:013-49446:013. 

-8904200430 Fonvards Environ Science Svcs Administration 671218 comments on 
Nine Mile Point Nuclear Station FSAR dtd June 1967 & Amend 3 dtd 670714 per 
671218 request. 

SHAW.M. Atomic Energy Commission. 67/12/29. MORRIS,P.A. Atomic Energy Com- 
mission. Ip. 49446:022-49446:022. 

-8904200431 Comments on util FSAR.dtd June 1967 & Amend 3 dtd 670714. 

* Commerce, Dept. of. 67/12/18. 3pp. 49446:023-49446:024. 

-8904240243 Lists matters representing major review areas for facility, including reactor 
pressure vessel, isolation valve failure, main steam line isolation valve, ECCS & oper- 
ation. 

TEDESCO.R.L. NRC - No Detailed Affiliation Given. 69/02/24. GASKE,M. NRC - No 
Detailed Affiliation Given. Ip. 49446:072-49446:072. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


8904200339 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR.ACRS rept subj to request pub- 
lished in NUREG-1125,Vol 2, “Compilation of ACRS Repts." 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/13, WETTERHAHN.M.J. Conner & Wetterhahn. 3pp. 49445:323- 
49447:007. 


-8904200404 Rept to ACRS re Niagara Mohawk Power Corp application for CP. 
• Atomic Energy Commission. 64/09/21. 28pp. 49445:344-49446:011. 


P. Operating license stage documents & correspondence 


8903300380 Discusses status of NRC review & evaluation of facility restart action plan 
& NRC approach to resolving remaining questions & concerns.Written response to de- 
scribed issues requested. 

KANE.W.F. Region 1, Ofc of the Director. 89/03/23. BURKHARDT.L. Niagara 
Mohawk Power Corp. 3pp. 491 29:1 71 -491 29:1 73, 
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8904140157 Responds to Generic Itr 88-14 re design, operation & maint of plant air & 
gas sys.Util has determined that sys conform to original design & operational bases & 
safety evaluations & comply w/ previous FSAR commitments. 

TERRY, C.D. Niagara Mohawk Power Corp. 89/04/01. Document Control Branch 
(Document Control Desk). 3pp. 49331:258-49331:315. 

-8904140174 ‘‘Response to NRC Generic Ltr 88-14 (Air Sys Anomalies) re Nine Mile 
Point - Nuclear Power Station - Unit 2 Summary Rept Evaluation: Results, Findings & 
Conclusions....*’ 

* Niagara Mohawk Power Corp. 89/03/31. 56pp. 49331:261-49331:315. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411), 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904110034 Notification of 890417 meeting w/util in Rockville,MD to discuss licensing 
action status. 

SLOSSON,M.M. Project Directorate 1-1. 89/04/04. CAPRA,R.A. Project Directorate I- 
1. 3pp. 49290:116-49290:118. 

8904180262 Advises that util 880301,0427,28 & 0830 responses to NRC 871022 re- 
quest for updates to Rev 3 to ODCM, including simplified block diagrams for radwaste 
sys,acceptab!e. 

SLOSSON.M.M. Project Directorate 1-1. 89/04/10. BURKHARDT,L. Niagara Mohawk 
Power Corp. 4pp. 49372:063-49372:066. 

8904200339 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR.ACRS rept subj to request pub- 
lished in NUREG-1125,Vol 2, “Compilation of ACRS Repts." 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/13. WETTERHAHN.M.J. Conner & Wetterhahn. 3pp. 49445:323- 
49447:007. 


<-8904200394 Requests for add! info re application for provisional CP for proposed nu- 
clear station.List of questions end. 

DOAN,R.L. Atomic Energy Commission. 64/07/10. PRATT, M.H. Niagara Mohawk 
Power Corp. 12pp. 49445:331-49445:342. 

-8904200433 Requests addi info re application for const permit & OL for util. List of spe- 
cific comments end. 

MORRIS, P.A. Atomic Energy Commission. 68/02/20. PR ATT, M.H. Niagara Mohawk 
Power Corp, 13pp. 49446:026-49446:038. 

-8904240243 Lists matters representing major review areas for facility, including reactor 
pressure vessel, isolation valve failure, main steam line isolation valve, ECCS & oper- 
ation, 

TEDESCO,R.L. NRC - No Detailed Affiliation Given. 69/02/24. GASKE,M. NRC - No 
Detailed Affiliation Given. Ip. 49446:072-49446:072. 


-8904240254 Forwards memorandum on “Corrosion Evaluation - Nine Mile Point Reac- 
tor Vessel." 

CHENG,C.F. Argonne National Laboratory. 69/03/04. DEYOUNG,R.C. Atomic Energy 
Commission. 4pp. 49446:073-49446:076. 


-8904240263 Consulting rept on Nine Mile Point reactor vessel. 

MILLER, E,C. Oak Ridge National Laboratory. 69/03/07. 3pp. 49446:078-49446:080, 

“8904240307 “Corrosion Evaluation - Nine Mile Point Reactor Vessel." 

CHENG, C.F. Argonne National Laboratory. 69/03/24. 3pp. 49446:291-49446:293. 

8904240050 Responds to NRC station blackout rule re plant capability to maintain core 
cooling & containment integrity.Min permissible condensate storage tank level of 
135,000 gallons sufficient to provide core cooling for at least 10.7 h. 

TERRY, C.D. Niagara Mohawk Power Corp. 89/04/13. Document Control Branch 
(Document Control Desk). 6pp. 49447:121-49447:126. 

8904240302 Requests prompt review & reporting of status of implementation of TMI 
action plan items at facilities. Printout of all TMI items,annotated where tracking sys 
indicates implementation incomplete, end. 

MURLEY,T,E. Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/ 
14. BURKHARDT.L Niagara Mohawk Power Corp. 18pp. 49453:073-49453:091. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp, 49176:158-49176:255. 

8903290432 Forwards Safety Insp Repts 50-220/89-09 & 50-410/89-09 on 890206- 
08. No violations noted. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/03/16. BURKHARDT.L Niagara 
Mohawk Power Corp. 2pp. 49121:071-49121:078. 

-8903290433 Safety Insp Repts 50-220/89-09 & 50-410/89-09 on 890206-08. No voio- 
lations noted.Major areas inspected:emergency preparedness program, including 
review of previously identified insp findings. 

LAZARUS,W.J., GORDON, C.Z. Region 1, Ofc of the Director. 89/03/16, 6pp. 
49121:073-49121:078. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903300380 Discusses status of NRC review & evaluation of facility restart action plan 
& NRC approach to resolving remaining questions & concerns.Written response to de- 
scribed issues requested. 

KANE,W.F. Region 1. Ofc of the Director. 89/03/23. BURKHARDT.L Niagara 
Mohawk Power Corp. 3pp. 49129:171-49129:173. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 


8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904110297 Informs that listed actions taken re procedural adherence & compliance at 
plant,including meetings held w/station & offsite managers & supervisors to review 
Special Team Insp findings. 

BURKHARDT.L. Niagara Mohawk Power Corp. 89/03/30. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 4pp. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130558 Responds to weaknesses noted in Insp Repts 50-220/88-80 & 50-410/88- 
80.Corrective actions:paint problem on drywell inpected.spec developed to recoat re- 
actor pedestal area w/ coating & surveillance test procedures being revised. 
BURKHARDT.L. Niagara Mohawk Power Corp. 89/03/31. Document Control Branch 
(Document (Control Desk). 4pp. 49300:358-49300:361. 

8904130560 Responds to NRC Bulletin 88-010 re moided-case circuit breakers in use in 
safety-related sys.Existing certificates of compliance do not establish traceability of 
breakers to original mfg.Next submittal expected by 890630. 

TERRY, C.D. Niagara Mohawk Power Corp. 89/03/31. Document Control Branch 
(Document Control Desk). 3pp. 49301:080-49301:082. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1.2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11, 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904180071 Provides summary of comparison of 1986 Instrument & Control technician 
allegations w/ results of 1989 Insp findings.NRR did not identify recurrence of any spe- 
dfic issues originally identified as part of 1 986 allegations. 

CAPRA,R.A, Project Directorate 1-1. 89/04/12. BOGER.B.A. Assistant Director for 
Region I Reactors. 11pp. 49375:264-49375:274. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
O>nsolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERe & related correspondence 

8903310270 Special repton 890215 & 17, diesel tripped on overspeed & small sys 
demand in load increased resulting in large diesel load change & Div II diesel tripped 
when primary starting circuit de-energized, respectively. 

WILLIS, J.L Niagara Mohawk Power Corp. 89/03/17. Document Control Branch (Doc- 
ument CJontrol Desk). 3pp, 49148:355-49148:358. 

8903310172 LER 89-003-00:on 890216, plant in unanalyzed condition due to design 
deficiency.Caused by omission of four safety-related valves from sun/eillance test 
program.Program revised.Final root cause analysis due in suppI rept.W/890320 itr. 
PASTERNAK, R., WILLIS, J.L Niagara Mohawk Power Corp. 89/03/20. 8pp. 
49162:286-49162:293. 

8903310288 LER 88-068-01 :on 881203.automatic depressurization sys determined 
inoperable.Caused by human performance deficiencty due to inattentiveness to 
detail.General station order written re Tech Spec surveillance tests.W/890320 Itr. 
LAGOE,LJ., WILLIS, J.L. Niagara Mohawk Power Corp. 89/03/20. 13pp. 49195:218- 
49195:230. 

8903310164 LER 89-006-00:on 89021 9,unit experienced HPCS sys initiation due to lo-lo 
water level sIgnal.Caused by personnel error. Event discussed w/all instrument & con- 
trol personneL Training will be performed by 89051 5.W/890321 Itr. 

LAGOE,L.J., WILLIS, J.L. Niagara Mohawk Power Corp. 89/03/21. 5pp. 49162:301- 
49162:305. 
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a&040S05i1 Forwards corractid copy of LER 69-003-00 submitttd on 8@0320.Typo 
Idantifiid on Pagt 0 of 7 oorrootsd. 

WILLIS J.L NlMara Mohawk Powar Corp. 69/03/21. Dooumsnt Control Branoh (Doo- 
umtnt Control oaak). Ip. 491 96!00i-4@l 96:013. 

•>4§033161i6 LER 69-003-00:on §9021 6, plant In unintiystd condition du« to design 
dafioltnoy.Causad by omission of four siftty-relitad vilvts from suAraillanca tost 
prooram.Program revIssd.Final root caus© analysis due In suppl rept. 

PASTER.NAK.R. Niagara Mohawk Power Corp. 89/03/21. 7pp. 491 96:007-491 96:01 3. 

8903310184 LER 89-005-00:on 890221, ESF initiated from low flow signal. Caused by 
operator failure to follow prooedure.Contributing cause was procedural 
deficiency. Disciplinary action taken & procedure revised.W/890323 Itr. 

SMITH, R.G., WILLIS, J.L Niagara Mohawk Power Corp. 89/03/23. 5pp. 49148:050- 
49148:054. 

8904030356 Summaiy of Operating Reactors Events Meeting 89-12 on 890322.Llst of 
attendees,events discussed & significant elements,summary of reactor scrams & com- 
parison of weekly statistics w/industry averages for wk ending 890319 end. 
LANNING.W.D. Events Assessment Branch. 89/03/24. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 13pp. 49183:154-49183:166. 

8904120538 LER 89-004-00:on 890228, Div I LPCI pump automatically started & injec- 
tion valve opened, resulting in ECCS discharge into reactor vessel.Caused by person- 
nel error & procedural inadequacy.LPCI pump secured.W/890330 Itr. 

SMITH.R.G., WILLIS, J.L. Niagara Mohawk Power Corp. 89/03/30. 7pp. 49279:351- 
49279:357. 

8904130614 LER 88-036-01 :on 880728,discovered that unit not in compliance w/Tech 
Specs since action statements not performed for continued operation w/one diesel 
generator inoperable.Caused by programmatic deficiency.W/890403 Itr. 
MA2ZAFERRO.P.A.. WILLIS,J.L Niagara Mohawk Power Corp. 89/04/03. 6pp. 
49317:346-49317:351. 

8904180212 PNO-l-89-011A:util completed mid-cycle outage & brought reactor critical 
on 890402.Delay in completion of outage primarily attributed to several containment 
isolation valves failing leak testing. 

COOK,W., JOHNSON, J. Region 1. Ofc of the Director. 89/04/05. 1p. 49372:306- 
49372:306. 

8904210058 LER 89-008-00:on 890302.during review of FSAR, discovered that electrical 
circuit for suppression chamber 120-volt ac receptacles incorrectly identified.Caused 
by programmatic deficiency.Daily checks procedure revised.W/890405 Itr. 
PASTB=INAK,R.J., BURKHARDT.L. Niagara Mohawk Power Corp. 89/04/05. 5pp. 
49430:289-49430:293. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8904060342 Forwards Rev 7 to Issue 4 of physical security plan. Rev withheld (ref 
10CFR2.790(d) & 10CFR73.21). 

SIEBER.J.D. Duquesne Light Co. 89/03/31. Document Control Branch (Document 
Control Desk). Ip. 49216:040-49216:040. 


H. General correspondence 

8904060386 Consents to proposed restructuring of util.Proposed action will not affect 
qualifications of util as co-owner & operator of plants consistent w/applicable provi- 
sions of law, regulations & other requirements issued by Commission. 

STOLZ.J.F. Project Directorate 1-4. 89/03/16. HiCKEL.G.F. Duquesne Light Co. 4pp. 
49216:288-49216:291. 


J. insurance & indemnity Information 

8904030010 Provides listed documents as evidence of guarantee of share of retrospec- 
tive premiums to be levied against Perry Unit 1, Davis-Besse Unit 1 & Beaver Valley 
Unit 2. 

MARTIN,J.P. Toledo Edison Co. 89/03/28. DINITZ.I. NRC - No Detailed Affiliation 
Given. 25pp. 49156:199-49156:223. 


P. Operating license stage documents & correspondence 

8903300178 Advises that proprietary WCAP-1 2094, Suppl 1, "Addl Info In Support of 
Evaluation of Thermal Stratification for Beaver Valley Unit 2 Pressurizer Surge Line," 
will be withheld from public disclosure, per 10CFR2.790(b){5). 

TAM.P.S. Project Directorate I-4. 89/03/20. WIESEMANN.RA Westinghouse Electric 

Com Ann AaiOO.nnc 

Station Unit 2 initial Startup Test Deferral Rept for 

- 3pp. 49148:197-49148:199. 

f factor limit rept & associated graph, per 
: Change 1A-158/2A-19. 

>. Document Control Branch (Document 


ouomits description of Cycle 2 reload design & documents review.per 
10CFR50.59.Debris filter bottom nozzle designed to inhibit debris from entering active 
fuel region of core to maintain fuel performance by minimizing fuel failures. 

SIEBER.J.D. Duquesne Light Co. 89/03/29. Document Control Branch (Document 
Control Desk). 3pp. 49317:200-49317:202. 


8903300105 Gtnsrio Ltr 89-04 to tii holders of LWR OLa & CPs re guidance on d§v@i> 
opine acceptable Inson/loe touting programs.Svc Hat onoi. 

^RGAjS.a. Aoaoelaie Dlreeto/ for Projaets (Post 870411). §9/04/03. Coniellditid 
Edison Co. of New York, Ins. 70pp. 49208!32e-40g09i030. 

8904180982 Applloition for tmendi to LIceniiS DPR-66 A NPF-73, revising Tech Spec 
3/4.7. 9 to Clarify sealed source testing requirements by providing accurate classifica* 
tion. 

SIEBER,J.D. Duquesne Light Co. 89/04/05. Document Control Branch (Document 
Control Desk). 2pp. 49380:335-49380:339. 

-8904180285 Proposed Tech Spec 3/4.7.9 re sealed source contamination. 

* Duquesne Light Co. 89/04/05. 3pp. 49380:337-49380:339. 

8904170063 Forwards add! info re primary component support snubber elimination.per A 
Lee 890228 request. 

SIEBER.J.D. Duquesne Light Co. 89/04/06. Document Control Branch (Document 
Control Desk). 8pp. 49350:072-49350:079. 

8904210054 Forwards request for addi info re differential settlement of buried pipes & to 
verify that bending compressive stress in pipe due to reported settlement did not 
exceed allowable compressive stress. 

TAM.P.S. Project Directorate 1-4. 89/04/06. SIEBER.J.D. Duquesne Light Co. 3pp. 
49427:272-49427:274. 

8904210245 Notification of 890425 meeting w/util in Rockville, MD to discuss status of 
various licensing actions. 

TAM.P.S. Project Directorate 1-4. 89/04/14. STOLZ.J.F. Project Directorate 1-4. 3pp. 
49443:208-49443:210. 

8904210271 Requests review & reporting of status of implementation of TMi Action Plan 
items.Printout of all TMI items.annotated where tracking sys indicates implementation 
incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. SIEBER.J.D. Duquesne Light Co. 35pp. 49444:319-49444:353. 

8904240391 Responds to 10CFR50.63 re station blackouLMods to electrical buses will 
be required to provide proposed alternate ac power sources. 

SIEBER.J.D. Duquesne Light Co. 89/04/14. Document Control Branch (Document 
Control Desk). 9pp. 49447:131-49447:139. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Sve list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Sve list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Sve 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49206:109. 

8903270348 Suppl 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130620 Responds to NRC Bulletin 88-010 re molded-case circuit breakers.Util with- 
holding breakers from future use if verifiability to mfg not established. List of ware- 
house storeroom spares end. 

SIEBER.J.D. Duquesne Light Co. 89/04/02. Document Control Branch (Document 
Control Desk). 11pp. 49301:048-49301:058. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04, 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61.Air Emission 
Stds for Radionuclides." Sve list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York. Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324. 

8904120388 Forwards proprietary WCAP-1 21 41 & nonproprietary WCAP-1 21 42, 
"Beaver Valley Unit 2 Evaluation for Tube Vibration Induced Fatigue," for review & 
approval & application for withholding proprietary rept (ref 10CFR2.790). 

SIEBER.J.D. Duquesne Light Co. 89/04/06. Document Control Branch (Document 
Control Desk). 2pp. 49286:296-49287:096. 

-8904120390 Application for withholding proprietary WCAP-1 2141, “Beaver Valley Unit 
2 Evaluation for Tube Vibration Induced Fatigue" (ref 10CFR2.790). 

WIESEMANN,R.A. Westinghouse Electric Corp. 89/03/01. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 9pp. 49286:298-49286:306. 
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».i§O4iaoS06 "Bfiivir Villw Unit 2 Evtluitlon for Tub® Vlbmtbn Induesb Fitigu®." 
PITTERLE,T.A. Wostlnghouse Eitmrb Copp. WCAF-iaua. iS/Og/tsr ISOpp. 


i0O4OSOB1i SuppI 3 to NRC Bullfttiii 88-003, "Thttninit Stroiiis in Piping Conntotod to 
RCS." Sve list inol. 

ROSSI, C.E. Division of Operational Events Assessment (Post S70411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388t037-49388:145. 


8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York. Inc. 106pp. 49335:001-49335:107. 


8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 


8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc, 106pp. 49397:001-49397:106. 


8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904200044 “1988 Annual Environ Rept,NonRadiological,Beaver Valley Power Station 
Units 1 & 2.” W/890405 Itr. 

SHEMA.R.L. Aquatic Systems Corp. CHERRY.D.S. Virginia Polytechnic Institute & 
State Univ., Blacksburg, VA. SIEBER.J.D. Duquesne Light Co. 88/12/31. 180pp. 
49395:001-49395:218. 

8904140078 “NPDES Discharge Monitoring Rept for Feb 1989." W/890328 Itr. 
DRUGA,R.J. Duquesne Light Co. 89/02/28. VARGA, S. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 24pp. 49340:333-49340:356. 

8904190240 Monthly operating repts for Mar 1989 for Beaver Valley. W/890406 Itr. 
WINGER,M.A.. SIEBER.J.D. Duquesne Light Co. 89/03/31. 9pp. 49391:314- 
49391:322. 


S. Reportable occurrences, LERs & related correspondence 

8904120112 LER 89-006-00:on 8901 16, component cooling pump C exhibited sudden 
loss of flow & immediately secured.Caused by expansion joint liner/weld 
failure.allowing liner to be drawn Into pump impeller.Joints replaced.W/890404 Itr. 
NOONAN, T.P. Duquesne Light Co. 89/03/30. 6pp. 49290:262-49290:267. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


8603S10S04 Forward® BAW-16173F, “Mirk-BW R©load Safity Analyili lor Oatawbi & 
MoGulra." Rapt eontalni laftty inalyali oiloulatlon roaulta to bi uied In liosnsing for 
i&W fuil. Rapt withhold (raf 1 iCPRi790). 

TUCKER, H.B. Duke Power Co. 81/03/30. Document Control Branch (Document Con- 
trol Deak). 10pp. 491 48101 7-491 48:026. 


8904040260 Forwards proprietary BAW-10175P, “Rod Exchange Methodology," devel- 
oped for calculating parameters while performing control rod measurements using rod 
exchange technique to be used at plant8.Rept withheld (ref 10CFR2.790). 
TAYLOR.J.H. Babcock & Wilcox Co. 89/03/30. NORBERG.J.A. Division of Engineer- 
ing & Systems Technology (Post 870411). 9pp. 49242:067-49242:075. 


8904180268 Advises that 890315 revised Amend 12 to QA porogram continues to satis- 
fy 10CFR50,App B requirements & acceptable. 

GIBSON,A.F. Region 2, Ofc of the Director. 89/03/30. TUCKER, H.B. Duke Power Co. 
2pp. 49381:210-49381:211. 


8904060016 Forwards clarification of Tech Spec requirements for functional testing of 
snubbers.Concurrence w/Region II position that Pacific Scientific Co 1 /4 & 1 /2 snub- 
bers should be excluded from test group as stated noted. 

ADENSAM.E.G. Assistant Director for Region II Readers. 89/03/31. GIBSON.A.F. 
Region 2, Ofc of the Director. 1p. 49234:019-49234:022. 


-8904060030 Discusses Tech Spec interpretation on snubber testing to resolve inspec- 
tor followup item.Concurs w/region that snubbers tested prior to establishment of 
single failure mode group should be excluded from test group. 

MARSH,L.B. Mechanical Engineering Branch. 89/03/24. JABBOUR.K. NRC - No De- 
tailed Affiliation Given. 3pp. 49234:020-49234:022. 

8904070288 Forwards updated listinc of proposed OL & Tech Spec amends requiring 
priority over other proposed amendTs.Major changes from last update Include removal 
of requests to clarify required snubber insps & to extend time to upgrade SPDS. 
TUCKER, H.B. Duke Power Co. 89/03/31. Document Control Branch (Document Con- 
trol Desk). 9pp. 49242:304-49242:312. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904130127 Fonvards addi data from recent Catawba integrated leak rate tests which 
further supports util 890203 request for exemption from 10CFR50,App J requirements 
for plants that containment leakage can be determined in less than 24 h. 
TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 1 0pp. 49347:1 92-49347:201 . 

8904130157 Responds to questions re Topical Rept DPC-NE-3000, “Thermal- Hydraulic 
Transient Analysis Methodology.” Request that new Section 3.3, “McGuire/Catawba 
VIPRE Model” be reviewed as part of proposed rev.Revs to rept expected within 30 
days. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 2pp. 49321:154-49321:155. 

8904140082 Forwards lists of topical repts either currently under review, scheduled for 
future submittal or previously approved. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 7pp. 49347:221-49347:227. 

8904200054 Application for amends to Licenses NPF-35 & NPF-52, allowing demonstra- 
tion program re rod control cluster assemblies to be conducted at plant. 

TUCKER.H.B. Duke Power Co. 89/04/06. Document Control Branch (Document Con- 
trol Desk). 4pp. 49405:231-49405:244. 
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F. Security, medical, emergency & fire protection plans 

8903310139 Forwards public version of revised EPIPs, consisting of Change 2 to RP/0/ 
A/5000/08 & Change 0 to HP/O/B/1009/18. W/DH Grimsiey release memo. 
TUCKER.H.B. Duke Power Co. 89/03/13. Document Control Branch (Document Con- 
trol Desk). 2pp. 49159:040-49159:077. 

—8903310144 Public version of revised EPIPs, consisting of Change 2 to RP/O/A/5000/ 
08 & Change 0 to HP/O/B/1009/18. 

MITCHELL,G.L, SIMPSON, D.P. Duke Power Co. 89/03/03. 37pp. 49159:042- 
49159:077. 

8903300152 Forwards Insp Repts 50-413/89-04 & 50-414/89-04 on 890213- 17.No vio- 
lations or deviations noted. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/03/15. TUCKER.H.B. Duke Power 
Co. 2pp. 49146:026-49145:036. 

-8903300154 insp Repts 50-413/89-04 & 50-414/69-04 on 89021 3-1 7.No violations or 
deviations noted.Major areas inspected: emergency preparedness program to deter- 
mine if program maintained in state of operational readiness re emergencies. 
GOODEN, A., RANKIN, W. Region 2, Ofc of the Director. 89/03/13. 9pp. 49146:028- 
49145:036. 


P. Operating license stage documents & correspondence 


—8904200058 Proposed Tech Spec Page 5-5, allowing util to conduct demonstration pro- 
gram re rod control cluster assemblies. 

* Duke Power Co. 89/04/06. 10pp. 49405:236-49405:244. 

8904200253 Application for amends to Licenses NPF-35 & NPF-52, allowing changes to 
Tech Specs re RHR flow requirements. 

TUCKER.H.B. Duke Power Co. 89/04/06. Document Control Branch (Document Con- 
trol Desk). 4pp. 49403:284-49403:293. 

-8904200257 Proposed Tech Specs, allowing changes to Tech Spec re RHR flow re- 
quirements. 

* Duke Power Co. 89/04/06. 6pp. 49403:288-49403:293. 

8904200194 Forwards Amends 60 & 54 to Licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends modify Tech Specs & surveillance requirements in increase 
auxiliary feedwater suction swapover time to less than or equal to 16 s. 
JABBOUR.K.N. Project Directorate 11-3. 89/04/11. TUCKER.H.B. Duke Power Co. 
2pp. 49403:269-49403:283. 

-8904200196 Amends 60 & 54 to Licenses NPF-SS & NPF-52, respectively, modifying 
Tech Specs & surveillance requirements to increase auxiliary feedwater sys suction 
swapover time from less than or equal to 15 s to less than or equal to 16 s. 
MATTHEWS, D.B. Project Directorate 11-3. 89/04/11. 10pp. 49403:271-49403:280. 

-8904200200 Safety evaluation supporting Amends 60 & 54 to Licenses NPF-35 & 
NPF'^SS rGspoctivsly. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/11. 3pp. 
49403:281-49403:283. 


8903300022 Notification of 890503 meeting w/B&W.INEL & util in Rockville.MD to dis- 
cuss licensing submittals for plants. 

HSIl.Y. Reactor Systems Branch. 89/03/24. HODGES, M.W. Reactor Systems Branch. 
3pp. 49129:341-49129:343. 


8904040169 Forwards results of sample analysis of NRC-supplied spiked samples of H- 
3,Sr-89,Sr-90 & Fe-55,per NRC 890106 request. 

TUCKER.H.B. Duke Power Co. 89/03/27. DECKER, T.R. Region 2. Ofc of the Director. 
2pp. 49190:265-49190:266. 


8904040172 Forwards proprietary responses to questions re Topical Rept DPC-NE- 
201 IP, “Nuclear Design Methodology for Core Operating Limits of Westinghouse Re- 
actors.” Responses withheld. _ . „ ^ _ 

TUCKER H.B. Duke Power Co. 89/03/28. Document Control Branch (Document Con- 
trol Desk). Ip. 49191:071-49191:071. 


8904210266 Forwards Amends 61 & 55 to Licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends revise setpoints for Unit 2 steam generator level trips due to 
planned relocation of level taps. 

JABBOUR,K.N. Project Directorate 11-3. 89/04/14. TUCKER.H.B. Duke Power Co. 
4pp. 49443:217-49443:237. 

-8904210269 Amends 61 & 55 to Licenses NPF-35 & NPF-52, respectively. Amends 
revise setp>oints for Unit 2 steam generator level trips due to planned relocation of 
level taps. 

MATTHEWS, D.B. Project Directorate 11-3. 89/04/14. 13pp. 49443:221-49443:233. 

-8904210273 Safety evaluation supporting Amends 61 & 55 to Licenses NPF-35 & 
NPF-52, respectively. 

• Office of Nuclear Reactor Regulation, Director (Post 870411), 89/04/14. 4pp. 
49443:234-49443:237. 
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8904240294 Requests prompt review & reporting of status of impfementation of TMI 
action plan at facilitiesJnfo will be utilized to validate existing data base so that NRC 
can accurately respond to congressional inquiries. 

MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/ 
14. TUCKER, H.B. Duke Power Co. 56pp. 49469:217-49469:266. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities,” Svc list end. 

CUNNiNGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co, of New York, Inc. 98pp. 49176:158-49176:255, 

8903280242 Confirms 890110-14 & 24-28 operational safety team insp. W/o end insp 
matls. 

PEEBLES.T.A. Region 2. Ofc of the Director. 89/03/14. TUCKER.H.B. Duke Power 
Co. 1 p- 49075:3 1 1 -49075:3 1 1 . 

8903300152 Forwards insp Repts 50-413/89-04 & 50-414/89-04 on 890213- 17.No vio- 
lations or deviations noted, 

COLLINS.D.M. Region 2. Ofc of the Director. 89/03/15. TUCKER.H.B. Duke Power 
Co. 2pp. 49145:026-49145:036. 

-89033CK)154 Insp Repts 50-413/89-04 & 50-414/89-04 on 89021 3-1 7.No violations or 
deviations noted.Major areas inspected: emergency preparedness program to deter- 
mine if program maintained in state of operational readiness re emergencies. 
GOODEN.A.. RANKIN, W. Region 2. Ofc of the Director. 89/03/13. 9pp. 49145:028- 
49145:036. 

8903310339 Discusses schedule for response to NRC Bulletin 88-004 re safety-related 
pump loss.Requests that 890630 response include detailed identification of all long- 
term actions necessary to complete bulletin. 

MATTHEWS.D.B. Project Directorate II-3. 89/03/22. TUCKER.H.B. Duke Power Co. 
5pp. 49159:158-49159:163. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904200141 Summarizes status of util actions in response to NRC Bulletin 85-003, 
“Motor-Operated Valve Common Mode Failures During Plant Transients due to Im- 
proper Switch Settings." 

TUCKER.H.B. Duke Power Co. 89/03/23. EBNETER.S.D. Region 2, Ofc of the Direc- 
tor. 4pp. 49400:348-49400:351. 

8903290363 Discusses Tech Spec interpretation on snubber testing to resolve inspector 
followup item.Testing of 71 snubbers in PSA 1-PSA 35 group not in accordance w/ 
Tech Spec. 

MARSH, LB. Mechanical Engineering Branch. 89/03/24. JABBOUR.K. Division of Re- 
actor Projects - III, IV. V & Special Projects (Post 870411). 3pp. 49081:128-49081:130. 

6904120055 Ack receipt of 890224 response informing NRC of steps taken to correct 
violations noted in Insp Repts 50-413/88-34 & 50-414/88-34. 

REYES,L.A. Region 2. Ofc of the Director. 89/03/27. TUCKER.H.B. Duke Power Co. 
Ip. 49286:071-49286:071. 

8904070286 Responds to violations noted in Insp Repts 50-413/88-22 & 50-414/88- 
22. Revs to overtime control requirements for personnel performing safety-related work 
delayed until 890505.Extra time required to issue policy statement. 

TUCKER.H.B. Duke Power Co. 89/03/29. Document Control Branch (Document Con- 
trol Desk). Ip. 49234:272-49234:272. 

8904120143 Forwards Insp Repts 50-413/89-06 & 50-414/89-06 on 890228-0303. No 
violations or deviations noted. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/29. TUCKER.H.B. Duke Power Co. 
2pp. 49296:182-49296:189. 

-8904120149 Insp Repts 50-413/89-06 & 50-414/89-06 on 890228-0303. No violations 
or deviations noted.Major areas inspected: snubber surveillance program.main steam 
& pressurizer relief valve testing & standby nuclear svc water pond procedures. 
LENAHAN,J.J., BELISLE.G.A, Region 2, Ofc of the Director. 89/03/27. 6pp. 
49296:184-49296:189. 

8904180256 Forwards Insp Repts 50-413/89-05 & 50-414/89-05 on 890205-25 & notice 
of violation Attention invited to unresolved item noted in insp rept. 

HERDT.A.R. Region 2, Ofc of the Director. 89/03/29. TUCKER.H.B. Duke Power Co. 
2pp, 49372:04949372:062. 

-8904180258 Notice of violation from insp on 890204-25. Violation noted: Procedure PT/ 
1 /A/4200/55, "CA Check Valve Leak Rate Test” inadequate to ensure auxiliary feed- 
water suction piping vented after filling. 

HERDT,A.R. Region 2. Ofc of the Director, 89/03/29. 4pp. 49372:05149372:054. 

-8904180259 Insp Repts 50-413/89-05 & 50414/89-05 on 890204-25. Violations 
noted.Maior areas inspected:revlew of plant operations, surveillance observatlon,malnt 
observation & review of nonroutine event repts. 

SHYMLOCK.M.B.. ORDERS.W.T., LESSER.M.S. Region 2, Ofc of the Director. 89/03/ 
29. 8pp. 49372:05549372:062. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list crtcl 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 94pp. 49204:00149204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Ucensed Matl." Svc 
list encl. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:00149205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
(Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 


8904070288 Forwards updated listing of proposed OL & Tech Spec amends requiring 
priority over other proposed amends.Major changes from last update include removal 
of requests to clarify required snubber insps & to extend time to upgrade SPDS, 
TUCKER.H.B. Duke Power Co. 89/03/31. Document Control Branch (Document Con- 
trol Desk). 9pp. 49242:304-49242:312. 

8904140435 Responds to NRC 890302 Itr re violations noted in Insp Repts 50-413/88- 
38 & 50-41 4/88-38.Correctlve actions noted:drain covers removed & insps performed 
on units. 

TUCKER.H.B. Duke Power Co. 89/03/31. Document Control Branch (Document Con- 
trol Desk). 4pp. 49348:17249348:175. 

8904140440 Responds to NRC 890303 Itr re violations noted in Insp Repts 50-413/89- 
02 & 50-41 4/89-02.Corrective actions;update training revised to include info on impor- 
tance of flashing light to designate extra high radiation areas. 

TUCKER.H.B. Duke Power Co. 89/03/31. Document Control Branch (Document Con- 
trol Desk). 5pp. 49334:231-49334:235. 

8904190465 Forwards summary of 890317 enforcement conference re Insp Repts 50* 
413/88-38 & 50-41 4/88-38.lssues discussed included inoperability of containment air 
return & hydrogen skimmer sys.List of attendees & handouts also encl. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/03/31. TUCKER.H.B. Duke Power 
Co. 45pp. 49394:253-49394:297. 

8904140185 Fonvards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers." Steps taken to ensure that circuit breakers installed after 
880801 .will be procured from CBM under 1 0CFR50,App B program. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 14pp. 49319:184-49319:197. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York. Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list encl. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904240118 Informs of error noted in Insp Repts 50-413/89-02 & 50-414/89-02 re ex- 
posure limit requiring areas to be locked or controlled as stated in Tech 
Specs.Exposure limit ^ould be 1 ,000 m/h. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/04/11. TUCKER.H.B. Duke Power 
C^O. 1p. 49468:052-49468:052. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17, 
(Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list encl. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/20. 
(Consolidated Edison (Co. of New York. Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904210034 Provides description of abnormal releases re rev to semiannual radioactive 
effluent release rept for Jul-Dec 1988.0n 880211,0.35 Ci liquid release involved un- 
monitored release from waste monitor tank B to environ. 

TUCKER.H.B. Duke Power Co. 89/04/05. Document Control Branch (Document Con- 
trol Desk). 2pp. 49392:291-49392:311. 

8904240301 Forwards monthly operating repts for Mar 1989 for Catawba Units 1 & 2 & 
corrected rept for Feb 1 989 for Unit 2. 

TUCKER.H.B, Duke Power Cio. 89/04/14. Document Control Branch (Document Con- 
trol Desk). 1p. 49445:165-49445:178. 

->8904240366 Monthly operating repts for Mar 1 989 for Catawba Units 1 & 2. 
WILLIAMS,R.A. Duke Power Co. 89/03/31. 11pp. 49445:166-49445:176. 

-8904240372 Corrected monthly operating rept for Feb 1989 for Catawba Unit 2 con- 
taining personnel exposure info. 

MEAD.J.J. Duke Power Co. 89/04/14. 2pp. 49445:177-49445:178. 
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S. Reportable occurrences, LERs & related correspondence 

8904030125 Part 21 rept listing locations where valves w/Control Components w/pres- 
surized seat design similar to APS valves S/N 21408-1 installed in same svc IE modu- 
lating atmospheric dump valve upstream of MSIV.Proprietary drawing end. 

STERUD.C. Control Components, Inc. 89/03/17. LANNING.W. NRG - No Detailed Af- 
filiation Given. Ip. 49182:110-49182:110. 

8904030259 LER 89-004-00:on 890222, automatic alignment brought on by momentary 
short across level transmitter.Caused by inappropriate action due to improper follow- 
ing of procedure. Training on proper method to be provided.W/890323 Itr. 

WHITE, R.L, TUCKER.H.B. Duke Power Co. 89/03/23. 5pp. 49183:017-49183:021. 

8904040164 LER 89-003-00:on 890221 , jumper used to check relay contacts short 
circuited.resulting in closure of steam generator 2C MSIV & opening of 3 2C code 
safety relief valves.Caused by mgt deficiency.Setpoint recalibr.W/890323 Itr. 

WHITE, R.L, TUCKER,H.B. Duke Power Co. 89/03/23. 12pp. 49205:126-49205:137. 

8904070293 LER 89-005-00:on 890227,header B of nuclear svc water (NSW) sys auto- 
matically aligned to standby NSW pond.Cause unknown, but event possibly caused by 
equipment malfunction.Work request issued to replace suspect relays.W/890329 Itr. 
WHITE,R.L. TUCKER.H.B. Duke Power Co. 89/03/29. 6pp. 49235:225-49235:230. 

8904070296 LER 89-007-00:on 8901 27, turbine driven auxiliary feedwater pump 
failed.Caused by stress corrosion cracking at key slot of final stage shaft sleeve.Shaft 
replaced & feedwater pump returned to svc.W/890330 Itr. 

WHITE.R.L., TUCKER.H.B. Duke Power Co. 89/03/30. 7pp. 49242:251-49242:257. 

8904070001 Part 21 rept re atmospheric dump valves.Cause of failure speculative but 
result of piston ring that failed to seal. Resolution to problem requires increasing pilot 
valve capacity & reworking of plug to enlarge pilot flow area. 

MILLER, H.L. Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. 2pp. 49235:279-49235:281. 

8904130489 LER 89-008-00:on 890305, reactor trip occurred due to exceeding overpow- 
er delta T loop 2 setpoint.Caused by personnel error & actuator failure.Work request 
issued & instrument isolation valve repiaced.W/890404 Itr. 

WHITE.R.L.. TUCKER.H.B. Duke Power Co. 89/04/04. 8pp. 49299:068-49299:075. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 

8903310139 Forwards public version of revised EPIPs, consisting of Change 2 to RP/0/ 
A/5000/08 & Change 0 to HP/O/B/1009/18. W/DH GrimsIey release memo. 
TUCKER.H.B. Duke Power Co. 89/03/13. Document Control Branch (Document Con- 
trol Desk). 2pp. 49159:040-49159:077. 

-8903310144 Public version of revised EPIPs, consisting of Change 2 to RP/0/ A/5000/ 
08 & Change 0 to HP/O/B/1009/18. 

MITCHELL, G.L, SIMPSON.D.P. Duke Power Co. 89/03/03. 37pp. 49159:042- 
49159:077. 

8903300152 Forwards Insp Repts 50-413/89-04 & 50-414/89-04 on 890213- 17.No vio- 
lations or deviations noted. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/03/15. TUCKER.H.B. Duke Power 
Co. 2pp. 49145:026-49145:036. 

-8903300154 Insp Repts 50-413/89-04 & 50-414/89-04 on 89021 3-1 7.No violations or 
deviations noted.Major areas inspected: emergency preparedness program to deter- 
mine if program maintained in state of operational readiness re emergencies. 
GOODEN.A. Region 2, Ofc of the Director. 89/03/13. 9pp. 49145:028-49145:036. 


P. Operating license stage documents & correspondence 

8904200036 Notifies of canceled 890425 meeting w/util in Cornelius.NC to discuss van- 
ous licensing activities & safety initiatives at facilities. 

HOOD, D.S. Project Directorate 11-3. 89/03/23. MATTHEWS,D.B. Project Directorate II- 
3. 6pp. 49395:255-49395:260. 

8903300022 Notification of 890503 meeting w/B&W,INEL & util in Rockville.MD to dis- 
cuss licensing submittals for plants. 

HSU.Y. Reactor Systems Branch. 89/03/24. HODGES,M.W. Reactor Systems Branch. 
3pp. 49129:341-49129:343. 

8904040169 Forwards results of sample analysis of NRC-supplied spiked samples of H- 
3,Sr-89,Sr-90 & Fe-55,per NRC 890106 request, 

TUCKER.H.B. Duke Power Co. 89/03/27. DECKER, T.R. Region 2. Ofc of the Director. 
2pp. 49190:265-49190:266. 

8904040172 Fonvards proprietary responses to questions re Topical Rept DPC-NE- 
201 1 P, “Nuclear Design Methodology for Core Operating Limits of Westinghouse Re- 
actors." Responses withheld. 

TUCKER.H.B. Duke Power Co. 89/03/28, Document Control Branch (Document Con- 
trol Desk). Ip. 49191:071-49191:071. 

8903310304 Forwards BAW-10173P. “Mark-BW Reload Safety Analysis for Catawba & 
McGuire." Rept contains safety analysis calculation results to be used in licensing for 
B&W fuel. Rept withheld (ref 10CFR2.790). 

TUCKER.H.B. Duke Power Co, 89/03/30. Document Control Branch (Document Con- 
trol Desk). 10pp. 49148:017-49148:026. 

8904040250 Forwards proprietary BAW-10175P, “Rod Exchange Methodology.” devel- 
oped for calculating parameters while performing control rod measurements using rod 
exchange technique to be used at plants.Rept withheld (ref 10CFR2.790). 
TAYLOR,J.H. Babcock & Wilcox Co. 89/03/30. NORBERG.J.A. Division of Engineer- 
ing & Systems Technology (Post 870411). 9pp. 49242:067-49242:075. 


8904180268 Advises that 890315 revised Amend 12 to QA porogram continues to satis- 
fy 10CFR50,App B requirements & acceptable. 

GIBSON,A.F. Region 2. Ofc of the Director. 89/03/30. TUCKER.H.B. Duke Power Co. 
2pp. 49381:210-49381:211. 

8904060016 Forwards clarification of Tech Spec requirements for functional testing of 
snubbers.Concurrence w/Region II position that Pacific Scientific Co 1/4 & 1/2 snub- 
bers should be excluded from test group as stated noted. 

ADENSAM.E.G. Assistant Director for Region II Reactors. 89/03/31. GIBSON.A.F. 
Region 2, Ofc of the Director. Ip. 49234:019-49234:022. 

-8904060030 Discusses Tech Spec interpretation on snubber testing to resolve inspec- 
tor followup item.Concurs w/region that snubbers tested prior to establishment of 
single failure mode group should be excluded from test group. 

MARSH, L.B, Mechanical Engineering Branch. 89/03/24. JABBOUR.K. NRC - No De- 
tailed Affiliation Given. 3pp. 49234:020-49234:022. 

8904070288 Forwards updated listing of proposed OL & Tech Spec amends requiring 
priority over other proposed amends.Major changes from last update include removal 
of requests to clarify required snubber insps & to extend time to upgrade SPDS. 
TUCKER.H.B. Duke Power Co. 89/03/31 . Document Control Branch (Document Con- 
trol Desk). 9pp. 49242:304-49242:312. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904130127 Forwards addi data from recent Catawba integrated leak rate tests which 
further supports util 890203 request for exemption from 10CFR50,App J requirements 
for Diants that containment leakage can be determined in less than 24 h. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 10pp. 49347:192-49347:201. 

8904130157 Responds to questions re Topical Rept DPC-NE-3000, “Thermal- Hydraulic 
Transient Analysis Methodology.” Request that new Section 3.3, “McGuire/Catawba 
VIPRE Model” be reviewed as part of proposed rev.Revs to rept expected within 30 
days. 

TUCKER,H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 2pp. 49321:154-49321:155. 

I 

8904140082 Forwards lists of topical repts either currently under review,scheduled for 
future submittal or previously approved. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 7pp. 49347:221-49347:227. 

8904200054 Application for amends to Licenses NPF-35 & NPF-52,allowing demonstra- 
tion program re rod control cluster assemblies to be conducted at plant. 

TUCKER.H.B. Duke Power Co. 89/04/06. Document Control Branch (Document Con- 
trol Desk). 4pp. 49405:231-49405:244. 

-8904200058 Proposed Tech Spec Page 5-5,allowing util to conduct demonstration pro- 
gram re rod control cluster assemblies. 

^ Duke Power Co. 89/04/06. 10pp. 49405:235-49405:244. 

8904200253 Application for amends to Licenses NPF-35 & NPF-52,allowing changes to 
Tech Specs re RHR flow requirements. 

TUCKER.H.B. Duke Power Co. 89/04/06. Document Control Branch (Document Con- 
trol Desk). 4pp. 49403:284-49403:293. 

-8904200257 Proposed Tech Specs.allowing changes to Tech Spec re RHR flow re- 
quirements. 

* Duke Power Co. 89/04/06. 6pp. 49403:288-49403:293. 

8904200194 Forwards Amends 60 & 54 to Licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends modify Tech Specs & surveillance requirements in increase 
auxiliary feedwater suction swapover time to less than or equal to 1 6 s. 

JABBOUR,K.N. Project Directorate 11-3. 89/04/11. TUCKER.H.B. Duke Power Co. 
2pp. 49403:269-49403:283. 

-8904200198 Amends 60 & 54 to Licenses NPF-35 & NPF-52, respectively, modifying 
Tech Specs & surveillance requirements to increase auxiliary feedwater sys suction 
swapover time from less than or equal to 1 5 s to less than or equal to 16 s. 
MATTHEWS.D.B. Project Directorate 11-3. 89/04/11. lOpp, 49403:271-49403:280. 

-8904200200 Safety evaluation supporting Amends 60 & 54 to Licenses NPF-35 & 
NPF-52, respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/11. 3pp. 
49403:281-49403:283. 


8904210266 Forwards Amends 61 & 55 to Licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends revise setpoints for Unit 2 steam generator level trips due to 
planned relocation of level taps. 

JABBOUR,K.N. Project Directorate II-3. 89/04/14. TUCKER.H.B. Duke Power Co. 
4pp. 49443:217-49443:237. 

-8904210269 Amends 61 & 55 to Licenses NPF-35 & NPF-52, respectively. Amends 
revise setpoints for Unit 2 steam generator level trips due to planned relocation of 
level taps. 

MATTHEWS.D.B. Project Directorate 11-3. 89/04/14. 13pp. 49443:221-49443:233. 

-8904210273 Safety evaluation supporting Amends 61 & 55 to Licenses NPF-35 & 
NPF-52, respectively, 

• Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/14. 4pp. 
49443:234-49443:237. 


8904240294 Requests prompt review & reporting of status of implementation of TMI 
action plan at facilities. Info will be utilized to validate existing data base so that NRC 
can accurately respond to congressional inquiries. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. TUCKER.H.B. Duke Power Co. 56pp. 49469:217-49469:266. 
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Q. inspection reports, IE Bulletins 3: correspondence 

8®03010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 

CUNWr^GHAW^E^biv^^on^ & Medical Nuclear Safety (Post 870729). 

89/03/07. Consolidated Edison Co. of New York. Inc. 98pp. 49176:158-49176:255. 

8903280242 Confirms 890110-14 & 24-28 operational safety team insp. W/o end tnsp 
matls. 

PEEBLES, T.A. Region 2, Ofc of the Director. 89/03/14. TUCKER.H.B. Duke Power 
Co. Ip- 49075:31 1-49075:31 1 . 

89033CM3152 Forwards Insp Repts 50-413/89-04 & 50-414/89-04 on 890213- 17.No vio- 
lations or deviations noted. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/03/15. TUCKER.H.B. Duke Power 
Co. 2pp. 49145:026-49145:036. 

-8903300154 Insp Repts 50-413/89-04 & 50-414/89-04 on 890213-17.No violations or 
deviations noted. Major areas inspected: emergency preparedness program to deter- 
mine if program maintained in state of operational readiness re emergencies. 
GOODEN.A., RANKIN, W. Region 2. Ofc of the Director. 89/03/13. 9pp. 49145:028- 
49145:036. 

8903310339 Discusses schedule for response to NRC Bulletin 88-004 re safety-related 
pump loss.Requests that 890630 response include detailed identification of all long- 
term actions necessary to complete bulletin. 

MATTHEWS.D.B. Project Directorate 11-3. 89/03/22. TUCKER.H.B. Duke Power Co. 
5pp. 49159:158-49159:163. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904200141 Summarizes status of util actions in response to NRC Bulletin 85-003, 
"Motor-Operated Valve Common Mode Failures During Plant Transients due to Im- 
proper Switch Settings." 

TUCKER.H.B. Duke Power Co. 89/03/23. EBNETER.S.D. Region 2. Ofc of the Direc- 
tor. 4pp. 49400:348-49400:351. 

8903290363 Discusses Tech Spec interpretation on snubber testing to resolve inspector 
followup item.Testing of 71 snubbers in PSA 1-PSA 35 group not in accordance w/ 
Tech Spec. 

MARSH, L.B. Mechanical Engineering Branch. 89/03/24. JABBOUR.K. Division of Re- 
actor Projects - 111,1V, V & Special Projects (Post 870411). 3pp. 49081:128-49081:130. 

8904120055 Ack receipt of 890224 response informing NRC of steps taken to correct 
violations noted in Insp Repts 50-413/88-34 & 50-414/88-34. 

REYES.L.A. Region 2. Ofc of the Director. 89/03/27. TUCKER.H.B. Duke Power Co. 
Ip. 49286:071-49286:071. 

8904070286 Resf)onds to violations noted in Insp Repts 50-413/88-22 & 50-414/88- 
22.Revs to overtime control requirements for personnel performing safety-related work 
delayed until 890505. Extra time required to issue policy statement 
TUCKER.H.B. Duke Power Co. 89/03/29. Document Control Branch (Document Ckjn- 
trol Desk). 1p. 49234:272-49234:272. 

8904120143 Forwards Insp Repts 50-413/89-06 & 50-414/89-06 on 890228-0303. No 
violations or deviations noted. 

JULIAN.C.A. Region 2. Ofc of the Director. 89/03/29. TUCKER.H.B. Duke Power Co. 
2pp. 49296:182-49296:189. 

-8904120149 Insp Repts 50-413/89-06 & 50-414/89-06 on 890228-0303.No violations 
or deviations noted.Major areas inspected: snubber surveillance program.main steam 
& pressurizer relief valve testing & standby nuclear svc water pond procedures. 
LENAHAN.J.J., BELISLE.G.A. Region 2, Ofc of the Director. 89/03/27. 6pp. 
49296:184-49296:189. 

8904180256 Forwards Insp Repts 50-413/89-05 & 50-414/89-05 on 890205-25 & notice 
of violation.Attention invited to unresolved item noted In insp rept 
HERDT.A.R. Region 2. Ofc of the Director, 89/03/29. TUCKER.H.B. Duke Power Co. 
2pp. 49372:049-49372:062. 

-8904180259 Insp Repts 50-413/89-05 & 50-414/89-05 on 890204-25. Violations 
noted.Major areas inspected:review of plant operations.surveillance observation.maint 
observation & review of nonroutine event repts. 

SHYMLOCK.M.B., ORDERS, W.T., LESSER.M.S. Region 2, Ofc of the Director. 89/03/ 
29. 8pp. 49372:055-49372:062. 

890324(N)63 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Cor\soiidated Edison Co. of New York. Inc. 108pp. 49185:070-49185:177. 

8904070288 Forwards updated listing of proposed OL & Tech Spec amends requiring 
priority over other proposed amends.Major changes from last uj^ate include removal 
of requests to clarify required snubber insps & to extend time to upgrade SPDS. 
TUCKER.H.B. Duke Power Co. 89/03/31. Document Control Branch (Document Con- 
trol Desk). 9pp. 49242:304-49242:312. 

8904140435 Responds to NRC 890302 Itr re violations noted in Insp Repts 50-413/88- 
38 & 50414/88-38.Corrective actions noted:drain covers removed & insps performed 
on units. 

TUCKER.H.B. Duke Power Co. 89/03/31. Document Control Branch (Document CJon- 
trol Desk). 4pp. 49348:17249348:175. 


8904140440 Responds to NRC 890303 Itr re violations noted in Insp Repts 50413/89- 
02 & 50-414/89-02.Corrective actionsrupdate training revised to include info on impor- 
tance of flashing light to designate extra high radiation areas. 

TUCKER.H.B. Duke Power Co. 89/03/31. Document Control Branch (Document Con- 
trol Desk). 5pp. 49334:231-49334:235. 

8904190465 Forwards summary of 890317 enforcement conference re Insp Repts 50- 
413/88-38 & 504 14/88-38. Issues discussed included inoperability of containment air 
return & hydrogen skimmer sys.List of attendees & handouts also end. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/03/31. TUCKER.H.B. Duke Power 
Co. 45pp. 49394:253-49394:297. 

8904130419 Advises that nine welds & seven pipe bends inspected by ultrasonic volu- 
metric exam on 89031 5, per NRC Bulletin 88-008.No reportable conditions identified as 
result of insp. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 2pp. 49317:192-49317:193. 

8904140185 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers.” Steps taken to ensure that circuit breakers installed after 
880801, will be procured from CBM under 10CFR50,App B program. 

TUCKER.H.B. Duke Power Co. 89/04/03. Document Control Branch (Document Con- 
trol Desk). 14pp. 49319:184-49319:197. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904240118 Informs of error noted in Insp Repts 50-413/89-02 & 50-414/89-02 re ex- 
posure limit requiring areas to be locked or controlled as stated in Tech 
Specs-Exposure limit should be 1 ,000 m/h. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/04/11. TUCKER.H.B. Duke Power 
Co. Ip. 49468:052-49468:052. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14, 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York. Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904210034 Provides description of abnormal releases re rev to semiannual radioactive 
effluent release rept for Jul-Dec 1988.0n 880211,0.35 Ci liquid release involved un- 
monitored release from waste monitor tank B to environ. 

TUCKER.H.B. Duke Power Co. 89/04/05. Document Control Branch (Document Con- 
trol Desk). 2pp. 49392:291-49392:311. 

8904240301 Forwards monthly operating repts for Mar 1989 for Catawba Units 1 & 2 & 
corrected rept for Feb 1989 for Unit 2. 

TUCKER.H.B, Duke Power Co. 89/04/14. Document Control Branch (Document Con- 
trol Desk). 1 p. 49445:1 65-49445:1 78. 

-^904240366 Monthly operating repts for Mar 1989 for Catawba Units 1 & 2. 

WILLI AMS, R.A. Duke Power Co. 89/03/31. 11pp. 49445:166-49445:176. 

“8904240372 Corrected monthly operating rept for Feb 1989 for Catawba Unit 2 con- 
taining personnel exposure info. 

MEAD,J.J. Duke Power Co. 89/04/14. 2pp. 49445:177-49445:178. 


S. Reportable occurrences, LERs & related correspondence 

8904030125 Part 21 rept listing locations where valves w/Control Components w/pres- 
surized seat design similar to APS valves S/N 21408-1 installed in same svc IE modu- 
lating atmospheric dump valve upstream of MSIV.Proprietary drawing end. 

STERUD.C. Control Components, Inc. 89/03/17. LANNING.W. NR(5- No Detailed Af- 
filiation Given. Ip. 49182:110-49182:110. 
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8904030263 LER 89-004-00:on 890221, both trains of diesel generator load sequencer 
declared inoperable during post-trip review of events recorder indication.resulting in 
safety injection. Caused by design deficlency.W/890323 Itr. 

WHITE.R.L, TUCKER, H.B. Duke Power Co. 89/03/23. 8pp. 49156:264-49156:261. 

8904070001 Part 21 rept re atmospheric dump valves.Cause of failure speculative but 
result of piston ring that failed to seal. Resolution to problem requires increasing pilot 
valve capacity & reworking of plug to enlarge pilot flow area. 

MILLER, H.L. Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. 2pp. 49235:279-49235:281. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-415 ANGRA NUCLEAR PROJECT, BRAZIL 


P. Operating license stage documents & correspondence 

8904200036 Notifies of canceled 890425 meeting w/util in Cornelius.NC to discuss vari- 
ous licensing activities & safety Initiatives at facilities. 

HOOD.D.S. Project Directorate 11-3. 89/03/23. MATTHEWS,D.B. Project Directorate II- 
3. 6pp. 49395:255-49395:260. 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8903310018 Ack receipt of 890209 Itr re Rev 16 to physical security plan.Changes con- 
sistent w/provision of 10CFR50.64(p) & acceptable. 

CLINE.W.E. Region 2, Ofc of the Director. 89/03/10. COTTLE, W.T. System Energy 
Resources, Inc. 3pp. 49162:342-49162:344. 


J. insurance & indemnity information 

8904050472 Advises that listed property insurance coverage will be in effect on 
890401 .Certificates of coverage from MAELU & NELIA end. 

CESARE,J.G. System Energy Resources, Inc. 89/03/30. Document Control Branch 
(Document Control Desk). 10pp. 49213:299-49213:308. 


P. Operating license stage documents & correspondence 

8903300219 Forwards ORNL/NRC/LTR-87/08, "Stability Calculations for Grand Gulf-1 
& Susquehanna-2 BWRs." Rept contains results of series of stability calculations per- 
formed using code LAPUR- IV for various conditions in BWRs. 

KINTNER,L.I. Project Directorate 11-1. 89/03/23. COTTLE,W.T. System Energy Re- 
sources, Inc. 3pp. 49506:165-49506:167. 

8904040048 Responds to 890117 request for addi info re Type C testing of test, vent & 
drain valves.EncI valve lineup records & drawings provide valve lineups for performing 
local rate tests & illustrate components/barriers associated w/test. 

COTTLE,W.T. System Energy Resources, Inc. 89/03/24. Document Control Branch 
(Document Control Desk). 144pp. 49188:238-49189:021. 

8904040302 Forwards Amend 59 to License NPF-29 & safety evaluation. Amend allows 
use of alternate DHR sys to be installed during third refueling outage & adds two 
valves to Tech Specs re motor-operated valve thermal overload protection. 
KINTNER.LL Project Directorate 11-1. 89/03/27. COTTLE,W.T. System Energy Re- 
sources, Inc. 6pp. 49203:297-49203:334. 

—8904040310 Amend 59 to License NPF-29,changing Tech Specs by adding plant svc 
water radiation monitor to radiation monitoring instrumentation & two valves to motor- 
operated valve thermal overload protection. 

REEVES, E.A. Project Directorate 11-1. 89/03/27. 11pp. 49203:303-49203:313. 

-8904040318 Safety evaluation supporting Amend 59 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/27. 21pp. 
49203:3 1 4-49203:334. 

8904050072 Forwards response to 890117 request for addI Info re review of proF>osed 
change to Tech Spec,per Generic Ltr 87-09. 

COTTLE,W.T. System Energy Resources, Inc. 89/03/28. Document Control Branch 
(Document Control Desk). 4pp. 49214:188-49214:191. 

8904060009 Forwards ORNL/NRC/LTR-87/08, "Stability Calculations for Grand Gulf-1 
& Susquehanna-2 BWRs." Calculations performed by using LAPUR-IV code. 
THADANI.M.C. Project Directorate 1-2. 89/03/29. KEISER^.W. Pennsylvania Power & 
Light Co. 3pp. 49225:226-49225:284. 

-8710070152 "Selected Operating Reactors lssues:Stability Calculations for Grand Gulf 
1 & Susquehanna 2 BWRs." 

MARCH-LEUBA,J. Oak Ridge National Laboratory. FIN A-9478. ORNL/NRC/LTR-87/ 
08. 87/08/31. HUANG,T.L. Office of Nuclear Reactor Regulation, Director (Post 
87041 1 ). 60pp. 49225:229-49225:284. 

8904060208 Forwards revised proprietary “Conformance of HPCS Div to NUMARC 87- 
00 Alternate AC Criteria," for review as result of comments from 890216 meeting.Rept 
withheld. 

PARETO, V, Devonrue, Ltd. 89/03/31. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 3pp. 49225:100-49225:159. 

8904180236 Forwards Itrs received from anonymous source, identifying two addi issues 
for Case Rll-88-A-0082.Encl withheld (ref 1 0CFR2.790(a)(6)(7)). 

REYES,L,A. Region 2, Ofc of the Director. 89/03/31. COTfLE,W.T, System Energy 
Resources, Inc. 2pp. 49380:306-49380:307. 


8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 87041 1 ). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904120449 Discusses util 890109 & 0228 submittals of results of analyses of reactor 
vessel pressure-temp limits,based on Rev 2 to Reg Guide 1.99 & Generic Ltr 88- 
11. Analyses under review. Present limits should be restricted to 10 EFPY. 
KINTNER.LL Project Directorate 11-1. 89/04/04. COTTLE, W.T. System Energy Re- 
sources, Inc. 2pp. 49296:028-49296:029. 

8904170135 Forwards safety evaluation accepting util 831104,841119 & 880401 re- 
sponses to Generic Ltr 83-28.Positlon 2.1 Part 2 re vendor interface for reactor trip 
sys components. 

KINTNER.LL. Project Directorate 11-1. 89/04/05. COTTLE. W.T. System Energy Re- 
sources, Inc. 2pp. 49354:222-49354:225. 

-8904170139 Safety evaluation accepting licensee statements confirming that vendor 
interface program exists w/NSSS vendor for components required for performance of 
reactor trip function. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/05. 2pp. 
49354:224-49354:225. 

8904210381 Forwards safety evaluation accepting licensee response to Generic Ltr 83- 
28,Position 4.5.2 re testing of reactor trip sys, 

KINTNER.LL. Project Directorate 11-1. 89/04/14. COTTLE, W.T. System Energy Re- 
sources, Inc. 2pp. 49443:257-49443:260. 

—8904210382 Safety evaluation supporting util actions in response to Generic Ltr 83- 
28,Positlon 4.5.2, "Testing of Reactor Trip Sys." Justification for not testing reactor 
mode switch or backup scram valves provided. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 89/04/14. 2pp. 
49443:259-49443:260. 

8904240087 Requests prompt review & reporting of status of implementation of TMI 
Action Plan items at plantPrintout of all TMI items, annotated where tracking sys indi- 
cates implementation incomplete, end. 

MURELY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. COTTLE, W.T. System Energy Resources, Inc. 10pp. 49445:151-49445:160. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903300241 Fonvards Insp Rept 50-416/89-06 on 890221 -24.No violations or devi- 
ations noted. 

COLLINS,D.M. Region 2, Ofc of the Director. 89/03/14. COTTLE. W.T. System Energy 
Resources. Inc. 2pp. 49128:267-49128:273. 

—8903300244 Insp Rept 50-416/89-06 on 890221 -24.No violations or deviations 
noted. Major areas inspected:radiatlon protection for unit refueling outage scheduled 
for 890318. 

COLLINS, T.R., POTTER, J.P. Region 2, Ofc of the Director. 89/03/13. 5pp. 
49128:269-49128:273. 

8904030221 Fonwards Insp Rept 50-416/89-04 on 890114-0217 & notice of 
vIolation.Prompt attention should be directed toward implementation of new labeling 
program due to deficiencies in RCIC sys. 

VERRELLI.D.M. Region 2, Ofc of the Director. 89/03/16. COTTLE, W.T. System 
Energy Resources, Inc. 2pp. 49165:270-49166:288. 

— 8M4030225 Notice of violation from insp on 8901 14-021 7. Violation noted:failure to ini- 
tiallyjperform written safety evaluation prior to storage of Ecodex resin in containment. 
VERRELLI.D.M. Region 2, Ofc of the Director. 89/03/16. 2pp. 49165:272-49165:273. 

—8904030228 Insp Rept 50-416/89-04 on 8901 14-021 /.Violation noted.Major areas 
inspected:operational safety verification.maint observation.surveillance 
observation.procedures 8> records & preparation for refueling. 

CANTRELL, F.S., CHRISTENSEN, H., MATHIS,J.L. Region 2, Ofc of the Director. 89/ 
03/16. 15pp. 49165:274-49165:288. 

8904130118 Ack receipt of 890228 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-41 6/88-28. 

VERRELLI.D.M. Region 2, Ofc of the Director. 89/03/20. COTTLE, W.T. System 
Energy Resources, Inc. Ip. 49320:360-49320:360. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp, 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904060099 Responds to NRC Bulletin 88-010, "Nonconforming Molded Case Circuit 
Breakers." Results of completed actions to be provided by 890421 for Unit 1 & by 
890501 for Unit 2. 

CLONINGER.T.H. System Energy Resources, Inc. 89/03/31. Document Control 
Branch (Document Control Desk), 11pp. 49216:109-49216:119. 
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8^04180218 Ack receipt of 890315 response to violations noted in insp Rept 50-416/ 
89-03. 

COLLINS, D.M. Region 2. Ofc of the Director. 89/03/31. COTTLE, W.T. System Energy 
Resources, Inc. 1 p. 49372:359-49372:359. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “Ust of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp, 49220:218-49220:324. 

8904170334 Advises that util 88071 1 results of ultrasonic insp of disc in low pressure 
Turbine 3 acceptable. 

KINTNER,L.L Project Directorate 11-1. 89/04/10. COTTLE,W.T. System Energy Re- 
sources. Inc. 2pp. 49357:124-49357:125. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York. Inc. 109pp. 49388:037-49388:145. 

8904240129 Forwards Insp Rept 50-416/89-07 on 89021 8-0317.No violations or devi- 
ations noted.lmplementation schedule to correct nomenclature discrepancies between 
procedures & installed equipment requested within 30 days of Itr date. 

REYES, LA, Region 2, Ofc of the Director. 89/04/12. COTTLE, W.T. System Energy 
Resources, Inc. 2pp. 49450:132-49450:145. 

-8904240142 Insp Rept 50-416/89-07 on 89021 8-031 7.No violations or deviations 
noted.Major areas inspected:operational safety verification, maint & surveillance 
observation, ESF sys waikdown & other areas. 

CHRISTENSEN.H.. MATHIS.J.L, CANTRELL.F.S. Region 2. ac of the Director. 89/ 
04/10. 11pp. 49450:134-49450:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Reoualification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc, 106pp. 49335:001-49335:107. 

8904240186 Responds to NRC 890316 Itr re violations noted in Insp Rept 50-416/89- 
04.Ck)rrective actions:guldance provided to personnel re permanent storage of Ecodex 
(powdered resin) In safety-related areas. 

CESARE,J.G. System Energy Resources. Inc. 89/04/14. Document Control Branch 
(Document Control Desk). 3pp. 49453:107-49453:109. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & reiated correspondence 

8904200338 “Rept to NRC re Environ Monitoring at Grand Gulf Nuclear Station for 
CY88."W/890411 Itr. ■ 

SMITH, S.A., FUENTE,E.S. Mississippi, State of. NRC-29-83-621. 88/12/31. 31pp. 

8904180254 Monthly operating rept for Mar 1989 for Grand Gulf Nuclear Station Unit 
1.W/890414 Itr, 

EDGE,W.E., CESARE,J.G. System Energy Resources, Inc. 89/03/31. 4pp. 49375:155- 
49375:158- 


S. Reportable occurrencee, LERs & related correspondence 

8903300187 Informs that NRC received 10CFR21 notification from Niagara Mohawk 
Power Corp re potential defect in safety relief valves mfg by Dikkers & Co.Requests 
that util examine sub] valves during third refueling outage.Part 21 rept end. 
KINTNER,L.L. Project Directorate 11-1. 89/03/23. COTTLE, W.T. System Energy Re- 
sources, Inc. 2pp. 49132:356-49132:360. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,SJV. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc, 54pp. 49105:001-49105:055. 
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A. Application/construction stage documents & correspondence 

8904060208 Forwards revised proprietary “Conformance of HPCS Div to NUMARC 87- 
00 Alternate AC Criteria," for review as result of comments from 890216 meeting.Rept 
withheld. 

PARETO, V. Devonrue, Ltd. 89/03/31. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 3pp. 49225:100-49225:159. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable Inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904170135 Forwards safety evaluation accepting util 831104,841119 & 880401 re- 
sponses to Generic Ltr 83-28,Position 2.1 Part 2 re vendor interface for reactor trip 
sys components. 

KINTNER,L.L. Project Directorate 11-1. 89/04/05. COTTLE, W.T. System Energy Re- 
sources, Inc. 2pp. 49354:222-49354:225, 

-8904170139 Safety evaluation accepting licensee statements confirming that vendor 
Interface program exists w/NSSS vendor for components required for performance of 
reactor trip function. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/05. 2pp. 
49354:224-49354:225. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co, of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095, 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109, 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904060099 Responds to NRC Bulletin 88-010, “Nonconforming Molded Case Circuit 
Breakers." Results of completed actions to be provided by 890421 for Unit 1 & by 
890501 for Unit 2. 

CLONINGER.T.H. System Energy Resources, Inc. 89/03/31. Document Control 
Branch (Document (Control Desk). 11pp. 49216:109-49216:119. 

8903290256 NRC Info Notice 89-036, “Excessive Temps In ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York. Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112, 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of Now York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Qperationai Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp, 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Reoualification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York. Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 
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R. Periodic operating reports & related correspondence 

8904200338 “Rept to NRC re Environ Monitoring at Grand Gulf Nuclear Station for 
CY88.” W/89041 1 Itr. 

SMITH.S.A., FUENTE.E.S. Mississippi. State of. NRC-29-83-621. 88/12/31. 31pp. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S-A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & lire protection plans 

8904110240 Forwards updates to 890227 submittal re regulatory effectiveness 
review.EncI withheld (ref 10CFR73.21 & 2.790). 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 89/03/31. 
Document Control Branch (Document Control Desk). 2pp. 49295:076-49295:077. 


I. Financial information 


8904180310 Expresses appreciation for prompt action taken re city of Burlington re- 
quest to transfer share of facility. 

YOUNG, R.C. Burlington. VT. 89/03/27. STOLZ.J.F. Project Directorate 1-4. Ip. 
49380:267-49380:267. 

8904190145 Advises that annual fee will be wire-transferred on 890501, per instructions. 
MROCZKA,E.J., SEARS.C.F. Connecticut Yankee Atomic Power Co. SEARS.C.F. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 89/04/04. Document Ck)n- 
trol Branch (Document Control Desk). 2pp. 49394:095-49394:096. 


J. insurance & indemnity information 

8904050224 Lists amount of property insurance coverage currently in effect at facilities 
by types of coverage & markets & limits available. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/03/29. Document Control Branch (Document 
Control Desk). 2pp. 49213:170-49213:171. 


P. Operating license stage documents & correspondence 

8904030008 Forwards Amend 32 to License NPF-49 & safety evaluation. Amend 
changes Tech Spec 4.7.10b, “Snubbers" to allow approx 2 months extension in snub- 
ber visual insp interval, to permit continued operation until next refueling outage. 
JAFFE,D.H. Project Directorate 1-4. 89/03/27. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 49181:344-49181:354. 

-8904030009 Amend 32 to License NPF-49,revising Tech Spec 4.7.10b, “Snubbers" to 
allow approx 2 month extension In snubber visual insp. 

STOLZ.J.F. Project Directorate 1-4. 89/03/27. 6pp. 49181:347-49181:352. 

“8904030012 Safety evaluation supporting Amend 32 to License NPF-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/27. 2pp. 
49181:353-49181:354. 

8904030193 Requests that util review Generic Ltr 89-01 re transfer of all procedural de- 
tails of licensee radiological effluent Tech Specs to offsite dose calculation manual. 
STOL2,J.F. Project Directorate 1-4. 89/03/29. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 49181:355-49181:356. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904140405 Advises that fees re review of submittals for plants will be wire-transferred 
on 890407. 

MROCZKA,E.J., SEARS.C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SEARS.C.F. Connecticut Yankee Atomic Power Co. 89/04/04. Document Con- 
trol Branch (Document Control Desk). 2pp. 49322:356-49322:357. 

8904170187 Forwards responses to NRC 890215 request for addi Info re use of Wes- 
tinghouse generic steam generator tube rupture analysis. 

MROCZKA,E.J.. SEARS.C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA,E.J, Northeast Utilities. 89/04/06. Document Control Branch (Docu- 
ment Control Desk). 7pp. 49350:109-49350:115. 

8904190219 Forwards Westinghouse “Reload Safety Evaluation for Millstone Unit 
3, Cycle 3." Rept demonstrates that core reload will not adversely affect safety of 
plant for either four or three loop operation. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. 89/04/12. Document Control Branch (Document 
Control Desk). 3pp. 49507:069-49507:099. 

-8904190222 “Reload Safety Evaluation.Mjllstone Unit 3, Cycle 3." 

FOLEY.J.V.. SAVAGE, M.G.. FETTERMAN.R.J. Westinghouse Electric Corp. 89/04/30. 
28pp. 49507:072-49507:099. 

8904240350 Requests review & rept of status of implementation of TMI action plan 
items at facility.Printout of TMI items indicating items believed to be incomplete 
encl.Projected implementation dates requested. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. MROGZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 59pp. 
49470:229-49470:280. 


8904240009 Responds to NRC station blackout rule re plant capability for maintaining 
core cooling & containment integrity. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/04/17. MURLEY.T.E. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 31pp. 49449:316-49449:346. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904030008 Forwards Amend 32 to License NPF-49 & safety evaluation. Amend 
changes Tech Spec 4.7.10b, “Snubbers” to allow approx 2 months extension in snub- 
ber visual insp interval,to permit continued operation until next refueling outage. 
JAFFE,D.H. Project Directorate I-4. 89/03/27. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 49181:344-49181:354. 

-8904030009 Amend 32 to License NPF-49, revising Tech Spec 4.7.10b, “Snubbers" to 
allow approx 2 month extension in snubber visual insp. 

STOLZ.J.F. Project Directorate I-4. 89/03/27. 6pp. 49181:347-49181:352. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps In ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904140337 Forwards Insp Repts 50-245/89-07,50-336/89-06 & 50-423/89-07 on 
890221 -0303. No violations noted. 

DURR,J.P. Region 1, Ofc of the Director. 89/04/04. MROCZKA.E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 2pp. 49334:344-49334:356. 

-8904140338 Insp Repts 50-245/89-07,50-336/89-06 & 50-423/89-07 on 890221- 
0303.No violations or deviations noted.Major areas inspected:site observations & in- 
ofc review of data in areas of inservice insp & secondary water chemistry. 
CARRASCO.J.. MCBREARTY,R., WINTERS, R.W. Region 1. Ofc of the Director. 89/ 
03/23. 11pp. 49334:346-49334:356. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904190271 Forwards Insp Repts 50-245/89-06,50-336/89-09 & 50-423/89-06 on 
890306-1 0.No violations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/04/07. MROCZKA,E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 49385:203-49385:208. 

-8904190274 Insp Repts 50-245/89-06,50-336/89-09 & 50-423/89-06 on 890306- 
10.No violations noted.Major areas inspected:review of implementation of radiation 
protection program at Unit 2 during refueling outage & preparation of outages for 
units. 

THOMAS,W., SHANBAKY.M. Region 1. Ofc of the Director. 89/04/07. 4pp. 
49385:205-49385:208. 

8904190363 Summarizes info presented at 890316 meeting re recent post-trip cool- 
downs for unit repeatedly greater than expected & characterized as potentially 
significant,per Insp Rept 50-423/88-1 8.Corrective actions listed. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. 89/04/10. Document Control Branch (Document 
Control Desk). 2pp. 49391:312-49391 :313. 

8904200091 Accepts util actions in response to Generic Ltr 88-10 re nonconforming 
molded-case circuit breakers & date of 890701 for providing summary of traceability 
determinations & replacement of non-traceable breakers. 

STOLZ,J.F. Project Directorate 1-4. 89/04/10. MR<XZKA,E.J. Connecticut Yankee 
Atomic Power Co. 4pp. 49396:027-49396:030. , 

8M4050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 
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a®04100376 NRC fnfo Notic® 89-040, "Untatlsfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison (Jo. of New York, Inc. 106pp. 49393:001-49393:106. 

S904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI, C-E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904040299 “Annual Radioactive Effluents Dose Rapt 1988." 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 88/12/31. 21pp. 
49191:158-49191:179. 

8904200139 Monthly operating rept for Mar 1989 for Millstone Nuclear Power Station 
Unit3.W/890411 Itr. 

ELMS,A.L.. SCACE,S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE,S.E. Northeast Utilities. 89/03/31. 5pp. 49402:015-49402:019. 


S. Reportable occurrences, LERs & related correspondence 

8903310195 LER 89-005-00:on 89021 7, inadvertent safety injection occurred on Train 
B.Caused by personnel error.All operators counseled on importance of being cogni- 
zant of actions when manipulating equipment. W/890320 Itr. 

MARSHALL,F-M., SCACE,S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE,S.E. Northeast Utilities. 89/03/20. 4pp. 49148:118-49148:121. 

8903310216 LER 89-004-00:on 89021 6.fire detection discovered inoperable approx for 
10 h.Caused by personnel error.Fire watch established. All on-shift personnel briefed 
re importance of prompt evaluation & response to fire alarms.W/890320 Itr. 
FREEMAN.P.A., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 89/03/20. 6pp. 49162:306-49162:31 1. 

8904040032 LER 89-006-00:on 890224, found that surveillance procedure in error & did 
not Identify six addi smoke detectors.Caused by administrative error.Surveillance pro- 
cedure updated to comply w/final sys design & Tech Specs. W/890327 Itr. 

BOHN.G.T,, SCACE,S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE,S.E. Northeast Utilities. 89/03/27. 4pp. 49192:152-49192:155. 

8904190192 PNO-i-89-028:on 89041 1 , shutdown initiated from full power when RCS un- 
identified leak rate reached 1.5 gpm.Charging flow control valves closed to limit 
amount of boron injected.Caused by crack on leakage monitoring valve. 

MCCABE, E., DURR,J., RAYMOND, W. Region 1, Ofc of the Director. 89/04/13. 3pp. 
49392:113-49392:115. 

8904240128 Part 21 rept re failure of Rosemount transmrtters.Ail failed transmitters 
replaced, inservice test procedure prepared & monthly test of all 12 transmitters in 
RCS throughout CJycle 2 operation will be performed.Review continuing. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 89/04/13. Document Control 
Branch (Document Control Desk). 10pp. 49449:185-49449:194. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-424 ALVIN W. VOQTLE NUCLEAR PLANT, UNIT 1 


E. NRC Safety Evaluation Report (SER), auppla & correspondence 

8904110499 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
VOGTLE ELECTRIC GENERATING PUNT, UNITS 1 AND 2.Docket Nos. 50-424 And 
50-425.(Georgia Power Company, et at) 

* Division of Reactor Projects - I/ll (Post 870411). NUREG-1137 S09. 89/03/31. 
22pp. 49224:338-49224:360. 


F. Security, medical, emergency & fire protection plans 

8903280046 Revised emergency plan implementing procedures, including Rev 5 to 
91401-C, “Assembly & Accountability" & Rev 7 to ^1704-C, "Actions for Security 
During Radiological Emergency." 

HAIRST(3N,W.G. Georgia Power Co. 89/03/07. 29pp. 49064:108-49064:136. 

8904120091 Forwards Insp Repts 50-424/89-07 & 50-425/89-10 on 8901 21 -021 7. Viola- 
tions noted but not cited. 

HERDT,A.R. Region 2, Ofc of the Director. 89/03/21. HAIRSTON, W.G. Georgia 
Power Co. 2pp. 49279:319-49279:343. 

-8904120096 Insp Repts 50-424/89-07 A 50-425/89-10 on 890121-0217. Licensee 
identified violations noted.Malor areas inspected: plant operations, radiological 
controls, maintsurveillance, security & inHial fuel load. 

ROGGE,J.F., BURGER, C.W.. AIELLO,R.F. Regton 2. Ofc of the Director. 89/03/14. 
23pp. 49279:321-49279:343. 


J. Insurance & indemnity Informition 

8904240191 Forwards Endorsements 94 & 18 to MAELU Policies MF-78 & MF-1 29, re- 
spectively & Endorsements 112 & 24 to NELIA Policies NF-215 & NF-302,respective- 

IaMUELS,J.L. Marsh A McLennan, Inc. 89/04/06. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 5pp. 49482:250-49482:254. 


P. Operating license stage documents A correspondence 

8904040052 Forwards proprietary response to allegations of discriminatory employment 
action against JM Fuchko A GA Yunker.No adverse employment action taken against 
stated employees. End withheld (ref 10CFR2.790). 

HAIRSTON, W.G. Georgia Power Co. 89/03/14. EBNETER.S. Region 2, Ofc of the Di- 
rector. 3pp. 49204:187-49204:189. 

8904210202 Provides results of 01 Investigation Rept 2-88-004 re circumstances associ- 
ated w/termination of employee of Pullman Kenith-Fortson.Evidence did not support 
charge of retaliation for raising quality concern. 

EBNETER.S.D. Region 1, Ofc of the Director. 89/03/21. HAIRSTON, W.G. Georgia 
Power Co. 3pp. 49430:295-49430:297. 

8904050068 Requests NRC comments re reactor trip breaker maint frequency by 
890421 .Based on Westinghouse recommendations, maint interval of 500 operations, or 
18 months, whichever comes first, more appropriate for Group A maint. 

HAIRSTON, W.G. Georgia Power Co. 89/03/28. Document Control Branch (Document 
Control Desk). 3pp. 49214:095-49214:097. 

8904110511 TECHNICAL SPECIFICATIONS FOR VOGTLE ELECTRIC GENERATING 
PUNT.UNITS 1 AND 2.Docket Nos. 60-424 And 50-425.(Georgia Power Company, et 
al) 

* Division of Reactor Projects - I/ll (Post 870411). NUREG-1359. 89/03/31. 400pp. 
49249:130-49250:238. 

8904200317 Forwards License NPF-81, environ protection plan, Amend 5 to Indemnity 
Agreement B-107,SSER 9 A FR notice of issuance. License authorizes operation up 
to 100% of power. W/o SSER 9. 

UINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/03/31. 
HAIRSTON.W.G. Georgia Power Co. 4pp. 49402:290-49402:324. 

-8904200325 "Environ Protection Plan (Nonradiological)," App B to Licenses NPF-68 & 
NPF-81. 

* NRC - No Detailed Affiliation Given. 89/03/31. 20pp. 49402:300-49402:319. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs A CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904140303 Application for amends to Licenses NPF-68 A NPF-81 .revising Tech Specs 
to allow plant-unique safety review board at each util plant. 

HAIRSTON.W.G. Georgia Power Co. 89/04/05. Document Control Branch (Document 
Control Desk). 4pp. 49334:330-49334:336. 

-8904140306 Proposed Tech Specs re composition of safety review board. 

* Georgia Power Co. 89/04/05. 2pp. 49334:334-49334:336. 

8904140310 Application for amends to Licenses NPF-68 A NPF-81, deleting temporary 
footnotes which no longer applicable after initial entry of Unit 2 into Mode 2. 
HAIRSTON.W.G. Georgia Power Co. 89/04/05. Document Control Branch (Document 
Control Desk). 5pp. 49347:338-49347:350. 

-8904140315 Proposed Tech Specs re deletion of temporary footnotes which no longer 
applicable after initial entry of Unit 2 into Mode 2. 

* Georgia Power Co. 89/04/05. 8pp. 49347:343-49347:350. 

8904170015 Application for amends to Licenses NPF-68 A NPF-81 .revising max total 
chargirTg pump flow rate w/single pump running from 550 gpm to 555 gpm for Unit 1, 
HAIRSTON.W.G. Georgia Power Co. 89/04/06. Document Control Branch (Document 
Control Desk), 10pp. 49353:316-49353:326. 

-8904170019 Proposed Tech Specs on ECCS. 

* Georgia Power Co. 89/04/06. Ip. 49353:326-49353:326. 

8904180002 Forwards NPDES permit renewal application.per Section 3.2 of plant envi- 
ron protection plan,App B to Licenses NPF-68 A NPF-81. 

HAIRSTON.W.G. Georgia Power Co. 89/04/06. Document Control Branch (Document 
Control Desk). 28pp. 49374:293-49374:320. 

8904190393 Forwards request for addI info re util 890328 description of change to fre- 
quency of reactor trip breaker maint. 

HOPKINS.J.B. Project Directorate 11-3. 89/04/06. HAIRSTON.W.G. Georgia Power Co. 
3pp. 49391:250-49391:252. 

8904210159 Responds to station blackout ruie.Blackout start procedure A restoration of 
offsite ac power for shutdown added to existing procedures for coping w/station 
blackouLMods required to obtain 4 h coping duration listed. 

HAIRSTON.W.G. Georgia Power Co, 89/04/12. Document Control Branch (Document 
Control Desk). 6pp. 49443:197-49443:202. 

8904240394 Requests prompt review A reporting of status of implementation of TMI 
action plan Items at plants.Printout of all TMI items annotated where tracking sys indi- 
cates that implementation not complete end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. HAIRSTON.W.G. Georgia Power Co. 29pp. 49448:229-49448:257. 


Q. Inspection reports, IE Bulletins A correspondence 


8903300092 Forwards Insp Repts 50-424/89-03 A 50-425/89-03 on 890109-13 A notice 
of violation. 

JUL1AN,C.A. Region 2, Ofc of the Director. 89/03/02. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 49145:003-49145:020. 
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-8903300095 Notice of violation from insp on 8901 09*1 S.Violations noted: NRC not ap- 
praised of potential high energy line break locations until 881114 & lack of evaluation 
of blocked foraed tee. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/02. 2pp. 49145:005-49145:006. 

-8903300098 Insp Repts 50-424/89-03 & 50-425/89-03 on 890109-13. Violations 
noted. Major areas inspectedriicensee action on previous insp findings, licensee identi- 
fied 10CFR50.55 items & NRC Bulletin 80-08 (Unit 2). 

COLEY,J.L., GLASMAN,M., BLAKE,J.J. Region 2, Ofc of the Director. 89/02/23. 
14pp. 49145:007-49145:020. 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903310076 Ack receipt of 890310 response & 890307 suppi response to violations 
noted in Insp Rept 50-424/88-56. 

HERDT,A.R. Region 2, Ofc of the Director. 89/03/13. HAIRSTON, W.G. Georgia 
Power Co. 2pp. 491 25:063-491 25:064. 

8904050073 Forwards response to 8901 10 Itr re request for certain existing plant docu- 
ments to be utilized in development of risk-based insp guide.W/o attachments. 
HAIRSTON, W.G. Georgia Power Co. 89/03/14. Document Control Branch (Document 
Control Desk). 1p. 49214:153-49214:153. 

8903310079 Forwards corrected notice of violation from Insp Repts 50-424/89-03 & 50- 
425/89-03.Notice inadvertently dtd 890202. Correct date is 890302. 

JULIAN,C.A. Region 2, Ofc of the Director. 89/03/15. HAIRSTON,W.G. Georgia 
Power Co. 2pp. 491 25:042-491 25:047. 

-8903310084 Forwards Insp Repts 50-424/89-03 & 50-425/89-03 on 890109-13 & cor- 
rected notice of violation. 

JULIAN,C.A. Region 2, Ofc of the Director. 89/03/02. HAIRSTON, W.G. Georgia 
Power Co. 2pp. 491 25:044-491 25:047. 

-8903310085 (Corrected notice of violation from insp on 890109-13. Notice of violation 
submitted on 890302 inadvertently dtd 890202. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/03/02. 2pp. 49125:046-49125:047. 

8904030091 Ack receipt of 890307 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-424/88-61. 

HERDT,A.R. Region 2, Ofc of the Director. 89/03/21. HAIRSTON,W.G. Georgia 
Power Co. 2pp. 49183:114-49183:115. 

8904120091 Forwards Insp Repts 50-424/89-07 & 50-425/89-10 on 8901 21 -021 7. Viola- 
tions noted but not cited. 

HERDT.A.R. Region 2, Ofc of the Director. 89/03/21, HAIRSTON, W.G. Georgia 
Power Co. 2pp. 49279:31 9-49279:343. 

-8904120098 Insp Repts 50-424/89-07 & 50-425/89-10 on 890121-0217. Licensee 
identified violations noted. Major areas inspected: plant operations,radiological 
controls,maint,surveillance, security & initial fuel load. 

ROGGE,J.F., BURGER,C.W., AIELLO,R.F. Region 2, Ofc of the Director. 89/03/14. 
23pp. 49279:321-49279:343. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Pluas.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 Suppi 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904040336 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers." Util identified 759 molded case circuit breakers being maintained as safety- 
related spares In Unit 1 warehouse as of 881205. 

HAIRSTON, W.G. Georgia Power Co. 89/03/31. Document Control Branch (Document 
Control Desk). 2pp. 49190:325-49190:326. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end, 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co, of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904120148 Fon/vards response to violations noted in Insp Rept 50-424/89-09 on 
890202-03.Response withheld. 

HAIRSTON, W.G. Georgia Power Co. 89/04/07. Document Control Branch (Document 
Control Desk). Ip. 49314:133-49314:133. 


8904240338 Forwards Insp Repts 50-424/89-11 & 60-425/89-13 on 890307-10 & 30- 
31. No violations or deviations noted.NRC has understanding that util will perform Unit 
2 remote shutdown test w/shlft crew of four people. 

GIBSON.A,F. Region 2, Ofc of the Director. 89/04/10. HAIRSTON,W.G. Georgia 
Power Co. 2pp. 49452:272-49452:279. 

-8904240344 Insp Rept 50-424/89-11 & 50-425/89-13 on 890307-10 & 29-31. No vio- 
lations or deviations noted.Major areas inspected: proposed startup tests for Unit 2 & 
follow up of previous violation on Unit 1 . 

BURNETT,P.T., BELISLE,G.A. Region 2, Ofc of the Director. 89/04/10. 6pp. 
49452:274-49452:279. 


8904050515 Suppi 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
(Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904240349 Forwards Insp Repts 50-424/89-08 & 50-425/89-11 on 890204- 10.No vio- 
lations or deviations noted. 

JULIAN,C.A. Region 2, Ofc of the Director. 89/04/11. HAlRSTON,W.G. Georgia 
Power Co. 2pp. 49450:276-49450:291 . 

—8904240355 Insp Repts 50-424/89-08 & 50-425/89-11 on 890204-1 0.No violations 
noted.Major areas inspected:NRC bulletin followup,diesel generator fuel 
oiLcontainment isolation sys testing & followup actions on previous insp findings. 
TINGEN.S., BELISLE,G. Region 2, Ofc of the Director. 89/04/07. 14pp. 49450:278- 
49450:291. 


8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppi 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERs & related correspondence 


8904030125 Part 21 rept listing locations where valves w/Control Components w/pres- 
surized seat design similar to APS valves S/N 21408-1 installed in same svc IE modu- 
lating atmospheric dump valve upstream of MSI V. Proprietary drawing end. 

STERUD,C. Control Components, Inc. 89/03/17. LANNING,W. NR(5- No Detailed Af- 
filiation Given. Ip. 49182:110-49182:110. 

8903280175 LER 89-0C)8-00:on 890223,discovered that dc breakers for motor-operated 
valves (MOV) in turbine driven auxiliary feedwater pump sys not proper size.Caused 
by inadequate review of drawing change.MOV breaker reviewed.W/890323 Itr. 
ODOM,R.M., HAIRSTON,W.G. Georgia Power Co. 89/03/23. 5pp. 49075:117- 
49075:121. 


8903280291 LER 89-006-00:on 890130,gaseous waste processing sys outlet oxygen an- 
alyzer failed to pass Tech Spec surveillance requirements.Caused by personnel 
error.Procedure revised & involved personnel counseled.W/890324 Itr. 

ODOM,R.M., HAIRSTON,W.G. Georgia Power Co. 89/03/24. 4pp. 49066:357- 
49066:360. 


8904070001 Part 21 rept re atmospheric dump valves.Cause of failure speculative but 
result of piston ring that failed to seal. Resolution to problem requires increasing pilot 
valve capacity & reworking of plug to enlarge pilot flow area. 

M1LLER,H.L. Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. 2pp. 49235:279-49235:281. 

8904190128 LER 87-081 -00:on 870505, discovered that excessive Anchor Darling (AD) 
valve weight could have prevented fulfillment of safety sys function.Caused by failure 
of AD to notify Bechtel of change in weights.Valves reviewed.W/ 890405 Itr. 
ODOM.R.M., HAIRSTON, W.G. Georgia Power Co. 89/04/05. 5pp. 49385:353- 

49385:357. 

8904190072 LER 89-009-00:on 89031 3, radiation monitor spiked high, causing contain- 
ment ventilation isolation & entry into Tech Spec 3.3.2.Table 3.3-2.Caused by detector 
tube failure.Tube replaced & monitor operated in bypass mode.W/890410 Itr. 
ODOM.R.M., HAIRSTON.W.G. Georgia Power Co. 89/04/10. 5pp. 49392:192- 

49392:196. 


V. Operator Examinations 


8904130358 Requests that end list of ref matl for reactor operator & senior operator 
licensing exams scheduled for wk of 890612 be furnished to NRC by 890410 in order 
to meet schedule. Related info also end. 

PEEBLES.T.A. Region 2, Ofc of the Director. 89/04/03. HAIRSTON.W.G. Georgia 
Power Co. lip. 49319:304-49319:314. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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DOCKET 50-425 ALVW W. VOGTLE HUCLEAR PLANT, UNIT 2 


E. NRC Safety Evaluation Report {SER), supple & correspondence 

8904110490 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
VOGTLE ELECTRIC GENERATING PLANT, UNITS 1 AND 2.Docket Nos. 50-424 And 
50-425. rGeoraia Power Company.et a!) 

* DMsion of Reactor Prof^s - I/ll (Post 870411). NUREG-IIS? S09. 89/03/31. 
22pp. 49224:338-49224:360. 


F. Security, medical, emergency & fire protection plans 

890328(KI46 Revised emergency plan implementing procedures, including Rev 5 to 
91 401 -C, “Assembly & Accountability” & Rev 7 to 91704-0, “Actions for Security 
During Radiological Emergency." ^ 

HAIRSTON.W.G. Georgia Power Co. 89/03/07. 29pp. 49064:10849064:136. 

8904120091 Forwards Insp Repts 50424/89-07 & 50425/89-10 on 890 121 -02 17. Viola- 
tions noted but not cited. ^ ^ 

HERDT,A.R. Region 2, Ofc of the Director. 89/03/21. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 49279:31949279:343. 

-8904120098 Insp Repts 50424/89-07 & 50425/89-10 on 890121-0217. Licensee 
identified violations noted-Major areas inspected: plant operations.radiological 
controls, maintsurveillance, security & initial fuel load. 

ROGGE. J.F., HUNT.M.D,. SINKULE.M.V. Region 2. Ofc of the Director. 89/03/14. 
23pp. 49279:32149279:343. 


J. Insurance & indemnity information 

8904200317 Forwards License NPF-81. environ protection plan, Amend 5 to Indemnity 
Agreement B-107,SSER 9 & FR notice of issuance. License authorizes operation up 
to 100% of power. W/o SSER 9. 

LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/03/31. 
HAIRSTON.W.G. Georgia Power Co. 4pp. 49402:29049402:324. 

8904240200 Forwards Endorsements 1 to NELIA Certificate N-1 1 7 & MAELU Certificate 
M-117. 

SAMUELS, J.L Marsh & McLennan, Inc. 89/04/05. DINITZ.I. Office of Nuclear Reac- 
tor Regulation. Director (Post 870411). 17pp. 49482:22749482:243. 


— 8904030197 Requests that proprietary WCAP-12218, “Evaluation of Thermal Stratifica- 
tion for Vogtie Unit 2 Pressurizer Surge Line" be withheld from public disclosure (ref 
10CFR2.790). ^ 

WIESEMANN,R.A. Westinghouse Electric Corp. 89/03/21. Office of Nuclear Reactor 
Regulation. Director (Post 870411). 10pp. 49164:157-49164:166. 

-8904030201 "Evaluation of Thermal Stratification for Vogtie Unit 2 Pressurizer Surge 

CHANG.K.C.. SCHMERT2.J.C., PATEL, R.B. Westinghouse Electric Corp. WCAP- 
12219. 89/03/31. 242pp. 49164:167-49165:048. 

8904040217 Forwards rept of results of exam for potential leakage outside 
containment,per NUREG-0737,ltem III.D.1.1. 

BAILEY, J.A. Georgia Power Co. 89/03/27. Document Control Branch (Document Con- 
trol Desk). 2pp. 49191:146-49191:147. 

8904040132 Notification of 890329 meeting w/util in Rockville, MD to review status of 
facility. 

HOPKINS.J.B. Project Directorate 11-3. 89/03/28. MURLEY.T., SNIEZEK.J., 

MIRAGLIA,F. NRC - No Detailed Affiliation Given. 3pp. 49194:215-49194:217. 

8904050068 Requests NRC comments re reactor trip breaker maint frequency by 
890421 .Based on Westinghouse recommendations, maint interval of 500 operations, or 
18 months, whichever comes first, more appropriate for Group A maint. 
HAIRSTON.W.G. Georgia Power Co. 89/03/28. Document Control Branch (Document 
Control Desk). 3pp. 49214:095-49214:097. 

8904030445 Forwards License NPF-79 for Vogtie Unit 2,per 880316 request.W/o end. 
HOPKINS,J.B. Project Directorate 11-3. 89/03/30. WOOLLEY, R.L. Spec Services. 2pp. 
49183:196-49183:197. 

8904110511 TECHNICAL SPECIFICATIONS FOR VOGTLE ELECTRIC GENERATING 
PLANT,UNITS 1 AND 2.Docket Nos. 50-424 And 50-425.(Georgia Power Company.et 
al) 

' Division of Reactor Projects - I/ll (Post 870411). NUREG-1359. 89/03/31. 400pp. 
49249:130-49250:238. 

8904200317 Forwards License NPF-81 .environ protection plan.Amend 5 to Indemnity 
Agreement B-107,SSER 9 & FR notice of issuance. License authorizes operation up 
to 100% of power. W/o SSER 9. 

LAINAS.G.C. Division of Reactor Projects - I/ll (Post 870411). 89/03/31. 
HAIRSTCN.W.G. Georgia Power Co. 4pp. 49402:290-49402:324. 


8904240191 Forwards Endorsements 94 & 18 to MAELU Policies MF-78 & MF-129,re- 
spectively & Endorsements 112 & 24 to NELIA Policies NF-215 & NF-302,respective- 

AMUELS.J.L. Marsh & McLennan, Inc. 89/04/06. DINITZ.I. Cffice of Nuclear Reac- 
tor Regulation, Director (Post 870411). 5pp. 49482:250-49482:254. 


M. Antitrust correspondence 

8903290092 Discusses 890302 notice of finding of no significant antitrust changes re 
CL for unitOglethorj^ Power Corp 890317 comments do not affect NRC ability to 
recommend & Commission ability to issue full power license on 890330. 

EDWARDS, R.P. Troutman, Sanders, Lockerman & Ashmore. EDWARDS, R.P. Georgia 
Power Co. 89/03/21. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 17pp. 49081:192-49001:208. 

8903290148 Requests expeditious publishing of end FR notice by 890327 to avoid 
delay in issuance of OL 

THOMAS, C.O. Policy Development & Technical Support Branch (Post 870411). 
THOMAS,C.O. Program Management, Policy Development & Analysis Staff (Post 
870411). 89/03/23. GIRARD.M.B. Office of the Federal Register. Ip. 49158:341- 
49158:343. 


-8904200322 License NPF-81 for Vogtie Unit 2. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
31 . 6pp. 49402:294-49402:299. 

-8904200325 “Environ Protection Plan (Nonradiological)," App B to Licenses NPF-68 & 
NPF-81. 

* NRC - No Detailed Affiliation Given. 89/03/31 . 20pp. 49402:300-49402:31 9. 

-8904210013 Notice of issuance of License NPF-81 for Vogtie Unit 2. authorizing oper- 
ation of unit at reactor core power levels not In excess of 3,41 1 MWt thermal. 
HOPKINS.J.B. Project Directorate 11-3. 89/03/31. 5pp. 49402:320-49402:324. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904120244 Forwards Cycle 1 radial peaking factor limit rept.per Tech Spec 6.8. 1.6 & 
elevation dependent peaking factor versus core height graph. 

HAIRSTON.W.G. Georgia Power Co. 89/04/03. Document Control Branch (Document 
Control Desk). 3pp. 49282:226-49282:228. 


-8903290157 Forwards FR notice for publication re reevaluation of antitrust finding. 8904140303 Application for amends to Licenses NPF-68 & NPF-81 .revising Tech Specs 

THOMAS, C.O. Policy Development & Technical Support Branch (Post 870411). to allow plant-unique safety review board at each util plant. 

THOMAS, C.O. Program Management, Policy Development & Analysis Staff (Post HAIRSTON.W.G. Georgia Power Co. 89/04/05. Document Control Branch (Document 

870411). 89/03/23. Office of Administration (Post 890205). Ip. 49158:342-49158:342. Control Desk). 4pp. 49334:330-49334:335. 


-8903290197 Notice of reevaluation of antitrust finding. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
22. 1p. 49158:343-49158:343. 

8^)3310016 Advises that antitrust OL review finding of no significant change reevalu- 
ated & dedsion remains. 

LAMBE,W.M. Policy Development & Technical Support Branch (Post 870411). 89/03/ 
27. EDWARDS, R.P. Troutman, Sanders, Lockerman & Ashmore. ORTMAN.G.L 
Verner, Liipfert, Bernhard & McPherson. PATRI2IA,C.A. Paul, Hastings, Janofsky & 
Walker. 3pp. 491 46:31 5-491 46:31 7. 

8904030320 Forwards FR on 890302 notice re antitrust OL review & reevaluation of no 
significant change finding.W/o end. 

LAMBE,W.M. Policy Development & Technical Support Branch (Post 870411), 89/03/ 
29. STACY,F.F. Oglethorpe Power Corp. 1p. 49155:359-49155:359. 

8904030339 Advises that NRR director reevaluated finding of antitrust OL & decided not 
to change finding of no significant change, per Oglethorpe Power Corp 890317 
requestFR notice dtd 80)302 per reevaluation & director finding encl.W/o end. 
LAMBE,W.M. Policy Development & Technical Support Branch (Post 870411). 89/03/ 
29. HAIRSTON.W.G. Georgia Power Co. Ip. 49165:360-49165:360. 


P. Operating license stage documents & correspondence 

80)4210202 Provides results of 01 Investigation Rept 2-88-004 re circumstances associ- 
ated w/termination of employee of Pullman Kenith-Fortson.Evidence did not support 
charge of retaliation for raising quality concern. 

EBNETER,S.D. Region 1, Ofc of the Director. 89/03/21. HAIRSTON.W.G. Georgia 
Power Co. 3pp. 49430:296-49430:297. 


-8904140306 Proposed Tech Specs re composition of safety review board. 

* Georgia Power Co. 89/04/05. 2pp. 49334:334-49334:335. 

8904140310 Application for amends to Licenses NPF-68 & NPF-81, deleting temporary 
footnotes which no longer applicable after initial entry of Unit 2 into Mode 2. 
HAIRSTON.W.G. Georgia Power Co. 89/04/05. Document Control Branch (Document 
Control Desk). 5pp. 49347:338-49347:350. 

-8904140315 Proposed Tech Specs re deletion of temporary footnotes which no longer 
applicable after initial entry of Unit 2 into Mode 2. 

* Georgia Power Co. 89/04/05. 8pp. 49347:343-49347:350. 

8904170015 Application for amends to Licenses NPF-68 & NPF-81, revising max total 
chaigirig pump flow rate w/single pump running from 550 gpm to 555 gpm for Unit 1. 
HAIRSTON.W.G. Georgia Power Co. 89/04/06, Document Control Branch (Document 
Control Desk). 10pp. 49353:316-49353:326. 

—8904170019 Proposed Tech Specs on ECCS. 

* Georgia Power Co. 89/04/06. 1 p. 49353:326-49353:326. 

8904180002 Forwards NPDES permit renewal application, per Section 3.2 of plant envi- 
ron protection plan,App B to Licenses NPF-68 & NPF-81. 

HAIRSTON.W.G. Georgia Power Co. 89/04/06. Document Control Branch (Document 
Control Desk). 28pp. 49374:293-49374:320. 

8904190393 Forwards request for addi info re util 890328 description of change to fre- 
quency of reactor trip breaker maint. 

HOPKINS.J.B. Project Directorate 11-3. 89/04/06. HAIRSTON.W.G. Georqia Power Co. 
3pp. 49391 :250-49391 :252. 


8904030195 Forwards proprietary & nonproprietary WCAP-12218 & WCAP-12219. 
"Evaluation of Thermal Stratification for Vogtie Unit 2 Pressurizer Surge Line." Propri- 
etary rept ^^held (ref 10CFR2.790).Westinghouse authorization ltr also end. 

BAILEY,J A Georgia Power Co. 89/03/22. Document Control Branch (Document Con- 
trol Desk). 2pp. 49164:155-49165:048. 


8904210159 Responds to station blackout rule.Blackout start procedure & restoration of 
offsite ac power for shutdown added to existing procedures for coping w/station 
blackouLMods required to obtain 4 h coping duration listed. 

HAIRSTON.W.G. Georgia Power Co, 89/04/12. Document Control Branch (Document 
Control Desk), 6pp. 49443:197-49443:202. 
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8904240394 Requests prompt review & reporting of status of implementation of TMI 
action plan items at piants.Printout of all TMI items annotated where tracking sys indi- 
cates that implementation not complete end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. HAIRSTON. W.G. Georgia Power Co. 29pp. 49448:229-49448:257. 

8904210291 Staff requirements memo re 890330 discussion/ possible vote in 
Rockville, MD re full power OL for Vogtie Unit 2. 

CHILK.S.J. Office of the Secretary of the Commission. 89/04/17. STELLO.V. Ofc of 
the Executive Director for Operations. 2pp. 49430:256-49430:257. 


Q. Inspection reports, IE Bulletins & correspondence 

8903300092 Forwards Insp Repts 50-424/89-03 & 50-425/89-03 on 890109-13 & notice 
of violation. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/03/02. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 49145:003-49145:020. 

-8903300095 Notice of violation from insp on 8901 09-1 S.Violations noted: NRC not ap- 
praised of potential high energy line break locations until 881114 & lack of evaluation 
of blocked forged tee. 

JULIAN,C.A. Region 2, Ofc of the Director. 89/03/02. 2pp. 49145:005-49145:006. 

-8903300098 Insp Repts 50-424/89-03 & 50-425/89-03 on 890109-13. Violations 
noted.Major areas inspected:licensee action on previous insp findings.licensee identi- 
fied 10CFR50.55 items & NRC Bulletin 80-08 (Unit 2). 

COLEY.J.L, GLASMAN.M., BLAKE.J.J. Region 2, Ofc of the Director. 89/02/23. 
14pp. 49145:007-49145:020. 

8903310056 Forwards Insp Rept 50-425/89-08 on 890123-27.No violations or devi- 
ations noted. 

JULIAN,C.A. Region 2, Ofc of the Director. 89/03/03. HAIRSTON,W.G. Georgia 
Power Co. 2pp. 49148:122-49148:131. 

-8903310057 Insp Rept 50-425/89-08 on 8901 23-27. No violations or deviations 
noted.Major areas inspected:preoperational testing,preoperational test results evalua- 
tion & followup on NRC Bulletins 88-004 & 81-02. 

SZC2EPANIEC,A., ZEILER,J., BELISLE.G.A. Region 2, Ofc of the Director. 89/02/28. 
8pp. 49148:124-49148:131. 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8904050073 Fonvards response to 890110 Itr re request for certain existing plant docu- 
ments to be utilized in development of risk-based insp guide.W/o attachments. 
HAIRSTON,W.G. Georgia Power Co. 89/03/14, Document Control Branch (Document 
Control Desk). Ip. 49214:153-49214:153. 

8903310079 Forwards corrected notice of violation from Insp Repts 50-424/89-03 & 50- 
425/89-03. Notice inadvertently dtd 890202. Correct date is 890302. 

JULIAN,C.A. Region 2. Ofc of the Director. 89/03/15. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 49125:042-49125:047. 

-8903310084 Forwards Insp Repts 50-424/89-03 & 50-425/89-03 on 890109-13 & cor- 
rected notice of violation. 

JULIAN,C.A. Region 2, Ofc of the Director. 89/03/02. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 49125:044-49125:047. 

-8903310085 Corrected notice of violation from insp on 890109-13, Notice of violation 
submitted on 890302 inadvertently dtd 890202. 

JULIAN.C.A. Region 2. Ofc of the Director. 89/03/02. 2pp. 49125:046-49125:047. 

8904120091 Forwards Insp Repts 50-424/89-07 & 50-425/89-10 on 8901 21 -021 /.Viola- 
tions noted but not cited. 

HERDT,A.R. Region 2, Ofc of the Director. 89/03/21. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 49279:319-49279:343. 

-8904120098 Insp Repts 50-424/89-07 & 50-425/89-10 on 890121-0217. Licensee 
identified violations noted.Major areas inspected: plant operations.radiological 
controls, maint,surveillance, security & initial fuel load. 

ROGGE, J.F., BURGER.C.W., AIELLO.R.F. Region 2. Ofc of the Director. 89/03/14. 
23pp. 49279:321-49279:343. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904120079 Confirms 890314 telcon re enforcement conference to be conducted on 
890322 to discuss circumstances re misalignment of RHR sys valves occurring during 
890309 check valve leakage testing.Proposed meeting agenda end. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/03/24. HAIRSTON.W.G. Georgia 
Power Co. 3pp. 49296:001-49296:003. 

8904040181 Completes response to NRC Bulletin 88-008, “Thermal Stresses in Piping 
Connected to RCS.” Instrumentation for unisolable sections of piping to detect ad- 
verse temp distributions installed & data collection initiated. 

HAIRSTON,W.G. Georgia Power Co. 89/03/27. Document Control Branch (Document 
Control Desk). 2pp. 49190:291-49190:292. 

8904050061 Responds to violations noted in Insp Rept 50-425/89-03. Corrective 
actions:controls in place & implemented to identify,track & review deficiencies for re- 
portability. 

HAIRSTON,W.G. Georgia Power Co. 89/03/28. Document Control Branch (Document 
Control Desk). 3pp. 49205:334-49205:336. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM,R,E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Cp. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM,R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 


8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31, 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1.2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904200148 Forwards enforcement conference meeting summary on 890322 re mis- 
alignment of RHR sys valves that occurred on 890309,per Insp Rept 50-425/89- 
12.Handout & list of attendees end. 

EBNETER,S.D. Region 2, Ofc of the Director. 89/04/05. HAIRSTON.W.G. Georgia 
Power Co. 10pp. 49400:125-49400:134. 

8904240338 Forwards Insp Repts 50-424/89-11 & 50-425/89-13 on 890307-10 & 30- 
31 .No violations or deviations noted.NRC has understanding that util will perform Unit 
2 remote shutdown test w/shift crew of four people. 

GIBSON,A.F. Region 2, Ofc of the Director. 89/04/10. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 49452:272-49452:279. 

-8904240344 Insp Rept 50-424/89-11 & 50-425/89-13 on 890307-10 & 29-31. No vio- 
lations or deviations noted.Major areas inspected: proposed startup tests for Unit 2 & 
followup of previous violation on Unit 1 . 

BURNETT.P.T., BELISLE.G.A. Region 2. Ofc of the Director. 89/04/10. 6pp. 
49452:274-49452:279. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904240349 Forwards Insp Repts 50-424/89-08 & 50-425/89-11 on 890204- 10.No vio- 
lations or deviations noted. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/04/11. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 49450:276-49450:291. 

-8904240355 Insp Repts 50-424/89-08 & 50-425/89-11 on 890204-1 0.No violations 
noted.Major areas inspected:NRC bulletin followup.diesel generator fuel 
oil.containment isolation sys testing & followup actions on previous insp findings. 
TINGEN.S., BELISLE.G. Region 2, Ofc of the Director. 89/04/07. 14pp. 49450:278- 
49450:291. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Supp1 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106, 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21, 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERs & related correspondence 

8903290223 Summary of Operating Reactors Events Meeting 89-11 on 89031 5.List of 
attendees.events discussed & significant elements of events & four events identified 
for input to NRC Performance Indicator Program & summary of scrams end. 
LANNING.W.D. Events Assessment Branch. 89/03/16. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 18pp. 49120:176-49120:193. 

8904030125 Part 21 rept listing locations where valves w/Control Components w/pres- 
surized seat design similar to APS valves S/N 21408-1 installed in same svc IE modu- 
lating atmospheric dump valve upstream of MSIV.Proprietary drawing end. 

STERUD.C. Control Components, Inc. 89/03/17. LANNING.W. NRC - No Detailed Af- 
filiation Given. Ip. 49182:110-49182:110. 

8904040171 LER 89-004-00:on 890309,during check valve testing, discovered that RCS 
leakage exceeded Tech Spec limitCaused by excessive wear on internal check valve 
components. Valve repaired & internal components replaced.W/890327 Itr. 
ODOM.R.M.. HAIRSTON,W.G. Georgia Power Co. 89/03/27. 5pp. 49190:320- 
49190:324. 

8904030257 PNO-ll-89-027:on 890328,initial criticality achieved within estimated critical 
conditions.Regional specialist & resident inspector observed reactor startup.Low 
power license received on 890209.Commission briefing set for 890330. 

PATTERSON, C. Region 2, Ofc of the Director. 89/03/28. Ip. 49156:264-49156:264. 
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8d04070CH}1 Part 21 rept re atmospheric dump valves.Cause of failure speculative but 
result of piston ring that failed to seal. Resolution to problem requires increasing pilot 
valve capacity & reworking of plug to enlarge pilot flow area 

MILLER.H.L Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. 2pp. 49235:279-49235:281. 

8904170097 Special Rept 89-001 re positive moderator temp coefficient measured 
during low power physics testing.Calculations performed to determine control rod with- 
drawal limits & duration of effect time. 

HAIRSTON, W.G. Georgia Power Co. 89/04/06. Document Control Branch (Document 
Control Desk). 3pp. 49323:001-49323:003. 

8904190109 LER 89-003-00:on 890309, Tech Spec 3.0.3 entered.Caused by shift sufoer- 
visor depressurizing RHR sys w/o approved procedure, lack of closed loop communi- 
cation & inadequate sys status sensitivity by operations shift team.W/890410 Itr. 
ODOM,R.M.. HAIRSTON.W.G. Georgia Power Co. 89/04/10. 5pp. 49394:132- 
49394:136. 

8904210161 LER 89-008-00:on 89031 9, improper control of steam generator water level 
led to feedwater Isolation.Caused by operator not requesting relief.Operator counseled 
re Importance of maintaining watch on operations In progress.W/890412 Itr, 
ODOM,R.M., HAIRSTON.W.G. Georgia Power Co. 89/04/12. 4pp. 49443:080- 
49443:083. 

89042(K)390 LER 89-007-00:on 89031 9, automatic ESFAS experienced, resulting in con- 
tainment ventilation isolation.Caused by lockup of computer communications 
device.Procedure re operation of digital radiation monitor revised. W/89041 4 Itr. 
ODOM.R.M., HAIRSTON.W.G. Georgia Power Co. 89/04/14. 5pp. 49403:060- 

49403:064. 

8904200398 LER 89-005-00:on 890317,field voltage measurements revealed electrical 
short on valve 2HV-19051 in reactor coolant pump 1 thermal barrier isolation 
valve.Caused by issuance of Incorrect as-built notice.Training revised. W/89041 4 Itr. 
ODUM.R.M., HAIRSTON.W.G. Georgia Power Co. 89/04/14. 5pp. 49395:289- 

49395:293. 

8904240097 LER 89-006-00:on 89031 8, operation of Incorrect handswitch resulted In 
safety imection.Caused by operator failing to ensure that proper switch 

operated.Operator counseled on importance of verifying switches. W/89041 4 Itr. 
ODOM.R.M.. HAIRSTON.W.G. Georgia Power Co. 89/04/14. 5pp. 49449:168- 

49449:172. 


V. Operator Examinations 

8904130358 Requests that end list of ref matl for reactor operator & senior operator 
licensing exams scheduled for wk of 890612 be furnished to NRC by 890410 In order 
to meet schedule. Related info also end. 

PEEBLES.T.A. Region 2. Ofc of the Director. 89/04/03. HAIRSTON.W.G. Georgia 
Power Co. lip. 49319:304-49319:314. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 


DOCKET 5(M33 UNIV. OF CALIFORNIA AT SANTA BARBARA RESEARCH 
REACTOR 


P. Operating license stage documents & correspondence 

8904120333 Requests termination of License R-124 for 10-watt L-77 nuclear training 
reactor.Fuel returned to DOE & reactor decommissioned.Final radiation survey per- 
formed in Sept 1986.Pu/Be neutron source transferred to State of CA. 

SHELDON, D.N. California, Univ. of, Santa Barbara, CA. 89/03/30. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 1p. 49288:198-49288:198. 

8904240284 Requests that Region V conduct termination survey to verify that residual 
radioactivity & contamination levels comply w/ Reg Guide 1.86. 

MICHAELS, T.S. Standardization & Non-Power Reactor Project Directorate. 89/04/18. 
YUHAS.G.P. Region 5, Ofc of the Director. 2pp. 49449:270-49449:271. 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


A. Application/construction stage documents & correspondence 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Assodate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

890323(}075 NRC Info Notice 89-033, “Potential Failure, of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, G.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

890324(K)63 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 


8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
CJonsolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses In Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Ck>nsolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


V. Operator Examinations 


8903300106 Generic Ltr 89-06 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR56 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Appiication/constructlon stage documents & correspondence 


8903290377 Informs of listed mgt changes in NRR Associate Director for Special 
Projects.DM Crutchfield appointed Associate Director for Special Projects, effective im- 
mediately & L Watson named as acting Assistant Director for Insp Programs, NRR. 
BLACK,S. Assistant Director for Projects. 89/03/24. KINGSLEY,(5.D. Tennessee 
Valley Authority. 3pp. 49081:167-49081:169. 

8904040035 Fon^ards Rev 0 to “TVA Nuclear QA Plan." Summary of changes to Rev 
10 to TVA-TR75-1A provided. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49180:085-49180:212. 

-8904040037 Rev 0 to "TVA Nuclear QA Plan." 

* Tennessee Valley Authority. 89/03/30. 125pp. 49180:088-49180:212. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc, 70pp. 49208:320-49209:030. 

8904120051 Notification of 890410 meeting w/util in Rockville,MD for util to present info 
on new corporate organization. 

DONOHEW,J.N. TVA Projects Division. 89/04/03. BLACK.S. TVA Projects Division. 
4pp. 49282:219-49282:222. 


F. Security, medical, emergency & fire protection plans 

8904140148 Forwards Insp Repts 50-438/88-06 & 50-439/88-06 on 881031- 1110 & 
notices of violation.Unresolveo items re fire equipment surveillance testing & removal 
of vapor phase corrosion inhibitors identified. 

MCXX)Y,F.R. Assistant Director for Inspection Programs. 89/02/03. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 49831:316-49331:348. 

-8904140184 Insp Repts 50-438/88-06 & 50-439/88-06 on 881031-1110. Violations 
noted.Major areas inspected:layup & preservation, QA, organization structure & 
personnel.nuclear experience review,training,fire protection,security & housekeeping. 
YORK,J., BARR,K. Region 2, Ofc of the Director. 89/02/02. 27pp, 49331:322- 
49331:348. 
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8904030112 Forwards Insp Repts 50-438/89-01 & 50-439/89-01 on 8901 11. No viola- 
tions or deviations noted. 

MCCOY.F.R. Assistant Director for Inspection Programs. MCCOY.F.R. Region 2, Ofc 
of the Director. 89/03/10. KINGSLEY, O.D. Tennessee Valley Authority. 2pp. 
49190:139-49190:141. 

-8904030124 Partially withheld Insp Repts 50-438/89-01 & 50-439/89-01 on 890111 
(ref 10CFR2.790(d) & 73.21 ).No violations or deviations noted.Major areas 
inspected:procedures, records & operations for control & accountability of SNM. 
TODD,G.A., MCALPINE.E.J. Region 2. Ofc of the Director. 89/03/09. Ip. 49190:141- 
49190:141. 


H. General correspondence 

8904040263 Informs of recent changes made within mgt structure of util 
organization.Util reorganization efforts aimed at implementing changes necessary to 
reflect reorientation from design & mod. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/03/24. CRUTCHFIELD, D. Associate 
Director for Special Projects (Post 890101). 4pp. 49192:016-49192:019. 

8904170332 Informs of listed nuclear power organization & senior mgt changes as part 
of ongoing efforts to improve organizational focus on single-point accountability & In- 
crease emphasis on project mgt approach. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/04/07. CRUTCHFIELD, D. NRC - No 
Detailed Affiliation Given. 3pp. 49357:001-49357:003. 


J. Insurance & Indemnity information 

8904240173 Forwards Endorsements 46,70,105 & 36 to NELIA policies NF-256,NF- 
247,NF-198 & NF-258, respectively & Endorsements 62 & 91 to MAELU policies MF- 
102 & MF-66, respectively. 

SAMUELS.J.L. Marsh & McLennan, Inc. 89/04/06. DINITZ,!. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 7pp. 49449:102-49449:108. 


Q. inspection reports, IE Bulletins & correspondence 


8904140146 Forwards Insp Repts 50-438/88-06 & 50-439/88-06 on 881031- 1110 & 
notices of violation.Unresolved items re fire equipment surveillance testing & removal 
of vapor phase corrosion inhibitors identified. 

MCCOY.F.R. Assistant Director for Inspection Programs. 89/02/03. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49331:316-49331:348. 

-8904140149 Notice of violation from insp on 881 031 -11 10. Violations noted:three ex- 
amples involving improper control of vapor phase inhibitors identified & preventive 
maint task change not properly completed for Limitorque valves. 

MCCOY.F.R. Assistant Director for Inspection Programs. 89/02/03. 2pp. 49331:318- 
49331:319. 

-8904140158 Notice of violation from insp on 881 031 -11 10. Violation noted:plant site or- 
ganization contained no onsite radiological control group nor onsite health physics 
personnel during insp & for 1 month preceding insp. 

MCCOY.F.R. Assistant Director for Inspection Programs. 89/02/03. 2pp. 49331:320- 
49331:321. 

-8904140184 Insp Repts 50-438/88-06 & 50-439/88-06 on 881031-1110. Violations 
noted.Major areas inspected:layup & preservation, QA.organization structure & 
personnel.nuclear experience review.training.fire protection.security & housekeeping. 
YORK.J., BARR.K. Region 2. Ofc of the Director. 89/02/02. 27pp. 49331:322- 
49331:348. 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8904030112 Forwards Insp Repts 50-438/89-01 & 50-439/89-01 on 8901 11. No viola- 
tions or deviations noted. 

MCCOY.F.R. Assistant Director for Inspection Programs. MCCOY.F.R. Region 2, Ofc 
of the Director. 89/03/10. KINGSLEY.O.D. Tennessee Valley Authority. 2pp. 
49190:139-49190:141. 


-8904030124 Partially withheld Insp Repts 50-438/89-01 & 50-439/89-01 on 890111 
(ref l0CFR2.790(d) & 73.21 ).No violations or deviations noted.Major areas 
inspected:procedures,records & operations for control & accountability of SNM. 

TODD, G. A.. MCALPINE.E.J. Region 2, Ofc of the Director. 89/03/09. Ip. 49190:141- 
49190:141. 


8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co, of New York, Inc. 94pp. 49204:001-49204:095. 


8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109, 


8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co, of New York, Inc. 108pp. 49185:070-49185:177. 


8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. ^ 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 


8903290257 NRC Info Notice 89-037, “Proposed Ahnends to 40CFR61.Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. Illpp, 49218:001-49218:112. 


890330(K>21 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904170371 Responds to 890224 & 0322 Itrs re NRC Bulletin 88-011, “Pressurizer 
Surge Line Thermal Stratification." NRC agrees w/suggestion for 890407 meeting to 
discuss util schedular proposal. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
SPOND,D.F. Babcock & Wilcox Operating Plants Owners Group. Ip. 49369:360- 
49369:360. 

8904200181 Ack receipt of 890306 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-438/88-06 & 50-439/88-06. 

WATSON.LJ. Region 2, Ofc of the Director. 89/04/10. KINGSLEY,O.D. Tennessee 
Valley Authority. Ip. 49401:344-49401:344. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Supp1 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17, 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904050482 "Annual Rept of Personnel Whole Body Exposures for CY88." W/890331 
Itr. 

GRIDLEY.R. Tennessee Valley Authority. 88/12/31. 7pp. 49213:268-49213:274. 

8904070128 Forwards annual rept of employee concerns special program corrective ac- 
tions implementation, Feb 1986 - Sept 1988. 

FOX.C.H. Tennessee Valley Authority. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 22pp. 49235:235-49235:256. 


S. Reportable occurrences, LERs & related correspondence 

8904070025 Part 21 rept re EMD Air Start Motors Ingersoll Rand 150 BMP Model D 
furnished to util as spare parts for emergency power generators.Subj items returned 
from stores & had not been installed on generators.Problem being investigated. 
KULCHAK,R.D, MorrIson-Knudsen Co., Inc. 89/04/04. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 49285:043-49285:043. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

8903290377 Informs of listed mgt changes in NRR Associate Director for Special 
Projects.DM Crutchfield appointed Associate Director for Special Projects, effective im- 
mediately & L Watson named as acting Assistant Director for Insp Programs, NRR. 
BLACK,S. Assistant Director for Projects. 89/03/24. KINGSLEY,O.D. Tennessee 
Valley Authority. 3pp. 49081:167-49081:169. 

8904040035 Forwards Rev 0 to “TVA Nuclear QA Plan.” Summary of changes to Rev 
10 to TVA-TR75-1 A provided. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49180:085-49180:212. 

-8904040037 Rev 0 to “TVA Nuclear QA Plan.” 

* Tennessee Valley Authority. 89/03/30. 125pp, 49180:088-49180:212. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S. A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 
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8904120051 Notification of 890410 meeting w/utif in Rockville, MD for util to present info 
on new corporate organization. 

DONOHEW,J.N. TVA Projects Division. 89/04/03. BLACK, S. TVA Projects Division. 
4pp. 49282:219-49282:222. 


F. Security, medical, emergency & fire protection plans 

8904140146 Forwards Insp Repts 50-438/88-06 & 50-439/88-06 on 881031- 1110 & 
notices of violation. Unresolved items re fire equipment surveillance testing & removal 
of vapor phase corrosion inhibitors identified. 

MCCOY.F.R. Assistant Director for Inspection Programs. 89/02/03. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 49331:316-49331:348. 

-8904140184 Insp Repts 50-438/88-06 & 50-439/88-06 on 881031-1110. Violations 
noted.Major areas inspected:layup & preservation, QA, organization structure & 
personnel, nuclear experience review, training, fire protection,security & housekeeping. 
YORK.J. Region 2. Ofc of the Director. 89/02/02. 27pp. 49331:322-49331:348. 

8904030112 Forwards Insp Repts 50-438/89-01 & 50-439/89-01 on 8901 11. No viola- 
tions or deviations noted. 

MCCOY.F.R. Assistant Director for Inspection Programs. 89/03/10. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 49190:139-49190:141. 

-8904030124 Partially withheld Insp Repts 50-438/89-01 & 50-439/89-01 on 890111 
(ref 10CFR2.790(d) & 73.21 ).No violations or deviations noted.Major areas 
inspected:procedures, records & operations for control & accountability of SNM. 
TODD.G.A. Region 2. Ofc of the Director. 89/03/09. Ip. 49190:141-49190:141. 


H. General correspondence 

8904040263 Informs of recent changes made within mgt structure of util 
organIzation.Util reorganization efforts aimed at implementing changes necessary to 
reflect reorientation from design & mod. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/03/24. CRUTCHFIELD.D. Associate 
D'rector for Special Projects (Post 890101). 4pp. 49192:016-49192:019. 

8904170332 Informs of listed nuclear power organization & senior mgt changes as part 
of ongoing efforts to improve organizational focus on single-point accountability & in- 
crease emphasis on project mgt approach. 

KINGSLEY.O.D. Tennessee Valley Authority. 89/04/07. CRUTCHFIELD.D. NRC - No 
Detailed Affiliation Given. 3pp. 49357:001-49357:003. 


J. Insurance & indemnity information 

8904240173 Forwards Endorsements 46,70,105 & 36 to NELIA policies NF-256.NF- 
247,NF-198 & NF-258, respectively & Endorsements 62 & 91 to MAELU policies MF- 
102 & MF-66, respectively. 

SAMUELS.J.L Marsh & McLennan, Inc. 89/04/06. DINITZ,!. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 7pp. 49449:102-49449:108. 


Q. Inspection reports, IE Bulletins & correspondence 

8904140146 Forwards Insp Repts 50-438/88-06 & 50-439/88-06 on 881031- 1110 & 
notices of violation. Unresolved items re fire equipment surveillance testing & removal 
of vapor phase corrosion inhibitors identified. 

MCCOY.F.R, Assistant Director for Inspection Programs. 89/02/03. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49331:316-49331:348. 

-8904140149 Notice of violation from insp on 881031-11 10. Violations noted.three ex- 
amples involving improper control of vapor phase inhibitors identified & preventive 
maint task change not properly completed for Limitorque valves. 

MCCOY.F.R. Assistant Director for Inspection Programs. 89/02/03. 2pp. 49331:318- 
49331:319. 

-8904140184 Insp Repts 50-438/88-06 & 50-439/88-06 on 881031-1110. Violations 
noted.Major areas inspected:layup & preservation, QA, organization structure & 
personnel, nuclear experience review, training, fire protection.security & housekeeping. 
YORK,J.. BARR.K. Region 2. Ofc of the Director. 89/02/02. 27pp. 49331:322- 
49331:348. 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list encl. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety {Post 870729). 
89/03/07. Consolidated Edison Co. of New York. Inc. 98pp. 49176:158-49176:255. 

8904030112 Forwards Insp Repts 50-438/89-01 & 50-439/89-01 on 8901 11. No viola- 
tions or deviations noted. 

MCCOY.F.R. Assistant Director for Inspection Programs. MCCOY.F.R. Region 2, Ofc 
of the Director. 89/03/10. KINGSLEY.O.D. Tennessee Valley Authority. 2pp. 
49190:139-49190:141. 

-8904030124 Partially withheld Insp Repts 50-438/89-01 & 50-439/89-01 on 890111 
(ref 10CFR2.790(d) & 73.21),No violations or deviations noted.Major areas 
lnspected:procedures, records & operations for control & accountability of SNM. 
TODD.G.A.. MCALPtNE.EJ. Region 2, Ofc of the Director. 89/03/09. Ip. 49190:141- 
49190:141. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list encl- 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 94pp. 49204:001-49204:095. 

8^3240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729), 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 


8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E, Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112, 

8903300021 NRC info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212^106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324, 

8904170371 Responds to 890224 & 0322 Itrs re NRC Bulletin 88-011, “Pressurizer 
Surge Line Thermal Stratification." NRC agrees w/suggestion for 890407 meeting to 
discuss util scheduler proposal. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
SPOND.D.F. Babcock & Wilcox Operating Plants Owners Group. Ip. 49369:360- 
49369:360. 

8904200181 Ack receipt of 890306 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-438/88-06 & 50-439/88-06. 

WATSON.LJ. Region 2. Ofc of the Director. 89/04/10. KINGSLEY.O.D. Tennessee 
Valley Authority. 1 p. 49401 :344-49401 :344. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11, 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-076, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
(Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904050482 “Annual Rept of Personnel Whole Body Exposures for CY88." W/890331 
Itr, 

GRIDLEY.R. Tennessee Valley Authority. 88/12/31. 7pp. 49213:268-49213:274. 

8904070128 Forwards annual rept of employee concerns special program corrective ac- 
tions implementation, Feb 1986 - Sept 1988. 

FOX,C.H. Tennessee Valley Authority. 89/04/03. Document Control Branch (Docu- 
ment Control Desk). 22pp. 49235:235-49235:256. 


S. Reportable occurrences, LERs & related correspondence 

8904070025 Part 21 rept re EMD Air Start Motors Ingersoll Rand 150 BMP Model D 
furnished to util as spare parts for emergency power generators.Subj items returned 
from stores & had not been Installed on generators. Problem being investigated. 
KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/04/04. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 49285:043-49285:043. 


V. Operator Examinations ' 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


D<X5KET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8903280287 Forwards turbine sys maint program based on turbine mfg calculations of 
turbine missile probabllities.Program created to resolve licensing issue,per SuppI 3 to 
SER (NUREG-0887,Section3.5.1.3). 

KAPLAN, A. Cleveland Electric Illuminating Co. 89/03/20. Document Control Branch 
(Document Control Desk). 15pp. 49074:183-49074:197. 
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F. Security, medical, emergency & fire protection plans 

8904070024 Discusses util proposal to revise plant emergency plan, emergency action 
levels & associated emergency plan implementing instruction & to delete those initiat- 
ing conditions defined as non-emergency events in 10CFR50.72. 

KAPLAN, A. Cleveland Electric Illuminating Co. 89/03/03. DAVIS, A.B. Region 3 Ofc of 
the Director. 9pp. 49226:348-49226:356. 

8904180139 Advises that 890313 Temporary Change 1 to Rev 9 of emergency plan 
consistent w/requirements of 10CFR50.54(g). Wording in emergency action levels 
should make staff decision on whether to declare emergency more straightforward. 
GREGER.L.R. Region 3. Ofc of the Director. 89/04/04. KAPLAN,A. Cleveland Electric 
Illuminating Co. 2pp. 49380:276-49380:277. 


1. Financial information 

8904240397 "Annual Rept,1988.’’ Supplemental Form 10-K & 890412 Itr end. 
KAPLAN,A. Cleveland Electric Illuminating Co. 88/12/31. 224pp. 49447:141- 
49448:003. 


J. Insurance & indemnity information 

8904050202 Submits info re property insurance coverage for Units 1 & 2. per 
10CFR50.54(w){4). 

KAPLAN, A. Cleveland Electric Illuminating Co. 89/03/27. Document Control Branch 
(Document Control Desk). Ip. 49198:063-49198:063. 

8904030010 Provides listed documents as evidence of guarantee of share of retrospec- 
tive premiums to be levied against Perry Unit 1, Davis-Besse Unit 1 & Beaver Valley 
Unit 2. 

MARTIN.J.P. Toledo Edison Co. 89/03/28. DINITZ,!. NRC - No Detailed Affiliation 
Given. 25pp. 49156:199-49156:223. 


P. Operating license stage documents & correspondence 

8903290360 Forwards notice of consideration of issuance of amend to License NPF-58 
& opportunity for hearing on 890210 request changing Tech Specs re DCRDR first 
refuel human engineering discrepancy revs rept. 

COLBURN, T.G. Project Directorate III-3. 89/03/14. KAPLAN.A. Cleveland Electric Illu- 
minating Co. 2pp. 49081:170-49081:175. 

-8903290362 Notice of consideration of issuance of amend to License NPF-58 & op- 
portunity for hearing on 890210 request.Amend adds addi ref to Attachment 1 of li- 
cense to implement revs to human engineering discrepancies committed to in rept. 
COLBURN.T.G. Project Directorate III-3. 89/03/14. 4pp. 49081:172-49081:175. 

8904120023 Discusses 880721 request for scheduler extension of util commitments re 
seismic margin evaluation. Proposed schedule change acceptable. 

HANNON. J.N. Project Directorate 111-3. 89/03/30. KAPUN.A. Cleveland Electric Illu- 
minating Co. 3pp. 49295:327-49295:329. 

8904130368 Forwards safety evaluation accepting util 840406 response to Generic Ltr 
83-28, Item 4.5.2, "Reactor Trip Sys Reliability On-Line Testing,” for plant. 
COLBURN.T.G. Project Directorate III-3. 89/03/30. KAPLAN.A. Cleveland Electric Illu- 
minating Co. 2pp. 49317:179-49317:183. 

-8904130370 Safety evaluation accepting util 840406 response to Generic Ltr 83- 
28, Item 4.6.2, "Reactor Trip Sys Reliability On-Line Testing.” 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/30. 3pp. 
49317:181-49317:183. 

8904060208 Forwards revised proprietary "Conformance of HPCS Div to NUMARC 87- 
00 Alternate AC Criteria," for review as result of comments from 890216 meeting.Rept 
withheld. 

PARETO.V. Devonrue, Ltd. 89/03/31. Office of Nuclear Reactor Regulation, Director 
(Post 87041 1 ). 3pp. 49225:1 00-49225:1 59. 

8904130388 Fonwards Amend 19 to License NPF-58, safety evaluation & notice of issu- 
ance of amend.Amend revises Tech Specs for primary containment integrity shutdown 
to allow Type C valve local leak rate tests to be performed.per stated condition. 
COLBURN.T.G. Project Directorate III-3. 89/03/31. KAPLAN.A. Cleveland Electric Illu- 
minating Co. 2pp. 49300:039-49300:057. 

-8904130392 Amend 19 to License NPF-58, revising Tech Specs for primary contain- 
ment integrity shutdown to allow Type C containment isolation valve local leak rate 
tests to be performed w/one or two 3/4 inch vent & drain lines open on penetrations. 
HANNON.J.N. Project Directorate III-3. 89/03/31. 10pp. 49300:041-49300:050. 

-8904130394 Safety evaluation supporting Amend 19 to License NPF-58. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/31. 5pp. 
49300:051-49300:055. 

-8904130395 Notice of issuance of Amend 19 to License NPF-58. Amend modifies Tech 
Specs to allow opening of one or two 3/4-inch vent & drain lines for Type C local leak 
rate testing during refueling activities. 

HANNON.J.N. Project Directorate III-3. 89/03/31. 2pp. 49300:056-49300:057. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904130538 Advises that changes to QA program description, Chapter 17.2, meets re- 
quirements of 10CFR50,App B & acceptable. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/04/04. KAPLAN.A. Cleveland Electric 
Illuminating Co. 2pp, 49320:354-49320:355. 

8904200047 Forwards correction to Amend 19 to License NPF-58,consisting of correct- 
ed Tech Spec Page B 3/4 6-2a. 

COLBURN.T.G. Project Directorate III-3. 89/04/11. KAPLAN.A. Cleveland Electric Illu- 
minating Co. 2pp. 49400:335-49400:337. 

-8904200203 Errata to Amend 19 to License NPF-58, consisting of corrected Tech Spec 
Page B 3/4 6-2a. 

* NRC - No Detailed Affiliation Given. 89/04/11. 1p. 49400:337-49400:337. 


8904240287 Requests prompt review & reporting of status of implementation of TMI 
action plan items at facility.Printout of all TMI items .annotated where tracking sys indi- 
cates implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. KAPLAN, A. Cleveland Electric Illuminating Co. 10pp. 49450:061-49450:070. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 

i i/*^on^Arl ’* CSwa licf 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Ckjnsolidated Edison Co. of New York. Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs,” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086. “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904040076 Responds to NRC Bulletin 88-010 re molded case circuit breakers 
(CB).Molded-case CBs purchased prior to 880801 maintained as stored spares Identi- 
fied on nonconformance rept, segregated by removing from inventory & placed on 
hold. 

KAPLAN.A. Cleveland Electric Illuminating Co. 89/03/31. Document Control Branch 
(Document Control Desk). 3pp. 49189:358-49189:360. 

8904170058 Forwards Insp Rept 50-440/89-08 on 890306-10 & notice of violation. 
GREGER.LR. Region 3, ac of the Director. 89/04/03. KAPLAN.A. Cleveland Electric 
Illuminating Co. 2pp. 49371 .*072-49371 :085. 

-8904170061 Notice of violation from insp on 890306-10. Violation noted: on 890225, ar- 
ticle of clothing contaminated w/radioactive matl was unconditionally released from 
radiological controlled area. 

GREGER.LR. Region 3. Ofc of the Director. 89/04/03. Ip. 49371:074-49371:074. 

—8904170066 Insp Rept 50-440/89-08 on 890306-1 0.Violations noted.Major areas 
inspected:operational radiation protection program during refueling outage.including 
organization & mgt control & audits & appraisals. 

MILLER, D.E.. KUNOWSKI.M.A., SCHUMACHER.M. Region 3. Ofc of the Director, 89/ 
04/03. 11pp. 49371:075-49371:085. 

8903290258 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
(Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

6904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11, 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requaiification Program.” Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
(Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 
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S. ReportaDie occurrences, LERs & related correspondence 

S0O328O266 LER 89-001 -01 :on 890111,div 2 diesel generator declared inoperable due 
to unsatisfactory results for fuel oil storage tank sample.Caused by oxidation of fuel oil 
due to normal aging.Dispersant agent added to tank.W/890317 Itr. 

DUNN,G.A., KAPLANA Cleveland Electric Illuminating Co. 89/03/17. 5pp. 
49074:286-49074:290. 

8904110074 NPDES noncompliance notification:on 890317.100 gallons of petroleum 
product discovered in storm drain impoundment pond. Extensive investigation of possi- 
ble sources conducted but none identified.Sys monitoring temporarily increased. 
KAPLAN, A. Cleveland Electric Illuminating Co. 89/03/22. KAUSEK.S. Ohio. State of. 
2pp. 49268:258-49268:259. 

8904050181 Forwards LERs 89-005,89-006 & 89-007 for Perry Unit 1. 

KAPLAN.A. Cleveland Electric Illuminating Co. 89/03/27. Document Control Branch 
(Document Control Desk). 1p. 49214:098-49214:109. 

-8904050192 LER 89-005-00:on 890224.drywell head holddown bolts found deten- 
sioned during preparations for drywell head removal for refueling outage.Caused by 
inappropriate installation torque value. Bolts torqued to higher value. 

DUNN.G.A. Cleveland Electric Illuminating Co. 89/02/27. 4pp. 49214:099-49214:102. 

-8904050194 LER 89-006-00:on 890224.primary containment leakage rate through first 
MSIV before seat drain valves exceeded Tech Spec limitCaused by misalignment of 
valve disc.Seat polishing & machining of poppet seals performed. 

DUNN.G.A. Cleveland Electric Illuminating Co. 89/03/27. 4pp. 49214:103-49214:106. 

-8904050198 LER 89-007-00:on 890227, source-range monitor signal/noise ratio not 
verified prior to entering Operation Condition 5. Caused by personnel error.Personnel 
counseled & note added to Tech Spec rounds to clarify applicability requirements. 
DUNN,G.A. Cleveland Electric Illuminating Co. 89/03/29. 3pp. 49214:107-49214:109. 

8904050124 LER 89-008-00:on 890301 .control room HVAC sys unexpectedly started in 
emergency recirculation mode during performance of surveillance instruction.Caused 
by procedural deficiency. Both instructions were modified.W/890331 Itr. 

DUNN,G.A., KAPLAN, A. Cleveland Electric Illuminating Co. 89/03/31. 4pp. 
49214:163-49214:166. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A. Appllcatlon/conatructlon stage documents & correspondence 

8904130368 Forwards safety evaluation accepting util 840406 response to Generic Ltr 
83-28,ltem 4.5.2, "Reactor Trip Sys Reliability On-Line Testing," for plant. 
COLBURN,T.Q. Prolect Directorate III-3. 89/03/30. KAPUN,A Cleveland Electric Illu- 
minating Co. 2pp. 49317:179-49317:183. 

-8904130370 Safety evaluation accepting util 840406 response to Generic Ltr 83- 
28, Item 4.5.2, "Reactor Trip Sys Reliability On-Line Testing." 

• Office of Nuclear Reactor Regulation, Director {Post 870411). 89/03/30. 3pp. 
49317:181-49317:183. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904130538 Advises that changes to QA program d 0 Scription,Chapter 17.2, meets re- 
quirements of 10CFR50,App B & acceptable. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/04/04. KAPLAN.A. Cleveland Electric 
liluminating Co. 2pp. 49320:354-49320:355. 


F. Security, medical, emergency & fire protection plans 

8904070024 Discusses util proposal to revise plant emergency plan, emergency action 
levels & associated emergency plan implementing instruction & to delete those initiat- 
ing conditions defined as non-emergency events in 10CFR50.72. 

KAPUN,A. Cleveland Electric Illuminating Co. 89/03/03. DAVIS, A.B. Region 3, Ofc of 
the Director. 9pp. 49226:348-49226:356. 

8^4180139 Advises that 890313 Temporary Change I 'to Rev 9 of emergency plan 
consistent w/requirements of 10CFR50.54(g).Wording in emergency action levels 
should mSke staff decision on whether to declare emergency more straightforward. 
GREGER,LR. Region 3. Ofc of the Director. 89/04/04. KAPLAN.A. Cleveland Electric 
Illuminating Co. 2pp. 49380:276-49380:277. 


»l. Insurance & indemnity Information 

8904050202 Submits info re property insurance coverage for Units 1 & 2, per 
10CFR50.54(w)(4). 

KAPLAN, A. Cleveland Electric Illuminating Co. 89/03/27. Document Control Branch 
(Document Control Desk). 1p. 49198:063-49198:063. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

3904040076 Responds to NRC Bulletin 88-010 re molded case circuit breakers 
(CB).Molded-case CBs purchased prior to 880801 maintained as stored spares identi- 
fied on nonconformance rept,segregated by removing from inventory & placed on 
hold. 

KAPLAN,A. Cleveland Electric Illuminating Co. 89/03/31. Document Control Branch 
(Document Control Desk). 3pp. 49189:358-49189:360. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

RCSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

RCSSI.C.E. Division of Cperational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

RCSSI.C.E. Division of Cperational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

RCSSI.C.E. Division of Cperational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requallficatlon Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49336:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC info Notice 89-042, "Failure of Rosemount Models 1163 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Ck>nsolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of ail power reactors & applicants for reac- 
tor operator license under 10CFR56 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8809160145 Forwards response to Mavrouies questions re adequacy of plant emergen- 
cy plan. 

BRADBURNE,J.C. Congressional Affairs. 88/09/12. UDALL,M.K. House of Rep., Inte- 
rior & Insular Affairs. 4pp. 49181:005-49181:010. 
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8904060106 Town of Newbury amended direct testimony.* Testimony addresses Con- 
tentions JI-4,Jl-7 & JI-63 re traffic mgt plan, transit dependent-bus routes & local govt 
equipment, respectively.W/Certificate of Svc.Related correspondence. 
HILL-WHILTON.R. Newbury. MA. HILL-WHILTON.R. Lagoulis. Clark, Hill-Whilton & 
McGuire. #289 8379. 89/02/19. 28pp. 49139:092-49139:119. 

8903300248 Approves State of ME ingestion pathway plan for plant in accordance w/ 
44CFR350.12 of FEMA rule. 

PETERSON.G.C. Federal Emergency Management Agency. 89/03/16. STELLO.V. 
Ofc of the Executive Director for Operations. 2pp. 49144:148-49144:149. 

8904060064 Corrected testimony of TJ Adler on behalf of JM Shannon, Atty General for 
Commonwealth of MA concerning Contention JI-4 (traffic mgt plan).* Supporting docu- 
mentation & Certificate of Svc encI.Related correspondence. 

ADLER, T.J. Massachusetts, Commonwealth of. ADLER.T.J. Resource Systems Group. 
#289 8377. 89/03/27. 21pp. 49139:167-49139:187. 

8904060076 Commonwealth of MA atty genera! response on issue of returning commut- 
ers & impact on evacuation time estimates.* Reasonable effort to model returning 
commuters needs to be made along lines suggested by TJ Adler.SupportIng info encl. 
FIERCE, A.R. Massachusetts, Commonwealth of. #289 8378. 89/03/27, Atomic Safety 
and Licensing Board Panel. 9pp. 49139:132-49139:161. 

--8904060085 Affidavit of TJ Adler re interaction of commuter flow & evacuation traffic 
flow within Seabrook EPZ.* Supporting documentation & Certificate of Svc encl. 
ADLER.T.J. Massachusetts, Commonwealth of. ADLER.T.J. Resource Systems Group. 
89/03/26. 21pp. 49139:141-49139:161. 

8904060054 Applicant advice to Commission.* Advises that concept of seeking to go 
forward in attempt at negotiating contract w/ State of NH & other states listed In encl 
agenda received favorable consideration.W/related info & Certificate of Svc. 
DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#289 8376. 89/03/29. 8pp. 49139:120-49139:127. 

8904130250 Applicant motion to compel production of previously undisclosed docu- 
ments by town of Amesbury.* Supporting documentation & Certificate of Svc encl. 
TROUT.J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. #289 
8414. 89/04/03. Atomic Safety and Licensing Board Panel. 17pp. 49233:267- 
49233:283. 

8904130271 Forwards GC Peterson 890328 Itr to V Stello re requirement that offsite 
radiological emergency response plans provide capacity to monitor 20% of population 
of EPZ within 12 h.W/ Certificate of Svc. 

FLYNN.H.J. Federal Emergency Management Agency. #289 8418. 89/04/03. 
SMITH,I.W.. COLE,R.F.. MCCOLLOM,K.A. Atomic Safety and Licensing Board Panel. 
9pp. 49233:284-49233:292. 

8904130114 Commonwealth of MA atty general motion to compel production of docu- 
ments from FEMA,* Certificate of Svc encl. 

TRAFICONTE,J. Massachusetts, Commonwealth of. #289 8405. 89/04/05. Atomic 
Safety and Licensing Board Panel. 52pp. 49233:174-49233:225. 


G. Adjudicatory correspondence 

8904200016 Seacoast Anti-Pollution League motion for extension of record of litigation 
in re State of NH emergency response plan notice of appeal.* Certificate of Svc 
encl.Served on 89041 S.Granted for Appeal Board on 890413. 

* Seacoast Anti-Pollution League. #289 8439. 89/03/21. Atomic Safety and Licensing 
Appeal Panel. 5pp. 49340:202-49340:206. 

8904060062 Responds to recipeint 890324 request for further voluntary discovery from 
NRC re 1988 exercise & other matters.Perrotti comments have been considered by 
NRC & properly addressed. Related correspondence. 

TURK,S.E. Assistant General Counsel for Hearings. #289 8371. 89/03/27. 
FIERCE,A.R. Massachusetts, Commonwealth of. Ip. 49139:188-49139:188. 

8904060076 Commonwealth of MA atty general response on issue of returning commut- 
ers & impact on evacuation time estimates.* Reasonable effort to model returning 
commuters needs to be made along lines suggested by TJ Adler.SuMorting info encl. 
FIERCE, A.R. Massachusetts, Commonwealth of. #289 8378. 89/03/2:7. Atomic Safety 
and Licensing Board Panel. 9pp. 49139:132-49139:161. 

-6904060085 Affidavit of TJ Adler re interaction of commuter flow & evacuation traffic 
flow within Seabrook EPZ.* Supporting documentation & Certificate of Svc encl. 
ADLER.T.J. Massachusetts, Commonwealth of. ADLER.T.J. Resource Systems Group. 
89/03/26. 21pp. 49139:141-49139:161. 

8904130199 Motion to compel production of documents.* Moves that ASLB compel 
FEMA to produce documents re review of draft FEMA rept on 1 988 plant exercise.Svc 
list encl. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #289 8397. 89/03/27. Atomic Safety and Licensing Board Panel. 5pp. 
49233:307-49233:311. 

8904060054 Applicant advice to Commission.* Advises that concept of seeking to go 
forward in attempt at negotiating contract w/ State of NH & other states listed in encl 
agenda received favorable consideration.W/related Info & Certificate of Svc. 
DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#289 8376. 89/03/29. 8pp. 49139:120-49139:127. 

8904060073 Order.* Oral argument on appeal of Intervenors from Board 890130 memo- 
randum & order will be heard on 890421 in Bethesda,MD.Appeliants may reserve por- 
tion of time for rebuttal.W/CertIficate of Svc.Served on 890330. 

TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #289 8373. 89/03/29. 
Office of the General Counsel (Post 860701). 5pp. 49139:162-49139:166. 

8904060086 Notice of oral argument.* Oral argument on appeal of Intervenors from 
Board 890130 memorandum & order will be heard on 890421 in Bethesda.MD.W/Cer- 
tificate of Svc.Served on 890330. 

TOMPKINS, B. A. Atomic Safety and Licensing Appeal Panel. #289 8374, 89/03/29. 
4pp. 49139:128-49139:131, 

8904130171 Joint Stipulation re certain acoustic locations.* Lists facts that applicant & 
Commonwealth of MA atty general agree on.per four visits to acoustic locations that 
vehicle & alert & notification sys vehicle driven & level questioned. 

JONAS, S.A. Massachusetts, Commonwealth of, SELLECK,K.A. Public Service Co. of 
New Hampshire. SELLECK.K.A. Ropes & Gray. #289 8396. 89/03/31. 3pp. 
49233:293-49233:306. 


-8904130181 Joint motion for approval of joint stipulation re certain acoustic locations.* 
Requests Board approve & receive into evidence Commonwealth of MA & applicant 
joint stipulation re certain acoustic locations. 

JONAS, S.A. Massachusetts, Commonwealth of. SELLECK,K.A. Public Service Co. of 
New Hampshire. SELLECK,K.A. Ropes & Gray. 89/03/31. Atomic Safety and Licens- 
ing Board Panel. 2pp. 49233:296-49233:297. 

-8904130187 Applicant brief re relevance of discomfort.* Addresses legal question re 
what std should be applied to determine relevance of discomfort of notification siren 
sound levels. W/Certificate of Svc. 

SMITH,J.B. Public Service Co. of New Hampshire. SMITH, J.B. Ropes & Gray, 89/04/ 
03. Atomic Safety and Licensing Board Panel. 9pp. 49233:298-49233:306. 

8904130071 Supplemental memorandum In support of Intervenors application for stay of 
effectiveness of LBP-89-04 pending appeal.* Commission may wish to order ASLAB 
to expedite decision on appeal & postpone on stay.W/Certificate of Svc. 

JONAS, S.A. Massachusetts, Commonwealth of. #289 8393. 89/04/03. Commission- 
ers. 6pp. 49233:312-49233:317. 


8904130075 Seacoast Anti-Pollution League (SAPL) trial brief on Contention Jl 56 & 
SAPL Contentions EX-2,4,6,7,8,12,13 & 14.* Svc list encl. 

BACKUS,R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #289 8403. 89/04/03. Atomic Safety and Licensing Board Panel. 10pp. 
49233:164-49233:173. 


8904130226 Applicant voluntary responses to Commonwealth of MA atty general inter- 
rogatories on use of bed buses & Seabrook plan for Commonwealth of MA communi- 
ties.* Certificate of Svc encI.Related correspondence. 

THOMAS.G.S., COOK,G.C. Public Service Co. of New Hampshire. COOK,G.C. Ropes 
& Gray. #289 8413. 89/04/03. Massachusetts, Commonwealth of. 10pp. 49233:257- 
49233:266. 


8904130250 Applicant motion to compel production of previously undisclosed docu- 
ments by town of Amesbury.* Supporting documentation & Certificate of Svc encl. 
TROUT.J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. #289 
8414. 89/04/03. Atomic Safety and Licensing Board Panel. 17pp. 49233:267- 
49233:283. 


8904130271 Forwards GC Peterson 890328 Itr to V Stello re requirement that offsite 
radiological emergency response plans provide capacity to monitor 20% of population 
of EPZ within 12 h.W/ Certificate of Svc. 

FLYNN,H.J. Federal Emergency Management Agency. #289 8418. 89/04/03. 
SMITH,I.W., COLE.R.F., MCCOLLOM,K.A. Atomic Safety and Licensing Board Panel. 
9pp. 49233:284-49233:292. 


8904140089 Advises that author will present oral argument on behalf of applicant at 
890421 oral argument. 

DIGNAN.T.G, Public Senrice Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#289 8421. 89/04/03. TOMPKINS.B.A, Atomic Safety and Licensing Appeal Panel. 
Ip. 49241:273-49241:273. 


8904120078 Notice of withdrawal of alternate Board member.* Board reconstituted by 
withdrawal of JH Carpenter & recomprised of IW Smith, chairman, RF Cole & KA 
McCollom.members.Certificate of Svc encl.Served on 890405. 

COTTER.B.P. Atomic Safety and Licensing Board Panel. #289 8388. 89/04/04. 5pp. 
49211:010-49211:014. 


8904120097 Memorandum & order (adoption of stipulation on site access & levelling).* 
Approves & receives Into evidence applicant & Commonwealth of MA 890331 Joint 
Stipulation A re certain acoustic locations.W/Certificate of Svc.Served on 890405. 
BLCX^H.P.B. Atomic Safety and Licensing Board Panel. #289 8389. 89/04/04. Massa- 
chusetts, Commonwealth of. 4pp. 49211:006-49211:009. 

8904130114 Commonwealth of MA atty general motion to compel production of docu- 
ments from FEMA.* Certificate of Svc encl. 

TRAFICONTE,J. Massachusetts, Commonwealth of. #289 8405. 89/04/05. Atomic 
Safety and Licensing Board Panel. 52pp. 49233:174-49233:225. 

8904130209 Applicant response to Seacoast Anti-Pollution League motion for extension 
of record of litigation in re:State of NH emergency response plan notice of appeal.* 
Applicant has no objection to motion.Certificate of Svc encl. 

DIGNAN.T.G. Public Senrice Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#289 8412. 89/04/05. Atomic Safety and Licensing Appeal Panel. 4pp, 49233:253- 
49233:256. 


8904200101 Forwards state notification fact sheet inadvertently omitted from applicant 
890324 voluntaiy responses to Commonwealth of MA atty general requests for docu- 
ments on exercise.W/Certificate of Svc.Related correspondence. 

CCX)K,G.C. Public Service Co. of New Hampshire. COOK.G.C. Ropes & Gray. #289 
8447. 89/04/06. Docketing & Services Branch, 7pp. 49340:176-49340:182. 

8904140137 Trial brief.* Discusses issue posed by Contentions 2E & 21B re whether 
880628-29 exercise of State of NH offsite emergency plan for Commonwealth of MA 
communities considered too limited in scope.per 10CFR50,App E.W/Certificate of 
Svc. 

BRCXJK.M. Massachusetts. Commonwealth of. #289 8427, 89/04/10. Atomic Safety 
and Licensing Board Panel. 46pp. 49241:208-49241:253. 


8904140114 Memorandum & order.* Denies Commonwealth of MA atty general 890227 
motion for directed certification of Board ruling granting applicant summary disposition 
on Joint Intervenor Contentions 44A & 44B.W/Certificate of Svc.Served on 89041 1 . 
TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel, #289 8424. 89/04/11. 
Massachusetts, Commonwealth of. 10pp. 49240:001-49240:011. 

8904200062 Applicant revised motion to compel production of documents withheld by 
Commonwealth of MA atty general,* W/supporting documentation & Certificate of 

SMITH, J.B. Public Sen/ice Co. of New Hampshire. SMITH, J.B. Ropes & Gray. #289 
8458. 89/04/11. Atomic Safety and Licensing Board Panel. 20pp. 49340:261- 
49340:280. 
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8904200106 Forwards NRC insp rept confirming that old RG-58 cables 
determinated, capped & spared, RG-59 cables installed in place of RG-58 cables & 
RG-59 cables were black w/red stripe to indicate that cables not safety grade.W/o 
end. 

BERRY, G.A. Assistant General Counsel for Hearings. #289 8462. 89/04/12. 

ROSENTHAL.A.S,. WILBER.H.A., MOORE.T.S. Atomic Safety and Ucensing Appeal 
Panel. 2pp. 49340:183-49340:184. 

8904200114 Advises that author will represent NRC at 890421 oral argument. 

BERRY, G.A. Assistant General Counsel for Hearings. #289 8463. 89/04/12. 

TOMPKINS.B. Atomic Safety and Licensing Appeal Panel. Ip. 49340:195-49340:195. 

8904200032 Advises that author will present oral argument on behalf of Intervenors ap- 
pellant at 890421 oral argument. 

TRAFlCONTE,J. Massachusetts, Commonwealth of. #289 8455. 89/04/13. 
TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. 1p. 49340:216- 

49340:216. 

8904200053 Brief on behalf of Seacoast Anti-Pollution League on appeal to Board 
memorandum & order denying financial qualification review for Seabrook Joint 
owners.* Matter urged to be dealt w/in responsible & rationale manner.Svc list end. 
BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS,R.A. Backus, Meyer & Solo- 
mon. #289 8457. 89/04/13. Atomic Safety and Licensing Appeal Panel. 34pp. 
49340:223-49340:256. 

8904210057 Confirms that Commonwealth of MA atty general will withdraw Joint Inter- 
vener Contention 38,MAG EX-17 & Jl 27, Basis E which were omitted from Common- 
wealth 890411 trial brief, per 890412 conversation. Related correspondence. 

TROUT,J.P. Public Service Co. of New Hampshire. TROUT.J.P. Ropes & Gray. #289 
8475. 89/04/14. TRAFICONTE.J. Massachusetts, Commonwealth of. Ip. 49352:359- 
49352:359. 

8904210017 NRC Staff motion to strike Intervenors notices of appeal of LBP-89-10.* 
Motion should be stricken as premature & directed certification of order 

BERRY ,G.A. Assistant General Counsel for Hearings. #289 8478. 89/04/17. Atomic 
Safety and Ucensing Appeal Panel. 12pp. 49352:057-49352:069. 

8904210032 Pretrial brief of FEMA on 880628-29 Seabrook exercise.* FEMA feels that 
June 1988 exercise demonstrated that SPMC can be implemented.Matrix cross-refer- 
encing FEMA position expressed in rept w/exerdse contentions & Certificate of Svc 
end. 

FLYNN,H.J.. MCPHETERS,LH. Federal Emergency Management Agency. #289 8480. 
89/04/17. Atomic Safety and Licensing Board Panel, 12pp. 49352:337-49352:348. 

8904240056 Applicant final trial brief.* On basis of stated evidence, applicant will ask 
Board to issue initial decision & order authorizing issuance of full power OL for 
plantCertificate of Svc end. 

DIGNAN.T.G. Public Senrice Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#289 8486. 89/04/18. Atomic Safety and Ucensing Board Panel. 200pp. 49366:064- 
49366:265. 

8904240072 Applicant cross-reference to Joint Intervener contentions & applicant rebut- 
tal testimony.* Certificate of Svc end. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#289 8485. 89/04/18. 16pp. 49366:283-49366:298. 


J. insurance & indemnity information 

8904040064 Summarizes current level of onsite property damage insurance maintained 
by util.Util will submit verification Itr that min onsite property damage insurance cover- 
age in effect prior to issuance of low power OL for facility. 

THOMAS.G.S. Public Service Co. of New Hampshire. 89/03/30. Document Control 
Branch (Document Control Desk). 2pp. 49192:293-49192:294. 


P. Operating license stage documents & correspondence 

8904<^0013 Forwards summary of status of each of six licensing items identified in V 
Nerses 890318 Itr.induding expected date of completlon.Required work to complete 
items will be accomplished by 890930.Position re Reg Guide 1.68 confirmed. 
THOMAS.G.S. Public Service Co. of New Hampshire. 89/03/30. Document Control 
Branch (Document Control Desk). 8pp. 49216:292-49216:358. 

~890406(X)23 Rev 3 to Station Operating Procedure RS 0722, "New Fuel Receipt & 
Insp.” 

KENNY.S.J, Public Service Co. of New Hampshire. 88/02/24. 32pp. 49216:300- 
49216:331. 

-8904060025 Rev 3 to Station Operating Procedure RS 0723, "New Fuel Shipment” 
KENNY, S.J. Public Service Co. of New Hampshird. 88/02/24. 27pp. 49216:332- 
49216:358. 

8904060046 Informs that initial review of decommissioning funding assurance program 
completed.Comments on util reponse end need to be resolved in order for NRC to 
determine that terms of Commission decision met. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/03/31. BROWN.E. 
Public Service Co. of New Hampshire. 4pp. 49226:042-49226:045. 

8903300105 Generic Ltr 89-04 to ail holders of LWR OLs & CPs re guidance on devel- 
oping acceptable Inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904200158 Discusses recipient 890405 submittal of draft response to NRC 
comments, end w/NRC 890331 Itr.NRC comments issued in response to util 890320 
Itr on decommissioning funding assurance.Request for action should be formally sub- 
mitted. 

NERSES, V. Project Directorate 1-3. 89/04/10. SWEENEY, R.E. Public Service Co. of 
New Hampshire. 4pp. 49400:313-49400:316. 

89042(HM18 Notification of 890420 meeting w/util in Rockville, MD to discuss 890331 
comments on decommissioning funding assurance package. 

NERSES,V. Project Directorate 1-3. 89/04/14. WESSMAN.R.H. Project Directorate 1-3. 
4pp, 49402:353-49402:356. 


8904240439 Requests review & reporting of status of implementation of TMI action plan 
items at facility.Printout of all TMI items, annotated where tracking sys indicates imple- 
mentation incomplete.encl. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. BROWN, E.A. Public Service Co. of New Hampshire. 11pp. 49453:193-49453:203. 

8904240430 Responds to 890414 request re status of implementation of TMI action 
plan Items. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 89/04/18. Document Con- 
trol Branch (Document Control Desk). 10pp. 49453:054-49453:063. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 

I A/^fK/t'fioc lict An/*^i 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Mati." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:001-49205:109. 

8904060013 Forwards summary of status of each of six licensing items identified In V 
Nerses 890318 Itr.induding expected date of completlon.Required work to complete 
items will be accomplished by 890930. Position re Reg Guide 1 .68 confirmed. 
THOMAS.G.S. Public Service Co. of New Hampshire. 89/03/30. Document Control 
Branch (Document Control Desk). 8pp. 49216:292-49216:358. 

-8904060023 Rev 3 to Station Operating Procedure RS 0722, "New Fuel Receipt & 
Insp.” 

KENNY, S.J. Public Service Co. of New Hampshire. 88/02/24. 32pp. 49216:300- 
49216:331. 

8904110076 Forwards Safety Insp Rept 50-443/89-01 on 8901 10-0227. No violations 
noted. 

WIGGINS, J.T. Region 1 , Ofc of the Director. 89/03/30. BROWN, E.A. Public Service 
Co. of New Hampshire. 6pp. 49290:129-49290:152. 

-8904110082 Insp Rept 50-443-89/01 on 8901 10-0227. No violations noted. Major 
areas inspected:operational safety, design changes & mods.licensee reportable events 
& station info repts.maint, training & licensee actions on previous Insp findings. 
HAVERKAMP.D.R. Region 1, Ofc of the Director. 89/03/30. 18pp. 49290:135- 
49290:152. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operaitional Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904070019 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded Case 
Circuit Breakers." Procurement documents issued after 890430 will require that suppli- 
ers provide verifiable traceability of molded case circuit breakers. 

THOMAS.G.S. Public Service Co. of New Hampshire. 89/03/31. Document Control 
Branch (Document Control Desk). 4pp. 49234:123-49234:126. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Alr Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904210206 Forwards Suppl 1 to proprietary WCAP-12151 & nonproprietary WCAP- 
12152, “AddI Info in Support of Assessment of Thermal Stratification for Seabrook 
Unit 1 Pressurizer Surge Line." Westinghouse authorization ltr also end. 

THOMAS.G.S. Public Service Co. of New Hampshire. 89/04/10. Document Control 
Branch (Document Control Desk). 3pp. 49451:242-49451:276. 

-8904210208 Requests that end proprietary Suppl 1 to WCAP-12151, “AddI Info in 
Support of Assessment of Thermal Stratification for Seabrook Unit 1 Pressurizer 
Surge Line" be withheld from public disclosure (ref 10CFR2.790)- 
WIESEMANN.R.A. Westinghouse Electric Corp. 89/04/07. MURLEY.T. Office of Nu- 
clear Reader Regulation. Director (Post 870411). 12pp. 49451:245-49451:256. 

-8904260336 Suppl 1 to “AddI Info in Support of Assessment of Thermal Stratification 
for Seabrook Unit 1 Pressurizer Surge Line.” 

COSLOW, B.J.. GRAY,M.A., CHANG.K.C. Westinghouse Electric Corp. WCAP-12152 
S01. 89/04/30. 21pp. 49451:257-49451:276. 
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8904050S15 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904180173 Monthly operationg rept for Mar 1989 for Seabrook Unit 1. W/890407 Itr. 
NARDONE,P., THOMAS,G.S. Public Service Co. of New Hampshire. 89/03/31. 6pp. 
49357:228-49357:233. 


T. Hearing transcripts on non-antitrust matters 

8904060106 Town of Newbury amended direct testimony.* Testimony addresses Con- 
tentions JI-4,JI-7 & JI-63 re traffic mgt plan, transit dependent-bus routes & local govt 
equipment, respectively.W/Certificate of Svc.Related correspondence. 
HILL-WHILTON.R, Newbury, MA. HILL-WHILTON,R. Lagoulis, Clark, Hill-Whilton & 
McGuire. #289 8379. 89/02/19. 28pp. 49139:092-49139:119. 

8903300175 Transcript of 890322 evidentiary hearing in Boston,MA re offsite emergen- 
cy planning.Pp 16,255-16,538. 

* Atomic Safety and Licensing Board Panel. 89/03/22. 300pp. 49132:001-49132:337. 

8903310296 Transcript of 890327 evidentiary hearing in Boston, MA re offsite emergen- 
cy planning.Pp 16,730-16,899. 

* Atomic S^afety and Licensing Board Panel. 89/03/27. 173pp. 49146:121-49146:293. 

8904060050 Errata to testimony of T Urbanik on behalf of NRC Staff on Joint Intervenor 
Contentions 4 & 7A (Seabrook plan for Commonwealth of MA communities).* W/Cer- 
tlficate of Svc. Related correspondence. 

TURK,S.E. Assistant General Counsel for Hearings. #289 8370. 89/03/27. 4pp. 
49139:189-49139:192. 

8904060064 Corrected testimony of TJ Adler on behalf of JM Shannon, Atty General for 
Commonwealth of MA concerning Contention JI-4 (traffic mgt plan).* Supporting docu- 
mentation & Certificate of Svc end. Related corre^ondence. 

ADLER, T.J. Massachusetts, Commonwealth of. ADLER, T.J. Resource Systems Group. 
#289 8377. 89/03/27. 21pp. 49139:167-49139:187. 

8903310299 Transcript of 890328 evidentiary hearing In Boston, MA re offsite emergen- 
cy planning.Pp 16,900-17,155. 

* Atomic Safety and Licensing Board Panel. 89/03/28. 278pp. 49143:001-49143:280. 

8904030371 Transcript of 890329 evidentiary hearing in Boston, MA re offsite emergen- 
cy planning.Pp 17, 156-1 7,41 0.Related info encl.Witnesses:FA 

Beevers,Fierce,Lewald,Turk,Cole,McCollom & Smith. 

* Atomic Safety and Licensing Board Panel. 89/03/29. 486pp. 49154:101-49155:226. 

8904040178 Transcript of 890330 evidentiary meeting in Boston, MA re offsite emergen- 
cy planning.Pp 17,411-17.672. 

* Atomic safety and Licensing Board Panel. 89/03/30. 266pp. 49179:079-49179:344. 

8904070016 Transcript of 890331 evidentiary hearing in Boston.MA re offsite emergen- 
cy planninaPp 17.673-1 7, 773.Wltnesses: SM Baldacci.AM Callendrello.EB 

Ueberman,DS Mileti, Fierce, Chan & McCollom. 

* Atomic Safety and Licensing Board Panel. 89/03/31. 102pp. 49218:313-49219:057. 

8904130022 Forwards corrected Tables 4,5 & 6 to testimony of RL Goble, G Thompson 
& J Beyea re adeouacy of Seabrook plan for Commonwealth of MA communities filed 
on 890221 .Related correspondence. 

TRAFICONTE,J. Massachusetts, Commonwealth of. #289 8399. 89/03/31. SMITH, 1. 
Atomic Safety and Licensing Board Panel. 4pp. 49233:153-49233:156. 

8904130136 Applicant direct testimony re remaining prompt alert & notification sys 
issues.* Supporting documentation end. Related correspondence. 

DESMARAIS.E.W., KEAST,D.N.. KRYTER,K.D. Public Service Co. of New Hampshire. 
#289 8395. 89/04/03. 210pp. 49232:189-49233:078. 

-8904130150 Applicant supplemental answers to Commonwealth of MA atty general 
expert witness interrogatory.* Supporting documentation & Certificate of Svc 
encI.Related correspondence. 

SMITH, J.B. Public Service Co. of New Hampshire. SMITH.J.B, Ropes & Gray. 89/04/ 
03. Massachusetts, Commonwealth of. 30pp. 49233:049-49233:078. 

8904130156 Testimony of Captain D Breton & J Van Gelder,flreflghters for town of 
Salem, NH on behalf of Seacoast Anti-Pollution League (SAPL),re SAPL Contention 
EX-12 (reception/....* W/related info & Certificate of Svc.Related correspondence. 
BACKUS,R.A. Seacoast Anti-Pollution League. BACKUS,R.A. Backus, Meyer & Solo- 
mon. #289 8404. 89/04/03. 22pp. 49233:226-49233:247. 

8904130223 Testimony of AE Luloff on behalf of Atty General JM Shannon re J|.2 & Jl- 
21 (permanent resident population).* Supporting documentation encI.Related corre- 
spondence. 

LULOFF, A.E. Massachusetts, Commonwealth of. LULOFF,A.E. New Hampshire, Univ. 
of, Durham, NH. #289 8398, 89/04/03. 27pp. 49232:129-49232:188. 


—8904130234 Testimony of TJ Adler on behalf of JM Shannon,Atty General for Com- 
monwealth of MA, concerning Contentions Jt-1,JI-2 (evacuation time estimates) & JI-3 
(data collection).* W/ Certificate of Svc.Related correspondence. 

ADLER,T.J, Massachusetts, Commonwealth of. ADLER,T.J. Resource Systems Group. 
89/04/03. 33pp. 49232:156-49232:188. 

8904140186 Transcript of 890405 evidentiary hearing in Boston,MA.Pp 17,774- 
17,959.Witnesses;A Machiros,R Merry & RW Donovan. Supporting documentation 
end. 

* Atomic Safety and Licensing Board Panel. 89/04/05. 1 90pp. 49336:208-49337:060. 

8904110332 Transcript of 890406 evidentiary hearing in Boston,MA re offsite emergen- 
cy planning.Pp 17,960-1 8,236. Witness: RW Donovan. 

* Atomic Safety and Licensing Board Panel. 89/04/06. 278pp. 49237:045-49237:322. 

8904120446 Transcript of 890407 evidentiary hearing in Boston,MA re offsite emergen- 
cy planning.Pp 18,237-1 8,354. Witness: RW Donovan. 

* Atomic Safety and Licensing Board Panel. 89/04/07. 118pp. 

8904130112 Transcript of 890410 evidentiary hearing in Boston,MA re offsite emergen- 
cy planninq.Pp 18,355-1 8,523. Witness: RW Donovan. 

* Atomic Safety and Licensing Board Panel. 89/04/10. 170pp. 49276:222-49277:034. 

8904140003 Testimony of CD Jones on behalf of Atty General JM Shannon, atty gener- 
al for Commonwealth of MA re Jl 27A,61 & 62.* Supporting documentation 
encI.Related correspondence. 

JONES, C.D. Massachusetts, Commonwealth of. JONES,C.D. Management Senrices 
Associates, Inc. #289 8428. 89/04/10, 25pp. 49269:109-49271:120. 

-8904140006 Testimony of C Sneider on behalf of JM Shannon, atty general of Com- 
monwealth of MA re JI-56 (monitoring rate).* Supporting documentation encI.Related 
correspondence 

SNEIDER,C. Massachusetts, Commonwealth of. 89/04/10. 21pp. 49269:134- 
49269:154. 

-8904140007 Testimony of H Harris on behalf of JM Shannon,atty general for Common- 
wealth of MA re JI-13 & MAG EX-11 (training).* Harris resume encI.Related corre- 
spondence. 

HARRIS,H. Massachusetts, Commonwealth of, HARRIS, H. Corporate Response 
Group. 89/04/10. 20pp. 49269:155-49269:173. 

-8904140008 Testimony of CJ High on behalf of JM Shannon,atty general for Common- 
wealth of MA re Contention JI-56 (monitoring rate).* Related correspondence. 

HIGH.C. Massachusetts, Commonwealth of. HIGH.C. Resource Systems Group. 89/ 
04/10. 7pp. 49269:174-49269:180. 

-8904140010 Testimony of TJ Adler on behalf of JM Shannon,atty general for Com- 
monwealth MA re Contention JI-13 (traffic guide trainirig).* Related correspondence. 
ADLER,T.J. Massachusetts, Commonwealth of. ADLER,T.J. Resource Systems Group. 
89/04/10. 10pp. 49269:181-49269:190. 

—8904140012 Testimony of G Sikich & S Cohn on behalf of JM Shannon, atty general 
for Commonwealth of MA re communication deficiencies.* Supporting documentation 
encI.Related correspondence. 

SIKICH,G., COHN,S. Massachusetts, Commonwealth of. 89/04/10. 23pp. 49269:191- 
49269:214. 


—8904140016 Testimony of GW Sikich & J Paolillo on behalf of Atty General JM 
Shannon,town of Hampton (TOH),New England Coalition on Nuclear Pollution 
^ECNP) & Seacoast Anti-Pollution League re....* Related correspondence. 
SIKICH.G.W. Massachusetts, Commonwealth of. PAOLILLO,J. New England Coalition 
on Nuclear Pollution. SIKICH,G.W. Hampton, NH. 89/04/10, 187pp. 49269:215- 
49270:041. 


-8904140085 Testimony of GW Sikich & SF Mitchell on behalf of Atty General JM 
Shannon,town of Hampton (TOH),New England Coalition on Nuclear Pollution 
(NECNP) & Seacoast Anti- Pollution League re TOH/NECNP EX 2.* Related corre- 
spondence. 

SIKICH,G.W, Massachusetts, Commonwealth of. MITCHELL, S.F. Seacoast Anti-Pollu- 
tion League. SIKICH,G.W. Hampton, NH. 89/04/10. 105pp. 49270:042-49270:146. 

—8904140118 Testimony of G St Hilaire,H Saxner & B Davis on behalf of JM 
Shannon,atty general for Commonwealth of MA on proposed use of evacuation bed 
buses in Seabrook plan for Commonwealth of MA communities.* Related correspond- 
ence. 

ST HILAIRE,G., SAXNER,H., DAVIS, B. Massachusetts, Commonwealth of. 89/04/10. 
1 1 pp. 49270:1 47-49270:1 57. 

-8904140136 Commonwealth of MA testimony of A Lonergan on statements obtained 
from Sisters P Bradley,D Brouillette & K Peelle of St Joseph’s Hosp on FEMA-graded 
exercise.* Related correspondence. 

LONERGAN,A. Massachusetts, Commonwealth of. 89/04/10. 7pp. 49270:158- 
49270:164. 

—8904140152 Testimony of TM Carter on behalf of JM Shannon, atty general for Com- 
monwealth of MA re Contentions Jl 13B;JI 27G;JI 36; MAG EX-9.* Supporting info 
encI.Related correspondence. 

CARTER,T.M. Massachusetts, Commonwealth of. 89/04/10. 137pp. 49270:165- 
49270:301. 


—8904140179 Testimony of RL Goble on behalf of JM Shannon, atty general for Com- 
monwealth of MA,re Contentions MAG EX-11, MAG EX-19, SAPL EX.14.JI-13C,JI- 
18F,JI-20 & JI-23 (Exercise plan for radiological accidents, training....* Related corre- 
spondence. 

GOBLE,R.L. Massachusetts, Commonwealth of. 89/04/10. 164pp. 49270:302- 
49271:105. 


-8904140196 Testimony of G Sikich on behalf of JM Shannon, atty general for Com- 
monwealth of MA re inadequacies in Seabrook plan for Commonwealth of MA com- 
munities planning for State of NH....* W/Certificate of Svc.Related correspondence. 
SIKICH,G. Massachusetts, Commonwealth of. 89/04/10. 15pp. 49271:106-49271:120. 
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S0O42OO113 Applicant objection in nature of motion in limine to admission into evidence 
of testimony of G Thompson, RL Goble & J Beyea on behalf of atty general for Com- 
monwealth of MA on contentions re adequacy of....* Certificate of Svc end. 
DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#289 8448. 89/04/10. Atomic Safety and Ucensing Board Panel. 10pp. 49340:185- 
49340:194. 

8904200124 Applicant rebuttal Testimony 16 (Evacuation Time Estimates).* Addresses 
Joint Intervenor Contentions 1,2,3, 20,21 & 22.W/Certlficate of Svc.Related corre- 
spondence. 

LEWALD.G.H, Public Service Co. of New Hampshire. #289 8449. 89/04/10. 101pp. 
49340:001-49340:101. 

8904140429 Transcript of 89041 1 evidentiary hearing in Boston, MA re offsite emergen- 
cy plannIng.Pp 18,624-1 8, 780. Witness: RW Donovan. 

* Atomic Safety and Licenang Board Panel. 89/04/11. 258pp. 49337:061-49337:319. 

8904200046 Seabrook OL case:offsite emergency planning issues.* Advises that New 
England Coalition on Nuclear Pollution (NECNP) has co-sponsored, but will not help 
present Commonwealth of MA testimony re NECNP & town of Hampton joint conten- 
tions. 

CURRAN.D. New England Coalition on Nuclear Pollution. CURRAN.D. Harmon, Curran 
& Tousley. #289 8433. 89/04/11. SMITH.I.W.. COLE.R.F., MCCOLLOM.K.A. Atomic 
Safety and Ucensing Board Panel. 1p. 49340:220-49340:220. 

8904200069 Applicant objection to nature of motion in limine to portions of prefited testi- 
mony of M Mangan & J Paolillo.* Sections of testimony in question considered inad- 
missible as matter of law.W/Certificate of Svc. 

TROUT, J.P. Public Service Co. of New Hampshire. TROUT, J.P. Ropes & Gray. #289 
8459. 89/04/11. Atomic Safety and Ucensing Board Panel. 12pp. 49340:131- 
49340:142. 

8904200086 Notice of sponsorship of testimony.* Advises that town of Hampton spon- 
sors Commonwealth of MA testimony re Contentions NECNP EX 1(A),(B) & NCNP EX 
2 & adopts brief on NECNP EX 1 {D),(F),(G).Certificate of Svc encI.Related corre- 
spondence. 

MCEACHERN.P. Hampton. NH. MCEACHERN.P. Shaines & McEachern. #289 8446. 
89/04/11. Atomic Safety and Ucensing Board Panel. 5pp. 49340:154-49340:158. 

8904170166 Transcript of 890412 evidentiary hearing In Boston.MA re offsite emergen- 
cy planning.Pp 18,781-1 9,051. Witness: RW Donovan. 

* Atomic safety and Ucensing Board Panel. 89/04/12. 275pp. 49323:195-49324:111. 

8904210036 Applicant Rebuttal Testimonu 8 (transportation resources).* Marked-up tes- 
timony re various contentions on transportation resources & svcs furnished In support 
of SPMC.W/related info & Certificate of Svc.Related corre^ndence. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#289 8473. 89/04/13. 57pp. 49353:178-49353:235. 

8904210042 Errata to applicant Rebuttal Testimony 8 (transportation resources).* Usts 
changes to testimony filed on 890228.W/ Certificate of Svc.Related correspondence. 
DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#289 8474. 89/04/13. 6pp. 49353:168-49353:173. 

8904240223 Transcript of 890413 evidentiary hearing in Boston, MA re offsite emergen- 
cy planning.Pp 19,052-1 9, 325. Witness: RW Donovan. 

* Atomic Safety and Ucensing Board Panel. 89/04/13. 250pp. 49438:048-49438:327. 

8904210290 Transcript of 890414 evidentiary hearing in Boston, MA re offsite emergen- 
cy planning.Pp 19,326-1 9, 407. Witnesses: M Mangan, J Paolillo. 

* Atomic Safety and Ucensing Board Panel. 89/04/14. 84pp. 49404:321-49405:045. 

8904210041 Prefiled testimony of RW Donovan on behalf of FEMA on 880628-29 Sea- 
brook exercise.* Supporting documentation & Certificate of Svc encI.Related corre- 
spondence. 

DONOVAN.R.W. Federal Emergency Management Agency. #289 8481. 89/04/17. 
168pp. 49353:001-49353:167. 

8904240019 Forwards for filing in proceeding, listed Applicant Rebuttal Testimonies 17- 
26 & applicant supplemental qualifications to Intervenors expert witness 
interrogatories.Related correspondence. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#289 8487. 89/04/18. Docketing & Services Branch. 2pp. 49359:001-49366:059. 

-8904240026 Applicant Rebuttal Testimony 17 (radiological monitoring process).* Testi- 
mony develops in response to Joint Intervenor Contention 56 re procedures for radi- 
ation monitoring of general public. Related correspondence. 

BISSON, J.. CALLENDRELLO,A. Public Service Co. of New Hampshire. BISSON,J. 
Impell Corp. 89/04/18. 6Spp. 49359:003-49359:067. 

-8904240032 Applicant Rebuttal Testimony 18 (school protective actions).* Testimony 
addresses issues re SPMC procedures for implementing protective action recommen- 
dations for schools & use during FEMA June 1988 exerdse.Reiated correspondence. 
CALLENDRELLO.A., SINCLAIR.M.C. Public Service Co. of New Hampshire. 
SINCLAIR, M.C. Aidikoff Assodates, Inc. 89/04/18. 75pp. 49359:068-49359:142. 

-8m24(N)40 Applicant Rebuttal Testimony 19 (media ctr/rumor control & operation of 
emergency broadcast sys).* Testimony resporids to contentions re adequacy of plans 
& resources for accurate dissemination of info to public.Related correspondence. 
CALLENDRELLO.A., MILETI.D.S. Public Service Co. of New Hampshire. MILETI.D.S. 
Colorado State Univ., Fort Collins, CO. 89/04/18. 149pp. 49359:143-49359:292. 

-8904240051 Applicant Rebuttal Testimony 20 (offsite response organization prerequi- 
sites & training).* Testimony addresses Joint Intervenor Contention 13 re SPMC defi- 
nition of prerequisite experience.Related correspondence. 

CALLENDRELLO.A.. ELLIS.S.J.. FRANK,C.M. ^blic Service Co. of New Hampshire. 
89/04/18. 250pp. 49359:293-49360:202. 

« 

-8^240062 Applicant Rebuttal Testimony 21 (coordination of governmental resources 
& responses).* Testimony addresses Joint Intervenor (Contentions 27,61,62 & 63 re 
definition of emergency response respondbilitie$.Related correspondence. 
CALLENDRELLO,A., FRANK,C.M. Public Service Co. of New Hampshire. FRANK, C.M. 
Impell Corp. 89/04/18. 200pp. 49360:203-49361 :006. 

-8904240071 Applicant Rebuttal Testimony 22 (provisions for prompt communications 
among offsite response organization field personneO.* Testimony responds to conten- 
tions re adequacy of plans concerning communications.Reiated correspondence. 
CALLENDRELLO.A.. CATAPANO.G. Public Service Co. of Now Hampshire. 
CATAPANO.G. AllComm, Inc. 89/04/18. 53pp. 49361:007-49361:059, 


— 890424(K)82 Applicant Rebuttal Testimony 23 re scope of graded exercise.* Responds 
to admitted contentions re adequacy of scope of prelicense plant 1 988 FEMA-graded 
exercise of offsite emergency organizations.Related correspondence. 

BAER.J.W., CALLENDRELLO,A. Public Service Co. of New Hampshire. BAER.J.W. Ai- 
dikoff Associates. Inc. 89/04/18. 153pp. 49361:060-49361:213. 

-8904240091 Applicant Rebuttal Testimony 24 (training of MS-1 hosp responders).* Ad- 
dresses Exercise Contention MAG EX-1 4, Basis C re adequacy of training provided to 
MS-1 hosp staff responders.Related correspondence. 

CALLENDRELLO.A.. ELLIS.S.J., FRANK, C.M. Public Service Co. of New Hampshire. 
89/04/18. 26pp. 49361:214-49361:239. 

-8904240068 Applicant Rebuttal Testimony 25 (State of NH exercise performance).* 
Supporting documentation encI.Related correspondence. 

BAER.J., CALLENDRELLO,A. Public Service Co. of New Hampshire. BAER.J. Aidikoff 
Associates, Inc. 89/04/18. 89pp. 49361:240-49361:329. 

—8904240074 Applicant Rebuttal Testimony 26 (Protective action recommendations 
made by State of NH offsite response organization).* W/supporting 
documentation.Related correspondence. 

BISSON.J., CALLENDRELLO.A. Public Service Co. of New Hampshire. BISSON, J. 
Impell Corp. 89/04/18. 95pp. 49361:330-49362:064. 

—8904240080 Applicant supplemental answers to Intervenors expert witness interrogato- 
ries.* W/supporting documentation & Certificate of Svc.Related correspondence. 
FEIGENBAUM.T.C.. SELLECK.K.A. Public Service Co. of New Hampshire. 
SELLECK,K.A. Ropes & Gray. 89/04/18. Massachusetts, Commonwealth of. 1,200pp. 
49362:065-49366:059. 

8904250285 Transcript of 890418 evidentiary hearing in Boston,MA re offsite emergen- 
cy planning.Pp 19,408-1 9, 630. Witnesses: M Mangan, J Paolillo,G Daines.A 
Lonergan.Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 89/04/18. 306pp. 49453:252-49454:199. 

8904240354 Transcript of 890419 evidentiary hearing in Boston, MA re offsite emergen- 
cy planning.Pp 19,631-19,852. 

* Atomic Safety and Ucensing Board Panel. 89/04/19. 223pp. 49404:097-49404:320. 

8904240359 Tr£mscript of 890420 evidentiary hearing in Boston,MA re offsite emergen- 
cy planning.Pp 19,853-19,947. 

* Atomic Safety and Licensing Board Panel. 89/04/20. 96pp. 49404:001-49404:096. 

8904250276 Transcript of 890421 oral arguments in Bethesda,MD re onsite emergency 
planning issues.Pp 1-102. 

* Atomic Safety and Ucensing Appeal Panel. 89/04/21. 103pp. 49470:305-49471:048. 

8904270010 Transcript of 890424 evidentiary hearing in Boston, MA re offsite emergen- 
cy planning.Pp 19,948-20,074. 

* Atomic Safety and Ucensing Board Panel. 89/04/24. 128pp. 49518:292-49519:057. 


U. Congressional/Executive Correspondence 

8808260356 Forwards 36th quarterly status rept on emergency preparedness for nucle- 
ar power plants covering Apr-June 1986.Licensing schedule cannot be realistically 
forecast due to unresolved emergency preparedness issues. 

ROGERS, K.C. Commissioners. 88/08/22. BREAUX,J.B. Senate, Environment & Public 
Works. 4pp. 49181:001-49181:004. 

8807280105 Forwards Ck)mmlssion responses to questions submitted by Congressman 
Mavroules for record of 880426 hearing.per 880512 Itr. 

ZECH,L.W. (Commissioners. 88/07/19. UDALL,M.K. House of Rep., Appropriations. 
8pp. 491 81 ;01 1 -491 81 :023. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGiA,S.A. Associate Director for Projects (Post 870411). 89/04/04, Consolidated 
Edison CCo. of New York, Inc. 54pp. 49105:001-49105:055. 

8904170117 Advises of expiration of License SOP-1 0402-1, due to SW Kessinger termi- 
nation as ernplwee of util. 

THOMAS,G.s. Public Sen/ice Co. of New Hampshire. 89/04/07. Document Control 
Branch (Document Control Desk). 2pp. 49351:001-49351:002. 
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A. Application/constructlon stage documents & correspondence 


8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,SA. Assodate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 


F. Security, medical, emergency & fire protection plans 


88(^160145 Forwards response to Mavroules questions re adequacy of plant emergen- 
cy plan. 

BRADBURNE,J.C. Congressional Affairs, 88/09/12. UDALL.M.K. House of Rep., Inte- 
rior & Insular Affairs. 4pp, 49181:005-49181:010. 

8^)4060108 Town of Newbuiy amended direct testimony.* Testimony addresses Con- 
tentions JI-4,JI-7 & Jl-e3 re traffic mgt plan, transit dependent-bus routes & local govt 
equipment, respectively. W/Certificate of Svc.Related correspondence. 
HILL-WHILTON,R. Newbury, MA. #289 8379. 89/02/19. 28pp. 49139:092-49139:119. 
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8903300248 Approves State of ME ingestion pathway plan for plant in accordance w/ 
44CFR350.12 of FEMA rule. 

PETERSON, G.C. Federal Emergency Management Agency. 89/03/16. STELLO.V. 
Ofc of the Executive Director for Operations. 2pp. 49144:148-49144:149. 

8904060064 Corrected testimony of TJ Adler on behalf of JM Shannon. Atty General for 
Commonwealth of MA concerning Contention JI-4 (traffic mgt plan).* Supporting docu- 
mentation & Certificate of Svc encI.Related correspondence. 

ADLER.T.J. Massachusetts. Commonwealth of. #289 8377. 89/03/27. 21pp. 
49139:167-49139:187. 

8904060076 Commonwealth of MA atty 9 eneral response on issue of returning commut- 
ers & impact on evacuation time estimates.* Reasonable effort to model returning 
commuters needs to be made along lines suggested by TJ Adler.Supporting info end. 
FIERCE, A.R. Massachusetts, Commonwealth of. #289 8378. 89/03/27. Atomic Safety 
and Licensing Board Panel. 9pp. 49139:132-49139:161. 

--8904060085 Affidavit of TJ Adler re interaction of commuter flow & evacuation traffic 
flow within Seabrook EPZ.* Supporting documentation & Certificate of Svc end. 
ADLER, T.J. Massachusetts, Commonwealth of. 89/03/26. 21pp. 49139:141- 
49139:161. 

8904060054 Applicant advice to Commission.* Advises that concept of seeking to go 
forward in attempt at negotiating contract w/ State of NH & other states listed in end 
agenda received favorable consideration.W/related info & Certificate of Svc. 
DIGNAN.T.G. Public Service Co. of New Hampshire. #289 8376. 89/03/29. 8pp. 
49139:120-49139:127. 

8904130250 Applicant motion to compel production of previously undisclosed docu- 
ments by town of Amesbury.* Supporting documentation & Certificate of Svc end. 
TROUT, J.P. Public Service Co. of New Hampshire. #289 8414. 89/04/03. Atomic 
Safety and Licensing Board Panel. 17pp. 49233:267-49233:283. 

8904130271 Forwards GC Peterson 890328 Itr to V Stello re requirement that offsite 
radiological emergency response plans provide capacity to monitor 20% of population 
of EPZ within 1 2 h.W/ Certificate of Svc. 

FLYNN, H.J. Federal Emergency Management Agency. #289 8418. 89/04/03. 
SMITH.I.W. Atomic Safety and Licensing Board PaneL 9pp. 49233:284-49233:292. 

8904130114 Commonwealth of MA atty general motion to compel production of docu- 
ments from FEMA.* Certificate of Svc end. 

TRAFICONTE,J. Massachusetts, Commonwealth of. #289 8405. 89/04/05. Atomic 
Safety and Licensing Board Panel. 52pp. 49233:1 74-49233:225. 


G. Adjudicatory correspondence 

8904200016 Seacoast Anti-Pollution League motion for extension of record of litigation 
in re State of NH emergency response plan notice of appeal.* Certificate of Svc 
encl.Served on 89041 3.Granted for Appeal Board on 890413. 

* Seacoast Anti-Pollution League. #289 8439. 89/03/21. Atomic Safety and Licensing 
Appeal Panel. 5pp. 49340:202-49340:206. 

8904060062 Responds to recipeint 890324 request for further voluntary discovery from 
NRC re 1988 exercise & other matters.Perrotti comments have been considered by 
NRC & properly addressed. Related correspondence. 

TURK,S.E. Assistant General Counsel for Hearings. #289 8371. 89/03/27. 
FIERCE,A.R. Massachusetts, Commonwealth of. Ip. 49139:188-49139:188. 

8904060076 Commonwealth of MA atty general response on issue of returning commut- 
ers & Impact on evacuation time estimates.* Reasonable effort to model returning 
commuters needs to be made along lines suggested by TJ Adler.Supporting info encf. 
FIERCE, A.R. Massachusetts, Commonwealth of. #289 8378. 89/03/27. Atomic Safety 
and Licensing Board Panel. 9pp. 49139:132-49139:161. 

—8904060085 Affidavit of TJ Adler re interaction of commuter flow & evacuation traffic 
flow within Seabrook EPZ.* Supporting documentation & Certificate of Svc end. 
ADLER.T.J. Massachusetts, Commonwealth of. ADLER,T.J. Resource Systems Group. 
89/03/26. 21pp. 49139:141-49139:161. 

8904130199 Motion to compel production of documents.* Moves that AS LB compel 
FEMA to produce documents re review of draft FEMA rept on 1 988 plant exercise.Svc 
list end. 

BACKUS,R.A. Seacoast Anti-Pollution League. BACKUS,R.A. Backus, Meyer & Solo- 
mon. #289 8397. 89/03/27. Atomic Safety and Licensing Board Panel. 5pp. 
49233:307-49233:311. 

8904060054 Applicant advice to Commission.* Advises that concept of seeking to go 
forward in attempt at negotiating contract w/ State of NH & other states listed in end 
agenda received favorable consideration.W/related info & Certificate of Svc. 
DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#289 8376. 89/03/29. 8pp. 49139:120-49139:127. 

8904060073 Order,* Oral argument on appeal of Intervenors from Board 890130 memo- 
randum & order will be heard on 890421 in Bethesda,MD. Appellants may reserve por- 
tion of time for rebuttal.W/Certificate of Svc.Served on 890330. 

TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel. #289 8373. 89/03/29. 
Office of the General Counsel (Post 860701). 5pp. 49139:162-49139:166. 

8904060086 Notice of oral argument.* Oral argument on appeal of Intervenors from 
Board 890130 memorandum & order will be heard on 890421 in Bethesda.MD.W/Cer- 
tificate of Svc.Sen^ed on 890330. 

TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #289 8374. 89/03/29. 
4pp. 49139:128-49139:131. 

8904130171 Joint Stipulation re certain acoustic locations.* Lists facts that applicant & 
Commonwealth of MA atty general agree on, per four visits to acoustic locations that 
vehicle & alert & notification sys vehicle driven & level questioned. 

JON AS, S. A. Massachusetts, Commonwealth of. SELLECK.K.A. Public Service Co. of 
New Hampshire. SELLECK,K.A. Ropes & Gray. #289 8396. 89/03/31. 3pp. 
49233:293-49233:306. 

—8904130181 Joint motion for approval of joint stipulation re certain acoustic locations.* 
Requests Board approve & receive into evidence Commonwealth of MA & applicant 
joint stipulation re certain acoustic locations. 

JONAS,S.A. Massachusetts, Commonwealth of. SELLECK.K.A. Public Service Co. of 
New Hampshire. SELLECK,K.A. Ropes & Gray. 89/03/31. Atomic Safety and Licens- 
ing Board Panel. 2pp. 49233:296-49233:297. 


-8904130187 Applicant brief re relevance of discomfort.* Addresses legal question re 
what std should be applied to determine relevance of discomfort of notification siren 
sound levels. W/Certificate of Svc. 

SMITH, J.B. Public Service Co. of New Hampshire. SMITH, J.B. Ropes & Gray. 89/04/ 
03. Atomic Safety and Licensing Board Panel. 9pp. 49233:298-49233:306. 

8904130071 Supplemental memorandum in support of Intervenors application for stay of 
effectiveness of LBP-89-04 pending appeal.* Commission may wish to order ASLAB 
to expedite decision on appeal & postpone on stay.W/Certificate of Svc. 

JONAS,S.A. Massachusetts, Commonwealth of. #289 8393. 89/04/03. Commission- 
ers. 6pp. 49233:312-49233:317. 

8904130075 Seacoast Anti-Pollution League (SAPL) trial brief on Contention J! 56 & 
SAPL Contentions EX-2,4,6,7,8,12,13 & 14.* Svc list end. 

BACKUS,R.A. Seacoast Anti-Pollution League. BACKUS,R.A. Backus, Meyer & Solo- 
mon. #289 8403. 89/04/03. Atomic Safety and Licensing Board Panel. 10pp. 
49233:164-49233:173. 

8904130226 Applicant voluntary responses to Commonwealth of MA atty general inter- 
rogatories on use of bed buses & Seabrook plan for Commonwealth of MA communi- 
ties.* Certificate of Svc encI.Related correspondence. 

THOMAS,G.S., COOK,G-C. Public Service Co. of New Hampshire. COOK, G.C. Ropes 
& Gray. #289 8413. 89/04/03. Massachusetts, Commonwealth of. 10pp. 49233:257- 
49233:266. 

8904130250 Applicant motion to compel production of previously undisclosed docu- 
ments by town of Amesbury.* Supporting documentation & Certificate of Svc end. 
TROUT, J.P. Public Service Co. of New Hampshire. TROUT,J.P. Ropes & Gray. #289 
8414. 89/04/03. Atomic Safety and Licensing Board Panel. 17pp. 49233:267- 
49233:283. 

8904130271 Forwards GC Peterson 890328 Itr to V Stello re requirement that offsite 
radiological emergency response plans provide capacity to monitor 20% of population 
of EPZ within 12 h.W/ Certificate of Svc. 

FLYNN,H.J. Federal Emergency Management Agency. #289 8418. 89/04/03. 
SMITH.I.W., COLE.R.F., MCCOLLOM,K,A. Atomic Safety and Licensing Board Panel. 
9pp. 49233:284-49233:292. 

8904140089 Advises that author will present oral argument on behalf of applicant at 
890421 oral argument. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#289 8421. 89/04/03. TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. 
Ip. 49241:273-49241:273. 

8904120078 Notice of withdrawal of alternate Board member.* Board reconstituted by 
withdrawal of JH Carpenter & recomprised of IW Smith, chairman.RF Cole & KA 
McCollom.members.Certificate of Svc encl.Served on 890405. 

COTTER,B.P. Atomic Safety and Licensing Board Panel. #289 8388. 89/04/04. 5pp. 
49211:010-49211:014. 

8904120097 Memorandum & order (adoption of stipulation on site access & levelling).* 
Approves & receives into evidence applicant & Commonwealth of MA 890331 Joint 
Stipulation A re certain acoustic locations.W/Certificate of Svc.Served on 890405. 
BLOCH.P.B. Atomic Safety and Licensing Board Panel. #289 8389. 89/04/04. Massa- 
chusetts, Commonwealth of. 4pp. 49211:006-49211:009. 

8904130114 Commonwealth of MA atty general motion to compel production of docu- 
ments from FEMA.* Certificate of Svc end. 

TRAFICONTE,J. Massachusetts, Commonwealth of. #289 8405. 89/04/05. Atomic 
Safety and Licensing Board Panel. 52pp. 49233:174-49233:225. 

8904130209 Applicant response to Seacoast Anti-Pollution League motion for extension 
of record of litigation in re:State of NH emergency response plan notice of appeal.* 
Applicant has no objection to motion.Certificate of Svc end. 

DIGNAN,T.G. Public Service Co. of New Hampshire. DIGNAN,T.G. Ropes & Gray. 
#289 8412. 89/04/05. Atomic Safety and Licensing Appeal Panel. 4pp. 49233:253- 
49233:256. 

8904200101 Forwards state notification fact sheet inadvertently omitted from applicant 
890324 voluntaity responses to Commonwealth of MA atty general requests for docu- 
ments on exercise.W/Certificate of Svc.Related correspondence. 

COOK,G.C. Public Service Co. of New Hampshire. COOK,G.C. Ropes & Gray. #289 
8447. 89/04/06. Docketing & Services Branch. 7pp, 49340:176-49340:182. 

8904140137 Trial brief.* Discusses issue posed by Contentions 2E & 21B re whether 
880628-29 exercise of State of NH offsite emergency plan for Commonwealth of MA 
communities considered too limited in scope,per lOCFRSO.App E.W/Certificate of 
Svc. 

BROCK, M. Massachusetts, Commonwealth of. #289 8427. 89/04/10. Atomic Safety 
and Licensing Board Panel. 46pp. 49241:208-49241:253. 

8904140114 Memorandum & order.* Denies Commonwealth of MA atty general 890227 
motion for directed certification of Board ruling granting applicant summary disposition 
on Joint Intervenor Contentions 44A & 44B.W/Certificate of Svc.Served on 890411. 
TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #289 8424. 89/04/11. 
Massachusetts, Commonwealth of. 10pp. 49240:001-49240:011. 

8904200062 Applicant revised motion to compel production of documents withheld by 
Commonwealth of MA atty general.* W/supporting documentation & Certificate of 
Svc. 

SMITH,J.B. Public Service Co. of New Hampshire. SMITH,J.B. Ropes & Gray. #289 
8458. 89/04/11. Atomic Safety and Licensing Board Panel. 20pp. 49340:261- 
49340:280. 

8904200106 Forwards NRC insp rept confirming that old RG-58 cables 
determinated,capped & spared,RG-59 cables installed in place of RG-58 cables & 
RG-59 cables were black w/red stripe to indicate that cables not safety grade.W/o 
end. 

BERRY,G,A. Assistant General Counsel for Hearings. #289 8462. 89/04/12. 
ROSENTHAL,A.S., WILBER, H.A., MOORE, T.S. Atomic Safety and Licensing Appeal 
PaneL 2pp. 49340:183-49340:184. 

8904200114 Advises that author will represent NRC at 890421 oral argument. 
BERRY,G.A. Assistant General Counsel for Hearings. #289 8463. 89/04/12. 
TOMPKINS,B. Atomic Safety and Licensing Appeal Panel. Ip. 49340:195-49340:195. 
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8904200032 Advises that author will present oral argument on behalf of intervenors ap- 
pellant at 890421 oral argument 

TRAFICONTE.J. Massachusetts, Commonwealth of. #289 8455. 89/04/13. 
TOMPKINS.B.A. Atomic Safety and Licensing Appeal Panel. Ip. 49340:216- 
49340:216. 

8904200053 Brief on behalf of Seacoast Anti-Pollution League on appeal to Board 
memorandum & order denying financial qualification review for Seabrook joint 
owners.* Matter urged to be dealt w/in responsible & rationale manner.Svc list end. 
BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #289 8457. 89/04/13. Atomic Safety and Licensing Appeal Panel. 34pp. 
49340:223-49340:256. 

8904210057 Confirms that Commonwealth of MA atty general wilt withdraw Joint Inter- 
vener Contention 38, MAG EX-17 & JI 27,Basis E which were omitted from Common- 
wealth 890411 trial brief, per 890412 conversation.Related correspondence. 

TROUT.J.P. Public Service Co. of New Hampshire. TROUT,J.P. Ropes & Gray. #289 
8475. 89/04/14. TRAFICONTE.J. Massachusetts, Commonwealth of. Ip. 49352:359- 
49352:359. 

8904210017 NRC Staff motion to strike Intenrenors notices of appeal of LBP-89-10.* 
Motion should be stricken as premature & directed certification of order 
denied.Certificate of Svc end. 

BERRY,G.A. Assistant General Counsel for Hearings. #289 8478. 89/04/17. Atomic 
Safety and Licensing Appeal Panel. 12pp. 49352:057-49352:069. 

8904210032 Pretrial brief of FEMA on 880628-29 Seabrook exercise.* FEMA feels that 
June 1988 exercise demonstrated that SPMC can be implemented.Matrix cross-refer- 
encing FEMA position expressed in rept w/exercise contentions & Certificate of Svc 

FLYNN.H.J., MCPHETERS,L.H. Federal Emergency Management Agency. #289 8480. 
89/04/17. Atomic Safety and Licensing Board Panel. 12pp. 49352:337-49352:348. 

8904240056 Applicant final trial brief.* On basis of stated evidence, applicant will ask 
Board to issue initial decision & order authorizing issuance of full power OL for 
plant-Certificate of Svc end. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#289 8486. 89/04/18. Atomic Safety and Licensing Board Panel. 200pp. 49366:064- 
49366:265. 

8904240072 Applicant cross-reference to Joint Intervenor contentions & applicant rebut- 
tal testimony.* Certificate of Svc end. 

DIGNAN,T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#289 8485. 89/04/18. 16pp. 49366:283-49366:298. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Pluas." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources.” 
Svc list 0 ncl 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp, 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04, 
Consolidated Edison Co. of New York. Inc. 109pp. 49124:001-49124:109, 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Arr Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York. Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Qrcuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Ck>nsolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 


8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


T. Hearing transcripts on non-antitrust matters 

8904060106 Town of Newbury amended direct testimony.* Testimony addresses Con- 
tentions JI-4,JI-7 & Jl-63 re traffic mgt plan, transit dependent-bus routes & local govt 
equipment, respectively. W/Certificate of Svc. Related correspondence. 
HILL-WHILTON.R. Newbury, MA. HILL-WHILTON.R. Lagoulis, Clark. Hill-Whiiton & 
McGuire. #289 8379. 89/02/19. 28pp. 49139:092-49139:119. 

8903300175 Transcript of 890322 evidentiary hearing in Boston.MA re offsite emergen- 
cy planning. Pp 16,255-16,538. 

* Atomic Safety and Licensing Board Panel. 89/03/22. 300pp. 49132:001-49132:337. 

8903310296 Transcript of 890327 evidentiary hearing in Boston.MA re offsite emergen- 
cy planning-Pp 16,730-16.899. 

* Atomic Safety and Licensing Board Panel. 89/03/27. 173pp. 49146:121-49146:293. 

8904060050 Errata to testimony of T Urbanik on behalf of NRC Staff on Joint Intervenor 
Contentions 4 & 7A (Seabrook plan for Commonwealth of MA communities),* W/Cer- 
tificate of Svc. Related correspondence. 

TURK,S.E. Assistant General Counsel for Hearings. #289 8370. 89/03/27. 4pp. 
49139:189-49139:192. 

8904060064 Corrected testimony of TJ Adler on behalf of JM Shannon, Atty General for 
Commonwealth of MA concerning Contention JI-4 (traffic mgt plan).* Supporting docu- 
mentation & Certificate of Svc ©ncI.Related correspondence. 

ADLER.T.J. Massachusetts, Commonwealth of. ADLER, T.J. Resource Systems Group. 
#289 8377. 89/03/27. 21pp. 49139:167-49139:187. 

8903310299 Transcript of 890328 evidentiary hearing In Boston.MA re offsite emergen- 
cy planninaPp 16,900-17,155. 

* Atomic Safety and Licensing Board Panel. 89/03/28. 278pp. 49143:001-49143:280. 

8904030371 Transcript of 890329 evidentiary hearing in Boston.MA re offsite emergen- 
cy planning.Pp 17,1 56-1 7,41 0.Related info encl.Witnesses:FA 

Beevers,Fierce,Lewald,Turk,Cole,McCollom & Smith. 

* Atomic Safety and Licensing Board Panel. 89/03/29. 486pp. 49154:101-49155:226. 

8904040178 Transcript of 890330 evidentiary meeting in Boston.MA re offsite emergen- 
cy planning.Pp 17,411-17,672. 

* Atomic Safety and Licensing Board Panel. 89/03/30. 266pp. 49179:079-49179:344. 

8904070016 Transcript of 890331 evidentiary hearing in Boston.MA re offsite emergen- 
cy planninaPp 17,673-1 7, 773.Wltnesses: SM Baldacci.AM Callendrello.EB 
Lieberman,DS Mileti, Fierce, Chan & McCollom. 

* Atomic Safety and Licensing Board Panel. 89/03/31. 102pp. 49218:313-49219:057. 

8904130022 Forwards corrected Tables 4,5 & 6 to testimony of RL Goble, G Thompson 
& J Beyea re adequacy of Seabrook plan for Commonwealth of MA communities filed 
on 890221 .Related correspondence. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #289 8399. 89/03/31. SMITH.l. 
Atomic Safety and Licensing Board Panel. 4pp, 49233:153-49233:156. 

8904130136 Applicant direct testimony re remaining prompt alert & notification sys 
issues.* Supporting documentation end. Related correspondence. 

DESMARAIS,E.W.. KEAST.D.N., KRYTER,K.D. Public Service Co. of New Hampshire. 
#289 8395. 89/04/03. 210pp. 49232:189-49233:078. 

-8904130150 Applicant supplemental answers to Commonwealth of MA atty general 
expert witness interrogatory.* Supporting documentation & Certificate of Svc 
encI.Related correspondence. 

SMITH, J.B. Public ^rvlce Co. of New Hampshire. SMITH.J.B. Ropes & Gray. 89/04/ 
03. Massachusetts, Commonwealth of. 30pp. 49233:049-49233:078. 

8904130156 Testimony of Captain D Breton & J Van Gelder.firefighters for town of 
Salem.NH on behalf of Seacoast Anti-Pollution League (SAPL),re SAPL Contention 
EX-12 (reception/....* W/related info & Certificate of Svc.Related correspondence. 
BACKUS,R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #289 8404. 89/04/03. 22pp. 49233:226-49233:247. 

8904130223 Testimony of AE Luloff on behalf of Atty General JM Shannon re JI-2 & Jl- 
21 (permanent resident population).* Supporting documentation encI.Related corre- 
spondence 

LULOFF,A.E. Massachusetts, Commonwealth of. LULOFF,A.E. New Hampshire, Univ. 
of. Durham. NH. #289 8398. 89/04/03. 27pp. 49232:129-49232:188. 

-8904130234 Testimony of TJ Adler on behalf of JM Shannon.Atty General for Com- 
monwealth of MA.conceming Contentions JI-1,JI-2 (evacuation time estimates) & JI-3 
(data collection).* W/ Certificate of Svc.Related correspondence. 

ADLER.T.J. Massachusetts. Commonwealth of. ADLER.T.J. Resource Systems Group. 
89/04/03. 33pp. 49232:156-49232:188, 

8904140186 Transcript of 890405 evidentiary hearing in Boston, MA.Pp 17,774- 
1 7,959. Witnesses:A Machiros.R MIerry & RW Donovan. Supporting documentation 
end. 

* Atomic Safety and Licensing Board Panel. 89/04/05. 190pp. 49336:208-49337:060. 

8904110332 Transcript of 890406 evidentiary hearing in Boston,MA re offsite emergen- 
cy plannirw.Pp 17,960-1 8, 236. Witness: RW Donovan. 

* Atomic Safety and Licensing Board Panel. 89/04/06. 278pp. 49237:045-49237:322. 

8904120446 Transcript of 890407 evidentiary hearing in Boston.MA re offsite emergen- 
cy planning.Pp 18,237-1 8, 354. Witness: RW Donovan. 

* Atomic Safety and Licensing Board Panel. 89/04/07. 1 1 8pp. 
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8904130112 Transcript of 890410 evidentiary hearing in Boston, MA re offsite emergen- 
cy planning.Pp 18,355-1 8, 523. Witness: RW Donovan. 

* Atomic Safety and Licensing Board Panel. 89/04/10. 170pp. 49276:222-49277:034. 

8904140003 Testimony of CD Jones on behalf of Atty General JM Shannon, atty gener- 
al for Commonwealth of MA re Jl 27A,61 & 62.* Supporting documentation 
encl. Related correspondence. 

JONES, C.D. Massachusetts, Commonwealth of. JONES, C.D. Management Services 
Associates. Inc. #289 8428. 89/04/10. 25pp. 49269:109-49271:120. 

-8904140006 Testimony of C Sneider on behalf of JM Shannon,atty general of Com- 
monwealth of MA re Jl-56 (monitoring rate).* Supporting documentation encI.Related 
correspondence. 

SNEIDER, C. Massachusetts, Commonwealth of. 89/04/10. 21pp. 49269:134- 
49269:154. 

-8904140007 Testimony of H Harris on behalf of JM Shannon, atty general for Common- 
wealth of MA re JI-13 & MAG EX-11 (training).* Harris resume encI.Related corre- 
spondence. 

HARRIS, H. Massachusetts, Commonwealth of. HARRIS, H. Corporate Response 
Group. 89/04/10. 20pp. 49269:155-49269:173. 

-8904140008 Testimony of CJ High on behalf of JM Shannon, atty general for Common- 
wealth of MA re Contention Jl-56 (monitoring rate).* Related correspondence. 

HIGH,C. Massachusetts, Commonwealth of. HIGH,C. Resource Systems Group. 89/ 
04/10. 7pp. 49269:174-49269:180. 

-8904140010 Testimony of TJ Adler on behalf of JM Shannon,atty general for Com- 
monwealth MA re Contention JI-13 (traffic guide trainirw).* Related correspondence. 
ADLER, T.J. Massachusetts, Commonwealth of. ADLER, T.J. Resource Systems Group. 
89/04/10. 10pp. 49269:181-49269:190. 

-8904140012 Testimony of G Sikich & S Cohn on behalf of JM Shannon,atty general 
for Commonwealth of MA re communication deficiencies.* Supporting documentation 
encI.Related correspondence. 

SIKICH, G., COHN.S. Massachusetts, Commonwealth of. 89/04/10. 23pp. 49269:191- 
49269:214. 

-8904140016 Testimony of GW Sikich & J Paolillo on behalf of Atty General JM 
Shannon, town of Hampton (TOH),New England Coalition on Nuclear Pollution 
(NECNP) & Seacoast Anti-Pollution League re....* Related correspondence. 

SIKICH, G.W. Massachusetts, Commonwealth of. PAOLILLO. J. New England Coalition 
on Nuclear Pollution. SIKICH.G.W. Hampton, NH. 89/04/10. 187pp. 49269:215- 
49270:041. 

-8904140085 Testimony of GW Sikich & SF Mitchell on behalf of Atty General JM 
Shannon.town of Hampton (TOH),New England Coalition on Nuclear Pollution 
(NECNP) & Seacoast Anti- Pollution League re TOH/NECNP EX 2.* Related corre- 
spondence. 

SIKICH,G.W. Massachusetts, Commonwealth of. MITCHELL, S.F. Seacoast Anti-Pollu- 
tion League. SIKICH.G.W. Hampton, NH. 89/04/10. 105pp. 49270:042-49270:146, 

-8904140118 Testimony of G St Hilaire.H Saxner & B Davis on behalf of JM 
Shannon, atty general for Commonwealth of MA on proposed use of evacuation bed 
buses in Seabrook plan for Commonwealth of MA communities.* Related correspond- 
ence. 

ST HILAIRE,G., SAXNER, H., DAVIS, B. Massachusetts, Commonwealth of. 89/04/10. 
1 1 pp, 49270:147-49270:1 57. 

-8904140136 Commonwealth of MA testimony of A Lonergan on statements obtained 
from Sisters P Bradley.D Brouillette & K Peelle of St Joseph’s Hosp on FEMA-graded 
exercise.* Related correspondence. 

LONERGAN, A. Massachusetts, Commonwealth of. 89/04/10. 7pp. 49270:158- 
49270:164. 

-8904140152 Testimony of TM Carter on behalf of JM Shannon,atty general for Com- 
monwealth of MA re Contentions Jl 13B;JI 27G;JI 36; MAG EX-9.^ Supporting info 
encI.Related correspondence. 

CARTER, T.M. Massachusetts, Commonwealth of, 89/04/10. 137pp. 49270:165- 
49270:301. 

-8904140179 Testimony of RL Goble on behalf of JM Shannon,atty general for Com- 
monwealth of MA,re Contentions MAG EX-11, MAG EX-19, SAPL EX-14,JI-13C,JI- 
18F,JI-20 & JI-23 (Exercise plan for radiological accidents.tralning....* Related corre- 
spondence. 

GOBLE.R.L Massachusetts, Commonwealth of. 89/04/10. 164pp. 49270:302- 
49271:105. 

-8904140196 Testimony of G Sikich on behalf of JM Shannon,atty general for Com- 
monwealth of MA re inadequacies in Seabrook plan for Commonwealth of MA com- 
munities planning for State of NH....* W/Certificate of Svc-Related correspondence. 
SIKICH.G. Massachusetts, Commonwealth of. 89/04/10. 15pp. 49271:106-49271:120. 

8904200113 Applicant objection in nature of motion in limine to admission into evidence 
of testimony of G Thompson, RL Goble & J Beyea on behalf of atty general for Com- 
monwealth of MA on contentions re adequacy of....* Certificate of Svc encl. 
DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN,T.G. Ropes & Gray. 
#289 8448. 89/04/10. Atomic Safety and Licensing Board Panel. 10pp. 49340:185- 
49340:194. 

8904200124 Applicant rebuttal Testimony 16 (Evacuation Time Estimates).* Addresses 
Joint Intervenor Contentions 1,2,3, 20,21 & 22.W/Certificate of Svc,Related corre- 
spondence. 

LEWALD.G.H. Public Service Co. of New Hampshire. #289 8449. 89/04/10. 101pp. 
49340:001-49340:101. 

8904140429 Transcript of 890411 evidentiary hearing in Bo$ton,MA re offsite emergen- 
cy planning.Pp 18,524-1 8, 780.Witness: RW Donovan. 

* Atomic Safety and Licensing Board Panel. 89/04/11. 258pp. 49337:061-49337:319. 

8904200046 Seabrook OL case:off8ite emergency planning issues.* Advises that New 
England Coalition on Nuclear Pollution (NECNP) has co-sponsored,but will not help 
present Commonwealth of MA testimony re NECNP & town of Hampton joint conten- 
tions. 

CURRAN,D. New England Coalition on Nuclear Pollution. CURRAN,D. Harmon, Curran 
& Tousley. #289 8433. 89/04/11. SMITH,I.W., COLE.R.F., MCCOLLOM,K.A. Atomic 
Safety and Licensing Board Panel. Ip. 49340:220-49340:220. 


8904200069 Applicant objection to nature of motion in limine to portions of prefiled testi- 
mony of M Mangan & J Paolillo.* Sections of testimony in question considered inad- 
missible as matter of law.W/Certificate of Svc. 

TROUT,J.P. Public Service Co. of New Hampshire. TROUT,J.P. Ropes & Gray. #289 
8459. 89/04/11. Atomic Safety and Licensing Board Panel. 12pp. 49340:131- 
49340:142. 

8904200086 Notice of sponsorship of testimony.* Advises that town of Hampton spon- 
sors Commonwealth of MA testimony re Contentions NECNP EX 1(A),(B) & NCNP EX 
2 & adopts brief on NECNP EX 1 (D),(F),(G).Certificate of Svc encI.Related corre- 
spondence. 

MCEACHERN,P. Hampton, NH. MCEACHERN,P. Shaines & McEachern. #289 8446. 
89/04/11. Atomic Safety and Licensing Board Panel. 5pp. 49340:154-49340:158. 

8904170166 Transcript of 890412 evidentiary hearing in Boston, MA re offsite emergen- 
cy planning.Pp 18,781 -19,051 .Witness: RW Donovan. 

* Atomic Safety and Licensing Board Panel. 89/04/12. 275pp. 49323:195-49324:111. 

8904210036 Applicant Rebuttal Testimonu 8 (transportation resources).* Marked-up tes- 
timony re various contentions on transportation resources & svcs furnished in support 
of SPMC.W/related info & Certificate of Svc.Related correspondence. 

DIGNAN,T.G. Public Service Co. of New Hampshire. DIGNAN,T.G. Ropes & Gray. 
#289 8473. 89/04/13. 57pp. 49353:178-49353:235. 

8904210042 Errata to applicant Rebuttal Testimony 8 (transportation resources).* Lists 
changes to testimony filed on 890228.W/ Certificate of Svc.Related correspondence. 
DIGNAN,T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#289 8474. 89/04/13. 6pp. 49353:168-49353:173. 

8904240223 Transcript of 890413 evidentiary hearing in Boston.MA re offsite emergen- 
cy planning.Pp 1 9,052-1 9,325.Witness: RW Donovan. 

* Atomic Safety and Licensing Board Panel. 89/04/13. 250pp. 49438:048-49438:327. 

8904210290 Transcript of 890414 evidentiary hearing in Boston.MA re offsite emergen- 
cy planning.Pp 19,326-1 9,407. Witnesses: M Mangan, J Paolillo. 

* Atomic Safety and Licensing Board Panel. 89/04/14. 84pp. 49404:321-49405:045. 

8904210041 Prefiled testimony of RW Donovan on behalf of FEMA on 880628-29 Sea- 
brook exercise.* Supporting documentation & Certificate of Svc encI.Related corre- 
spondence. 

DONOVAN,R.W. Federal Emergency Management Agency. #289 8481. 89/04/17. 
168pp. 49353:001-49353:167. 

8904240019 Forwards for filing in proceeding, listed Applicant Rebuttal Testimonies 17 - 
26 & applicant supplemental qualifications to intervenors expert witness 
interrogatories. Related correspondence. 

DIGNAN.T.G. Public Service Co. of New Hampshire, DIGNAN.T.G. Ropes & Gray. 
#289 8487. 89/04/18. Docketing & Services Branch. 2pp. 49359:001-49366:059. 

-8904240026 Applicant Rebuttal Testimony 17 (radiological monitoring process).* Testi- 
mony developed in response to Joint Intervenor Contention 56 re procedures for radi- 
ation monitoring of general public. Related correspondence. 

BISSON.J., CALLENDRELLO.A. Public Service Co. of New Hampshire. BISSON.J. 
Impell Corp. 89/04/18. 65pp. 49359:003-49359:067. 

—8904240032 Applicant Rebuttal Testimony 18 (school protective actions).* Testimony 
addresses issues re SPMC procedures for implementing protective action recommen- 
dations for schools & use during FEMA June 1988 exercise.Related correspondence. 
CALLENDRELLO.A., SINCLAIR, M.C. Public Service Co. of New Hampshire. 
SINCLAIR, M.C. Aidikoff Associates, Inc. 89/04/18. 75pp. 49359:068-49359:142. 

-8904240040 Applicant Rebuttal Testimony 19 (media ctr/ rumor control & operation of 
emergency broadcast sysj.* Testimony responds to contentions re adequacy of plans 
& resources for accurate dissemination of info to public.Related correspondence. 
CALLENDRELLO.A., MILETI.D.S. Public Service Co. of New Hampshire. MILETI.D.S. 
Colorado State Univ., Fort Collins. CO. 89/04/18. 149pp. 49359:143-49359:292. 

-8904240051 Applicant Rebuttal Testimony 20 (offsite response organization prerequi- 
sites & training).* Testimony addresses Joint Intervenor Contention 13 re SPMC defi- 
nition of prerequisite experience. Related correspondence. 

CALLENDRELLO.A., ELLIS.S.J., FRANK.C.M. Public Service Co. of New Hampshire. 
89/04/18. 250pp. 49359:293-49360:202. 

-8904240062 Applicant Rebuttal Testimony 21 (coordination of governmental resources 
& responses).* Testimony addresses Joint Intervenor Contentions 27,61 ,62 & 63 re 
definition of emergency response responsibilities.Related correspondence. 
CALLENDRELLO.A., FRANK.C.M. Public Service Co. of New Hampshire. FRANK.C.M. 
Impell Corp. 89/04/18. 200pp. 49360:203-49361:006. 

-8904240071 Applicant Rebuttal Testimony 22 (provisions for prompt communications 
among offsite response organization field personnel).* Testimony responds to conten- 
tions re adequacy of plans concerning communications.Related correspondence. 
CALLENDRELLO,A., CATAPANO,(3. Public Service Co. of New Hampshire. 
CATAPANO.G. AllComm, Inc. 89/04/18. 53pp. 49361:007-49361:059. 

-8904240082 Applicant Rebuttal Testimony 23 re scope of graded exercise.* Responds 
to admitted contentions re adequacy of scope of prelicense plant 1988 FEMA-graded 
exercise of offsite emergency organizations.Related correspondence. 

BAER,J.W., CALLENDRELL6,A. Public Service Co. of New Hampshire. BAER.J.W. Ai- 
dikoff Associates, Inc. 89/04/18. 153pp. 49361:060-49361:213. 

-8904240091 Applicant Rebuttal Testimony 24 (training of MS-1 hosp responders).* Ad- 
dresses Exercise Cksntention MAG EX-1 4, Basis C re adequacy of training provided to 
MS-1 hosp staff responders.Related correspondence. 

CALLENDRELL0,A., ELLIS,S.J.. FRANK,C.M. Public Service Co. of New Hampshire. 
89/04/18. 26pp. 49361:214-49361:239. 

-8904240068 Applicant Rebuttal Testimony 25 (State of NH exercise performance).* 
Supporting documentation encI.Related correspondence. 

BAER,J., CALLENDRELLO,A. Public Service Go. of New Hampshire. BAER.J. Aidikoff 
Associates, Inc. 89/04/18. 89pp. 49361:240-49361:329. 

—8904240074 Mplicant Rebuttal Testimony 26 (Protective action recommendations 
made by state of NH offsite response organization).* W/supporting 
documentation.Related correspondence. 

BISSON.J., CALLENDRELLO,A. Public Service Co. of New Hampshire. BISSON.J. 
Impell Corp. 89/04/18. 95pp. 49361:330-49362:064. 
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--8904240080 Applicant supplemental answers to Interveners expert witness interrogato- 
ries.* W/supporting documentation & Certificate of Svc.Related correspondence. 
FEIGENBAUM.T.C.. SELLECK,K.A. Public Service Co. of New Hampshire. 
SELLECK,K.A. Ropes & Gray. 89/04/18. Massachusetts, Commonwealth of. 1,200pp. 
49362:065-49366:059. 

8904250285 Transcript of 890418 evidentiary hearing in Boston, MA re offsite emergen- 
cy plannIng.Pp 19,408-1 9, 630. Witnesses: M Mangan,J Paolillo.G Daines,A 
Lonergan.Supp>orting documentation end. 

* Atomic Safety and Licensing Board Panel. 89/04/18. 306pp. 49453:252-49454:199. 

8904240354 Transcript of 890419 evidentiary hearing in Boston,MA re offsite emergen- 
cy planning.Pp 19,631-19,852. 

* Atomic safety and Licensing Board Panel. 89/04/19. 223pp. 49404:097-49404:320. 

8904240359 Transcript of 890420 evidentiary hearing in Boston, MA re offsite emergen- 
cy planning.Pp 19,853-19,947. 

* Atomic Safety and Licensing Board Panel. 89/04/20. 96pp. 49404:001-49404:096. 

8904250276 Transcript of 890421 oral arguments in Bethe8da,MD re onsite emergency 
planning issues. Pp 1-102. 

* Atomic Safety and Licensing Appeal Panel. 89/04/21. 103pp. 49470:305-49471:048. 

8904270010 Transcript of 890424 evidentiary hearing in Boston,MA re offsite emergen- 
cy planning.Pp 19,948-20,074. 

* Atomic Safety and Licensing Board Panel. 89/04/24. 128pp. 49518:292-49519:057. 


U. Congressional/Executive Correspondence 

8808260356 Forwards 36th quarterly status rept on emergency preparedness for nude- 
ar power plants covering Apr-June 1 988.Licensing schedule cannot be realistically 
forecast due to unresolved emergency preparedness issues. 

ROGERS,K.C. Commissioners. 88/08/22. BREAUX, J.B. Senate, Environment & Public 
Works. 4pp. 49181:001-49181:004. 

8807280105 Fonvards Commission responses to questions submitted by Congressman 
Mavroules for record of 880426 hearing, per 880512 Itr. 

2ECH.L.W. Commissioners. 88/07/19. UDALL,M.K. House of Rep., Appropriations, 
8pp. 49181:011-49181:023. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of ail power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


A. Application/construction stage documents & correspondence 

8903280261 Discusses util review of initial startup testing program. Review ensures that 
facility has efficient & effective program that tests required sys, provides requisite data 
to confirm design of sys & experience for safe plant operation. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/22. Docu- 
ment Control Branch (Document Control Desk). 55pp. 49063:111-49063:165. 

890329029$ Forwards description of hydrogen & oxygen monitoring instrumentation uti- 
lized In waste gas holdup sys, per request-Monitors perform linearly over response 
range. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Qeneratlrw Co.). 89/03/22. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49120:194-49120:196. 

8903300395 Forwards FSAR changes re Impact upon subcompartment analyais utilizing 
ieak-before-break technology to justify elimination of postulated pipe breaks 8 associ- 
ated dynamic effects for listed sys, per Cl Grimes 881116 itr request 
CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/23. Docu- 
ment Control Branch (Document Control Desk). 400pp. 49130:001-49131:083. 

8904030291 Notification of 890406 meetina w/util in Rockville, MD to discuss proposed 
changes to initial startup test program (FsAR Table 14.2-3). 

MALLOY,M. Comanche Peak Project Division. 89/03/24. GRIMES.C.I. Comanche 
Peak Project Division. 4pp. 49154:074-49154:077. 

8^4040211 Discusses CASE documented request for action re 1982 RCS cold hydro- 
static testUtll received Quality Technology Co rept, “Evaluation of,..RCS.,.^’ on 
890320.Util response to request for action will be submitted by 890410. 

CAHILL,W.J. TU Electric (formerly Texas Utilities Generating Co.). 69/03/27. 
GRIMES.C.I. Ctomanche Peak Project Division. 2pp. 49191:359-49191:360. 

8904040278 Advises of plans to resolve CASE dilute w/utii re RCS cold hydrostatic 
test for plant conducted & recorded in 1982, per CASE 890313 8 17 ltr8.Pubiic meet- 
ing will be held in Arlington, TX to assure that NRC understands ail info. 

GRIMES.C.I. Comanche Peak Project Division. 89/03/28. ELLiS.J. Dtizens Associa- 
tion for ^und Energy. 3pp. 49191:143-49191:145. 

8904080303 Forwards request for addi info based on review of util 890308 response to 
questions about Chapter 12 of FSAR. Response reqi«ested by 890428. 

GRIMES, C.i. Comanche Peak Project Division. 89/03/30. CAHILL,W.J. TU Electric 
(formeily Texas Utilities Generating Co.). Spp. 49216:25749216:261. 

8904040214 Forwards response to NRC request for addl info re FSAR Chapter 7 issues 
8 Rev 2 to Reg Guide 1.97.Proprietary WCAP-12228 8 nonproprietary WCAP-12229, 
'Transit Time ...” encl.ProprIetary WCAP-12228 withheld (ref 1I^FR2.790). 
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/31. Docu- 
ment Control Branch (Document (Jontroi Desk). 15pp. 49280:29549280:322. 

-8904040216 Application for withholding proprietary WCAP-12228, “Transit Time Flow 
Meter Calculation” (ref 10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. 89/03/22. MURLEY.T. Office of Nu- 
dear Reactor Regulation, Director (Post 87041 1). 9pp. 49280:31049280:318. 


-8904040219 “Transit Time Flow Meter Calculations.” 

TULEY.C.R. Westinghouse Electric Corp. WCAP-12229. 89/03/31. 5pp. 49280:319- 
49280:322. 

8904050419 Forwards proprietary 8 nonproprietary Rev 1 to WCAP-12123 & 12230, 
“Westinghouse ^tpoint Methodology for Protection Sys," respectively. 

CAHILL,W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/31. Docu- 
ment Control Branch (Document control Desk). 2pp. 49225:00149225:099. 

-8904050424 Requests withholding of proprietary Rev 1 to WCAP-12123, “Westing- 
house Setpoint Methodology for Protection Sys,” from public disclosure (ref 
10CFR2 790) 

WIESEMANN.RA Westinghouse Electric Corp. 89/03/27. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 10pp. 49225:003-49225:012. 

-8904050429 Nonproprietary Rev 1 to WCAP-12230, “Westinghouse Setpoint Method- 
ology for Protection Sys.” 

TULEY.C.R. Westinghouse Electric Corp. WCAP-12230 R01. 89/03/31. 86pp. 
49225:01349225:099. 

8904080366 Notification of 890406 meeting w/util in Rockville, MD to discuss techniques 
for going to cold shutdown during natural circulation conditions. 

WIL^N,J.H. Assistant Director for Projects. 89/03/31. GRIMES.C.I. Comanche Peak 
Project Division. 4pp. 49226:01749226:020. 

8903300105 Generic Ltr 89-04 to ail holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARQA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904170039 Forwards info supporting Tech Spec change for lo-lo steam generator 
water leveLSafety analysis demonstrating acceptability of lo-lo steam generator water 
level limit of 0% will be provided.Change included in upcoming FSAR amend. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/04/06. Docu- 
ment Control Branch (Document Control Desk). 37pp. 49353:24749353:283. 

8904170041 Advises that CASE documented request for action re facility Unit 1 1982 
RCS cold hydrostatic test extended to 890424. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 89/04/06. 
GRIMES.C.I. Comanche Peak Project Division. Ip. 49371:037-49371:037. 

8904190053 Notifies that performance of ASME Section XI sys hydrostatic test sched- 
uled for wk of 800424. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/04/10. Docu- 
ment Control Branch (Document Control Desk). 1 p. 49385:233-49385:233. 

8904170384 Summary of 890406 meeting w/utii re proposed changes to Unit 1 initial 
startup testing program.List of attendees & slides used in util presentation end. 
FIELOS.M. Comanche Peak Project Division. 89/04/11. Comanche Peak Project Divi- 
sion. 29pp. 49349:31849349:346. 

8904190307 Forwards editorial corrections to final draft Tech Specs, per request Care 
should be taken when evaluating repts per Surveillance Requirement 4.8,1. 1.3 to 
ensure that diffwence in reporting criteria considered. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/04/12. Docu- 
ment Control Branch (Document Control Desk). 94pp. 49391:147-49391:239. 

8904200415 Provides addi info for NRC Plant Sys Branch FSAR review, per 881116 re- 
quest 

CAHILUWJ. TU Electric (formerly Texas Utilities Generating Co.). 89/04/14. Docu- 
ment Control Branch (Document Control Desk). Spp. 49426:2o0-49426:262. 

8904240122 Submits certification that,w/identified exceptions, corrections & 
Interpretations, draft Tech Specs accurately reflect as-built plant & FSAR.Tech Specs 
Interpretations & changes end. 

CAWLL.W.J. TU EleeWe (formerly Texas Utilities Generating Co.). 89/04/14, Docu- 
ment Control Branch (Document Control Desk). 11pp. 49449:00149449:085. 

-8904240123 Marked-up proposed Tech Specs re slave relay test, staggered test 
basis, thermal power,trip actuating device operational test, unidentified 

leakage, unrestricted area,venting, waste gas holdup sys,frequency notation & oper- 
ational modes. 

* TU Electric (formerly Texas Utilities Generating Co.). 89/04/14. 74pp. 49449:012- 
49449:085. 


F. 8ecuiity» medlcaL emergency & fire protection plans 


8903310302 Requests FEMA provide evaluation of upcoming 1989 full participation ex- 
ercise in support of licensing schedule for plant & confirmation that any revs to state 
& local plans since 1984 have not degraded effectiveness of plans. 

CONG^RJ. Radiation Protection Branch. 89/03/24. KWIATKOWSKI,D. Federal 
Emergency Management Agency. 2pp. 491 59:1 1 6491 59:1 1 7. 

8904060455 Forwards response to NRC comments re plant emergency action level & 
classification scheme.Util will incorporate results of evaluations of fission barrier vs 
emergency classification scheme & critical safety function status. 

CAHILL,Vv.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/29. Docu- 
ment Control Branch (Document Control Desk). 12pp. 49217:234-49217:245. 

9904040062 Informs of scheduled full participation emergency field exercise on 890725 
& 26. 

CAHILL, W.J. TU Electric (former^ Texas Utilities Generating Co.). 89/03/31, Docu- 
ment Control Branch (Document Control Desk). Ip. 49191:315-49191:315. 

8904130104 Rev 7 to EPP-109,Rev 6 to EPP-205,Rev 0 to EPP-214,Rev 5 to EPP- 
303, Rev 8 to EPP-309.Rev 5 to EPP-310,Rev 0 to EPP-314 & Rev 0 to EPP-901 & 
Rev 5 to Corporate Emergency Response Procedure CERP-1 02, Attachment 6.3. W/ 
890404 Itr. 

CAHILL,WJ., WOODLAN,D.R. TU Electric (formerly Texas Utilities Generating Co.). 
89/04/04. 225pp. 49320:00249320:333. 
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G. Adjudicatory correspondence 

8904240063 Memorandum & order CLI-89-06.* Denies J Macktal petition for limited 
intervention in proceedings & reconsideration of order denying Citizehs for Fair Util 
Regulation petition to intervene.W/Certificate of Svc.Served on 890420. 

CHlLK,S.J. Office of the Secretary of the Commission. #289 8484. 89/04/20. 17pp. 
49366:266-49366:282. 


H. General correspondence 


8904100146 Responds to 890307 Itr fonvarding inquiiy from constituent, D Hawey re 
future operation of Unit 1 .NRC technical reviews & insp activities provide assurance 
that plant const meets NRC requirements. 

STELLO.V. Ofc of the Executive Director for Operations. 89/04/06. BENTSEN.L. 
Senate. 2pp. 49295:056-49295:060. 

-8904100148 Forwards constituent inquiry re operation of plant. 

BENTSEN.L. Senate. 89/03/07. KAMMERER.C.C. NRC - No Detailed Affiliation 
Given. 3pp. 49295:058-49295:060. 

8904190210 Informs of new mgt assIgnmentRJ Prince assumed position of assistant 
radiation protection manager. Responsibilities delineated. 

CAHILUW.J. TU Electric (formerly Texas Utilities Generating Co.). 89/04/11. Docu- 
ment Control Branch (Document Control Desk). 4pp. 49392:148-49392:151. 


J. Insurance & Indemnity information 


8904240166 Forwards Endorsement 27 to NELIA NF-274. 

SAMUELS, J.L Marsh & McLennan, Inc. 89/04/06. DINIT2,I. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 2pp. 49452:259-49452:260. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903290168 Forwards Insp Repts 50-445/89-11 & 50-446/89-11 on 890208-0307.Viola- 
tions noted.No notice of violation will be issued since util took action to correct viola- 
tion & prevent recurrence. 

WARNICK,R.F. Assistant Director for Inspection Programs. 89/03/17. CAHILUW.J. 
TU Electric (formerly Texas Utilities Generating Co.). 7pp. 49080:270-49080:291. 

-8903290176 Radiation Safety Insp Repts 50-445/89-11 & 50-446/89-11 on 890208- 
0307.Violations noted re undersized weld on HVAC duct support.Major areas 
inspected:licensee actions on previous insp findings & followup of violations/devi- 
ations. 

RUNYAN, M.F., LIVERMORE, H.H. Assistant Director for Inspection Programs. 89/03/ 
17. 15pp. 49080:277-49080:291. 

8903280386 Forwards Insp Repts 50-445/89-09 & 50-446/89-09 on 890208- 0307.No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for inspection Programs. 89/03/20. CAHILUW.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49063:062-49063:090. 

-8903280390 Insp Repts 50-445/89-09 & 50-446/89-09 on 890208-0307.No violations 
or deviations noted.Major areas inspected: preoperatlonal retest program 
activities, TMI Action Items I.C.6,II.B.1 .2 & II.B.1.3. 

BITTER, S.D., BURRIS, S.P., WIEBE.J.S. Office of Nuclear Reactor Regulation, Director 
(Post 87041 1). 89/03/20. 25pp. 49063:066-49063:090. 

8903280395 Notification of 890323 meeting w/llcensee in Dallas, TX re problems w/ 
welds on diesel generator air tanks, corrective actions & explanation of apparently In- 
consistent info initially provided to NRC inspectors. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/20. Assistant Direc- 
tor for Inspection Programs. 4pp. 49062:332-49062:335. 

8903280147 Forwards Insp Repts 50-445/89-07 & 50-446/89-07 on 890208- 0307.No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/21. CAHILUW.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49074:171-49074:182. 

-8903280149 Safety Insp Repts 50-445/89-07 & 50-446/89-07 on 890208- 0307.No 
violations or deviations noted.Major areas inspected:action on 1 0CFR5O.55(e) defi- 
ciencies identified by applicant, corrective action program & general plant areas. 
LATTA.R.M., LIVERMORE, H.H. Assistant Director for Inspection Programs. 89/03/21. 
8pp. 49074:175-49074:182. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.’’ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903290334 Ack receipt of 890224 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-445/88-82 & 50-446/88-78. . 

WARNICK,R.F. Assistant Director for Inspection Programs. 89/03/23. CAHILUW.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49120:350-49120:353. 

8903290271 Forwards Insp Repts 50-445/89-12 & 50-446/89-12 on 890208-0307 & 
notice of violation.NRC opinion that implementation of governing procedures for 
design control inadequate based on high rate of errors identified by NRC. 
WARNICK,R.F. Assistant Director for Inspection Programs. 89/03/24. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49119:303-49119:344. 

-8903290277 Notice of violation from insp on 890208-0307.Violations noted :snubbers 
installed w/low strength bolting that could have been overstressed if subjected to max 
allowable design load & inadequate review of design calculations identified. 
WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/24. 5pp. 
49119:309-49119:313. 


-8903290283 Resident Safety Insp Repts 50-445/89-12 & 50-446/89-12 on 890208- 
0307. Violations noted.Major areas inspected:applicant action on previous insp 
findings, followup on violations/ deviations & action on 10CFR50.55(e) deficiencies. 
LIVERMCRE.H.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/ 
03/24. 31pp. 49119:314-49119:344. 

8904130166 Ack receipt of 890321 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 60-445/89-03 & 50-446/89-03. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/29. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49321:157-49321:160. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001 -49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904130597 Responds to NRC 890228 Itr re violations noted in insp. Corrective 
action:renewal of CPs added to licensing milestone tracking sys. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/30. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49320:349-49320:351. 

8903270348 Supp1 1 to NRC info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904040065 Responds to NRC Bulletin 88-010, “Nonconforming Molded Case Circuit 
Breakers.” 25 molded cases w/o established verifiable traceability on hold & will not 
be released until completion of verification of traceability. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/31. Docu- 
ment Control Branch (Document Control Desk). 6pp. 49180:356-49180:361. 

8904040081 Suppis response to NRC Bulletin 88-005, “Nonconforming Matls Supplied 
by Piping Supplies,lnc at Folsom, NJ & West Jersey Mfg Co at Williamstown.NJ.” Ac- 
ceptance & evaluation criteria used for Unit 1 flanges will also be used for Unit 2. 
CAHILL,W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/31. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49192:295-49192:297. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Cut- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 492lk'001-49218:112. 

8904130176 Ack receipt of 890208 Itr Informing NRC of steps taken to correct violations 
noted in Insp Repts 50-445/88-47 & 50-446/88-42. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/04/04. CAHILL,W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49298:185-49298:188. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904180114 Forwards Team Insp Repts 50-445/89-14 & 50-446/89-14 on 890227- 
0307. NRC identified five open items requiring addi Info & attribute not addressed by 
post-const hardware validation program. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/04/05. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 6pp. 49381:230-49381:296. 

-8904180117 Team Insp Repts 50-445/89-14 & 50-446/89-14 on 890227-0307. No vio- 
lations or deviations noted.Major areas inspected: commodity/attribute matrix. 
NORKIN.D.P., RUNYAN, M.F., UVERMORE,H.H. Office of Nuclear Reactor Regulation, 
Director (Post 870411). 89/04/04. 60pp. 49381:236-49381:295. 

8904200265 Ack receipt of 881122 & 890215 Itrs in response to 881003 Itr re Insp 
Repts 50-445/88-56 & 50-446/88-52. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/04/07. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49403:307-49403:310. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co, of New York, Inc. 109pp. 49388:037-49388:145, 

8904190477 Ack receipt of 881031 & 890215 Itrs informing NRC of steps taken to cor- 
rect violations noted in Insp Repts 50-445/88-59 & 50-446/88-55. 

WARNICK,R.F. Assistant Director for Inspection Programs. 89/04/12. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 5pp. 49391:142-49391:146. 

8904190486 Forwards Insp Repts 50-445/89-15 & 50-446/89-15 on 890308-0404.No 
violations or deviations noted. 

WARNICK.R.F, Assistant Director for Inspection Programs. 89/04/12. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 5pp. 49387:269-49387:285. 

-8904190487 Insp Repts 50-445/89-16 & 50-446/89-15 on 890308-0404. No significant 
safety matter, violation, deviation or unresolved item noted.Major areas 

lnspected:applicant actions on previous insp findings & followup on violations/devi- 
ations. 

LATTA.R.M., LIVERMCRE.H.H. Office of Nuclear Reactor Regulation, Director (Post 
870411). 89/04/12. 12pp. 49387:274-49387:285. 



194 DOCKETED ITEMS 


8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Prografr..*’ Svc list encL 

ROSSI. C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consoftdated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904200405 Forwards !nsp Repts 50-445/89-19 & 50-446/89-19 on 890308- 0404 & 
notice of violation. 

Y»ARN:CK,R.r. Assistant Director for Inspection Programs. 89/04/14. CAH!LL.,WJ. 
TU Eiectric (fc'meriy Texas Utilities Generating Co.). 6pp. 49402:022-49402:046. 

-8904200410 Notice of violation from insp on 890308-0404.Vio!ation noted:QC inspec- 
tors not equipped nor trained to measure listed insp attributes to tolerance required by 
post-const hardware validation program. 

WARWICK, R.F. Assistant Director for Inspection Programs. 89/04/14. 2pp. 
49402:028-49402:029. 

-8904200412 Safety Insp Repts 50-445/89-19 & 50-446/88-19 on 890308- 0404.Viola- 
ttons noted.Major areas inspected:appSicant actions on previous insp findings, followup 
on violations/ deviations & action cn 1CCFR5G.55(e) deficiencies. 

RUNYAN, L‘/ERMORE,H.H. Office of Ncclear .Reactor Regulation, Director (Post 
870411). 83/04.' t4. 1?pp. 43402:033-49402:046. 

8904200419 Forwards Insp Repts 50-445/89-18 & 50-446/89-18 on 890308-0404.No 
violations or deviations noted. 

WARN!CK,R.F. Assistant Director for Inspection Programs. 89/04/14. CAHILL,W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49426:137-49426:156. 

-8904200420 fnsp Repts 50-445/89-18 & 50-446/89-18 on 890308-0404,No violations 
or deviaticns not6d..^^aior a.'-eas inspected: follow up on violations/deviations & as- 
sessment of aliegations-Two weaknesses noted. 

HALE,C.J., LIVERMORE, H.H. Office of Nuclear Reactor Regulation, Director (Post 
570411). 39/04/ 14. 16pp. 49426:141-49426:156. 


8904240216 Submits tabulation of plant primary tower parameters for Oct-Dec 1 988.Der 
Insp Rept 50-445/88-07 & 50-446/88-06. 

CAHlLL,W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/04/14. Docu- 
ment Con^l Branch (Document Control Desk). 4pp. 49449:251-49449:254. 

8904110183 Suppl 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.'' Svc list end. 

ROSSI,C.£. Division of Operational Events Assessment (Post 870411). 89/04/17 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 


8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc fist end. 

ROSSl,C.E. Dhrision of Operational Events Assessment (Post 870411). 89/04/20 
Consolidated Edison C^. of New York. inc. 106pp. 49397:001-49397:106. 


"Failure of Rosemount Models 1153 & 1154 


8904180193 NRC Info Notice 89-042. 

Transmitters." Svc list end. 

ROSSl.C.E. Dhrision of Operational Events Assessment (Post 870411). 89/04/21 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


8904170172 Supplemental Deficiency Rept CP-86-51 re anchor bolts supplied by 
Hilti.lnitially reported on 88091 4.Util concludes that 1/2 inch & 3/4 inch Hilti Kwik 
bolts will provide required safety.No further walkdowns required. 

CAHILL,W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/04/05. Docu- 
ment Control Branch (Document control Desk). 2pp. 49350:093-49350:094. 

8904140271 Interim Deficiency Rept CP-88-42 re cold spring in component cooling 
water piping.lnitially reported on 881207. Evaluation continuing.Next rept expected by 
89071 0. 

WOODLAN.D.R., CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 
89/04/06. Document Control Branch (Document Control Desk). ip. 49348:303- 
49348:303. 

8904140277 Interim Deficiency Rept CP-88-41 re W-2 type cell switches. Initially report- 
ed on 881202.Util continuing evaluation of reportability of issue.Next rept will be sub- 
mitted by 890612. 

MARSHALL, J.S. TU Electric (formerly Texas Utilities Generating Co.). 89/04/06. Doc- 
ument Control Branch (Document Control Desk). Ip. 49348:170-49348:170. 

8904190076 Supplemental Deficiency Rept CP-87-129 re containment spray pH.lnitially 
reported on 880106.Util evaluating corrective action for item.Next rept submitted by 
890531. 

CAHILL, W.J., WALKER, R.D. TU Electric (formerly Texas Utilities Generating Co.). 89/ 
04/10. Document Control Branch (Document Control Desk). Ip. 49386:232- 
49385:232. 


8904200111 Interim Deficiency Rept CP-89-06 re connecting linkage for closing spring 
charging motors in Class IE 6.9 kV switchgear.lnitially reported on 89031 3,Class It 
circuit breakers to be inspected.Scheduled completion dates stated. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/04/12. Docu- 
ment Control Branch (Document (jontrol Desk). 2pp. 49401:333-49401:334. 

8904200424 Supplemental Deficiency R^t CP-88-23 re design basis groundwater level 
at facility.lnitlally reported on 880204. Estimated date for completion of corrective ac- 
tions for Unit 1 extended until 89061 6.Unit 2 schedule unchanged. 

CAHILL,W.J.. WALKER,R.D. TU Electric (formerly Texas Utilities Generating Co.). 89/ 
04/13. Document Control Branch (Document Control Desk). Ip. 49402:289- 


8904200374 Supplemental Deficiency Rept CP-88-29 re feedwater split-flow bypass 
valves n^ incorporated Into FSAR Chapter 15 accident analysis. Initially reported on 
880422. Qualification of Unit 1 bypass valves expected by 890731 . 

CAHILL, W. TU Electric (formerly Texas Utilities Generating Co.). 89/04/14, Document 
Control Branch (Document Control Desk). Ip. 49403:001-49403:001. 


89042(K)402 Supplemental Deficiency Rept CP-87-47 re consumable matls replacement 
prc^ram. Initially reported on 880209.Completion of remaining corrective actions for 
Unit 1 rescheduled to 89061 S.Actions for Unit 2 planned prior to fuel load, 

CAHIU,W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/04/14. Docu- 
ment Control Branch (Document Control Desk). Ip. 49402:285-49402-285 


V. Operator Examinations 


S. Reportable occurrences, LERs & related correspondence 

Deficiency Rept 09-87-23 re conduit unions. Initially reported 
^ wrrectiye actions for issue rescheduled for completion by 
completion schedule remains unchanged ^ ^ 

Utilities ^Generating Co.). 
Control Branch (Document Control Desk). Ip, 49226:078- 

4yZ2DC078. 

Supplemental Deficiency Rept CP-87-59 re improper application of const 

CP-87.114 re potential misalignment of flexi- 
in^fety-related applications.lnitially reported on 880129.Unit 1 cor- 
8^525.Unit 2 schedule unhanged. 

(formeiiy Texas Utilities Generating Co.j. 89/03/29. Docu- 
ment Control Branch (Document Conti-ol Desk). Ip. 49216:102-49216:102, 

Defidei^ Rept CP-89-005 re component cooling water sys thermal 
relief yalves.lntialiy reported on 890227.A1I affected valves increased by either adiust- 

D (tormeriy Texas Utilities Generating Co.). 89/03/29. Docu- 

ment Contrdl Branch (Document (control Desk). 2pp. 49236:003-49236:004. 

CP.86-68 re weather protection of Class IE 
Installations. Initially reported on 861002.Completion S 

WOODLANni^ t!i ^ 2 remains unchangSl 

O (formerly Texas Utilities Generating Co.). 89/03/30. Doc- 

lanent Control Branch (Document Control Desk), ip. 49354:360-49354:360. 

8W170298 Sup^eirmntal Deficiency Rept CP-87-54 re electrical desiqn drawinos not 
implement^ FSAR requirements for Class IE motor-ooerated vaivA 
st^ers.lnitiaJly reported on 880l28.Completion of wiring revs applicable to Unit 1 

(formerly Texas Utilities Generating Co.). 89/03/30 Docu- 
ment Control Branch (Document Control Desk). Ip. 49354:270-49354:270. 

«^4040«^ Supf^mental Deficiency Repts CP-86-52 & CP-87-76 re cable trav solices/ 
WNTM^tions £ feld drUled cable tray holes, initially reported on 890429 Util clarified 
^ & completion Sle 
(forrn^y Texas Utilities Generating Co.). 89/03/31 Doc- 
ument Control Branch (Document Control Desk), ip. 49192:009-49192:009. 

Defmncy F^t CP^8-38 re steam generator power-operated relief valve 
Senerator tube rupture event presented in 
SSn w I implementation schedule revised. 

^ (formerly Texas Utilities Generating Co.). 89/ 
^ 191 * 357 ^^^ Control Branch {Document Control Desk), ip. 49^1*357- 


8M3300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR65 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA3A /^ociate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8904190384 Requests licensee to furnish ref matl listed in End 1 in order for NRC to 
requallfication program evaluation site visit scheduled for wk of 
I a(^inistration of exams & NRC rules & guidance also end. 

X Director. 89/04/07. CAHILL, W.J. TU Electric (for- 

merly Texas Utilities Generating Co.). 9pp. 49391:093-49391 :101 . 

DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 

A. Application/construction stage documents & correspondence 

testing program. Review ensures that 
effwtive program that tests required sys.provides requisite data 
rAUH iTf ^®^r cf * ®^Penence for safe plant operation. 

(formerly Texas Utilities Generating Co.). 89/03/22. Docu- 
ment Control Branch (Document control Desk). 55pp. 49063:111-49063:165. 

hydrogen & oxygen monitoring Instrumentation uti- 
ra^e ^ waste gas holdup sys, per requestMonitors perform linearly over response 

Utilities Generating Co.). 89/03/22. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49120:194-49120:196. 

“P®" subcompartmem analysis utilizing 
lusMy eiiminaaon of postulated pipe breaks & assocl: 
®''?’PS^ 881116 ltr request. 

mmt Cwrtiii '^''lities Generating Co.). 89/03/23. Docu- 
ment Control Branch (Document Control Desk). 400pp. 4913(^001-49131:083. 

3 w/utll re RCS cold hydrostatic 

® ltrs.Pubfic meet- 

G&lMEsr 1 S assure that NRC understands all Info. 

^ 

response to 

Chapter 12 of FSAR. Response requested by 890428, 

GRIM^.C.I. Comanche Peak Project Division. 89/03/30 CAHILL W l TLf Fiiartrir 

(formerly Texas Utilities Generating W). 5pp. 4921 

*i^2 FSAR Chapter 7 issues 

1 ,97*Propri6tHry WCAP*12228 & nonDfODrt6t©rv WCAP-IPPPQ 

wTil- |™=J;Pf0Pri8tary WCaV -12228 withheld (rif ' 

Electric (formerly Texas Utilities Generatina Co) 89/0^31 Doru 
inent Control Branch (Document (iontrol Desk). ISpp 39So"i9W9280:3a 
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-8904040216 Application for withholding proprietary WCAP-12228. "Transit Time Flow 
Meter Calculation” (ref 10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. 89/03/22. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 9pp. 49280:310-49280:318. 

-8904040219 "Transit Time Flow Meter Calculations.” 

TULEY.C.R. Westinghouse Electric Corp. WCAP-12229. 89/03/31. 5pp. 49280:319- 
49280:322. 

8904060366 Notification of 890406 meeting w/util in Rockville, MD to discuss techniques 
for going to cold shutdown during natural circulation conditions. 

WILSON, J.H. Assistant Director for Projects. 89/03/31. GRIMES, C.l. Comanche Peak 
Project Division. 4pp. 49226:017-49226:020. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904170039 Forwards info supporting Tech Spec change for lo-lo steam generator 
water level.Safety analysis demonstrating acceptability of lo-lo steam generator water 
level limit of 0% will be provided.Change included in upcoming FSAR amend. 
CAHILL,W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/04/06. Docu- 
ment Control Branch (Document Control Desk), 37pp. 49353:247-49353:283. 

8904170384 Summary of 890406 meeting w/util re proposed changes to Unit 1 initial 
startup testing program. List of attendees & slides used in util presentation end. . 
FIELDS, M. Comanche Peak Project Division. 89/04/11. Comanche Peak Project Divi- 
sion. 29pp. 49349:318-49349:346. 

8904200415 Provides addi info for NRC Plant Sys Branch FSAR review, per 881116 re- 
quest. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/04/14. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49426:260-49426:262. 


F. Security, medical, emergency 8t fire protection plans 

8903310302 Requests FEMA provide evaluation of upcoming 1989 full participation ex- 
ercise in support of licensing schedule for plant & confirmation that any revs to state 
&. local plans since 1984 have not degraded effectiveness of plans. 

CONGEL,F.J. Radiation Protection Branch. 89/03/24. KWIATKOWSKl.D. Federal 
Emergency Management Agency. 2pp. 49159:116-49159:117. 

8904060455 Fonwards response to NRC comments re plant emergency action level & 
classification scheme.Util will incorporate results of evaluations of fission barrier vs 
emergency classification scheme & critical safety function status. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/29. Docu- 
ment Control Branch (Document control Desk). 12pp. 49217:234-49217:245. 

8904040062 Informs of scheduled full participation emergency field exercise on 890725 
&26. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/31. Docu- 
ment Control Branch (Document Control Desk). Ip. 49191:315-49191:315. 

8904130104 Rev 7 to EPP-109,Rev 6 to EPP-205,Rev 0 to EPP-214,Rev 5 to EPP- 
303, Rev 8 to EPP-309,Rev 5 to EPP-310,Rev 0 to EPP-314 & Rev 0 to EPP-901 & 
Rev 5 to Corporate Emergency Response Procedure CERP-102,Attachment 6.3.W/ 
890404 ltr. 

CAH!LL,W.J., WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 
89/04/04. 225pp. 49320:002-49320:333. 


G. Adjudicatory correspondence 

8904240063 Memorandum & order CLI-89-06.* Denies J Macktal petition for limited 
intervention in proceedings & reconsideration of order denying Citizens for Fair Util 
Regulation petition to intervene.W/Certificate of Svc.Served on 890420. 

ChTlK.S.J. Office of the Secretary of the Commission. #289 8484. 89/04/20. 17pp. 
49366:266-49366:282. 


H. General correspondence 

8904190210 Informs of new mgt assignment.RJ Prince assumed position of assistant 
radiation protection manager.ResponsIbllities delineated. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/04/11. Docu- 
ment Control Branch (Document Control Desk). 4pp. 49392:148-49392:151. 


J. insurance & indemnity information 

8904240166 Forwards Endorsement 27 to NELIA NF-274. 

SAMUELS,J.L. Marsh & McLennan, Inc. 89/04/06. DINITZ.I. Office of Nuclear Reac- 
tor Regulation, Director (Post 87041 1). 2pp. 49452:259-49452:260. 


Q. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York. Inc. 98pp. 49176:168-49176:255. 

8903290168 Forwards Insp Repts 50-445/89-11 & 50-446/89-11 on 890208-0307. Viola- 
tions noted.No notice of violation will be issued since util took action to correct viola- 
tion & prevent recurrence. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/17. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 7pp. 49080:270-49080:291. 

-8903290176 Radiation Safety Insp Repts 50-445/89-11 & 50-446/89-11 on 890208- 
0307.Vlolations noted re undersized weld on HVAC duct supportMajor areas 
inspected’.licensee actions on previous insp findings & followup of violations/devi- 
ations. 

RUNYAN, M.F., LIVERMORE, H.H. Assistant Director for Inspection Programs. 89/03/ 
17. 15pp. 49080:277-49080:291. 


8903280386 Forwards Insp Repts 50-445/89-09 & 50-446/89-09 on 890208- 0307.No 
violations or deviations noted. 

WARNICK,R.F. Assistant Director for Inspection Programs. 89/03/20. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49063:062-49063:090. 

-8903280390 insp Repts 50-445/89-09 & 50-446/89-09 on 890208-0307.No violations 
or deviations noted.Major areas inspected: preoperatlonal retest program 
activlties,TMI Action Items I.C.6,II.B.1.2 & II.B.1.3. 

BITTER,S.D.. BURRIS, S.P., WIEBE.J.S, Office of Nuclear Reactor Regulation, Director 
(Post 870411). 89/03/20. 25pp. 49063:066-49063:090. 

8903280147 Forwards insp Repts 50-445/89-07 & 50-446/89-07 on 890208- 0307.No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/21. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49074:171-49074:182. 

-8903280149 Safety Insp Repts 50-445/89-07 & 50-446/89-07 on 890208- 0307.No 
violations or deviations noted.Major areas inspected:action on 10CFR50.55(e) defi- 
ciencies identified by applicant, corrective action program & general plant areas. 
LATTA,R.M.. LIVERMORE, H.H. Assistant Director for Inspection Programs. 89/03/21. 
8pp. 49074:175-49074:182. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 102pp. 49176:056-49176:157. 

8903290334 Ack receipt of 890224 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-445/88-82 & 50-446/88-78. . 

WARNICK,R.F. Assistant Director for Inspection Programs. 89/03/23. CAHILL, W.J, 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49120:350-49120:353. 

8903290271 Forwards Insp Repts 50-445/89-12 & 50-446/89-12 on 890208-0307 & 
notice of violation.NRC opinion that implementation of governing procedures for 
design control inadequate based on high rate of errors identified by NRC. 
WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/24. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49119:303-49119:344. 

-8903290277 Notice of violation from insp on 890208-0307.Violations noted:snubbers 
installed w/low strength bolting that could have been overstressed if subjected to max 
allowable design load & inadequate review of design calculations identified. 
WARNICK,R.F. Assistant Director for Inspection Programs. 89/03/24. 5pp. 
49119:309-49119:313. 

-8903290283 Resident Safety Insp Repts 50-445/89-12 & 50-446/89-12 on 890208- 
0307.Violations noted.Major areas inspected:applicant action on previous insp 
findings, followup on violations/ deviations & action on 1 0CFR50.55(e) deficiencies. 
LIVERMORE, H.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/ 
03/24. 31pp. 49119:314-49119:344. 

8904130166 Ack receipt of 890321 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-445/89-03 & 50-446/89-03. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/03/29. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49321:157-49321:160. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York. Inc, 108pp. 49185:070-49185:177. 

8904040065 Responds to NRC Bulletin 88-010, "Nonconforming Molded Case Circuit 
Breakers." 25 molded cases w/o established verifiable traceability on hold & will not 
be released until completion of verification of traceability. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.), 89/03/31. Docu- 
ment Control Branch (Document (jontrol Desk). 6pp. 49180:356-49180:361. 

8904040081 Suppis response to NRC Bulletin 88-005, "Nonconforming Matls Supplied 
by Piping Supplies, Inc at Folsom,NJ & West Jersey Mfg Co at Williamstown.NJ." Ac- 
ceptance & evaluation criteria used for Unit 1 flanges will also be used for Unit 2. 
CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/31. Docu- 
ment Control Branch (Document Control Desk), 3pp. 49192:295-49192:297. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904130176 Ack receipt of 890208 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-445/88-47 & 50-446/88-42. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/04/04. CAHILL,W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49298:185-49298:188. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3 .” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc lisi end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 
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S^4t80114 Forwards Team Insp Repts 50-445/89-14 & 50-446/89-14 on 890227- 
0307.NRC identified five open items requiring add! info & attribute not addressed by 
post-const hardware validation program. 

WARNICK,R.F. Assistant Director for Inspection Programs. 89/04/05. CAHILL,W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 6pp. 49381:230-49381:295. 

-8904180117 Team Insp Repts 50-445/89-14 & 50-446/89-14 on 890227-0307. No vio- 
lafens or deviations noted. Major areas in^sected: commodity/attribute matrix. 
NORKIN.D.P., RUNYAN, M.F.. LIVERMORE, H.H. Office of Nuclear Reactor Regulation. 
Director (Post 870411). 89/04/04. 60pp. 49381:236-49381:295. 

8904200265 Ack receipt of 881122 & 890215 Itrs In response to 881003 Itr re Insp 
Repts 50-445/88-56 & 50-446/88-52. 

WARN1CK,R,F. Assistant Director for Inspection Programs. 89/04/07. CAHILL. W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49403:307-49403:310. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Themnal Stresses in Piping Connected to 
RCS.” Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New Yorit, Inc. 109pp. 49388:037-49388:145. 

8904190477 Ack receipt of 881031 & 890215 Itrs informing NRC of steps taken to cor- 
rect violations noted in Insp Repts 50-445/88-59 & 50-446/88-55. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/04/12. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 5pp. 49391:142-49391:146. 

8904190486 Forwards Insp Repts 50-445/89-15 & 50-446/89-15 on 890308-0404.No 
violations or deviations noted. 

WARN1CK,R.F- Assistant Director for Inspection Programs. 89/04/12. CAHILL.\N.J, 
TU Electric (formerly Texas Utilities Generating Co.). 5pp. 49387:269-49387:285. 

-8904190'48).lnsp Repts 50-445/89-15 & 50-446/89-15 on 890308-0404.No significant 
safely matter, violation, deviation or unresolved item noted.Major areas 

lnsp^ed:applicant actions on previous insp findings & followup on violations/devi- 
ations. 

LATTA,R.M., LIVERMORE.H.H. Office of Nuclear Reactor Regulation, Director (Post 
870411). 89/04/12. 12pp. 49387:274-49387:285. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

RO^I,C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904200405 Forwards Insp Repts 50-445/89-19 & 50-446/89-19 on 890308- 0404 & 
notice of violation. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/04/14. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 6pp. 49402:022-49402:046. 

-8904200410 Notice of violation from insp on 890308-0404.Violation noted:QC Inspec- 
tors not equipped nor trained to measure listed insp attributes to tolerance required by 
post-const hardware validation program. 

WARNICK,R.F. Assistant Director for Inspection Programs. 89/04/14. 2pp. 
49402:028-49402:029. 

-8904200412 Safety Insp Repts 50-445/89-19 & 50-446/88-19 on 890308- 0404. Viola- 
tions noted.Major areas inspected:applicant actions on previous insp findings, followup 
on violations/ deviations & action on 10CFR50.55(e) deficiencies. 

RUNYAN.M.F., LIVERMORE,H.H. Office of Nuclear Reactor Regulation, Director (Post 
870411). 89/04/14. 17pp. 49402:030-49402:046. 

8904200419 Forwards Insp Repts 50-445/89-18 & 50-446/89-18 on 89030e-0404.No ’ 
violations or deviations noted. 

WARNICK,R.F. Assistant Director for Inspection Programs. 89/04/14. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 49426:137-49426:156. 

-8904200420 Insp Repts 50-445/89-18 & 50-446/89-18 on 890308-0404.No violations 
or deviations noted.Major areas inspected: follow up on violations/deviations & as- 
sessment of allegatlons.Two weaknesses noted. 

HALE.C.J., LIVERMORE, H.H. Office of Nuclear Reactor Regulation, Director (Post 
870411). 89/04/14. 16pp. 49426:141-49426:156. 

8904240216 Submits tabulation of plant primary tower parameters for Oct-Oec 1988, per 
Insp Rept 50-445/88-07 & 50-446/88-06. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/04/14. Docu- 
ment Control Branch (Document Control Desk). 4pp. 49449:251-49449:254. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERs & related correspondence 

8904060476 Supplemental Deficiency Rept CP-87-23 re conduit unions. Initially reported 
in 87Q727.Unit 1 corrective actions for issue rescheduled for completion by 
890602.Unit 2 corrective action completion schedule remains unchanged. 
WOODLAN.D.R., CAHILUW.J. TU Bectrlc (formerly Texas Utilities Generating Co.). 
89/03/29. Document Control Branch (Document Control Desk). Ip. 49226:078- 
49226:078. 

8904060483 Supplemental Deficiency Rept CP-87-59 re improper application of const 
aids.lnitiallu reported on 870921. Replacement of cable tray fittings for Unit 1 resched- 
uled to 890831. Schedule for Unit 2 unchanged. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/29. Docu- 
ment Control Branch (Document Control Desk). Ip. 49216:033-49216:033. 


8904060486 Supplemental Deficiency Rept CP-87-114 re potential misalignment of flexi- 
ble metal tubing in safety-related applications.lnitially reported on 880129.Unit 1 cor- 
rective actions rescheduled for 890525. Unit 2 schedule unchanged. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/29. Docu- 
ment Control Branch (Document Control Desk), ip, 49216:102-49216:102. 

8904070007 Final Deficiency Rept CP-89-005 re component cooling water sys thermal 
relief valves.lntially reported on 890227.AI! affected valves increased by either adjust- 
ing valve spring or replacing valve.Unit 1 actions completed by 890731. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/29. Docu- 
ment Control Branch (Document Control Desk), 2pp. 49236:003-49236:004. 

8904170291 Supplemental Deficiency Rept CP-86-68 re weather protection of Class IE 
components used in outdoor installations. Initially reported on 861 002.Completion of 
corrective action for Unit 1 rescheduled to 890609 & Unit 2 remains unchanged. 
WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 89/03/30. Doc- 
ument Control Branch (Document Control Desk). 1 p. 49364:360-49354:360. 

8904170298 Supplemental Deficiency Rept CP-87-54 re electrical design drawings not 
Implementing FSAR requirements for Class 1 E motor-operated valve motor 
starters.lnitially reported on 880128.Completion of wiring revs applicable to Unit 1 
only. 

CAHILL,W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/03/30. Docu- 
ment Control Branch (Document Control Desk). Ip. 49354:270-49354:270. 

8904040046 Supplemental Deficiency Repts CP-86-52 & CP-87-76 re cable tray splices/ 
connections & field drilled cable tray holes. Initially reported on 890429.Util clarified 
corrective actions re resolution of issues & completion schedule. 

WCX)DLAN,D.R. TU Electric (formerly Texas Utilities Generating Co.). 89/03/31. Doc- 
ument Control Branch (Document Control Desk). Ip. 49192:009-49192:009. 

8904040056 Deficiency Rept CP-88-38 re steam generator power-operated relief valve 
capacity in analysis of design basis steam generator tube rupture event presented in 
Chapter 15 of FSAR. Corrective action implementation schedule revised. 

CAHILL, W.J., WALKER, R.D. TU Electric (formerly Texas Utilities Generating Co.). 89/ 
03/31. Document Control Branch (Document Control Desk). Ip. 49191:357- 
49191:357. 


8904170172 Supplemental Deficiency Rept CP-86-51 re anchor bolts supplied by 
Hilti. Initially reported on 88091 4.Util concludes that 1/2 inch & 3/4 inch Hilti Kwik 
bolts will provide required safety. No further waikdowns required. 

CAHILL,W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/04/05. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49350:093-49350:094. 

8904140271 Interim Deficiency Rept CP-88-42 re cold spring in component cooling 
water piping.lnitially reported on 881207. Evaluation continuing. Next rept expected by 
890710. 

WOODLAN,D.R., CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 
89/04/06. Document Control Branch (Document Control Desk). 1p. 49348:303- 
49348:303. 


8904190076 Supplemental Deficiency Rept CP-87-129 re containment spray pH.lnitially 
reported on 880106.Util evaluating corrective action for item.Next rept submitted by 
890531 

CAHILL, W.J., WALKER, R.D. TU Electric (formerly Texas Utilities Generating Co.). 89/ 
04/10. Document Control Branch (Document Control Desk), Ip. 49385:232- 
49385:232. 


8904200111 Interim Deficiency Rept CP-89-06 re connecting linkage for closing spring 
charging motors in Class 1E 6.9 kV switchgear.lnitially reported on 89031 S.CIass IE 
circuit breakers to be inspected.Scheduled completion dates stated. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/04/12. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49401:333-49401:334. 


8904200424 Supplemental Deficiency Rept CP-88-23 re design basis groundwater level 
at facility.lnitially reported on 880204. Estimated date for completion of corrective ac- 
tions for Unit 1 extended until 89061 6.Unit 2 schedule unchanged. 

CAHILL, W.J., WALKER, R.D. TU Electric (formerly Texas Utilities Generating Co.). 89/ 
04/13. Document Control Branch (Document Control Desk). Ip. 49402:289- 
49402:289. 


8904200374 Supplemental Deficiency Rept CP-88-29 re feedwater split-flow bypass 
valves not incorporated into FSAR Chapter 15 accident analysis. Initially reported on 
880422. Qualification of Unit 1 bypass valves expected by 890731. 

CAHILL, W. TU Electric (formerly Texas Utilities Generating Co.). 89/04/14. Document 
Control Branch (Document Control Desk). Ip. 49403:001-49403:001. 

8904200402 Supplemental Deficiency Rept CP-87-47 re consumable mails replacement 
program.lnitially reported on 880209.Completion of remaining corrective actions for 
Unit 1 rescheduled to 89061 S.Actions for Unit 2 planned prior to fuel load. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/04/14. Docu- 
ment Control Branch (Document Control Desk). Ip. 49402:285-49402:286. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8904190384 Requests licensee to furnish ref matl listed in End 1 in order for NRC to 
prepare for requalification program evaluation site visit scheduled for wk of 
890703.Description of administration of exams & NRC rules & guidance also end. 
CALLAN,L.J. Region 4, Ofc of the Director. 89/04/07. CAHILL.W.J. TU Electric (for- 
merly Texas Utilities Generating Co.). 9pp. 49391 :093-49391 :1 01 . 
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F. Security, medical, emergency & fire protection plans 

8903300210 Forwards Safeguards Insp Repts 50-454/89-03 & 50-455/89-05 on 
890201 -0303 .no violations noted. 

GREGER.LR. Region 3, Ofc of the Director. 89/03/23. REED.C. CJommonwealth 
Edison Co. 2pp. 49144:098-49144:103. 

-8903300213 Physical Security Insp Repts 50-454/89-03 & 50-455/89-05 on 890201- 
0303. Major areas inspected:licensee plans for coping w/strikes, licensee Initial imple- 
mentation of strike plan & return to normal security operations. 

PIRTLE.G.L, CREED, J.R. Region 3, Ofc of the Director. 89/03/23. 4pp. 49144:100- 
49144:103. 

8904110065 Requests approval of change to response to Human Engineering Discrep- 
ancy 477 re addition of start/stop switches to control room for fire pumps in response 
to operator survey at Braidwood. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/03/30. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 49268:260-49268:261. 

8904180219 Advises that emergency operating procedures insp will be conducted at fa- 
cilities on 890508-1 9. List of required documents & insp schedule end. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/04/06. REED.C. Commonwealth 
Edison Co. 8pp. 49381:126-49381:133. 


J. Insurance & indemnity information 

8903290329 Fonvards Endorsements 23,18,34,27,202,176,54,36,114,97,105 & 93 to 
NELIA Policies NF-294,MF-128,NF-277,MF-114,NF.43, MF-22,NF-253,MF-104,NF- 
187,MF-54,NF-201 & MF-64, respectively. 

OSTER,J. Commonwealth Edison Co. 89/03/23. DINITZ,!, Office of Nuclear Reactor 
Regulation, Director (Post 87041 1 ). 25pp. 491 04:333-491 04:357, 


P. Operating license stage documents & correspondence 

8903300047 Forwards notices of consideration of issuance of amends to Licenses DPR- 
19,DPR-25.DPR-29.DPR-30,NPF-11.NPF-18,DPR-39, DPR-48,NPF-37,NPF-66,NPF-72 
& NPF-77.Amends consist of organizational changes. 

MULLER, D.R. Project Directorate III-2. 89/03/16. BLISS,H.E. Commonwealth Edison 
Co. 8pp. 49131:084-49131:122. 

-8903300063 Notice of consideration of issuance of amends to Licenses NPF-37,NPF- 
66,NPF-72 & NPF-77 & proposed NSHC determination & opportunity for hearing on 
890217 request re revs of Tech Specs to conform w/guidellnes of Generic Ltr 88-06. 

* NRC - No Detailed Affiliation Given. 89/03/09. 7pp. 49131:116-49131:122. 

8903300009 Forwards Amends 25 & 25 to Licenses NPF-37 & NPF-66, respectively & 
safety evaluation.Amends authorizes licensee to Increase capacity of spent fuel pool 
from currently approved capacity of 1 ,060 fuel assemblies to 2,870. 

OLSHAN.LN. Project Directorate III-2. 89/03/17. BLISS, H.E. Commonwealth Edison 
Co. 3pp. 49131:291-49131:316. 

-890330001 1 Amends 25 & 25 to Licenses NPF-37 & NPF-66, respectively, authorizing 
licensee to increase capacity of spent fuel pool from currently approved capacity of 
1 ,060 fuel assemblies to proposed capacity of 2,870 fuel assemblies. 

MULLER,D.R. Project Directorate III-2. 89/03/17. 7pp. 49131:294-49131:300. 

-8903300012 Safety evaluation supporting Amends 25 & 25 to Licenses NPF-37 & 
NPF-66, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/17. 16pp. 
49131:301-49131:316. 

8904120170 Forwards Amends 26 to Licenses NPF-37 & NPF-66 & Amends 15 to Li- 
censes NPF-72 & NPF-77,respectively & safety evaluation.Amends approve changes 
that modify specs having cycle-specific Fxy limits & correct typos. 

SANDS,S.P., OLSHAN,LN. Project Directorate III-2. 89/03/28. BLISS.H.E. Common- 
wealth Edison Co. 4pp. 49295:147-49295:171. 

-8904120175 Amends 26 to Licenses NPF-37 & NPF-66,respectively, modifying specs 
having cycle-specific Fxy limits by replacing values of limits w/ref to operating limits 
rept for value of limits & correcting tupos in Section 6.9.1. 7. 

MULLER,D.R. Project Directorate 1 1 1-2. 89/03/28. 9pp. 49295:152-49295:160. 

-8904120179 Amends 15 to Licenses NPF-72 & NPF-77,respectively,modifying specs 
having cycle-specific Fxy limits by replacing values of limits w/ref to operating limits 
rept for value of limits & correcting typos in Section 6.9.1. 7. 

MULLER, D.R. Project Directorate 111-2. 89/03/28. 9pp. 49295:161-49295:169. 

-8904120182 Safety evaluation supporting Amends 26 & 15 to Licenses NPF-37,NPF- 
66, NPF-72 & NPF-77,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/28. 2pp. 
49296:170-49295:171. 

8904030416 Forwards notice of withdrawal of application for amends to Licenses DPR- 
37 & NPF-66 to accomodate mod to narrow range resistance temp detectors in RCS, 
OLSHAN,LN. Project Directorate III-2. 89/03/29. BLISS.H.E. Commonwealth Edison 
Co. 2pp. 49181:357-49181:361. 

-8904030424 Notice of withdrawal of application for amends to Licenses NPF-37 & 
NPF-66. Amends would revise Tech Specs to accomodate mod to narrow range resist- 
ance temp detectors in RCS. 

OLSHAN.LN. Project Directorate III-2. 89/03/29. 3pp. 49181:359-49181:361. 

8904130078 Requests approval of use of fuses for electrical isolation of non-Class IE 
loads/circuits from Class IE dc power sys.by 890801. Description of proposed mod & 
updated FSAR revs required for electrical isolation end. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/03/29. MURLEY.T.E, Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 8pp. 49298:164-49298:171. 

8904110065 Requests approval of change to response to Human Engineering Discrep- 
ancy 477 re addition of start/stop switches to control room for fire pumps in response 
to operator survey at Braidwood. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/03/30, MURLEY,T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 49268:260-49268:261. 


8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservIce testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904130281 Application for amends to Ucenses NPF-37.NPF-66.NPF-72 & NPF-77.re- 
vising Tech Spec Tables 3.3-1 & 4.3-1 .per Generic Ltr 85-09 for reactor trip sys auto- 
matic actuation using shunt coil trip attachments. 

HUNSADER.S.C. Commonwealth Edison Co. 89/04/03. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 49298:126-49298:152. 

-8904130287 Proposed Tech Specs.changing Tables 3.3-1 & 4.3-1 .per Generic Ltr 85- 
09 for reactor trip sys automatic actuation using shunt coil trip attachments. 

* Commonwealth Edison Co. 89/04/03. 23pp. 49298:130-49298:152. 

8904200161 Application for amends to Licenses NPF-37 & NPF-66,removing motor-op- 
erated Valves OSX063A & OSX063B from Tech Specs 3.8-2a & 3.8-2b- 
CHRZANOWSKI.R. Commonwealth Edison Co. 89/04/07. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 3pp. 49395:268-49395:275. 

-8904200219 Proposed Tech Specs removing motor-operated Valves OSX063A & 
OSX063B from Tech Specs 3.8-2a & 3.8-2b. 

* Commonwealth Edison Co. 89/04/07. 5pp. 49395:271-49395:275. 

8904210064 Requests submittal of Tech Spec amend re use of criteria other than Reg 
Guide 1.108 when determining emergency diesel generator demands.Reg Guide 
1.09,Rev 3 should be issued by end of yr. 

OLSHAN,L.N. Project Directorate 1 11-2. 89/04/07. BLISS,H.E. Commonwealth Edison 
Co. 3pp. 49444:301-49444:303. 

8904180061 Notification of 890503 meeting w/util in Rockville,MD to discuss using leak 
before break methodology on lines connected to RCS. 

OLSHAN,L.N.. SANDS.S.P. Project Directorate III-2. 89/04/10. MULLER.D.R. Project 
Directorate 1 1 1-2. 2pp. 49380:359-49380:360. 

8904180065 Notification of 890502 meeting w/util in Rockville,MD to discuss nonlinear 
piping analysis to remove snubbers & pipe supports. 

OLSHAN,L.N., SANDS,S.P. Project Directorate III-2. 89/04/10. MULLER.D.R. Project 
Directorate 111-2. 2pp. 49375:336-49375:337. 

8904240217 Forwards notice of consideration of issuance of amends to Licenses NPF- 
37, NPF-66, NPF-72 & NPF-77.Amends revise Tech Specs to modify surveillance re- 
quirements for venting ECCS equipment. 

MULLER.D.R, Project Directorate III-2. 89/04/12. BLISS.H.E. Commonwealth Edison 
Co. 3pp. 49447:018-49447:024. 

-8904240221 Notice of consideration of issuance of amends to Licenses NPF-37,NPF- 
66,NPF-72 & NPF-77 & opportunity for hearing. Amends change Tech Specs to 
modify surveillance requirements for venting ECCS equipment. 

MULLER.D.R. Project Directorate III-2. 89/04/12. 4pp. 49447:021-49447:024. 

8904240429 Forwards responses to station blackout rule re ability of LWR plants to 
withstand & recover from station blackout & list of procedures to be implemented for 
station blackout events. 

RICHTER.M.H. Commonwealth Edison Co. 89/04/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 45pp. 49449:123-49449:167. 


Q. inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903300073 Forwards app to SALP 8 Repts 50-454/88-12 & 50-455/88-12. Issuance of 
app serves as final step in SALP assessment process, per 890127 meeting. 

DAVIS.A.B. Region 3, Ofc of the Director. 89/03/21 . REED.C. Commonwealth Edison 
Co. 2pp. 49123:324-49123:340. 

-8903300078 App to SALP 8 Repts 50-454/88-12 & 50-455/88-12 for Nov 1987 - Oct 

* Region 3, Ofc of the Director. 89/03/21. 13pp. 49123:326-49123:340. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903300210 Fon^vards Safeguards Insp Repts 50-454/89-03 & 50-455/89-05 on 
890201 -0303.NO violations noted. 

GREGER.LR. Region 3, Ofc of the Director. 89/03/23. REED.C. Commonwealth 
Edison Co. 2pp. 49144:098-49144:103. 

-8903300213 Physical Security Insp Repts 50-454/89-03 & 50-455/89-05 on 890201- 
0303.Major areas inspected:licensee plans for coping w/strikes, licensee initial imple- 
mentation of strike plan & return to normal security operations. 

PIRTLE.G.L.. CREED, J.R. Region 3, Ofc of the Director. 89/03/23. 4pp. 49144:100- 
49144:103. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNN1NGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds In DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 
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8904140020 Forwards Safety (nsp Repts 50-454/89-07 & 50-455/89-10 on 890313-17 
& 22 & notice of violation. 

COOPER.R.W. Region 3, Ofc of the Director. 89/03/31. REED.C. Commonwealth 
Edison Co. 2pp. 49331:349-49331:360. 

-8904140022 Notice of violation from insp on 890313-17 & 22. Violation 

noted:Surveiliance Procedure 2BVS 0.5.SI2-3 did not contain adequate acceptance 
criteria to ensure accumulator outlet check valves full-stroked exercised w/ASME 
Code Section XI. 

COOPER.R.W. Region 3, Ofc of the Director. 89/03/31. Ip. 49331:351-49331:351. 

-8904140023 Insp Repts 50-454/89-07 & 50-455/89-10 on 890313-17 & 22. Violation 
noted.Major areas inspected:implementation of inservlce testinaincluding administra- 
tive & technical procedures, performance of testing & retention of records. 

SMITH.J.F, HUBER.M.P.. DANIELSON, D.H. Region 3, ac of the Director. 89/03/31. 
9pp. 49331:352-49331:360. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04, 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York. Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 .2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904180219 Advises that emergency operating procedures insp will be conducted at fa- 
cilities on 890508-1 9.List of required documents & Insp schedule end. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/04/06. REED.C. Commonwealth 
Edison Co. 8pp. 49381:126-49381:133. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904180157 Forwards safety evaluation concluding that Rev 1 to 10-yr interval inservice 
insp program plan constitutes part of basis for meeting requirements of 10CFR50.55a 
& Tech Spec 4.0.5.Technical evaluation rept also encl.W/o second rept 
OLSHAN.L.N. Project Directorate 111-2. 89/04/11. BLISS,H.E. Commonwealth Edison 
Co. 4pp. 49372:222-49372:234. 

—8904180162 Safety evaluation concluding that Rev 1 to first 10-yr interval inservice 
insp program plan constitutes basis for compliance w/10CFR50.55a & Tech Spec 
4.0.5.Response to Items 2.2.2 & 2.2.3 of INEL technical evaluation rept requested. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/11. 9pp. 
49372:226-49372:234. 

8904200396 Forwards Safety Insp Repts 50-454/89-09 & 50-455/89-06 on 890227- 
0316 & notice of violation. Results of insp indicated some weaknesses in areas of 
design control & post-mod testing. 

MILLER.H.J. Region 3, Ofc of the Director. 89/04/13. REED.C. Commonwealth 
Edison Co. 3pp. 49395:296-49395:312. 

-8904200397 Notice of violation from insp on 890227-031 6.Violations noted:design con- 
trol measures did not ensure tht design basis for sys & components correctly translat- 
ed Into specs & safety evaluations did not provide basis re safety question. 
MILLER.H.J. Region 3, Ofc of the Director. 89/04/13. 2pp. 49395:299-49395:300. 

-8904200399 Insp Repts 50-454/89-09 & 50-455/89-06 on 890227-0316. Violations 
noted.Major areas inspected:design changes & mods & dedication of commercial 
grade equipment for safety-related applications. 

HASSE.R.A., BONGIOVANNI.A., LOUGHEED.V.P. Region 3. Ofc of the Director. 89/ 
04/ 1 2. 1 2pp. 49395:301-49395:31 2. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904240283 Monthly operating repts for Mar 1989 for Byron Units 1 & 2. 
SPITZER,D.J. Commonwealth Edison Co. 89/03/31. 13pp. 49518:241-49518:253. 

-8904270260 Revised monthly operating repts for Byron Units 1 & 2 for Feb 1989. 
SPITZER,D.J. Commonwealth Edison Co. 89/02/28. 4pp. 49518:254-49518:256. 


V. Operator Examinations 


8903290028 Confirms 89041 1 meeting w/util in Glen Ellyn, IL to discuss initial senior re- 
actor operator NRC license exam task force investigation results. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/03/22. REED.C. Commonwealth 
Edison Co. 1p. 49081:062-49081:062. 

8904060131 Discusses licensee requests for changes to requalification 
program. Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes In outage schedules & reorganization of training pro- 
grams. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

6903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET STN-50-455 BYRON STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8903300210 Forwards Safeguards Insp Repts 50-454/89-03 & 50-455/89-05 on 
890201 -0303 .no violations noted. 

GREGER,L.R. Region 3, Ofc of the Director. 89/03/23. REED.C. Commonwealth 
Edison Co. 2pp. 49144:098-49144:103. 

-8903300213 Physical Security Insp Repts 50-454/89-03 & 50-455/89-05 on 890201- 
0303.Major areas inspected:licensee plans for coping w/strikes, licensee initial imple- 
mentation of strike plan & return to normal security operations. 

PIRTLE.G.L. Region 3, Ofc of the Director. 89/03/23. 4pp. 49144:100-49144:103. 

8904110065 Requests approval of change to response to Human Engineering Discrep- 
ancy 477 re addition of start/stop switches to control room for fire pumps in response 
to operator survey at Braidwood. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/03/30. MURLEY.T.E, Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 49268:260-49268:261. 

8904180219 Advises that emergency operating procedures insp will be conducted at fa- 
cilities on 890508-1 9.List of required documents & insp schedule end. 

WRIGHT.G.C. Region 3. Ofc of the Director. 89/04/06. REED.C. Commonwealth 
Edison Co. 8pp. 49381:126-49381:133. 


P. Operating license stage documents & correspondence 


8903300047 Forwards notices of consideration of issuance of amends to Licenses DPR- 
19,DPR.25.DPR-29.DPR-30,NPF-11.NPF-18.DPR-39. DPR-48,NPF-37,NPF-66,NPF-72 
& NPF-77.Amends consist of organizational changes. 

MULLER,D.R, Project Directorate III-2. 89/03/16. BLISS, H.E. Commonwealth Edison 
Co. 8pp. 49131:084-49131:122. 

—8903300063 Notice of consideration of issuance of amends to Licenses NPF-37,NPF- 
66,NPF-72 & NPF-77 & proposed NSHC determination & opportunity for hearing on 
890217 request re revs of Tech Specs to conform w/guideiines of Generic Ltr 88-06. 

* NRC - No Detailed Affiliation Given. 89/03/09. 7pp. 49131:116-49131:122. 

8903300009 Forwards Amends 25 & 25 to Licenses NPF-37 & NPF-66, respectively & 
safety evaluation.Amends authorizes licensee to increase capacity of spent fuel poo! 
from currently approved capacity of 1 ,060 fuel assemblies to 2,870. 

OLSHAN.L.N. Project Directorate III-2. 89/03/17. BLISS.H.E. Commonwealth Edison 
Co. 3pp. 49131:291-49131:316. 

“8903300011 Amends 25 & 25 to Licenses NPF-37 & NPF-66, respectively, authorizing 
licensee to increase capacity of spent fuel pool from currently approved capacity of 
1 ,060 fuel assemblies to proposed capacity of 2,870 fuel assemblies. 

MULLER.D.R. Project Directorate III-2. 89/03/17. 7pp. 49131:294-49131:300. 

—8903300012 Safety evaluation supporting Amends 25 & 25 to Licenses NPF-37 & 
NPF-66, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/17. 16pp. 
49131:301-49131:316. 

8904120170 Forwards Amends 26 to Licenses NPF-37 & NPF-66 & Amends 15 to Li- 
censes NPF-72 & NPF-77, respectively & safety evaluation.Amends approve changes 
that modify specs having cycle-specific Fxy limits & correct typos. 

SANDS.S.P., OLSHAN.LN. Project Directorate III-2. 89/03/28. BLISS,H.E. Common- 
wealth Edison Co. 4pp. 49295:147-49295:171. 

“8904120175 Amends 26 to Licenses NPF-37 & NPF-66, respectively, modifying specs 
having cycle-specific Fxy limits by replacing values of limits w/ref to operating limits 
rept for value of limits & correcting tupos in Section 6.9. 1.7. 

MULLER.D.R, Project Directorate III-2. 89/03/28. 9pp. 49295:152-49295:160. 

-8904120182 Safety evaluation supporting Amends 26 & 15 to Licenses NPF-37, NPF- 
66.NPF-72 & NPF-77.respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/28. 2pp. 
49295:170-49295:171. 

8904030416 Forwards notice of withdrawal of application for amends to Licenses DPR- 
37 & NPF-66 to accomodate mod to narrow range resistance temp detectors in RCS. 
OLSHAN,L.N. Project Directorate III-2. 89/03/29. BLISS.H.E. Commonwealth Edison 
Co. 2pp. 49181:357-49181:361. 

-8904030424 Notice of withdrawal of application for amends to Licenses NPF-37 & 
NPF-66. Amends would revise Tech Specs to accomodate mod to narrow range resist- 
ance temp detectors in RCS. 

OLSHAN.LN. Project Directorate III-2. 89/03/29. 3pp. 49181:359-49181:361. 
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8904130078 Requests approval of use of fuses for electrical isolation of non-Class IE 
loads/circuits from Class 1E dc power sys.by 890801. Description of proposed mod & 
updated FSAR revs required for electrical isolation end. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/03/29. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 8pp. 49298:164-49298:171. 

8904110065 Requests approval of change to response to Human Engineering Discrep- 
ancy 477 re addition of start/stop switches to control room for fire pumps In response 
to operator survey at Braidwood. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/03/30. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 49268:260-49268:261. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable insen/ice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904130281 Application for amends to Licenses NPF-37,NPF-66,NPF-72 & NPF-77, re- 
vising Tech Spec Tables 3.3-1 & 4.3-1, per Generic Ltr 85-09 for reactor trip sys auto- 
matic actuation using shunt coil trip attachments. 

HUNSADER.S.C. Commonwealth Edison Co. 89/04/03. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1). 2pp. 49298:126-49298:152. 

-8904130287 Proposed Tech Specs.changing Tables 3.3-1 & 4.3-1, per Generic Ltr 85- 
09 for reactor trip sys automatic actuation using shunt coil trip attachments. 

* Commonwealth Edison Co. 89/04/03. 23pp. 49298:130-49298:152. 

8904200161 Application for amends to Licenses NPF-37 & NPF-66,removing motor-op- 
erated Valves OSX063A & OSX063B from Tech Specs 3.8-2a & 3,8-2b. 
CHRZANOWSKI.R. Commonwealth Edison Co. 89/04/07. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 3pp. 49395:268-49395:275. 

-8904200219 Proposed Tech Specs removing motor-operated Valves OSX063A & 
OSX063B from Tech Specs 3.8-2a & 3.8-2b. 

• Commonwealth Edison Co. 89/04/07. 5pp, 49395:271-49395:275. 

8904210064 Requests submittal of Tech Spec amend re use of criteria other than Reg 
Guide 1.108 when determining emergency diesel generator demands.Reg Guide 
1.09, Rev 3 should be issued by end of yr. 

OLSHAN.LN. Project Directorate lli-2. 89/04/07. BLISS.H.E. Commonwealth Edison 
Co. 3pp. 49444:301-49444:303. 

8904180061 Notification of 890503 meeting w/util in Rockville.MD to discuss using leak 
before break methodology on lines connected to RCS. 

OLSHAN.LN.. SANDS, S.P. Project Directorate III-2. 89/04/10. MULLER, D.R. Project 
Directorate III-2. 2pp. 49380:359-49380:360. 

8904180065 Notification of 890502 meeting w/util in Rockville.MD to discuss nonlinear 
piping analysis to remove snubbers & pipe supports. 

OLSHAN.L.N., SANDS.S.P. Project Directorate III-2. 89/04/10. MULLER.D.R. Project 
Directorate III-2. 2pp. 49375:336-49375:337. 

8904240217 Forwards notice of consideration of issuance of amends to Licenses NPF- 
37,NPF-66,NPF-72 & NPF-77.Amends revise Tech Specs to modify surveillance re- 
quirements for venting ECCS equipment. 

MULLER.D.R. Project Directorate III-2. 89/04/12. BLISS.H.E. Commonwealth Edison 
Co. 3pp. 49447:018-49447:024. 

-8904240221 Notice of consideration of issuance of amends to Licenses NPF-37,NPF- 
66,NPF-72 & NPF-77 & opportunity for hearing. Amends change Tech Specs to 
modify surveillance requirements for venting ECCS equipment 
MULLER.D.R. Project Directorate III-2. 89/04/12. 4pp. 49447:021-49447:024. 

8904240429 Forwards responses to station blackout rule re ability of LWR plants to 
withstand & recover from station blackout & list of procedures to be implemented for 
station blackout events. 

RICHTER, M.H. Commonwealth Edison Co. 89/04/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 45pp. 49449:123-49449:167. 


O. Inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903300073 Forwards app to SALP 8 Repts 50-454/88-12 & 50-455/88-12. Issuance of 
app serves as final step in SALP assessment process.per 890127 meeting, 

DAVIS, A.B. Region 3, Ofc of the Director. 89/03/21. REED.C, Commonwealth Edison 
Co. 2pp. 49123:324-49123:340. 

-8903300078 App to SALP 8 Repts 50-464/88-12 & 50-455/88-12 for Nov 1987 - Oct 
1988. 

* Region 3. Ofc of the Director. 89/03/21. 13pp. 49123:326-49123:340. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903300210 Forwards Safeguards Insp Repts 50-454/89-03 & 50-455/89-05 on 
890201 -0303.NO violations noted. 

GREGER,L-R. Region 3, Ofc of the Director. 89/03/23. REED.C. Commonwealth 
Edison Co. 2pp. 49144:098-49144:103. 

-8903300213 Physical Security Insp Repts 50-454/89-03 & 50-455/89-05 on 890201- 
0303.Maior areas inspected:llcensee plans for coping w/strikes, licensee Initial imple- 
mentation of strike plan & return to normal security operations. 

PIRTLE,G.L, CREED,J.R. Region 3, Ofc of the Director. 89/03/23. 4pp. 49144:100- 
49144:103. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp, 49204:001-49204:095. 


8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Mat!.” Svc 
list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp, 49205:001-49205:109. 

8903270348 Suppl 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904140020 Forwards Safety Insp Repts 50-454/89-07 & 50-455/89-10 on 890313-17 
& 22 & notice of violation. 

COOPER, R.W. Region 3, Ofc of the Director. 89/03/31. REED,C. Commonwealth 
Edison Co. 2pp. 49331:349-49331:360. 

-8904140022 Notice of violation from insp on 890313-17 & 22.Violation 

noted:Surveillance Procedure 2BVS 0.5.SI2-3 did not contain adequate acceptance 
criteria to ensure accumulator outlet check valves full-stroked exercised w/ASME 
Code Section XI. 

COOPER,R.W. Region 3, Ofc of the Director. 89/03/31. Ip. 49331:351-49331:351. 

-8904140023 Insp Repts 50-454/89-07 & 50-455/89-10 on 890313-17 & 22. Violation 
noted.Major areas inspected:implementation of inservice testing, including administra- 
tive & technical procedures,performance of testing & retention of records. 

SMITH,J.F, HUBER,M.P.. DANtELSON,D.H. Region 3, Ofc of the Director. 89/03/31. 
9pp. 49331:352-49331:360. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904180219 Advises that emergency operating procedures insp will be conducted at fa- 
cilities on 890508-1 9.List of required documents & insp schedule end. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/04/06. REED.CO. Commonwealth 
Edison Co. 8pp. 49381:126-49381:133. 

8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co, of New York, Inc. 109pp. 49388:037-49388:145. 

8904200396 Forwards Safety Insp Repts 50-454/89-09 & 50-455/89-06 on 890227- 
0316 & notice of violation. Results of insp indicated some weaknesses in areas of 
design control & post-mod testing. 

MILLER.H.J. Region 3, Ofc of the Director. 89/04/13. REED.C. Commonwealth 
Edison Co. 3pp. 49395:296-49395:312. 

-8904200397 Notice of violation from insp on 890227-031 6. Violations noted:design con- 
trol measures did not ensure tht design basis for sys & components correctly translat- 
ed into specs & safety evaluations did not provide basis re safety question. 
MILLER.H.J. Region 3. Ofc of the Director. 89/04/13. 2pp. 49395:299-49395:300. 

-8904200399 Insp Repts 50-454/89-09 & 50-455/89-06 on 890227-0316. Violations 
noted.Major areas inspected:design changes & mods & dedication of commercial 
grade equipment for safety-related applications. 

HASSE,R.A., BONGIOVANNI.A., LOUGHEED.V.P. Region 3, Ofc of the Director. 89/ 
04/12. 12pp. 49395:301-49395:312. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904240283 Monthly operating repts for Mar 1 989 for Byron Units 1 & 2. 
SPITZER,D.J. Commonwealth Edison Co. 89/03/31. 13pp. 49518:241-49518:253. 

-8904270260 Revised monthly operating repts for Byron Units 1 & 2 for Feb 1989. 
SPITZER,D.J. Commonwealth Edison Co. 89/02/28. 4pp. 49518:254-49518:256. 
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S. R@|»«rtabla oe«urr®neea, LERs & rtlitad eorrespondonc® 

3903280345 RO:on 890214,nonvalid test & failure experienced on 2B diesel 
enerator. Caused by nuclear station operator inexperience & procedural 
iscrepancy.Nuclear station operator counseled & procedure change initiated. 
PLENIEWICZ.R. Commonwealth Edison Co. 89/03/20. DAVIS, A.B. Region 3. Ofc of 
the Director. 2pp. 49119:088-49119:089. 

8903310051 LER 89-002-00:on 890220, boron dilution protection sys blocked for greater 
than 1 h during cold shutdown. Caused by lack of administrativ’e tracking tools avail- 
able to operator. Timers w/alarm capability made available. W/890321 Itr. 

FLAHIVE,R., PLENIEWICZ.R- Commonwealth Edison Co. 89/03/21. 4pp. 49148:200- 
49148:203. 

3^030351 LER 89-003-00:on 890227, containment ventilation isolation occurred due to 
radiator monitor failure of checksource testCaused by faulty detector. Detector re- 
placed & monitor tested & returned to svc.W/890328 Itr. 

FLAHIVE.R., PLENIEWICZ.R. Commonwealth Edison Co. 89/03/28. 4pp. 49181:088- 
49181:091. 

3904170252 LER 89-003-00:on 890304, undervoltage condition occurred when line bus 
tie breakers opened due to fault in line. Monitors returned to normal operations after 
voltage transient passed & breakers reclosed.W/890331 Itr. 

JAVORIK.A., PLENiEWICZ.R. Commonwealth Edison Co. 89/03/31. 4pp. 49349:243- 
49349:246. 


V. Operator Examinations 

8903290028 Confirms 89041 1 meeting w/util in Glen Ellyn, IL to discuss initial senior re- 
actor operator NRC license exam task force investigation results. 

GREENMAN.E.G. Region 3. Ofc of the Director. 89/03/22. REED.C. Commonwealth 
Edison Co. Ip. 49081:062-49081:062. 

8904060131 Discusses licensee requests for changes to requaiification 
program.Requests include extension of max time period of 24 months for requaiifica- 
tion cycle to account for changes In outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 

8904070010 Forwards response to request for review of security physical fitness pro- 
gram to assure that program adequately demonstrates response conditions for emer- 
gency situations, per Insp Repts 50-456/88-30 & 60-457/88-30.Encl withheld. 
BLISS.H.E. Commonwealth Edison Co. 89/01/03. DAViS.A.B. Region 3, Ofc of the Di- 
rector. Ip. 49242:313-49242:313. 

8904180226 Revised EPlPs, Including Rev 12 to BwZP 600-1, “Prioritized Call Listing for 
Staff Augmentation" & Rev 14 to BwZP 600-3, “Support Group Directory.” 

* Commonwealth Edison Co. 89/03/28. 35pp. 49372:014-49372:048, 

8904110065 Requests approval of change to response to Human Engineering Discrep- 
ancy 477 re addition of start/stop switches to control room for fire pumps in response 
to operator survey at Braidwood. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/03/30. MURLEY,T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 49268:260-49268:261. 

8904170026 Forwards Safety Insp Repts 50-456/89-05 & 50-457/89-05 on 890203- 
0318.No violations noted. 

MCKENNA, E. Region 3, Ofc of the Director. 89/04/03. REED,C. Commonwealth 
Edison Co. 2pp. 49370:011-49370:033. 

-8904170027 Insp Repts 50-456/89-05 & 50-457/89-05 on 890203-031 8.No violations 
noted. Major areas inspectedrlicensee action on previously identified items, LER 
r 0 view,reglonal request, followup on TMt action Item.ESF sys & security. 

HINDS.J.M. Region 3, Ofc of the Director. 89/03/29. 21pp. 49370:013-49370:033. 

8904180219 Advises that emergency operating procedures insp will be conducted at fa- 
cilities on 890508-1 9. List of required documents & insp schedule enci. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/04/06. REED,C. Commonwealth 
Edison Co. 8pp. 49381:126-49381:133. 

8904200229 Revised block index procedures, including Rev 0 to BwZP 500-10, “Emer- 
gency Operations Facility (EOF) Inventory (Primary Responsibility-Generating Station 
Emergency Plan Coordinator)*’ & Rev 0 to BwZP 500-1 0A1. 

• Commonwealth Edison Co. 89/04/10. 8pp. 49402:253-49402:260. 


il. Insurance & indemnity information 

8903290329 Forwards Endorsements 23,18,34,27,202,176,54.36,114.97.105 & 93 to 
NELIA Policies NF-294,MF-128,NF-277,MF-114,NF-43, MF-22,NF-253.MF-104,NF- 
187,MF-54,NF.201 & MF-64, respectively. 

OSTER^J, Commonwealth Edison Co. 89/03/23. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 87041 1 ). 25pp. 491 04:333-491 04:357. 


P. CH^ratlng license stage documents & correspondence 

8M33(KNM7 Forwards notices of consideration of issuance of amends to Licenses DPR- 
1 9.DPR-25,DPR-29,DPR-30,NPF-1 1 .NPF-1 8,DPR-39. DPR-48.NPF-37,NPF-66,NPF-72 
& NPF-77.Amends con^st of organizational changes, 

MULLER, D.R, Project Directorate HI-2. 89/03/16. BLISS.H.E. Commonwealth Edison 
Co. 8pp. 49131:08449131:122. 


-8903300063 Notice of consideration of Issuance of amends to Licenses NPF-37,NPF- 
66,NPF-72 & NPF-77 & proposed NSHC determination & opportunity for hearing on 
890217 request re revs of Tech Specs to conform w/guldelines of Generic Ltr 88-06. 

* NRC - No Detailed Affiliation Given. 89/03/09. 7pp. 49131:116-49131:122. 

8904120170 Forwards Amends 26 to Licenses NPF-37 & NPF-66 & Amends 15 to Li- 
censes NPF-72 & NPF-77, respectively & safety evaluation.Amends approve changes 
that modify specs having cycle-specific Fxy limits & correct typos. 

SANDS.S.P., OLSHAN.LN. Project Directorate 111-2. 89/03/28. BLISS.H.E. Common- 
wealth Edison Co. 4pp. 49295:147-49295:171. 

-8904120179 Amends 15 to Licenses NPF-72 & NPF-77, respectively, modifying specs 
having cycle-specific Fxy limits by replacing values of limits w/ref to operating limits 
rept for value of limits & correcting typos in Section 6.9.1. 7. 

MULLER, D.R. Project Directorate III-2. 89/03/28. 9pp. 49295:161-49295:169. 

-8904120182 Safety evaluation supporting Amends 26 & 15 to Licenses NPF-37, NPF- 
66, NPF-72 & NPF-77, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/28. 2pp. 
49295:170-49295:171. 

8904130078 Requests approval of use of fuses for electrical isolation of non-Class 1E 
loads/circuits from Class 1 E dc power sys, by 890801 .Description of proposed mod & 
updated FSAR revs required for electrical isolation end. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/03/29. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 8pp. 49298:164-49298:171. 

8904110065 Requests approval of change to response to Human Engineering Discrep- 
ancy 477 re addition of start/stop switches to control room for fire pumps in response 
to operator survey at Braidwood. 

CHR2ANOWSKI,R. Commonwealth Edison Co. 89/03/30. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 49268:260-49268:261. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904130281 Application for amends to Licenses NPF-37, NPF-66.NPF-72 & NPF-77, re- 
vising Tech Spec Tables 3.3-1 & 4.3-1, per Generic Ltr 85-09 for reactor trip sys auto- 
matic actuation using shunt coil trip attachments. 

HUNSADER.S.C. Commonwealth Edison Co. 89/04/03. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 49298:126-49298:152. 

-8904130287 Proposed Tech Specs, changing Tables 3.3-1 & 4.3-1, per Generic Ltr 85- 
09 for reactor trip sys automatic actuation using shunt coil trip attachments. 

* Commonwealth Edison Co. 89/04/03. 23pp. 49298:130-49298:152. 

8904200247 Confirms 890426 meeting to present SALP 8 rept for facilities. 
GREENMAN.E.G. Region 3, Ofc of the Director. 89/04/06. REED.C. Commonwealth 
Edison Co. 2pp. 49395:276-49395:277. 

8904180061 Notification of 890503 meeting w/utii in Rockville, MD to discuss using leak 
before break methodology on lines connected to RCS. 

OLSHAN.LN., SANDS.S.P. Project Directorate III-2. 89/04/10. MULLER, D.R. Project 
Directorate III-2. 2pp. 49380:359-49380:360. 

8904180065 Notification of 890502 meeting w/util in Rockville, MD to discuss nonlinear 
piping analysis to remove snubbers & pipe supports. 

OLSHAN.LN., SANDS.S.P. Project Directorate III-2. 89/04/10. MULLER.D.R. Project 
Directorate III-2. 2pp. 49375:336-49375:337. 

8904240217 Forwards notice of consideration of issuance of amends to Licenses NPF- 
37, NPF-66, NPF-72 & NPF-77. Amends revise Tech Specs to modify surveillance re- 
quirements for venting ECCS equipment. 

MULLER.D.R. Project Directorate III-2. 89/04/12. BLISS.H.E. Commonwealth Edison 
Co. 3pp. 49447:018-49447:024. 

-8904240221 Notice of consideration of issuance of amends to Licenses NPF-37, NPF- 
66, NPF-72 & NPF-77 & opportunity for hearing. Amends change Tech Specs to 
modify surveillance requirements for venting ECCS equipment. 

MULLER.D.R. Project Directorate III-2. 89/04/12. 4pp. 49447:021-49447:024. 

8904240429 Forwards responses to station blackout rule re ability of LWR plants to 
withstand & recover from station blackout & list of procedures to be implemented for 
station blackout events. 

RICHTER, M.H. Commonwealth Edison Co. 89/04/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 45pp. 49449:123-49449:167. 


Q, Inspection reports, IE Bulletins & correspondence 

8904070010 Forwards response to request for review of security physical fitness pro- 
gram to assure that program adequately demonstrates response conditions for emer- 
gency situations, per Insp Repts 50-456/88-30 & 50-457/88-30. Enci withheld. 
BLISS.H.E. Commonwealth Edison Co. 89/01 /03. DAVIS.A.B. Region 3, Ofc of the Di- 
rector. Ip. 49242:313-49242:313. 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001 -49204:095. 
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6103240277 NRC Info Notic® 89-035, ‘'Loss & Theft of Unsecured Licensed Mati." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904040283 Ack receipt of 890115 itr & $75,000 payment for civil penalty proposed by 
NRC 881123 Itr.NRC maintains that violations cited group<^ appropriately & indicated 
problems to ensure qualification of equipment. 

LIEBERMAN,J. Ofc of Enforcement (Post 870413). 89/03/30. O’CONNOR, J.J. Com- 
monwealth Edison Co. 2pp. 49184:016-49184:017. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds In DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904120335 Forwards SALP Repts 50-456/89-01 & 50-457/89-01 for Jan 1988 - Jan 
1989. 

DAVIS, A.B. Region 3. Ofc of the Director. 89/03/31. REED.C. Commonwealth Edison 
Co. 3pp. 49295:100-49295:134. 

-8904120336 SALP Repts 50-456/89-01 & 50-457/89-01 for Jan 1988 - Jan 1989. 

* Region 3. Ofc of the Director. 89/01/31. 32pp. 49295:103-49295:134. 

8904170026 Forwards Safety Insp Repts 50-456/89-05 & 50-457/89-05 on 890203- 
0318.No violations noted. 

MCKENNA, E. Region 3, Ofc of the Director. 89/04/03. REED.C. Commonwealth 
Edison Co. 2pp- 49370:011-49370:033. 

-8904170027 Insp Repts 50-456/89-05 & 50-457/89-05 on 890203-031 8.No violations 
noted.Major areas inspected:licensee action on previously identified items, LER 
review,regional request, followup on TMI action item.ESF sys & security. 

HINDS, J.M. Region 3, Ofc of the Director. 89/03/29. 21pp. 49370:013-49370:033. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61.Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York. Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05, 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324. 

8904180219 Advises that emergency operating procedures insp will be conducted at fa- 
cilities on 890506-1 9. List of required documents & insp schedule end. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/04/06. REED.C. Commonwealth 
Edison Co. 8pp. 49381:126-49381:133. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses In Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

890414(M)42 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. lOepp. 49397:001-49307:106. 

8904180103 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 8 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERs tk related correspondence 

8903290371 LER 89-001 -01 :on 890206.reactor trip occurred due to spurious loss of 
output voltage on Instrument inverter 112, Cause of momentary loss of inverter under 
investigation. Feedwater isolation signal resot.W/890315 Itr. 

DOYLE, J., QUERIO.R.E, Commonwealth Edison Co. 89/03/07. 5pp. 49120:334- 
49120:338. 

8904050255 LER 89-003-00:on 890302, control room ventilation actuations duo to mo- 
mentary loss of voltage to radiation monitors. Caused by perturbation of 345 kV 
sys.Evaluation performed on area & process radiation monitors.W/890329 Itr. 

RAMOS, F.. QUERIO,R.E. Commonwealth Edison Co. 89/03/28. 5pp. 49213:070- 
49213:074. 

8904130103 LER 89-004-00:on 890306,auxiliary feedwater pumps started automatically 
following closure of governor valves.Caused by defective test switch.Staple plant con- 
ditions established. Temporary procedure changes initiated.W/890403 Itr. 

SMITH, M., QUERIO.R.E, Commonwealth Edison Co. 89/03/31, 5pp, 49318:182- 
49318:186. 


8904200007 PNO-lll-89-025:on 890411, main turbine tripped by licensee. Reactor shut 
down for repairs on already malfunctioning main turbine governor valve.UnIt expected 
to return to svc on 89041 S.State of IL to be notified. 

HINDS.J., GREENMAN.E. Region 3, Ofc of the Director. 89/04/11. Ip. 49401:332- 
49401:332. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
(^ogram.Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRiGHT.G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc, 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 

8904070010 Forwards response to request for review of security physical fitness pro- 
gram to assure that program adequately demonstrates response conditions for emer- 
gency situations, per insp Repts 50-456/88-30 & 50-467/88-30.Encl withheld. 
bLISS.H.E. Commonwealth Edison Co. 89/01/03, DAVIS,A.B. Region 3. Ofc of the Di- 
rector. 1p. 49242:313-49242:313. 

8904180226 Revised EPIPs, including Rev 12 to BwZP 600-1, “Prioritized Call Listing for 
Staff Augmentation" & Rev 14 to BwZP 600-3, “Support Group Directory.” 

* Commonwealth Edison Co. 89/03/28. 35pp. 49372:014-49372:048. 

8904110065 Requests approval of change to response to Human Engineering Discrep- 
ancy 477 re addition of start/stop switches to control room for fire pumps in response 
to operator survey at Braidwood. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/03/30. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 49268:260-49268:261. 

69041 7(K>26 Forwards Safety Insp Repts 50-456/89-06 & 50-457/89-05 on 890203- 
0318.No violations noted. 

MCKENNA, E. Region 3. Ofc of the Director. 89/04/03. REED.C. Commonwealth 
Edison Co. 2pp. 49370:011-49370:033. 

-6904170027 Insp Repts 50-456/89-05 & 50-457/89-05 on 890203-031 8.No violations 
noted.Major areas inspected:licensee action on previously identified items, LER 
review.regional request, followup on TMI action Item.ESF sys & security. 

HINDS,J.M. Region 3, Ofc of the Director. 89/03/29. 21pp. 49370:013-49370:033. 

8904180219 Adwses that emergency operating procedures insp will be conducted at fa- 
cilities on 890508-1 9.Li8t of required documents & insp schedule end. 

WRIGHT.G.C, Region 3. Ofc of the Director. 89/04/06. REED.C. Commonwealth 
Edison Co. 8pp. 49381:126-49381:133. 

8904200229 Revised block index procedures, including Rev 0 to BwZP 500-10, "Emer- 
gency Operations Facility (EOF) Inventory (Primary Responsibility-Generating Station 
Emergency Plan Coordinator)" & Rev 0 to BwZP 500-1 0A1. 

* Commonwealth Edison Co. 89/04/10. 8pp. 49402:253-49402:260. 


P. Operating license stage documents & correspondence 

8903300047 Forwards notices of consideration of issuance of amends to Licenses DPR- 
19.DPR-25.DPR-29,DPR-30,NPF-11,NPF-18.DPR-39, DPR-48,NPF.37.NPF-66.NPF-72 
& NPF-77. Amends consist of organizational changes. 

MULLER, O.R. Project Directorate III-2. 89/03/16. BLISS,H.E. Commonwealth Edison 
Co. 8pp. 49131:084-49131:122. 

-8903300063 Notice of consideration of issuance of amends to Licenses NPF-37,NPF- 
66,NPF-72 8 NPF-77 & proposed NSHC determination & opportunity for hearing on 
890217 request re revs of Tech Specs to conform w/guldelines of Generic Ltr 88-06. 

* NRC - No Detailed Affiliation Given. 89/03/09. 7pp. 49131:116-49131:122. 

8904120170 Forwards Amends 26 to Licenses NPF-37 & NPF-66 8 Amends 15 to Li- 
censes NPFi-72 8 NPF-77, respectively 8 safety evaluation.Amends approve changes 
that modify apses having cycle-specific Fxy limits 8 correct Wpos. 

SANDS,S.P. Project Directorate III-2. 89/03/28. BLISS.H.E. Commonwealth Edison 
Co. 4pp. 49295:147-49295:171. 

—8904120179 Amends 15 to Licenses NPF-72 8 NPF-77, respectively, modifying specs 
having cycle-specific Fxy limits by replacing values of limits w/ref to operating limits 
rept for value of limits 8 correcting typos in Section 6.9. 1.7. 

MULLER, D.R. Project Directorate III-2. 89/03/28. 9pp. 49295:161-49295:169. 

-8904120182 Safety evaluation supporting Amends 26 8 15 to Licenses NPF-37.NPF- 
66.NPF-72 8 NPF-77, respectively. 

* Office of Nuclear Reactor Reguiation, Director (Post 870411). 89/03/28. 2pp. 
49295:170-49295:171. 

8904130078 Requests approval of use of fuses for electrical isolation of non-Class 1 E 
loads/circuits from Class IE dc power sys, by 890801. Description of proposed mod 8 
updated FSAR revs required for electrical isolation end. 

CHRZANOWSKI,R. Commonwealth Edison Co. 89/03/29. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation. Director (Post B7041 1). 8pp. 49298:164-49298:171. 

8904110065 Requests approval of change to response to Human Engineering Discrep- 
ancy 477 re aadition of start/stop switches to control room for fire pumps in response 
to <^rator survey at Braidwood. 

CHRZANOWSKI,R. (Commonwealth Edison Co. 89/03/30. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 49268:260-49268:261, 
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8903300105 Generic Ltr 89-04 to ail holders of LWR OLs & CPs re guidance on devel- 
oping acceptable Inservice testing programs.Svc list encl. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904130281 Application for amends to Licenses NPF-37,NPF-66,NPF-72 & NPF-77, re- 
vising Tech Spec Tables 3.3-1 & 4.3-1, per Generic Ltr 85-09 for reactor trip sys auto- 
matic actuation using shunt coil trip attachments. 

HUNSADER.S.C. Commonwealth Edison Co. 89/04/03. MURLEY,T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 49298:126-49298:152. 

-8904130287 Proposed Tech Specs,changing Tables 3.3-1 & 4.3-1, per Generic Ltr 85- 
09 for reactor trip sys automatic actuation using shunt coil trip attachments. 

* Commonwealth Edison Co. 89/04/03. 23pp. 49298:130-49298:152. 

8904200247 Confirms 890426 meeting to present SALP 8 rept for facilities. 
GREENMAN.E-G. Region 3, Ofc of the Director. 89/04/06. REED.C. Commonwealth 
Edison Co. 2pp. 49395:276-49395:277. 

8904180061 Notification of 890503 meeting w/utii in Rockvitle.MD to discuss using leak 
before break methodology on lines connected to RCS. 

OLSHAN,LN. Project Directorate III-2. 89/04/10. MULLER.D.R. Project Directorate III- 
2. 2pp. 49380:359-49380:360. 

8SK)4180065 Notification of 890502 meeting w/util In Rockville,MD to discuss nonlinear 
piping analysis to remove snubbers & pipe supports. 

OLSHAN,L-N. Project Directorate 111-2. 89/04/10. MULLER.D.R. Project Directorate III- 
2. 2pp. 49375:336-49375:337. 

8904240217 Forwards notice of consideration of issuance of amends to Licenses NPF- 
37,NPF-66,NPF-72 & NPF-77.Amends revise Tech Specs to modify surveillance re- 
quirements for venting ECCS equipment 

MULLER.D.R. Project Directorate III-2. 89/04/12. BLISS, H.E. Commonwealth Edison 
Co. 3pp. 49447:018-49447:024. 

-8904240221 Notice of consideration of issuance of amends to Licenses NPF-37,NPF- 
66,NPF-72 & NPF-77 & opportunity for hearing. Amends change Tech Specs to 
modify surveillance requirements for venting ECC§ equipment 
MULLER.D.R. Project Directorate III-2, 89/04/12. 4pp. 49447:021-49447:024. 

8904240429 Forwards responses to station blackout rule re ability of LWR plants to 
withstand & recover from station blackout & list of procedures to be Implemented for 
station blackout events. 

RICHTER.M.H. Commonwealth Edison Co. 89/04/17. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 45pp. 49449:123-49449:167. 


Q. inspection reports, IE Bulletins 8 correspondence 

8904070010 Forwards response to request for review of security physical fitness pro- 
gram to assure that program adequately demonstrates response conditions for emer- 

g ency situations, per Insp Repts 50-456/88-30 & 50-457/88-30.Encl withheld. 

LISS.H.E. Commonwealth Edison Co. 89/01/03. DAVIS,A.B. Region 3. Ofc of the Di- 
rector. 1p. 49242:313-49242:313. 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Ctontrol 
of Licensed Activities.” Svc list encl. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list encl. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

89^240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list oncl 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30, Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904040283 Ack receipt of 890115 ltr & $75,000 payment for civil penalty proposed by 
NRC 881123 Itr.NRC maintains that violations cited grouped appropriately & indicated 

C oblems to ensure qualification of equipment. 

EBERMAN,J. Ofc of Enforcement (Post 870413). 89/03/30. O’CONNOR. J.J. Com- 
monwealth Edison Co. 2pp. 49184:016-49184:017. 

8M3270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds In DC 
Distribution Sys." Svc list end. 

ROSSI, C-E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp, 49185:070-49185:177. 

8904120335 Forwards SALP Repts 50-456/89-01 & 50-457/89-01 for Jan 1988 - Jan 
1989. 

DAVIS,A.B. Region 3, Ofc of the Director. 89/03/31. REED.C. Commonwedth Edison 
Co. 3pp. 49295:100-49295:134. 

-8904120336 SALP Repts 50-456/89-01 & 50-457/89-01 for Jan 1988 - Jan 1989. 

* Region 3, Ofc of the Director. 89/01/31. 32pp. 49295:103-49295:134. 

8904170026 Forwards Safety Insp Repts 50-456/89-05 & 50^57/89-05 on 890203- 
03 1 8.No violations noted. 

MCKENNA,E Region 3. Ofc of the Director. 89/04/03. REED.C. Commonwealth 
Edison Co. 2pp. 49370:01 1-49370:033. 

-8904170027 Insp Repts 50-456/89-05 & 50-457/89-05 on 890203-0318.No violations 
iwtedMajor areas inspected;licensee action on previously identified items.LER 
review,regional r^uest. followup on TMI action item.ESF sys & security. 

HINDS J.M. Region 3. Ofc of the Director. 89/03/29. 21pp. 49370:013-49370:033. 

1^03290256 NRC Info Notice 89-036, “Excessive Temps In ECCS Piping Located Out- 
Containment." Svc list encl. 

ROSSI.C.E. Division of C^rational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 


8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Alr Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York. Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324. 

8904180219 Advises that emergency operating procedures insp will be conducted at fa- 
cilities on 890508-1 9.List of required documents & insp schedule encl. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/04/06. REED.C. Commonwealth 
Edison Co. 8pp. 49381:126-49381:133. 

8904050515 SuppI 3 to NRC Bulletin 88-008. "Thermal Stresses in Piping Connected to 
RCS.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11, 
Consolidated Edison Co. of New York. Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York. Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
(Consolidated Edison (Co. of New York, Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERs & related correspondence 


8903290375 LER 89-001 -00:on 890223,loss of RHR 2B loop occurred as result of pro- 
cedural deficiency.Caused by failure to identify that placing SSPS in test would not 
block auto- closure of pump valves.Procedure revised. W/8903 17 ltr. 

DOYLE,J., QUERIO.R.E. Commonwealth Edison Co. 89/03/17. 5pp. 49120:073- 
49120:077. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program. Requests include extension of max time period of 24 months for requalifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of ail power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
encl. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Sacurity, medical, emergency & fire protection plans 

8903290061 Provides description of inadequacy & corrective steps taken to Improve & 
strengthen emergency preparedness.Certified individual will be assigned to control 
room at notification of unusual event classification. 

DEDDENS.J.C. Gulf States Utilities Co, 89/03/17. MARTIN.R.D. Region 4, Ofc of the 
Director. 2pp. 49081:060-49081:061. 

8904120124 Forwards status rept on security computer program upgrade. Rept with- 
held. 

BCX)KER,J.E. Gulf States Utllfties Co. 89/04/04. Document Control Branch (Docu- 
ment CJontrol Desk). Ip, 49314:132-49314:132. 

8904120525 Forwards Insp Rept 50-458/89-09 on 890301 -03.No violations or devi- 
ations noted. 

CALLAN.LJ. Region 4. Ofc of the Director. 89/04/05. DEDDENS.J.C. Gulf States Util- 
ities Co. 2pp. 49276:175-49276:184. 

-8904120526 Insp Rept 50-458/89-09 on 890301 -03.No violations or deviations 
noted.Major areas inspected:licensee performance & c:apabilltles during annual exer- 
cise of emergency plan & procedures. 

TERC.N.M., EVERETT,R.J. Region 4, Ofc of the Director. 89/03/30. 6pp. 49276:179- 
49276:184. 

8904140490 Requests withdrawal of 860912 amend application to transfer fire protec- 
tion program requirements from license based on guidance provided in Generic Ltr 86- 
lO.Util will resubmit request at future date. 

DEDDENS.J.C. Gulf States Utilities Co. 89/04/06. Document Control Branch (Docu- 
ment Control Desk). Ip. 49347:220-49347:220. 
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8904170361 Forwards Insp Rept 50-458/89-07 on 890201 -03 14.No violations or devi- 
ations noted. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/04/10. DEDDENS.J.C. Gulf States Util- 
ities Co. 2pp. 49371:001-49371:014. 

-8904170367 Insp Rept 50-458/89-07 on 890201 -0314.No violations or deviations 
noted.Major areas inspected:plant events, emergency preparedness 
exercise, operational safety verification & surveillance test observation. 
CONSTABLE,Q.L. Region 4, Ofc of the Director. 89/04/05. 12pp. 49371:003- 
49371:014. 


J. Insurance & indemnity information 

8904050461 Forwards listing of levels of nuclear property insurance coverage for facility 
by policy number & limit. 

BOOKER,J.E. Gulf States Utilities Co. 89/03/28. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49214:295-49214:297. 

8904240197 Forwards Endorsements 25 & 33 to MAELU Policy MF-119 & NELIA Policy 
NF-286, respectively. 

SAMUELS.J.L. Marsh & McLennan, Inc. 89/04/06. DINIT2.1. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 3pp. 49452:213-49452:215. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8904240134 Erratum to updated SAR.Rev 1 for River Bend Station. 
HOLBERT.B. Gulf States Utilities Co. 89/04/13. 23pp. 49449:293-49449:315. 


P. Operating license stage documents & correspondence 

8903290322 Application for amend to License NPF-47, relocating requirements for Tech 
Spec 3/4.7.4, “Snubbers” to Tech Spec 4.0.5 & NRC approved Rev 2 to inservice 
insp plan. 

DEDDENS,J.C. Gulf States Utilities Co. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 10pp. 49081:236-49081:258. 

-8903290324 Proposed Tech Specs relocating requirements of Tech Spec 3/4.7.4 re 
snubbers to Tech Spec 4.0.5 & NRC approved Rev 2 to inservice insp plan. 

* Gulf States Utilities Co. 89/03/21. 13pp. 49081:246-49081:258. 

8904050113 Forwards Rept P-741-1, “Analyses of Components in ASCO Solenoid 
Valve,” per W Paulson request. 

BOOKER,J.E. Gulf States Utilities Co. 89/03/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49213:199-49213:226. 

-8904050120 “Analyses of Components in ASCO Solenoid Valve." 

LEONARD.L, VACCA.G.J., CARFAGNO,S.P. Calspan Corp. (subs. Arvin Industries/ 
Franklin Research Center). P-741-1. 89/02/09. 25pp. 49213:201-49213:226. 

8903310334 Requests complete & legible copy of plant offsite dose calculation manual 
within 30 days of Itr receipt. 

PAULSON, W.A. Project Directorate IV. 89/03/28. DEDDENS.J.C. Gulf States Utilities 
Co. 4pp. 49162:223-49162:226. 

8904110487 Forwards corrected Amends 31 & 33 to License NPF-47.Amend revises 
Tech Specs to allow single recirculation loop operation & provide bundle MAPLHGR 
limits for new fuel being added for second reload.respectively. 

PAULSON,W.A. Project Directorate IV. 89/03/29. DEDDENS.J.C. Gulf States Utilities 
Co. 4pp. 49290:054-49290:063. 

-8904110490 Corrected Amend 31 to License NPF-47,revising Tech Specs to allow 
single recirculation loop operation. 

* NRC - No Detailed Affiliation Given. 89/03/29. 2pp. 49290:058-49290:059. 

-8904110493 Corrected Amend 33 to License NPF-47,revising Tech Specs to provide 
bundle MAPLHGR & higher linear heat generation rate limits for now fuel being added 
for second reload. 

‘ NRC - No Detailed Affiliation Given. 89/03/29. 4pp. 49290:060-49290:063. 

8904120123 Discusses progress of procurement & evaluation activities for sys meeting 
Reg Guide 1.97 neutron monitoring requirements.Bid spec currently on hold.Util pre- 
paring amend request to extend license condition to future date. 

BOOKER.J.E. Gulf States Utilities Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49295:359-49295:360. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904180215 Notification of significant licensee meeting w/utll on 890407 In Arlington.TX 
to discuss SVC water corrosion. 

CONSTABLE,G.L. Region 4, Ofc of the Director. 89/04/05. Region 4, Ofc of the Di- 
rector. 2pp. 49381:143-49381:144. 

8904140490 Requests withdrawal of 860912 amend application to transfer fire protec- 
tion program requirements from license based on guidance provided In Generic Ltr 86- 
lO.Util will resubmit request at future date. 

DEDDENS,J.C. Gulf States Utilities Co. 89/04/06. Document Control Branch (Docu- 
ment Control Desk). Ip. 49347:220-49347:220. 

8904210374 Submits status of site restoration plans for 1988. Abandoned 22 observation 
wells & piezometers in 1988.Piacement of const debris in landfill area ceased but 
unable to complete regulatory closure until rule issued. 

BOOKER,J.E. Gulf States Utilities Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49442:276-49442:277. 

8904210378 Submits addi info re design configuration of roofs re drainage of rain water 
into gutter sys, per 890309 request. Diesel generator bldg has two-level roof arrange- 
ment. Radwaste & auxiliary bldgs do not have curbing along edges. 

BOOKER.J.E. Gulf States Utilities Co. 89/04/10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49443:261-49443:262. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903290318 Informs that independent verification insp.previously scheduled for 890403- 
14,now to be performed on 890327-0407. Scope of insp will include inservice insp 
activities, NDE activities associated w/mods & program for pipe thinning. 

CALLAN,L.J. Region 4. Ofc of the Director. 89/03/17. DEDDENS.J.C. Gulf States Util- 
ities Co. 2pp. 49081:347-49081:348. 

8903300020 Notice of violation from insp on 881201 -31. Violations noted: failure to 
ensure RCIC sys operability & failure to secure very high radiation area access door. 
MARTIN.R.D. Region 4, Ofc of the Director. 89/03/17. 3pp. 49123:138-49123:140. 

8904040205 Discusses violations noted in Insp Rept 50-458/88-26 & forwards notice of 
violation.Requests response documenting specific actions taken & addI actions 
planned to prevent recurrence. 

MARTIN.R.D. Region 4. Ofc of the Director. 89/03/17. DEDDENS.J.C. Gulf States 
Utilities Co. 3pp. 49191:151-49191:157. 

-8904040206 Notice of violation from insp on 88 120 1-31. Violations noted: station oper- 
ated in Operational Conditions 1 ,2 & 3 during Nov 1 985-Dec 1 988 w/RCIC sys inoper- 
able & doors to operating rooms found unlocked. 

MARTIN.R.D. Region 4. Ofc of the Director. 89/03/17. 4pp. 49191:154-49191:157. 

8903290322 Application for amend to License NPF-47, relocating requirements for Tech 
Spec 3/4.7.4, “Snubbers” to Tech Spec 4.0.5 & NRC approved Rev 2 to inservice 
insp plan. 

DEDDENS.J.C, Gulf States Utilities Co. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 10pp. 49081:236-49081:258. 

-8903290324 Proposed Tech Specs relocating requirements of Tech Spec 3/4.7.4 re 
snubbers to Tech Spec 4.0.5 & NRC approved Rev 2 to Insen/ice insp plan. 

* Gulf States Utilities Co. 89/03/21. 13pp. 49081:246-49081:258. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co, of New York, Inc. 102pp. 49176:056-49176:157. 

8904050228 Ack receipt of 890306 supplemental Itr responding to violations noted in 
Insp Rept 50-458/88-08. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/24. DEDDENS.J.C. Gulf States Util- 
ities Co. 2pp. 49213:049-49213:055. 

8904050178 Ack receipt of util 890228 Itr submitting schedule for implementation of 
closed circuit television sys upgrade.per Insp Rept 50-458/89-09. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/28. DEDDENS.J.C. Gulf States Util- 
ItiesCo. 2pp. 49213:160-49213:162. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904110353 Provides util interim response to NRC Bulletin 88-010, “Nonconforming 
Molded-Case Circuit Breakers.” Extension until 890515 requested to provide final re- 
sponse to bulletin. 

BOOKER,J.E. Gulf States Utilities Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 6pp. 49268:300-49268:305. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York. Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904120525 Forwards Insp Rept 50-458/89-09 on 890301 -03.No violations or devi- 
ations noted. 

CALUN.LJ. Region 4, Ofc of the Director. 89/04/05. DEDDENS.J.C. Gulf States Util- 
ities Co. 2pp. 49276:175-49276:184. 

-8904120526 Insp Rept 50-458/89-09 on 890301-03.No violations or deviations 
noted.Major areas inspected:licensee performance & capabilities during annual exer- 
cise of emergency plan & procedures. 

TERC.N.M., EVERETT,R,J. Region 4, Ofc of the Director. 89/03/30. 6pp. 49276:179- 
49276:184. 
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8904190280 Forwards Insp Rept 50-458/89-12 on 890327-31 & notice of violation. 
CALLAN.L.J. Region 4. Ofc of the Director. 89/04/07. DEDDENS.J.C. Gulf States Util- 
ities Co. 2pp. 49387:254-49387:262. 

-8904190283 Notice of violation from insp on 890327-31. Violation noted: 500 F max 
interpass temp specified by welding procedure not qualified by ref procedure qualifica- 
tion repts for matls recuiring impact properties & post-weld heat treatment. 

* Region 4. Ofc of the D:r£c:o.'. 89/04/07. 1p. 49387:256-49387:256. 

-8904190285 Insp Rept 50-458/89-12 on 890327-31. Violation noted.Major areas 
inspectedrwelding activities.Welding program well defined & includes monitoring by 
QC. Weakness in welder qualification program noted. 

GILBERT, LD., BARNES, I. Region 4, Ofc of the Director. 89/04/06. 6pp. 49387:257- 
49387:262. 

8904170361 Forwards insp Rept 50-458/89-07 on 890201-0314.No violations or devi- 
ations noted. 

CALLAN,L.J. Region 4, Ofc of the Director. 89/04/10. DEDDENS,J.C. Gulf States Util- 
ities Co. 2pp. 49371:001-49371:014. 

-8904170367 Insp Rept 50-458/89-07 on 890201 -031 4. No violations or deviations 
noted.Major areas inspected:plant events, emergency preparedness 
exercise, operational safety verification & surveillance test observation. 

CONSTABLE, G.L Region 4. Ofc of the Director. 89/04/05. 12pp. 49371:003- 
49371:014. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list encl. 

RCSSi.C.E. Divs.on of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York. Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904210134 Monthly operating rept for Mar 1989 for River Bend Station Unit 1.W/ 
890413 Itr. 

COLE.R.E., BOOKER.J.E. Gulf States Utilities Co. 89/03/31. 5pp. 49442:005- 
49442:009. 


S. Reportable occurrences, LERs & related correspondence 

8903290026 LER 89-007-00:on 890220, reactor scram occurred due to intermediate 
range monitor (IRM) upscale trip.lRM upscale trip caused by induced positive 
reactivity.Procedure GOP-001 revised.W/890320 itr. 

ENGLAND.LA., BOOKER.J.E. Gulf States Utilities Co. 89/03/20. 4pp. 49081:132- 
49081:135. 

8904030478 PNO-IV-89-021:on 890324, stop-work order issued to contractor 

(S&W).Contract mechanics were to conduct planned pipe cut on portion of RHR sys 
train A test return line to suppression pooI.RHR B inadvertently cutOn 890327, order 
to be lifted. 

CONSTABLE,G.L Region 4. Ofc of the Director. 89/03/24, Ip. 49154:032-49154:032, 

8904070151 LER 89-008-00;on 890225, reactor automatically scrammed while perform- 
ing upper thrust bearing wear detector test & ROIC sys injected due to spurious low 
reactor water level signal. Turbine bypass switch will be installed. W/890327 Itr. 
ENGLAND.LA., BOOKER.J.E. Gulf States Utilities Co. 89/03/27. 4pp. 49234:119- 
49234:122. 

8904030168 PNO-IV-89-023:on 890327, loss of shutdown cooling occurred for 12 min- 
utes while tagging out 120-volt do breakers.On 890329, loss of shutdown cooling oc- 
curred while performing work in Div I transmitter cabinet in control room. 
CONSTABLE,G.L. Region 4, Ofc of the Director. 89/03/30. Ip. 49156:331-49156:331. 

8904190186 NPDES noncompliance:on 890406.effluent limitations for total residual 
chlorine in Outfall 004 exceeded permit limits. Caused by inability to adjust chlorine 
dosage within fluctuating flow & oxidant demand. 

BOOKER, J.E. Gulf States Utilities Co. 89/04/11. O’NEILL, M. Louisiana, State of. 2pp. 
49392:173-49392:174. 

8904200028 PNO-IV-89-027:on 89041 3, stop work order issued to two contractors during 
refueling outage due to instances where contractors failed to adequately implement 
licesisee clearance pro^ram.Work to resume under new work rules. 

CXDNSTABLE,G.L Region 4, Ofc of the Director. 89/04/13. Ip. 49395:219-49395:219. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Appiication/construction stage documents & correspondence 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 


G. Adjudicatory correspondence 

8904130047 Advises that during First Quarter 1989 no significant safety-related const 
activities performed at plant, although limited engineering effort continuing.per 831014 
memorandum & order for plant status repts. 

REYNOLDS,N.S. Washington Public Power Supply System. REYNOLDS,N.S. Bishop 
Cook, Purcell & Reynolds. #289 8392. 89/04/04. BLOCH, P.B., BRIGHT.G.O., 
HARBOUR, J. Atomic Safety and Licensing Board Panel. Ip. 49233:323-49233:323. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8904130625 Requests review & comment on Allegation RIII-89-A-0037 re security activi- 
ties within 30 days.EncI withheld (ref 10CFR2.790). 

HICKEY.J.W. Region 3, Ofc of the Director. 89/03/30. GERSTNER.W.C. Illinois Power 
Co. 2pp. 49317:198-49317:199. 

8904240274 Revised EPIPs,consisting of Rev 3 to AP-05 “Emergency Preparedness 
Training Program," Rev 6 to AP-02, “Advance Change Notice Authorization Page” & 
Rev 1 to MS-03 "Notification of Next-of-Kin.” 

HALL,S.P., SMITH, S., CAMPBELL, R.E. Illinois Power Co. 89/04/03. 17pp. 49449:272- 
49449:288. 

8904180172 Advises that objectives for plant annual exercise scheduled for 
890628, contained in 890327 Itr.acceptable.Understands that assembly of onsite per- 
sonnel during exercise will not be utilized to satisfy periodic drill requirements. 
GREGER.LR. Region 3. Ofc of the Director. 89/04/04. GERSTNER.W.C. Illinois 
Power Co. 2pp. 49371:356-49371:357. 

8904240262 Forwards FEMA 890131 Itr transmitting findings for offsite emergency pre- 
paredness aspects of 880426 exercise.Three areas require corrective actions.Offsita 
preparedness adequate. 

GREGER.LR. Region 3. Ofc of the Director. 89/04/12. GERSTNER.W.C. Illinois 
Power Co. 2pp. 49453:204-49453:246. 


I. Financial information 


8904030249 Forwards notice of issuance of Amend 20 to License NPF-62. Amend 
changes ownership interest In facility. Environ assessment also end, 

HICKMAN.J.B. Project Directorate III-2. 89/03/27. HOLTZSCHER.D.L. Illinois Power 
Co. 3pp. 49183:184-49183:195. 

—8904030250 Notice of consideration of issuance of amend to License NPF-62.Amend 
reflects adjustment In ownership interest in facility if Soyland Power Cooperative 
merges w/Western Illinois Power Cooperative. 

HICKMAN, J.B. Project Directorate III-2. 89/03/27. 3pp. 49183:187-49183:189. 

-8904030362 Forwards environ assessment & finding of no significant impact re pro- 
posed merger of Soyland Power Cooperative w/ Western Illinois Power Cooperative. 
HICKMAN.J.B. Project Directorate III-2. 89/03/21. HOLTZSCHER.D. Indiana Michigan 
Power Co. 2pp. 49183:190-49183:195. 

—8904030373 Environ assessment & finding of no significant impact re change to Li- 
cense NPF-62 to reflect adjustment in ownership interest in facility due to merger of 
Soyland Power & Western Illinois Power Cooperative.EIS unwarranted, 
SHEMANSKI.P.E. Project Directorate III-2. 89/03/21. 4pp. 49183:192-49183:195. 

8904030255 Forwards Amend 20 to License NPF-62 & safety evaluation. Amend re- 
flects proposed merger of Soyland Power Cooperative & Western Illinois Cooperative 
& adjustment of ownership interests in facility. 

HICKMAN, J.B. Project Directorate III-2. 89/03/27. HOLTZSCHER.D.L Illinois Power 
Co. 4pp. 49164:041-49164:053. 

—8904030258 Amend 20 to License NPF-62, consisting of proposed merger of Soyland 
Power Cooperative & Western Illinois Power Cooperative & adjustment of ownership 
interests in facility. 

MULLER,D.R. Project Directorate III-2. 89/03/27. 5pp. 49164:045-49164:049. 

-8904030260 Safety evaluation supporting Amend 20 to License NPF-62. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/27. 4pp. 
49164:050-49164:053. 


J. Insurance & indemnity information 

8904180107 Forwards Endorsement 40 to NELIA Policy NF-261 & Endorsement 21 to 
MAELU Policy MF-121. 

TURNER, C,L Illinois Power Co. 89/04/05. DINITZ.I. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 5pp. 49375:126-49375:130. 
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P. Operating Hcense stage documents & correspondence 

8904030249 Forwards notice of issuance of Amend 20 to License NPF-62. Amend 
changes ownership interest in facility. Environ assessment also end. 

HICKMAN.J.B. Project Directorate III-2. 89/03/27. HOLTZSCHER.D.L Illinois Power 
Co. 3pp. 49183:184-49183:195. 

“8904030250 Notice of consideration of issuance of amend to License NPF-62.Amend 
reflects adjustment in ownership interest in facility if Soyland Power Cooperative 
merges w/ Western Illinois Power Cooperative. 

HICKMAN.J.B. Project Directorate III-2. 89/03/27. 3pp. 49183:187-49183:189. 

“8904030362 Forwards environ assessment & finding of no significant impact re pro- 
posed merger of Soyland Power Cooperative w/Western Illinois Power C^perative. 
HICKMAN.J.B. Project Directorate III-2. 89/03/21. HOLT2SCHER.D. Indiana Michigan 
Power Co. 2pp. 49183:190-49183:195. 

“8904030373 Environ assessment & finding of no significant impact re change to Li- 
cense NPF-62 to reflect adjustment in ownership interest in facility due to merger of 
Soyland Power & Western Illinois Power Cooperative. EIS unwarranted. 
SHEMANSKI.P.E. Project Directorate III-2. 89/03/21. 4pp. 49183:192-49183:195. 

8904030255 Forwards Amend 20 to License NPF-62 & safety evaluation. Amend re- 
flects proposed merger of Soyland Power Cooperative & Western Illinois Cooperative 
& adjustment of ownership interests in facility. 

HICKMAN.J.B. Project Directorate III-2. 89/03/27. HOLTZSCHER.D.L. Illinois Power 
Co. 4pp. 49164:041-49164:053. 

“8904030258 Amend 20 to License NPF-62, consisting of proposed merger of Soyland 
Power Cooperative & Western Illinois Power Cooperative & adjustment of ownership 
interests in facility. 

MULLER, D.R. Project Directorate III-2. 89/03/27. 5pp. 49164:045-49164:049. 

“8904030260 Safety evaluation supporting Amend 20 to License NPF-62. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/27. 4pp. 
49164:050-49164:053. 

8904050409 Requests supporting documentation for investigation of Allegation Rlli-88- 
A-0076 re wrongful termination of employee for surfacing safety concerns. 
GREENMAN,E.G. Region 3, Ofc of the Director. 89/03/28. GERSTNER.W.C. Illinois 
Power Co. 2pp. 49213:356-49213:357. 

8904130579 Requests review & comment on end Allegation R1II-89-A-003 re plant actl- 
vites within 30 days of Itr date.EncI withheld (ref 10CFR2.790). 

HICKEY, J.W. Region 3, Ofc of the Director. 89/03/30. GERSTNER.W.C. Illinois Power 
Co. 2pp. 49320:352-49320:353. 

8904060208 Forwards revised proprietary “Conformance of HPCS Div to NUMARC 87- 
00 Alternate AC Criteria," for review as result of comments from 890216 meeting.Rept 
withheld, 

PARETO, V. Devonrue, Ltd. 89/03/31. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 3pp. 49225:100-49225:159. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904170275 Forwards application to renew NPDES permit & also proposes mods to 
permit. 

HOLTZSCHER.D.L. Illinois Power Co. 89/04/04. Document Control Branch (Docu- 
ment Control Desk). 20pp. 49350:118-49350:138. 

8904180209 Forwards rept on operational data gathering & evaluation prc^ram & pro- 
posed containment purge criteria.per SSER 5 (NUREG-0853).Supporting data for 
purging operations listed. 

HOLTZSCHER.D.L. Illinois Power Co. 89/04/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49373:028-49373:060. 

“8904180210 "Rept on Containment Purge Operational Data Gathering & Evaluation 
Program & Proposed Containment Purge Criteria." 

* Illinois Power Co. 89/03/31. 31 pp, 49373:030-49373:060. 

8904190016 Responds to Generic Ltr 88-14, “Instrument Air Suf^ly Sys Problems Af- 
fecting Safety-Related Equipment.” requesting review of NURE<a-1275,Vol 2.Util con- 
siders program for monitoring air quality adequate. 

HALL.D.P. Illinois Power Co. 89/04/06. Document Control Branch (Document Control 
Desk). 6pp. 49392:059-49392:064. 

8904200271 Forwards Amend 21 to License NPF-62 & safety evaluation. Amend revises 
Tech Spec 3/4.6.6 & Bases Section 3/4.6.6 to provide appropriate values for second- 
ary containment drawdown test. 

HICKMAN.J.B. Project Directorate III-3. 89/04/10. HOLTZSCHER.D.L. Illinois Power 
Co. 3pp. 49405:311-49405:324. 

“8904200273 Amend 21 to License NPF-62, revising Tech Spec & Bases Section 3/ 
4.6.6 to provide appropriate values for secondary containment drawdown test. 
MULLER, D.R. Project Directorate III-3. 89/04/10. 8pp. 49405:314-49405:321. 

“8904200275 Safety evaluation smporting Amend 21 to License NPF-62. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/10. 3pp. 
49405:322-49405:324. 

8904240222 Advises that util completed NUREG-0737 (TMI Action Plan) 
requirements, per License Condition 2.C.(9).Brief chronology of status of implementa- 
tion of DCRDR submitted. Installation of Class 1 E power sources complete. 
HOLTZSCHER.D.L. Illinois Power Co. 89/04/14. Document Control Branch (Docu- 
ment Control Desk). 2pp. 49452:245-49452:246. 


Q. inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 9epp. 49176:158-49176:255, 


8903300291 Forwards Safety Insp Rept 50-461/89-02 on 890109-0214 & notice of 
violation.Written response to end notice should address concern re lack of effective 
mgt controls. 

MILLER, H.J. Region 3. Ofc of the Director. 89/03/20. GERSTNER.W.C. Illinois Power 
Co. 2pp. 49144:214-49144:230. 

“8903300293 Notice of violation from insp on 8901 09-021 4.Violations noted:Procedure 
8117-05 not ^propriate.in that procedure did not address area radiation monitor inter- 
lock on containment polar crane or actions in event of alarm. 

MILLER.H.J. Region 3. Ofc of the Director. 89/03/20. 3pp. 49144:216-49144:218. 

“8903300296 Safety Insp Rept 50-461/89-02 on 8901 09-021 4. Violations noted.Major 
areas inspected:refueiing adivities during first refuel outage.including review of LER 
88-030 & followup to CAL-RIII-89-005. 

RESCHESKE.P.R., PHILLIPS.M.P. Region 3. Ofc of the Director. 89/03/17. 12pp. 
49144:219-49144:230. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23, 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903290279 Forwards Safety Insp Rept 50-461/89-07 on 890131-0203 & 0213-15.No 
violations noted. 

GREGER.LR. Region 3, Ofc of the Director. 89/03/23. GERSTNER.W.C. Illinois 
Power Co. 2pp. 49120:107-49120:120. 

“8903290285 Insp Rept 50-461/89-07 on 890131-0203 & 0213-15.No violations 
noted.Major areas inspected:radiological protection program during refueling & maint 
outage.including qualification of new personnel & external exposure control. 
GRANT.W.B., PAUL,R.A.. SCHUMACHER.M. Region 3. Ofc of the Director. 89/03/23. 
12pp. 49120:109-49120:120. 

8904050416 Forwards Safety Insp Rept 50-461/89-09 on 890227-0303.No violations 
noted. 

COOPER.R.W. Region 3. Ofc of the Director. 89/03/29. GERSTNER.W.C. Illinois 
Power Co. 2pp. 49198:104-49198:115. 

“8904050420 Insp Rept 50-461/89-09 on 880227-0303.No violations noted. Major 
areas inspected:implementation of InservIce testing, including administrative & techni- 
cal procedures for controlling work.performing tests & retention of records. 

SMITH.J.F., DANIELSON.D.H. Region 3, Ofc of the Director. 89/03/29. 10pp. 
49198:106-49198:115. 

8904110041 Forwards Enforcement Conference Rept 50-461/89-15 on 890321 re viola- 
tions noted in Insp Rept 50-461 /89-06. 

MILLER, H.J. Region 3. Ofc of the Director. 89/03/29. GERSTNER.W.C. Illinois Power 
Co. 2pp. 49268:285-49268:299. 

“8904110044 Enforcement Conference Rept 50-461/89-15 on 890321. Matters 
discussedrapparent violation re inadequate licensee action to correct & prevent recur- 
rence of previously identified environ qualification deficiencies. 

GAUTAM,A.S., GARDNER, R.N. Region 3, Ofc of the Director. 89/03/28. 13pp, 
49268:287-49268:299. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30, Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co, of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 Supp1 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp, 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc, 106pp. 49220:218-49220:324. 

8904170216 Forwards Safety Insp Rept 50-461/89-05 on 890119-0323. No violations 
noted. 

C(X)PER,R.W. Region 3, Ofc of the Director. 89/04/06. GERSTNER,W.C. Illinois 
Power Co. 2pp. 49350:060-49350:068. 

“8904170218 Insp Rept 50-461/89-05 on 890119-0323.No violations noted. Major 
areas insp6cted:review of programs, procedures, observation of work activities, dqta 
review,mod activities & licensee action on Info Notice 88-003. 

WARD,K.D.. DANIELSON.D.H. Region 3, Ofc of the Director. 89/04/03. 7pp. 
49350:062-49350:068. 

8904190154 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers." Only one nontraceable Westinghouse breaker located.Remaining breakers 
maintained in stores for future Class 1 E use. 

HALL,D.P. Illinois Power Co. 89/04/07, Document Control Branch (Document Control 
Desk). 3pp. 49394:141-49394:156. 
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8904050515 SuppI 3 to NRC Bulletin 88-008, ‘Thenmal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904190443 Forwards util response to NRC Bulletin 88-003, "Inadequate Latch Engage- 
ment in HFA Type Latching Relays Mfg by GE.” All latching-type HFA relays 
installed, or in stock at facility are that used in Class IE applications. 

HALLD.P. Illinois Power Co. 89/04/11. Document Control Branch (Document Control 
Desk). 18pp. 49385:299-49385:316. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904210188 Forwards Safety Insp Rept 50-461/89-12 on 890301-03 & 31. No violations 
noted. 

CCX)PER,R.W. Region 3. Ofc of the Director. 89/04/14. GERSTNER,W.C. Illinois 
Power Co. 2pp. 49443:180-49443:184. 

-8904210189 Insp Rept 50-461/89-12 on 890301-03 & 31. No violations or deviations 
noted.Major areas inspected:verification that SSER6 required remote shutdown sys 
mods installed prior to startup from first refueling. 

NE1SLER,J.H., GARDNER, R.N. Region 3, Ofc of the Director. 89/04/14. 3pp. 
49443:182-49443:184. 

8904110183 Suppl 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20, 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERs & related correspondence 

8904040137 LER 89-013-00:on 890302.all intermediate-range channels declared inoper- 
able because weekly channel functional surveillance could not be performed due to 
plant conditions. Caused by personnel error. Personnel counseled. W/890328 Itr. 
MORRIS.D.R., HOLTZSCHER.D.L, Illinois Power Co. 89/03/28. 5pp. 49191:101- 
49191:105. 

8904040144 LER 89-01 1-00:on 890226, water level in upper containment fuel pools 
dropped below min level of 23 ft above top of reactor pressure vessel.Caused by in- 
sufficient training. Procedure re fuel pool cooling revlsed.W/890329 Itr. 

MORRIS,D.R., HOLTZSCHER.D.L. Illinois Power Co. 89/03/29. 7pp. 49186:245- 
49186:251. 

8904120088 LER 89-01 2-00;on 890301. technicians grounded & reinstalled logic card 
after receiving unsatisfactory test results. Alarms annunciated as containment Elation 
valves isolated.Caused by inadequate ground on card.W/890331 Itr. 

CAMILLERI,T.J.. HOLTZSCHER.D.L Illinois Power Co. 89/03/31. 6pp. 49290:256- 
49290:261. 

8904190011 LER 89-014-00:on 890304,failure to accurately assess impact that existing 
sys lineup had on local leak rate test lineup occurred.violating secondary containment 
integrity.Caused by shift supervisor error.Supervisor counseled. W/890406 Itr. 
MORRIS.D.R., HOLTZSCHER.D.L. Illinois Power Co. 89/04/06. 6pp. 49394:081- 
49394:086. 

8904190462 LER 89-01 5-00:on 890311, surveillance review group noted that Section 8.4 
not been performed within max time interval permitted by Tech Spec 4.0.2.Caused by 
personnel error. Individual counseled on failure to use ref,W/890410 Itr. 

MORRIS.D.R., HOLTZSCHER.D.L Illinois Power Co. 89/04/10. 5pp. 49387:241- 
49387:245. 


V. Operator Examinations 

8903280155 Notifies that licensed operator JH Ruth resigned. 

HOLTZSCHER.D.L. Illinois Power Co. 89/03/17. Document Control Branch (Docu- 
ment Control Desk). Ip. 49064:176-49064:176. 

8904080131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for r^ualrfica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET STN-50-470 CESSAR SYSTEM 80 


A. AppfIcatlon/construction stage documents & correspondence 

8904130024 Forwards “Design Certification Licensing Review Basis," for review & con- 
currence. 

SCHERER.A.E. Combustion Engineering. Inc. 89/03/30. KENYON.T.J. Office of Nu- 
clear Reactor Regulation. Director (Post 870411). 2pp. 49294:278-49294:349. 

•-8904130025 "Design Certification Licensing Review Basis." 

* Combustion Engineering, Inc. 89/03/31. 70pp. 49294:280-49294:349. 


K. Utility Finai Safety Analysis Report (FSAR) & amends 

8904040261 Forwards Vols 1-17,consisting of Chapters 1-1 8, to “CESSAR Design Certi- 
fication,” for approval, per 10CFR52. 

SCHERER, A.E, Combustion Engineering. Inc. 89/03/30. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 3pp. 49251:001-49263:040. 

-8904040284 Vols 1-1 7, consisting of Chapters 1-18.to “CESSAR Design Certification,” 
through Amend E. 

* Combustion Engineering, Inc. 89/03/30. 4,357pp. 49251 :004-49263:040. 

-8904040288 Chapter 1, “Introduction & General Plant Description,” to CESSAR Sys 
80-1- std design. W/one oversize end. 

* Combustion Engineering, Inc. 89/03/30. 125pp. 49251:009-49251:133. 

-8904040291 Chapter 2, “Site Envelope Characteristics,” to CESSAR Sys 80-f std 
design. 

* Combustion Engineering, Inc. 89/03/30. 14pp. 49251:134-49251:147. 

-8904040304 Chapter 3, “Design of Structures,Components, Equipment & Sys,” to 
CESSAR Sys 80-F std design. 

* Combustion Engineering, Tnc. 89/03/30. 154pp. 49251:148-49251:301. 

-8904040332 Chapter 4, “Reactor,” to CESSAR Sys 80 -t- std design. 

* Combustion Engineering, Inc. 89/03/30. 363pp. 49252:175-49253:167. 

-8904040334 App 4A “Sys 80 Reactor Flow Model Test Program," to CESSAR Sys 
80 -F std design. 

* (Combustion Engineering, Inc. 89/03/30. 18pp. 49253:168-49253:185. 

-8904040335 App 4B. “Hot Loop Flow Testing of Sys 80 Fuel & Control Element As- 
sembly (Components,” to CESSAR 80 -f std design. 

* Combustion Engineering, Inc. 89/03/30. 12pp. 49253:186-49253:197. 

-8904040345 Chapter 5, “RCS & Connected Sys,” to CESSAR Sys 80+ std deslgn.W/ 
two oversize ends. 

* Combustion Engineering, Inc. 89/03/30. 216pp. 49253:198-49264:053. 

-8904040347 App 5A, “Overpressure Protection for C-E Sys 80 PWRs," to CESSAR 
Sys 80+ std design. 

* (Combustion Engineering, Inc. 89/03/30. 16pp. 49254:064-49254:069. 

-8904040358 App 5B, “Structural Evaluation of Steam Line Break for Steam Generator 
Internals,” to CESSAR Sys 80+ std design. 

* (Combustion Engineering, Inc. 89/03/30. 9pp. 49254:070-49254:078. 

-8904040360 App 5C, "Structural Evaluation of Feedwater Line Break for Steam Gener- 
ator Internals,” to CESSAR Sys 80+ std design. 

* (Combustion Engineering, Inc. 89/03/30. 9pp. 49254:079-49254:088. 

-8904040375 Chapter 6, “ESFs,” to CESSAR Sys 80+ std design.W/one oversize 
end. 

* (Combustion Engineering. Inc. 89/03/30. 738pp. 49254:089-49256:106. 

-8904040434 Chapter 7, "Instrumentation & Controls," to CESSAR Sys 80+ std 
design. 

‘ Combustion Engineering, Inc. 89/03/30. 700pp. 49256:107-49257:207. 

-8904040437 Chapter 8, “Electric Power," to CESSAR Sys 80+ std design. 

* (Combustion Engineering, Inc. 89/03/30. 100pp. 49257:208-49257:301. 

—8904040438 Chapter 9, "Auxiliary Sys," to CESSAR Sys 80+ std design. W/four over- 
size ends. 

* Combustion Engineering, Inc. 89/03/30. 450pp. 49257:302-49258:250. 

—8904040441 Chapter 10, “Steam & Power Conversion Sys,” to CESSAR Sys 80+ std 
design.W/one oversize end. 

* (Combustion Engineering, Inc. 89/03/30. 247pp. 49258:251-49259:032. 

—8904040443 Chapter 11. “Radwaste Mgt," to CESSAR Sys 80+ std design. 

* Combustion Engineering, Inc. 89/03/30. 72pp. 49259:088-49259:156. 

-8904040445 App 1 1 A, “(Core Residence Times,” to CESSAR Sys 80+ std design. 

* Combustion Engineering, Inc. 89/03/30. 6pp, 49259:157-49259:162. 

-8904040449 Chapter 12, "Radiation Protection," to CESSAR Sys 80+ std desing. 

* Combustion Engineering, Inc. 89/03/30. 28pp. 49259:163-49259:190. 

-8904040450 Chapter 13, "Conduct of Operators,” to CESSAR Sys 80+ std design. 

* Combustion Engineering, Inc. 89/03/30. 24pp. 49259:191-49259:214, 

-8904040452 Chapter 14, “Initial Test Program,” to CESSAR Sys 80+ std design. 

* (Combustion Engineering, Inc. 89/03/30. 156pp. 49259:238-49260:033. 

-8904040456 Chapter 15, “Accident Analyses.” to CESSAR Sys 80+ std design. 

* (Combustion Engineering, 'Inc. 89/03/30. 900pp. 49260:034-49261:270. 

-8904040457 App 15A, “Loss of Primary (Coolant Flow Methodology Description," to 
CESSAR Sys 80+ std design. 

* (Combustion Engineering, Tnc. 89/03/30. 20pp. 49261:271-49261:290. 

-8904040460 App 15B, “Methods for Analysis of Loss of Feedwater Inventory Events,” 
to CESSAR Sys 80+ sys design. 

* (Combustion Engineering, Inc. 89/03/30. 72pp. 49261:291-49262:001. 

-8904040462 App 15C, “Analysis Methods for Steam Line Breaks,” to CESSAR Sys 
80+ std design. 

* (Combustion Engineering, Inc. 89/03/30. 17pp. 49262:002-49262:021. 

—8904040464 Chapter 16, “Tech Specs,” to CESSAR Sys 80+ std design, 

* Combustion Engineering, Inc. 89/03/30. 300pp. 49262:076-49263:036. 

-8904040465 Chapter 17, "QA Program.” to CESSAR Sys 80+ std design. 

* Combustion Engineering, Inc. 89/03/30. 3pp. 49263:037-49263:040. 
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-8904050008 Chapter 18, “Human Factors Engineering,” to CESSAR Sys 80+ std 
desicn. 

' CombvJS-.!cn Engineering, Inc. 89/03/30. 730pp. 49263:041-49265:016. 

-8904070042 App lOA, “Emergency Feedwater Sys Reliability Analysis," to CESSAR 
Sys 80+ std design. 

* Combustion Engineering, Inc. 89/03/30. 53pp. 49259:033-49259:087. 

-8904070056 App 13A, "Sabotage Protection." to CESSAR Sys 80+ std design. 

* Combustion Engineering. Inc. 89/03/30. 23pp. 49259:215-49259:237. 

-8904070072 App 15D, “Steam Generator Tube Rupture W/Loss of Offsite Power & 
Single Failure," to CESSAR Sys 80+ std design. 

* Combustion Engineering, Inc. 89/03/30. 51pp. 49262:022-49262:075. 

-8904100310 App 3A, “Discussion of Finite Difference Analysis for Analysis of Pipe 
Whip," to CESSAR Sys 80+ std design. 

* Combustion Engineering, Inc. 89/03/30. 55pp. 49251:302-49252:127. 

-8904110181 App 3.11 A, “Environ Qualification for Structures & Components," to 
CESSAR Sys 80+ std design. 

* Combustion Engineering, Inc. 89/03/30. 23pp. 49252:128-49252:149. 

-8904110188 App 3.1 IB, “Identification & Location of Mechanical & Electrical Safety- 
Related Sys Components," to CESSAR Sys 80+ std design. 

* Combustion Engineering, Inc. 89/03/30. 26pp. 49252:150-49252:174. 


DOCKET STN-50-482 WOLF CREEK GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

8904240277 Advises that State of KS & local plans & preparedness for plant deemed 
adequate to protect health & safety of public, per 44CFR350.12. 

PETERSON, G.C. Federal Emergency Management Agency. 89/04/04. STELLO.V. 
Ofc of the Executive Director for Operations. 1 p. 49452:248-49452:248. 

8904140380 Forwards summary of 890320 meeting in Region IV ofc re activities author- 
ized by License NPF-42. Meeting beneficial & provided better understanding of security 
sys enhancement program at facility. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/04/05. WITHERS, B.D. Wolf Creek Nu- 
clear Operating Corp. 2pp. 49322:340-49322:352. 

-8904140387 Summary of 890320 meeting w/util in Arlington, TX re security sys up- 
grade. 

KELLY, J.A.F. Region 4, Ofc of the Director. 89/03/30. Region 4, Ofc of the Director. 
11pp. 49322:342-49322:352. 

8904140391 Forwards FEMA exercise evaluation rept of plant 881205 emergency pre- 
paredness exercise.W/o end. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/04/05. WITHERS.B.D. Wolf Creek Nu- 
clear Operating corp. 2pp. 49334:285-49334:286. 

8904180339 Revised ERPIPs, including Rev 1 to EPP 03-5.2,Rev 0 to EPP 03-5.4, Rev 0 
to EPP 03-5.5,Rev 1 to EPP 03-6.1, Rev 1 to EPP 03-6.5 and revised table of con- 
tents. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/04/13. 98pp. 49373:160- 
49373:257. 


G. Adjudicatory correspondence 

8903300330 Forwards FR notice denying 890120 petition for immediate action to sus- 
pend OL & reopen Ofc of Investigations Case 4-86-004. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
23. Sierra Club. 4pp. 491 43:31 7-491 43:340. 

-8903300341 FR notice of petition, under 2.206,for director’s decision to Initiate enforce- 
ment action at facility.suspend OL & reopen Ofc of Investigations Case 4-86-004.No 
substantial health & safety issues raised by petition & petition denied. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
23. 3pp. 49143:321-49143:340. 


1. Financial information 

8904050105 Forwards “Kansas Gas & Electric Co 1988 Annual Rept” & “Kansas City 
Power & Light Co 1988 Annual Rept." Audited financial statements also end. 
WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/03/30. Document Control 
Branch (Document Control Desk). 21pp. 49216:075-49215:171. 

-8904050106 “1988 Annual Rept.Kansas Gas & Electric Co." 

CADMAN,W.K. Kansas Gas & Electric Co. 88/12/31. 45pp. 49215:097-49215:120. 

-8904050108 “Kansas City Power & Light Co 1988 Annual Rept.” 

DOYLE, A.J., JENNINGS, A.D. Kansas City Power & Light. 88/12/31. 50pp. 49215:121- 
49215:171. 


J. Insurance & indemnity information 

8904060235 Submits present levels of onsite property damage insurance being main- 
tained for plant. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/03/28. Document Control 
Branch (Document Control Desk). Ip. 49216:017-49216:017. 


P. Operating license stage documents & correspondence 

8903290167 Forwards corrected Tech Spec Page 3/4 1-3 from Amend 27 to License 
NPF-42.Amend revises Tech Spec to allow continued operation for 72 h w/one or 
more control rod assemblies inoperable due to electricai/electronic problems. 
PICKETT.D.V. Project Directorate IV. 89/03/21. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 3pp. 49080:249-49080:263. 

-8903290170 Corrected Amend 27 to License NPF-42, consisting of Tech Spec pages 
re boration sys & fmovable control assemblies. 

* NRC - No Detailed Affiliation Given. 89/03/21. 2pp. 49080:252-49080:253. 


8903300153 Withdraws 861107 application for amend to License NPF-42, changing 
Tech Specs to permit operation in Mode 3 w/ECCS injection valves closed for unlimit- 
ed lerigth of time w/no restrictions on RCS. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp, 89/03/22. Document Control 
Branch (Document Control Desk). 2pp. 49144:282-49144:283. 

8903310273 Forwards Amend 28 to License NPF-42 & safety evaluation. Amend revises 
Tech Spec Sections 3,8.4,1 & 4.8.4.1 & deletes Table 3.8-1 re containment penetra- 
tion conductor overcurrent protective devices. 

PICKETT, D.G. Project Directorate IV. 89/03/23. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 5pp. 49153:312-49153:325. 

-8903310275 Amend 28 to License NPF-42, revising Tech Spec Sections 3.8.4.1 & 

4.8.4.1 & deleting Table 3.8-1. 

CALVO.J.A. Project Directorate IV. 89/03/23. 6pp. 49153:317-49153:322. 

-8903310277 Safety evaluation supporting Amend 28 to License NPF-42. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/23. 3pp. 
49153:323-49153:325. 

8904030310 Forwards revised 850918 application for amend to License NPF-30 re con- 
tainment vessel structural integrity, revising proposed Action 3.6.1. 6.c & Surveillances 

4.6.1 . 6.1 .d & 4.6.1, 6.1. e. 

SCHNELL,D.F. Union Electric Co. 89/03/23. Document Control Branch (Document 
Control Desk). 5pp. 49181:092-49181:153. 

-8904030317 Proposed Tech Specs, adding 30-day preliminary special rept as well as 
90-day special rept to proposed Action 3.6.1 .6.c & tying Surveillance 4.6.1. 6.1. d re 
tendon lift-off stress to Action 3.6.1.6.a on tendon lift-off force. 

* Union Electric Co. 89/03/23. 3pp. 49181:097-49181:099. 

-8904030327 “Post-Tensioning Sys Evaluation, Callaway Unit 1 Containment & Wolf 
Creek Unit 1 Containment." 

SAE-UNG.S., THOMAS, E.W.. JOHNSON,T.E. Bechtel Power Corp. 89/03/23. 54pp. 
49181:100-49181:153. 

8904050427 Revises application for amend to License NPF-42 re containment vessel 
structural integrity, including 5% grease void criteria, visual insp of containment to 
assure no widespread grease leakage & max grease pumping pressure. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/03/29. Document Control 
Branch (Document Control Desk). 3pp. 49212:288-49212:349. 

-8904050487 Revised Tech Specs re containment vessel structural integrity. 

* Wolf Creek Nuclear Operating Corp. 89/03/29. 60pp. 49212:291-49212:349. 

8904040058 Application for amend to License NPF-42, modifying 861107 proposed Tech 
Spec to support steam generator tube rupture analysis, 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/03/30. Document Control 
Branch (Document Control Desk). 9pp. 49187:337-49187:348. 

-8904040059 Proposed Tech Specs limiting conditions for operation for steam genera- 
tor atmospheric relief valves. 

* Wolf Creek Nuclear Operating Ck)rp. 89/03/30. 3pp. 49187:346-49187:348. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904170014 Forwards notice of util 890322 withdrawal of 861107 application for amend 
to License NPF-42, modifyilng Tech Spec Sections 3.5.1 & 3.5.2 re ECCS, 

PICKETT.D.V. Project Directorate IV. 89/04/03. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 3pp. 49357:126-49357:130. 

-8904170016 Notice of 890322 withdrawal of 861107 application for amend to License 
NPF-42, revising Tech Specs to permit operation In Mode 3 w/certain ECCS injection 
valves closed for unlimited length of time w/no restrictions on RCS pressure. 
PICKETT.D.V. Project Directorate IV. 89/04/03. 2pp. 49357:129-49357:130. 

8904180087 Forwards Amend 29 to License NPF-42 & safety evaluation. Amend revises 
Tech Spe c Tables 3.3-3 & 4.3-2 re ESFAS instrumentation. 

PICKETT.D.V. Project Directorate IV. 89/04/03. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 3pp. 49372:198-49372:210, 

-8904180096 Amend 29 to Ucense NPF-42,revising Tech Spec Tables 3.3-3 & 4.3-2 re 
ESFAS instrumentation. 

CALVO.J.A. Project Directorate IV. 89/04/03. 7pp. 49372:201-49372:207. 

-8904180106 Safety evaluation supporting Amend 29 to License NPF-42, 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/03. 3pp. 
49372:208-49372:210. 


Q. Inspaction reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNING HAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903290183 Forwards Insp Rept 50-482/89-07 on 890213-17 & notice of violation. 
CALLAN.LJ. Region 4, Ofc of the Director. 89/03/15. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 2pp. 49121:249-49121:261. 

-8903290191 Notice of violation from insp on 89021 3-1 7. Violation noted: licensee in- 
stalled temporary jumper across Cell 10 of Station Battery NK12 & no safety evalua- 
tion provided. 

* Region 4, Ofc of the Director. 89/03/15. 2pp. 49121:251-49121:252. 

-8903290193 Insp Rept 50-482/89-07 on 89021 3-1 7.Violations noted.Major areas 
in8pected:facility mods & offsite technical support. 

HUNTER.D.R., SEIDLE.W.C. Region 4, C5fc of the Director. 89/03/07. 9pp. 
49121:253-49121:261. 
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g®CS230O7S NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment {Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 102pp. 49176:056-49176:157. 

8904040186 Forwards Exam Rept 50-482/OL-88-02 of exam administered during wk of 
881128. 

CALUN.LJ. Region 4, Ofc of the Director. 89/03/27. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Coip. 2pp. 49185:328-49186:114. 

-8904040189 Exam Rept 50-482/OL-88-02 on 881 128-1 201. Exam results:of six reactor 
operators, one passed & of nine senior reactor operators, seven passed all parts of 
exam. 

GRAVES,D.N., PELLET. J.L Region 4. Ofc of the Director. 89/03/23. 145pp. 
49185:330-49186:114. 

8904040266 Ack receipt of 890222 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-482/88-1 4. New commitment date of 891231 for completion of 
Phase I of plant design bases program acceptable. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/27. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Coip. 2pp. 49191:062-49191:070. 

8904050231 Advises that Insp Rept 50-482/89-11 has been cancelled & no insp rept 
will issued 

CALLAN.LJ. Region 4. Ofc of the Director. 89/03/27. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 2pp. 49214:268-49214:269. 

8903240063 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904040053 Responds to NRC Bulletin 88-010, “Nonconforming Molded Case Circuit 
Breakers." Verifiable traceability established for all molded case circuit breakers being 
maintained as stored spares for safety-related applications. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/03/30. Document Control 
Branch (Document Control Desk). 5pp. 49189:351-49189:355. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904070123 Ack receipt of util 890301 response to notice of violation & payment of civil 
penalty in amount of $50,000.Appreciates util effort made to ascertain that essential 
svc water pipe in question would maintain pressure under DBE conditions. 
LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/04/03. WITHERS,B.D. Wolf 
Creek Nuclear Operating Corp. 3pp. 49234:359-49234:361. 

8904120361 Forwards inservice insp summary rept for third refueling outage at plant. 
WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/04/03. Document Control 
Branch (Document Control Desk). Ip. 49295:239-49295:291. 

-8904120362 “Inservice Insp Rept of Wolf Creek Generating Station.” 

• Wolf Creek Nuclear Operating Corp. 89/03/30. 50pp. 49295:240-49295:291. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York. Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York. Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

89033(K)1 13 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc, 109pp. 49388:037-49388:145. 

8904200395 Responds to NRC 890315 Itr re violations noted in Insp Rept 50-482/89- 
07.Corrective actions:writen safety evaluation performed on temporary mod w/no un- 
reviewed safety question being identified. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/04/13. Document Control 
Branch (Document Control Desk). 4pp. 49432:295-49432:298. 

890410P376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

89041 10183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
(Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York. inc. 106pp. 49397:001-49397:106. 


8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904210076 “Annual Summary of Safety Evaluations Rept 4 for 1988." W/ 890329 Itr. 
WILLI AMS, M.G.. WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 88/12/31. 
150pp. 49429:080-49429:213. 

8904270361 Forwards monthly operating rept of Mar 1989 for Wolf Creek Generating 
Station & revised rept for Oct 1986. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/04/13. Document Control 
Branch (Document Control Desk). Ip. 49518:231-49518:239. 

-8904240286 Monthly operating rept for Mar 1989 for Wolf Creek Station. 
WILLIAMS.M.G. Wolf Creek Nuclear Operating Corp. 89/03/31. 6pp. 49518:232- 
49518:237. 

-8904270363 Revised monthly operating rept for Oct 1986 for Wolf Creek Generating 
Station. 

WILLIAMS.M. Wolf Creek Nuclear Operating Corp. 86/10/31. 2pp. 49518:238- 
49518:239. 


S. Reportable occurrences, LERs & related correspondence 

8904180045 LER 89-006-00:on 890308,discovered that chemistry procedure for per- 
formance of emergency diesel generator new fuel oil sampling did not meet surveil- 
lance requIrementCaused by personnel error.STS CH-015 revised.W/890405 Itr. 
WILLIAMS.M.G., WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/04/05. 6pp. 
49357:356-49357:361. 

8904190155 LER 88-021 -02:on 881 025, containment cooling fan inoperability occurred 
due to motor overcurrent condition. Cause under evaluation.Motor replaced w/quali- 
fied motor. W/890413 Itr. 

WILLIAMS.M.G., WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/04/13. 6pp. 
49387:263-49387:268. 


V. Operator Examinations 


8904040186 Fonwards Exam Rept 50-482/OLr88-02 of exam administered during wk of 
881128. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/27. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 2pp. 49185:328-49186:114. 

-8904040189 Exam Rept 50-482/OL-88-02 on 881 128-1 201. Exam results:of six reactor 
operators.one passed & of nine senior reactor operators.seven passed all parts of 
exam. 

GRAVES.D.N., PELLET. J.L. Region 4, Ofc of the Director. 89/03/23. 145pp. 
49185:330-49186:114. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 


DOCKET STN-50-483 CALLAWAY PLANT, UNIT 1 


P. Security, medical, emergency & fire protection plans 

8904060222 Revised emergency implementing procedure index. 

* Union Electric Co. 89/03/16. 4pp. 49216:050-49216:053. 

8903310012 Advises that NRC received end FEMA exercise rept for 880609 full scale 
exercise at plantApproval of offsite plans, granted under 44CFR350, remains in effect. 
GREGER.LR. Region 3. Ofc of the Director. 89/03/17. SCHNELL,D.F. Union Electric 
Co. 2pp. 49148:272-49148:349. 

-8903130504 Forwards FEMA exercise rept for 880606 partial-scale exercise at 
plant. Exercise Identified six deficiencies which have been adequately corrected, five 
throughplan revs & one through successful remedial exercise. 

TRAVERS, W.D. Emergency Preparedness Branch. 89/03/03. GREQER,L.R. Region 
3, Ofc of the Director. Ip. 49148:274-49148:349. 

8904060432 Temporary Change Notice 89-0151 to Rev 10 to EPIP E1P-2Z-00230, “Ac- 
countability & Evacuation.” 

* Union Electric Co. 89/03/23. 3pp. 49215:358-49215:360. 

8904060223 Rev 3 to EPIP EIP-ZZ-00222. “Emergency Repair." 

GROSS, K. Union Electric Co. 89/03/27. 5pp. 49216:059-49216:064. 

8904190036 Forwards rept on 890222 unannounced drill for offsite radiological emer- 
gency response plans for plant.No deficiencies observed during drill.Two areas requir- 
ing corrective action identified at listed location. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 89/04/07. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
49394:1 00-49394:1 1 7. 

—8M41 90042 “Evaluation of Unannounced Drill Testing Mobilization & Activation Por- 
tions of State & Local Radiological Emergency Response Plans for Callaway Nuclear 
Power Plant, Drill Conducted on 890222.” 

* Federal Enr>ergency Management Agency. 89/03/13. 17pp. 49394:101-49394:117. 

8904240413 Forwards Safety Insp Rept 50-483/89-07 on 890403-06.No violations 
noted. 

GREGER.LR. Region 3, Ofc of the Director. 89/04/14. SCHNELLD.F. Union Electric 
Co. 2pp. 49445:026-49445:034. 
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-8904240421 Insp Rept 50>483/89>07 on 89040S'06.No violations noted. Major areas 
inspected:emergency preparedness program, including emergency plan 
activations, licensee actions on previously identified items & operational status of pro- 
gram. 

PATTERSON, J.P. Region 3, Ofc of the Director. 89/04/14. 7pp. 49445:028- 
49445:034. 


H. General correspondence 

8904110013 Responds to constituent W Baruth Itr re proposed amend to NRC regula- 
tion entitled, “Educ & Experience Requirements for Senior Reactor Operators & Su- 
pervisors at Nuclear Power Plants." FR pages on sub] end. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/14. COLEMAN, E.T. 
House of Rep. 13pp. 49278:219-49278:233. 

-8904120367 Requests investigation of info in end W Baruth Itr expresing concerns re 
NRC proposed amend to regulation concerning degree requirement for senior opera- 
tors. 

COLEMAN,E.T. House of Rep. 89/02/09. NRC - No Detailed Affiliation Given. 2pp. 
49278:232-49278:233. 


I. Financial information 

8904040085 "Union Electric 1988 Annual Rept." W/890328 Itr. 

CORNELIUS,W.E.. SCHNELL,D.F. Union Electric Co. 88/12/31. 41pp. 49192:180- 
49192:223. 


J. insurance & indemnity information 

8904130152 Forwards nuclear property insurance rept for plant, per 10CFR50.54(W). 
SCHNELL,D.F. Union Electric Co. 89/04/03. Document Control Branch (Document 
Control Desk). 4pp. 49300:349-49300:352. 

8904240231 Forwards cash flow projection & certification re guarantee of payment of 
retrospective premium, per 10CFR1 40.21. Statement shows ability of cash flow to ade- 
quately cover payment of retrospective premiums. 

SCHNELL,D.F. Union Electric Co. 89/04/12. Document Control Branch (Document 
Control Desk). 4pp. 49448:036-49448:039. 


P. Operating license stage documents & correspondence 

8903300147 Provides util interpretation for leaving leak chases plugged during integrat- 
ed leak rate test, per 1 0CFRSO.App J & requests exemption to permit plugging Teak 
chases. Containment liner would sen/e as redundant boundary. 

SCHNELL,D.F. Union Electric Co. 89/03/20. Document Control Branch (Document 
Control Desk). 5pp. 49129:239-49129:243. 

8904030310 Forwards revised 850918 application for amend to License NPF-30 re con- 
tainment vessel structural integrity, revising proposed Action 3.6.1. 6.c & Surveillances 
4.6.1 . 6.1. d & 4.6.1 .6.1.6. 

SCHNELUD.F. Union Electric Co. 89/03/23. Document Control Branch (Document 
Control Desk). 5pp. 49181:092-49181:153. 

-8904030327 “Post-Tensioning Sys Evaluation,Callaway Unit 1 Containment & Wolf 
Creek Unit 1 Containment." 

SAE-UNG,S., THOMAS,E.W., JOHNSON,T.E. Bechtel Power Corp. 89/03/23. 54pp. 
49181:100-49181:153. 

8904030120 Forwards Amend 42 to License NPF-30 & safety evaluation. Amend re- 
duces required RHR sys flowrate in Mode 6,deletes RHR ACI & allows safety injection 
pumps to be energized w/ head on & w/water level not above reactor vessel flange 
top. 

ALEXION.T.W. Project Directorate III-3. 89/03/27. SCHNELL,D.F. Union Electric Co. 
2pp. 49183:022-49183:046. 

-8904030123 Amend 42 to License NPF-30, reducing required RHR sys flowrate In 
Mode 6, deleting RHR ACI function & allowing safety injection pumps to be energized 
w/head on & w/water level not above top of reactor vessel flange in Modes 5 & 6. 
HANNON,J.N. Project Directorate III-3, 89/03/27. 18pp. 49183:024-49183:041. 

-8904030128 Safety evaluation supporting Amend 42 to License NPF-30. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/27. 5pp. 
49183:042-49183:046. 

8904050267 Advises that 890330 response to Generic Ltr 88-14, "Instrument Supply 
Problems Affecting Safety-Related Equipment," satlsfactory.ltem closed. 
ALEXION,T.W. Project Directorate III-3. 89/03/30. SCHNELUD.F. Union Electric Co. 
2pp. 49205:359-49205:360. 

8904130574 Provides addi info in support of util 880325 application for amend to Li- 
cense NPF-30, revising Tech Spec 3/4.7.6, "Control Room Ventilation Sys," per TW 
Alexion 890202 request. 

SCHNELUD.F. Union Electric Co. 89/03/31. Document Control Branch (Document 
Control Desk). 8pp. 4931 1 :343-4931 1 :354. 

-8904130578 Proposed Tech Specs re surveillance requirements for control room 
emergency ventilation sys. 

* Union Electric Co. 89/03/31. 4pp. 49311:351-49311:354. 

8904170004 Responds to 890202 request for addI info re proposed rev to Tech Spec 
3/4.7.6 re control room emergency ventilation sys. 

SCHNELUD.F. Union Electric Co. 89/03/31. Document Control Branch (Document 
Control Desk). 8pp, 49370:034-49370:045. 

-8904170006 Proposed Tech Specs re control room emergency ventilation sys. 

* Union Electric Co. 89/03/31. 4pp. 49370:042-49370:045. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 


8904180272 Forwards environ assessment & finding of no significant impact re applica- 
tions for amend to License NPF-30, revising Tech Specs re steam generator lo-lo level 
trip circuitry. 

ALEXION.T.W. Project Directorate III-3. 89/04/04. SCHNELUD.F. Union Electric Co. 
2pp. 49381:134-49381:139. 

-8904180275 Environ assessment & finding of no sigificant impact re proposed amend 
to License NPF-30, revising Tech Specs re steam generator lo-lo level trip circuitry by 
adding environ allowance modifier & trip time delay. 

HANNON.J.N. Project Directorate III-3. 89/04/04. 4pp. 49381:136-49381:139. 

8904240226 Requests prompt review & reporting of status of implementation of TMI 
action plan items at facility. Printout of TMI items, annotated where tracking sys indi- 
cates implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. SCHNELUD.F. Union Electric Co. 10pp. 49447:008-49447:017. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, "Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904040233 Forwards info on development of risk-based insp guide for facility as follow- 
up to 890201 Itr & 890222 telcon.Technique used to produce risk-based insp guide to 
differ from method being described in end rept. 

ALEXION.T.W. Project Directorate III-3. 89/03/24. SCHNELL.D.F. Union Electric Co. 
49pp. 49191:266-49191:314. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49206:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904130566 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers." Entire sample of 78 molded-case circuit breakers maintained as spares 
either mfg under 1 0CFR50,App B program or procured from qualified supplier. 
SCHNELL,D.F. Union Electric Go. 89/03/31. Document Control Branch (Document 
Control Desk). 6pp. 49311:355-49311:360. 

8903290256 NRC Info Notice 89-036, "Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. Ilipp, 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05, 
Consolidated Edison Co, of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/04/11. 
Consolidated Edison Co, of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co, of New York, Inc. 106pp. 49335:001-49335:107. 

8904240413 Forwards Safety Insp Rept 50-483/89-07 on 890403-06.No violations 
noted. 

GREGER,L.R. Region 3, Ofc of the Director. 89/04/14. SCHNELL,D.F. Union Electric 
Co. 2pp. 49445:026-49445:034. 

-41904240421 Insp Rept 50-483/89-07 on 890403-06.No violations noted. Major areas 
inspected:emergency preparedness program, including emergency plan 
activations, licensee actions on previously identified items & operational status of pro- 
ram. 

ATTERSON.J.P. Region 3, Ofc of the Director. 89/04/14, 7pp. 49445:028- 
49445:034. 


8904110183 SuppI 1 to NRC Info Notice 88-075, "Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 
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8904140042 NRC Info Notice 89-041, "Operator Response to Pressuri 2 ation of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 10Spp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904200142 Monthly operating rept for Mar 1989 for Callaway Unit 1.W/ 890406 Itr. 
MCCANN.R.J., BLOSSER,J.D. Union Electric Co. 89/03/31. 7pp. 49395:248- 
49395:254. 


S. Reportable occurrences, LERs & related correspondence 

8904050177 LER 89-002-00:on 890228 & 0303,unplanned ESF actuations 

occurred.Caused by shield breakage of coaxial cable & technician inadvertent push of 
ESF actuation push button, respectively.Cable replaced. W/890327 Itr. 

HOGG.J.F.. BLOSSER.J.D. Union Electric Co. 89/03/27. 7pp. 49214:217-49214:223. 

8904190440 LER 88-01 3-02:on 881 029.discovered that Raychem heat-shrink termina- 
tions for steam generator C not installed in environ qualification configuration.Caused 
by incomplete installation procedures & Inadequate training. W/890410ltr. 
MCGRAW,J.A., BLOSSER,J.D. Union Electric Co. 89/04/10. 19pp. 49394:215- 
49394:233. 


V. Operator Examinations 

8904060131 Discusses licensee requests for changes to requalification 
program.Requests include extension of max time period of 24 months for r^ualifica- 
tion cycle to account for changes in outage schedules & reorganization of training pro- 
grams. 

WRIGHT,G.C. Region 3. Ofc of the Director. 89/03/30. Affiliation Not Assigned. 2pp. 
49234:013-49234:014. 

8M3300106 Generic Ltr 89-05 to licensees of ail power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York. Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plane 

8903290243 Forwards SALP Repts 50-498/88-88 & 50-499/88-88 for 1988. Weakness- 
es noted but overall performance at plant satisfactory w/improvement In listed 
areas.including security & c^>erations. 

MARTIN.R.D. Region 4. Ofc of the Director. 89/03/20. GOLDBERG, J.H. Houston 
Ughting & Power Co. 4pp. 49104:300-49104:332. 

-8903290245 SALP Repts 50-498/88-88 & 50-499/88-88 for Jan 1988. 

* Region 4, Ofc of the Director. 89/03/20. 29pp. 49104:304-49104:332. 

8904050185 Revised EPIPs,including Rev 3 to OEPP02-ZA-0003, "Cor»duct & Control of 
Emergency Exercises & Drills," Rev 2 to OEPP02-ZA-0005, “Offsite Emergency Pre- 
paredness Training Program" & Rev 4 to OEPP02-2A-0020.W/890327 Itr. 

BRADY, J.A., MCBURNtTT.M.A. Houston Lighting & Power Co. 89/03/27, 51pp. 
49211:137-49211:187. 

8904130069 Forwards Rev 14 to physical security plan.Rev withheld (ref 10CFR73.21). 
MCBURNETT.M.A. Houston Lighting & Power Co. 89/04/07. Document Control 
Branch (Document Control Desk). 4pp, 49317:358-49317:361. 


H. General correepondence 

8904030026 Discusses stated organizational changes re QA program as described in 
FSAR Section 17.2.Revised pages to Section 17.2 encLRev w?ll be incorporated in 
future FSAR amend. 

MCBURNETT,M.A. Houston Lighting & Power Co. 09/03/28. -Docurrvent Ckjntrol 
Branch (Document Control Desk). Itpp. 49156:181-49156:191. 


J. insurance & Indemnity information 

8904060057 Submits NELIA nudear property insurance.excess property nuclear proper- 
ty insurance & decontamination liability insurance currently in force for fadlHies. 
MCBURNETT,M.A. Houston Ughting & Power Co. 89/03/30. Document Control 
Branch (Document Control Desk). 3pp. 49216:054-49216:056. 


P. Operating license stage documents & correepondence 

8904120404 Provides review on ECCS sump vortex breakers.supporting util 890^3 
conclusion. 

ROSEN,S.L Houston Lighting & Power Co. 89/03/28. Document Control Branch 
(Document Control Desk). 3pp. 49290:225-49290:227. 

8iN>4170103 Fomrards Amend 7 to License NPF-76,8afety evaluation & notice of issu- 
ance supporting amend. Amend changes Tech Specs by rwidng provisions of Tech 
^>ecs re toxic gas monitoring sys. 

DICK,G.F. Project Directorate IV. 89/03/28. GOLDBERG.J.H. Houston Lighting & 
Power Co. 4pp. 49357:1 02-49357:1 1 9. 

-8904170107 Amend 7 to License NPF-76, revising provisions of Tech Specs re toxic 
gas monitoring sys. 

CALVO,J,A Proji^ Directorate IV. 89/03/28. 7pp. 49357:106-49357:1 12. 


-8904170109 Safety evaluation supporting Amend 7 to License NPF-76. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/28. 5pp. 
49357:113-49357:117. 

-8904170111 Notice of issuance of Amend 7 to License NPF-76, revising provisions of 
Tech Specs re toxic gas monitoring sys. 

DICK.G.F. Project Directorate IV. 89/03/28. 2pp. 49357:118-49357:1 19. 

8904170122 Fonwards Amend 5 to License NPF-76 & safety evaluation.Amend replaces 
combined Tech Specs (NUREG-1334) w/NUREG-1346 issued w/Unit 2 full power li- 
cense. 

DICK,G.F. Project Directorate IV. 89/03/28. GOLDBERG.J.H. Houston Lighting & 
Power Co. 4pp. 49357:012-49357:020. 

-8904170123 Amend 5 to Ucense NPF-76, replacing combined Tech Specs (NUREG- 
1334) w/NUREG-1346. 

CALVO,J.A. Project Directorate IV. 89/03/28. 3pp. 49357:016-49357:018. 

-8904170128 Safety evaluation supporting Amend 5 to License NPF-76. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/28. 2pp. 
49357:019-49357:020. 

8904170157 Forwards Ucense NPF-80,Tech Specs & environ protection plan for Unit 
2.lssuance of license authorizes operation of Unit 2 at core power levels not to 
exceed 3,800 MWt. 

HOLAHAN.G.M. Division of Reactor Projects - III, IV, V & Special Projects (Post 
870411). 89/03/28. GOLDBERG.J.H. Houston Lighting & Power Co. 8pp. 49354:271- 
49354:309. 

-8904170165 "App B to South Texas Project, Units 1 & 2 Environ Protection Plan (Non- 
radiological)." 

• NRC - No Detailed Affiliation Given. 89/03/31. 20pp. 49354:285-49354:304. 

8904200183 Forwards Amend 6 to License NPF-76 & safety evaluation. Amend revises 
Tech Specs by changing value of fuel handling bldg exhaust air subsystem electric 
heaters to ref operation at 38 kW instead of current 50 kW. 

DICK,G.F. Project Directorate IV. 89/03/28. GCLDBERG.J.H. Houston Lighting & 
Power Co. 4pp. 49395:226-49395:239. 

—8904200188 Amend 6 to License NPF-76, revising Tech Specs by changing value of 
fuel handling bldg exhaust air subsystem electric heaters to ref operation at 38 kW 
Instead of current 50 kW. 

CALVC.J.A. Project Directorate IV. 89/03/28. 7pp. 49395:230-49395:236. 

-8904200189 Safety evaluation supporting Amend 6 to License NPF-76. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/28. 3pp. 
49395:237-49395:239. 


8904050234 Forwards annotated FSAR pages necessary to describe WRB-1 correlation 
per WCAP 8762-P-A, "New Westinghouse Correlation WRB-1 for Predicting Critical 
Heat Flux (CHF) in Rod Bundles W/Mixing Vane Grids.” 

MCBURNETT,M.A. Houston Lighting & Power Co. 89/03/30. Document Control 
Branch (Document Control Desk). 57pp. 49210:167-49210:223. 

8904110419 TECHNICAL SPECIFICATIONS FOR SOUTH TEXAS PROJECT.UNITS 1 
AND 2.Docket Nos. 50-498 And 50-499.(Houston Lighting And Power Company) 

* Division of Reactor Projects - III, IV, V & Special Projects (Post 870411). NUREG- 
1346. 89/03/31. 400pp. 49247:001-49248:088. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Assodate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904170303 Rev 1 to Dept Procedure 1PSP10-RC-0002, “Core Exit Thermocouple De- 
tector Cross Calibr." W/890403 Itr. 

MCBURNETT.M.A. Houston Lighting & Power Co. 89/04/03. 203pp. 49370:064- 
49370:294. 


8904110393 Advises that util 880531 response to Generic Ltr 88-03, “Steam Binding of 
Auxiliary Feedwater Pumps." satisfactory. 

DICK,G.F. Project Directorate IV. 89/04/04. GOLDBERG.J.H. Houston Lighting & 
Power Co. 4pp. 49268:262-49268:265. 

8904190237 Forwards summaiy of dynamic rod drop test performed at Tihange 3 In 
1985,in response to 890221 request for addi info re tests deleted from startup test 
program. 

MCBURNETT,M.A. Houston Lighting & Power Co. 89/04/06. Document Control 
Branch (Document Control Desk). 8pp. 49387:246-49387:253. 

8904200323 Ack granting of enforcement discretion on 890406, providing temporary 
relief from requirements of Tech Spec 3.8.1.1.d, to allow operation in Mode 1 for no 
more than 48 h w/one train of fuel handling bldg exhaust filters inoperable. 
MARTIN.R.D. Region 4. Ofc of the Director. 89/04/11. GOLDBERG.J.H. Houston 
Ughting & Power Co. 3pp. 49405:335-49405:339. 

—8904200327 Requests discretionary enforcement to provide temporary relief from Tech 
Spec requirement 3.8.1 .1 .d. 

VAUGHN, G.E. Houston Lighting & Power Co. 89/04/06. Region 4. Ofc of the Director. 
2pp. 49405:338-49405:339. 

8904210383 Forwards Vols 1 & 2 to PLG-0700, "South Texas Project Probabilistic 
Safety Assessment Summary Rept" Util expects to provide risk-based analysis of 
plant Tec h Sp ecs using model in rept by 890831. 

MCBURNETt,M,A. Houston Lighting & Power Co. 89/04/14. Document Control 
Branch (Document Control Desk). 3pp. 49433:038-49437:1 13. 

-8904210384 “South Texas Project Probabilistic Safety Assessment Summary Rept," 
Vols t & 2. 

GARRICK.B.J., READ,J.W., FLEMING,K.N. Pickard, Lowe & Garrick. Inc. PLG-0700. 
89/04/30. 950pp. 49433:041 -49437:1 1 3. 
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Q. inspection reports, IE Bulletins & correspondence 


8904070079 Forwards “Inservice Insp Plan for First Insp Interval...,” “Inservice Insp 
Exam of Component Supports..." & Vols I & II to SWRI rept entitled “First 10-Yr Inter- 
val Long-Term Inservice Exam Plan for South Texas Project Electric...," 
MCBURNETT,M.A. Houston Lighting & Power Co. 88/02/22. Document Control 
Branch (Document Control Desk). 3pp. 49229:001-49232:108. 


-8904070080 “Inservice Insp Plan for First Insp Interval of South Texas Project Electric 
Generating Station-Unit 1.” 

BEVERLY, R.L, MCINTYRE, A.C., LOESCH.J.W. Houston Lighting & Power Co. 88/02/ 
29. 21pp. 49229:004-49229:026. 


-8904070084 Rev 0 to 5U035JS0003, “Inservice Insp Exam of Component Supports of 
South Texas Project Electric Generating Station- Unit 1." 

STEWART M.A., BEVERLY, R.L, VALLEY,D, Houston Lighting & Power Co. 88/02/19. 
245pp. 49229:027-49229:270. 


-8904070086 Vols I & II to “First 10-Yr Interval Long-Term Inservice Exam Plan for 
South Texas Project Electric Generating Station, Unit 1." 

YOUNGER, J.C. SRI International. ROSOW.D.F, Southwest Research Institute. 88/02/ 
29. 800pp. 49229:271-49232:108. 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 


8903290264 Ack receipt of 880708 & 1018 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-498/88-24 & 50-499/88-24. Notice of violation re 
Violation 499/8824-01 cancelled, per recognition that temporaiy tags be removed. 
CALLANLJ. Region 4, Ofc of the Director. 89/03/17. GOLDBERG,J.H. Houston 
Lighting & Power Co. 3pp. 49120:022-49120:027. 

8903300206 Discusses schedule for response to NRC Bulletin 88-010 re molded-case 
circuit breakers In use at facilities. Initial update re traceability of circuit breakers will be 
provided by 890401. 

MCBURNETT,M.A. Houston Lighting & Power Co. 89/03/17. Document Control 
Branch (Document Control Desk). 2pp. 49145:001-49145:002, 

8903290243 Forwards SALP Repts 50-498/88-88 & 50-499/88-88 for 1988. Weakness- 
es noted but overall performance at plant satisfactory w/improvement in listed 
areas, including security & operations. 

MARTIN, R.D. Region 4, Ofc of the Director. 89/03/20. GOLDBERG.J.H. Houston 
Lighting & Power Co. 4pp. 49104:300-49104:332. 

-8903290245 SALP Repts 50-498/88-88 & 50-499/88-88 for Jan 1988. 

* Region 4, Ofc of the Director. 89/03/20. 29pp. 49104:304-49104:332. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 


8903290380 Ack receipt of 890301 Itr Informing NRC of steps taken to correct violations 
noted in Insp Repts 50-498/88-87 & 50-499/88-87. 

CALLAN,LJ. Region 4, Ofc of the Director. 89/03/24. GOLDBERG,J.H. Houston 
Lighting & Power Co. 3pp. 49081:306-49081:311. 


8903290386 Ack receipt of 880914 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-498/88-42 & 50-499/88-42. 

CALLAN.LJ. Region 4, Ofc of the Director. 89/03/24. GOLDBERG,J.H. Houston 
Lighting & Power Co. 3pp. 49120:081-491 20:086. 


8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30, Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 


8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl.” Svc 
list end 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 


8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 


8904140290 Provides initial update on addi actions performed by licensee in response 
to NRC Bulletin 88-01 0.Traceability to circuit breaker mfg not verifiable in all 
cases.Complete listing, by supplier, of status & actions to date end. 

ROSEN, S.L Houston Lighting & Power Co. 89/04/03. Document Control Branch 
(Document Control Desk). 7pp. 49336:241-49335:247. 


8904170099 Submits Initial update on addI actions being performed by util re NRC Bulle- 
tin 88-010 concerning molded case circuit breaker mfg. Attachment provides complete 
listing by supplier of status & actions to date. 

ROSEN,S.L Houston Lighting & Power Co. 89/04/03. Document Control Branch 
(Document Control Desk). 8pp. 49350:099-49350:106. 


8903290256 NRC Info Notice 89-036, “Excessive Temps In ECCS Piping Located Out- 
side Containment." Svc list end. , 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 


8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. ^ 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 


8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 


Units 1,2 & 3." Svc list end. v me 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 


8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008. “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145, 

8904210272 Advises that licensee 880609 response to NRC Bulletin 88-003, “Inad- 
equate Latch Engagement in HFA Type Latching Relays Mfg by GE,” acceptable. 
DICK.G.F. Project Directorate IV. 89/04/13. GOLDBERG.J.H. Houston Lighting & 
Power Co. 4pp. 49430:312-49430:315. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERs & related correspondence 

8904030125 Part 21 rept listing locations where valves w/Control Components w/pres- 
surized seat design similar to APS valves S/N 21408-1 installed in same svc IE modu- 
lating atmospheric dump valve upstream of MSIV.Proprietary drawing end. 

STERUD.C. Control Components. Inc. 89/03/17. LANNING.W. NRC5- No Detailed Af- 
filiation Given. Ip. 49182:110-49182:110. 

8904050252 Special rept:on 890226,nonvalid failure of standby diesel generator 13 
occurred.Probably caused by sticking test mode fuel control valve.Valve to be re- 
placed on 890522. 

VAUGHN.G.E. Houston Lighting & Power Co. 89/03/27. Document Control Branch 
(Document Control Desk). 4pp, 49212:354-49212:357. 

8904070001 Part 21 rept re atmospheric dump valves.Cause of failure speculative but 
result of piston ring that failed to seal. Resolution to problem requires increasing pilot 
valve capacity & reworking of plug to enlarge pilot flow area. 

MILLER,H.L. Control Components, International (subs, of Babcock & Wilcox Co,), 89/ 
04/04. 2pp. 49235:279-49235:281. 

8904170070 PNO-IV-89-025:on 890406,util declared notification of unusual event at fa- 
cility due to one inoperable diesel generator. Util declared diesel generator 12 operable 
after replacing defective resistor in governor control circuit. 

HOLLER,E.J. Region 4, Ofc of the Director. 89/04/06. 2pp. 49350:116-49350:117. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04, Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET STN-50-499 SOUTH TEXAS PROJECT, UNIT 2 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8904110402 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SOUTH TEXAS PROJECT, UNIT 2.Docket No. 50-499.(Houston Lighting And Power 
Company) 

* Division of Reador Projects - lll,IV,V & Special Projects (Post 870411). NUREG- 
0781 S07. 89/03/31. 58pp. 49272:158-49272:221. 


F. Security, medical, emergency & fire protection plans 

8903290243 Forwards SALP Repts 50-498/88-88 & 50-499/88-88 for 1988. Weakness- 
es noted but overall performance at plant satisfactory w/improvement in listed 
areas, including security & operations. 

MARTIN,R.D. Region 4, Ofc of the Director. 89/03/20. GOLDBERG.J.H. Houston 
Lighting & Power Co. 4pp. 49104:300-49104:332. 

-8903290245 SALP Repts 50-498/88-88 & 50-499/88-88 for Jan 1988. 

* Region 4, Ofc of the Diredor. 89/03/20. 29pp. 49104:304-49104:332. 

8904050185 Revised EPIPs.including Rev 3 to OEPP02-ZA-0003, “Conduct & Control of 
Emergency Exercises & Drills,” Rev 2 to OEPP02-2;A-0005, “Offsite Emergency Pre- 
paredness Training Program” & Rev 4 to OEPP02-ZA-0020.W/890327 Itr. 

BRADY,J.A., MCBURNETT,M.A. Houston Lighting & Power Co. 89/03/27. 51pp. 
49211:137-49211:187. 

8904130069 Forwards Rev 14 to physical security plan.Rev withheld (ref 10CFR73.21). 
MCBURNETT,M.A. Houston Lighting & Power Co. 89/04/07. Document Control 
Branch (Document Control Desk). 4pp. 49317:358-49317:361. 
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H. Gtneral correspondence 

8904030026 Discusses stated organizational changes re QA program as described in 
FSAR Section 17.2.Revised pages to Section 17,2 encI.Rev wil! be incorporated in 
future FSAR amend. 

MCBURNETT,M.A. Houston Lighting & Power Co. 89/03/28. Document Control 
Branch (Document Control Desk). 11pp. 49156:181-49156:191. 


J. insurance & indemnity information 


89040€(H)57 Submits NELIA nuclear property insurance, excess property nuclear proper- 
^ insuran ce & decontamination liability insurance currently in force for facilities. 
MCBURNETT.M.A, Houston Lighting & Power Co. 89/03/30, Document Control 
Branch (Document Control Desk). 3pp. 49216:054-49216:056. 


P, Operating license stage documents & correspondence 

8^4120404 Provides review on ECCS sump vortex breakers, supporting util 890303 
conclusion. 

ROSEN, S.L, Houston Lighting & Power Co. 89/03/28. Document Control Branch 
(Document Control Desk). 3pp. 49290:225-49290:227. 

8904170157 Forwards License NPF-80,Tech Specs & environ protection plan for Unit 
2.is$uance of license authorizes operation of Unit 2 at core power levels not to 
exceed 3,800 MWt. 

HOLAHAN.G.M. Division of Reactor Projects - III.IV.V & Special Projects (Post 
870411). 89/03/28. GOLDBERG, J.H. Houston Lighting & Power Co. 8pp. 49354:271- 
49354:309. 

-8904170162 License NPF-80, authorizing operation of Unit 2 at core levels not to 
exceed 3,800 MWt. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
28. 6pp. 49354:279-49354:284. 

-8904170165 “App B to South Texas Project,Units 1 & 2 Environ Protection Plan (Non- 
radiologicai)." 

* NRC - No Detailed Affiliation Given. 89/03/31. 20pp. 49354:285-49354:304. 

-8904170167 Notice of issuance of License NPF-80,autboiizing operation at reactor 
core power levels not in excess of 3,800 MWt In accordance w/provisions of 
license,Tech Specs & environ protection plan.Amend 5 to Indemnity Agreement B-108 

DICK.G.F. Project Directorate IV. 89/03/28. 5pp. 49354:305-49354:309. 

8904050234 Forwards annotated FSAR pages necessary to describe WRB-1 correlation 
per WCAP 8762-P-A, “New Westinghouse Correlation WRB-1 for Predicting Critical 
Heat Flux (CHF) in Rod Bundles W/MIxing Vane Grids." 

MCBURNETT,M.A. Houston Lighting & Power Co. 89/03/30. Document Control 
Branch (Document Control Desk). 57pp. 49210:167-49210:223. 

8904110419 TECHNICAL SPECIFICATIONS FOR SOUTH TEXAS PROJECT.UNITS 1 
AND 2.Docket Nos. 50-498 And 50-499.(Houston Lighting And Power Company) 

• Division of Reactor Projects - III,1V,V & Special Projects (Post 870411). NUREG- 
1346. 89/03/31. 400pp. 49247:001-49248:088. 

8903300105 Generic Ltr 89-04 to ail holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA.S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York. Inc. 70pp. 49208:320-49209:030. 

8904170303 Rev 1 to Dept Procedure 1PSP10-RC-0002, "Core Exit Thermocouple De- 
tector Cross Calibr." W/890403 ltr. 

MCBURNETT,M.A. Houston Lighting & Power Co. 89/04/03. 203pp. 49370:064- 
49370:294. 

8904110393 Advises that util 880531 response to Generic Ltr 88-03, "Steam Binding of 
Auxiliary Feedwater Pumps," satisfactory. 

D1CK,G.F. Project Directorate IV. 89/04/04. GOLDBERG, J.H. Houston Lighting & 
Power Co. 4pp. 49268:262-49268:265. 

8904170183 Staff requirements memo re Commission 890328 di«:ussion/ possible vote 
on full power OL.Oommission authorized issuance of full pow^ OL upon finding that 
all requirements satisfied. 

CHILK.S.J. Office of the Secretary of the Commission. 89/04/05. STELLO.V. Ofc of 
the Executive Director for Operations. Ip. 49380:180-49380:180. 

8904190237 Forwards summary of dynamic rod drop test performed at Tihange 3 In 
1985.in response to 890221 request for addi info re tests deleted from startup test 
program. 

MCBURNETT.Mj^. Houston Lighting & Power Co. 89/04/06. Document Control 
Branch (Document Control Desk). 8pp. 49387:246-49387:253. 

8904190401 Forwards description of change in plant initial test program listed in FSAR 
Section 1 4.2. 

MCBURNEl I ,M.A. Houston Lighting & Power Co. 89/04/06. Document Control 
Branch (Document Control Desk). 9pp. 49391:323-49391:331. 

8904200323 Ack granting of enforcement discretion on 890406, providing temporary 
relief from requirements of Tech Spec 3.8.1. 1.d, to alldw operation in M^e 1 for no 
more than 48 h w/one train of fuel handling bldg exhaust filters inoperable. 

MARTIN, R.D. Redon 4, Ofc of the Director. 89/04/11. GOLDBERG,J.H. Houston 
Lighting & Power Co. 3pp. 49405:335-49405:339. 

8904210383 Fonvards Vols 1 & 2 to PLG-0700, "South Texas Project Probabilistic 
Safety Assessment Summary Rept" Util expects to provide risk-tsased analysis of 
plant Tech Specs using model in rept by 8^831 . 

MCBURNETT,M.A. Houston Lighting & Power Co. 89/04/14. Document Control 
Branch (Document Control Desk). 3pp. 49433:038-49437:113. 

-8^210384 “South Texas Project Probabilistic Safety Assessment Summary Rept,” 
Volsl&2. 

GARRICK,B.J., READ.J.W.. FLEMING, K.N. Pickard, Lowe & Garrick, Inc. PLG-0700. 
89/04/30. 950pp. 49433:041-49437:113. 


Q. Inspection reports, !E Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903290264 Ack receipt of 880708 & 1018 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-498/88-24 & 50-499/88-24.Notice of violation re 
Violation 499/8824-01 cancelled, per recognition that temporary tags be removed. 
CALLAN,L.J. Region 4, Ofc of the Director. 89/03/17. GOLDBERG, J.H. Houston 
Lighting & Power Co. 3pp. 49120:022-49120:027. 

6903300206 Discusses schedule for response to NRC Bulletin 88-010 re molded-case 
circuit breakers in use at facilities.lnitial update re traceability of circuit breakers will be 
provided by 89 0401. 

MCBURNETT,M.A. Houston Lighting & Power Co. 89/03/17. Document Control 
Branch (Document Control Desk). 2pp. 49145:001-49145:002. 

8903290243 Forwards SALP Repts 50-498/88-88 & 50-499/88-88 for 1988. Weakness- 
es noted but overall performance at plant satisfactory w/improvement in listed 
areas.including security & operations. 

MARTIN,R.D. Region 4, Ofc of the Director. 89/03/20. GOLDBERG,J.H. Houston 
Lighting & Power Co. 4pp. 49104:300-49104:332. 

-8903290245 SALP Repts 50-498/88-88 & 50-499/88-88 for Jan 1988. 

• Region 4. Ofc of the Director. 89/03/20. 29pp. 49104:304-49104:332. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end, 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903290380 Ack receipt of 890301 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-498/88-87 & 50-499/88-87. 

CALLAN,L.J. Region 4, Ofc of the Director. 89/03/24. GOLDBERG,J.H. Houston 
Lighting & Power Co. 3pp. 49081:306-49081:311. 

8903290386 Ack receipt of 880914 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-498/88-42 & 50-499/88-42. 

CALLAN,L.J. Region 4, Ofc of the Director. 89/03/24, GOLDBERG,J.H, Houston 
Lighting & Power Co. 3pp. 49120:081-49120:086. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. (Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904140290 Provides initial update on addI actions performed by licensee in response 
to NRC Bulletin 88-01 0.Traceability to circuit breaker mfg not verifiable in all 
cases-Complete listing,by supplier, of status & actions to date end. 

ROSEN,S.L. Houston Lighting & Power Co. 89/04/03, Document Control Branch 
(Document Control Desk). 7pp. 49335:241-49335:247. 

8904170099 Submits initial update on addi actions being performed by util re NRC Bulle- 
tin 88-010 concerning molded case circuit breaker mfg.Attachment provides complete 
listing by supplier of status & actions to date. 

ROSEN,S.L. Houston Lighting & Power Co. 89/04/03. Document Control Branch 
(Document Control Desk). 8pp. 49350:099-49350:106. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Alr Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904210272 Advises that licensee 880609 response to NRC Bulletin 88-003, “inad- 
equate Latch Engagement in HFA Type Latching Relays Mfg by GE," acceptable. 
DICK.G.F. Project Directorate tV. 89/04/13. GOLDBERG, J.H. Houston Lighting & 
Power Co. 4pp. 49430:31 2-49430:31 5. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

RObSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York. Inc. 106pp. 49335:001-49335:107. 
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8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York. Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York. Inc. 106pp. 49451:001-49451:107. 


S. Reportable occurrences, LERs & related correspondence 

8904030125 Part 21 rept listing locations where valves w/Control Components w/pres- 
surized seat design similar to APS valves S/N 21408-1 installed in same svc IE modu- 
lating atmospheric dump valve upstream of MSIV. Proprietary drawing end. 

STERUD,C. Control Components, Inc. 89/03/17. LANNING.W. NRtJ - No Detailed Af- 
filiation Given. Ip. 49182:110-49182:110. 

8904030192 PNO-IV-89-022:on 890328, reactor power increased above 5% for first 
tIme.License issued earlier authorizing full power operation.Power to be increased in 
increments for few wks w/performance of equipment & sys tests at various levels. 
HOLLER,E. Region 4, Ofc of the Director. 89/03/30. Ip. 49183:103-49183:103. 

8904070001 Part 21 rept re atmospheric dump valves.Cause of failure speculative but 
result of piston ring that failed to seal. Resolution to problem requires increasing pilot 
valve capacity & reworking of plug to enlarge pilot flow area. 

MILLER,H.L. Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. 2pp. 49235:279-49235:281. 

8904180156 PNO-IV-89-024:on 890405,reactor trip occurred during attempt to synchro- 
nize main generator to electrical distribution sys.Some nonsafety equipment did not 
function as expected. Resident inspectors will continue to monitor activities. 
BARTLETT,B.A. Region 4, Ofc of the Director. 89/04/05. 2pp, 49372:220-49372:221. 

8904140368 PNO-IV-89-026:on 890405,unit tripped from 1 1 % power due to lockout of 
main & auxiliary transformers during attempt to synchronize main generator to electri- 
cal distribution sys. Unit in hot standby & startup not expected until 890409. 
BARTLETT,B, Region 4, Ofc of the Director. 89/04/06. Ip. 49335:124-49335:124. 


T. Hearing transcripts on non-antitrust matters 

8904210043 Transcript of 890328 meeting in Rockville, MD re discussion/ possible vote 
on full power OL.Pp 1-65.Supporting documentation end. 

* Commissioners. 89/03/28. 100pp. 49429:214-49429:304. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET STN-50-508 WPPSS NUCLEAR PROJECT, UNIT 3 


A. Application/construction stage documents & correspondence 

8903310259 Forwards safety evaluation accepting Generic Ltr 83-28, Item 4.5.2, “Reac- 
tor Trip Sys Reliability-On-Line Testing." 

CALVO,J.A. Project Directorate IV. 89/03/23. DEWEASE,J.G. Louisiana Power & 
Light Co. 4pp. 49159:196-49159:223. 

-8710140201 “Conformance to Item 4.5.2 of Generic Ltr 83-28,Arkansas Nuclear One 
2, Calvert Cliffs 1 & 2,Fort Calhoun,Maine Yankee.Millstone 2,Palisades,Palo Verde 1,2 
& 3, San Onofre 2 & 3, St Lucie 1 & 2,Waterford 3, WPPSS 3," informal rept. 
FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7463 
R02. 87/09/30. NRC - No Detailed Affiliation Given. 23pp. 49159:201-49159:223. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/03. CJonsolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 


Q. inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 

nf I .Qwp* lict 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:001-49206:109. 


8903270348 Suppl 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York. Inc. 108pp. 49185:070-49185:177. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison CJo. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, "List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 Suppl 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc, 106pp. 49335:001-49335:107. 

8904110183 Suppl 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end, 

ROSSLC.E. Division of Operational Events Assessment (Post 870411), 89/04/20. 
Consolidated Edison Ck). of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET STN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8904140366 Ack receipt of HF Bieling 890302 ltr re scenario for 1989 annual emergen- 
cy preparedness exercise.Scenario appropriate & FEMA offers no comments. 
FlSH,R.F. Region 5, Ofc of the Director. 89/04/03. KARNER,D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). Ip. 49348:154-49348:156. 

—8904140367 Forwards for review & comment, 1989 emergency preparedness exercise 
scenario. End withheld. 

BIELING,H.F. Arizona Nuclear Power Project (formerly Arizona Public Service Co.), 
89/03/02. MARTIN.J.B. Region 5, Ofc of the Director. 2pp. 49348:155-49348:156. 

8904240150 Forwards Insp Repts 50-528/89-07,50-529/89-07 & 50-530/89-07 on 
89021 3-1 7.No violations noted. 

YUHAS,G.P. Region 5, Ofc of the Director. 89/04/03. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49468:098-49468:128, 

-8904240154 Insp Repts 50-528/89-07,50-529/89-07 & 50-530/89-07 on 890213- 
17.No violations noted.Major areas inspected: radiation protection,chemistry & rad- 
waste organization & mgt controls,emergency preparedness program & tours. 
CILLIS,M., PRENDERGAST,K., TENBROOK,W.K. Region 5, Ofc of the Director. 89/ 
03/31. 29pp. 49468:100-49468:128. 


I. Financial information 


8904120228 "Arizona Power Authority 30th Annual Rept." 

FRANCIS,J.S. Arizona Power Authority. 88/06/30. 35pp. 49295:172-49295:208. 


J. Insurance & indemnity information 


8904030113 Submite present levels & sources of property insurance maintained for 
plant,in accordance w/10CFR50.54(w)(4). 

KARNER,D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/22. Document Control Branch (Document Control Desk). Ip. 49183:130- 
49183:130. 
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P. Operating license stage documents & correspondence 

8903300208 Advises that reactor coolant pump trip issue in TMI Action Plan Item 
II.K.3.5 satisfactorily resolved for plant, per util 861124 & 880627 & 1110 responses to 
Generic Ltr 86-06 approving C-E Owners Group methodologies. 

CHAN.T.L Project Directorate V. 89/03/21. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 4pp. 49123:091-49123:094. 

8903310259 Forwards safety evaluation accepting Generic Ltr 83-28, Item 4.5.2, “Reac- 
tor Trip Sys Reliability-On-Une Testing." . . ^ ^ 

CALVOJ A Project Directorate IV. 89/03/23. DEWEASE.J.G. Louisiana Power & 
Light Co. 4pp. 49159:196-49159:223. 

-8710140201 “Conformance to Item 4.5.2 of Generic Ltr 83-28.Arkansas Nuclear One 
2 Calvert Cliffs 1 & 2,Fort Calhoun, Maine Yankee.Millstone 2,Palisades,Palo Verde 1,2 
& 3,San Onofre 2 & 3, St Lucie 1 & 2, Waterford 3,WPPSS 3." informal rept. 
FARMER,F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7463 
R02. 87/09/30. NRC - No Detailed Affiliation Given. 23pp. 49159:201-49159:223. 


8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. ^ ^ . 

VARGA, S.A. Associate Director for Projects (Post 870411), 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 


8904120132 Forwards status update of regulatory effectiveness review. End withheld. 
KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/04/04. CRUTCHFIELD.D. Division of Reactor Projects - III.IV.V & Special Projects 
(Post 870411). Ip. 49314:131-49314:131. 

8904180050 Forwards request for addi info re C-E 870227 & 0918 Itrs on ATWS rule 
(10CFR50.62) on reduction of risk from ATWS.Info should be submitted within 30 days 
or alternate schedule in 15 days. _ , 

CHAN.T.L. Project Directorate V. 89/04/05. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 7pp. 49380:268-49380:274. 


Q. inspection reports, IE Bulletins & correspondence 

8903010075 NRC Info Notice 89-025. “Unauthorized Transfer of Ownership or Ck)ntrol 
of Licensed Activities." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. ^ 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 102pp. 49176:056-49176:157. 

8904200040 Forwards Insp Repts 50-528/89-09.50-529/89-09 & 50-530/89-09 on 
89021 3-0303,No violations or deviations noted. 

KIRSCH.D.F. Region 5. Ofc of the Director. 89/03/24. KARNER.D.B. Arizona Nuclear 
Power Project formerly Arizona Public Service Co.). 2pp. 49401:289-49401:300. 

-8904200041 Insp Repts 50-528/89-09.50-529/89-09 & 50-530/89-09 on 890213- 
0303.No violations or deviations noted.Major areas inspected:activities re inservice 
testing of pumps & valves & followup of 10CFR21 notitification. 

CLARK, C.A., RICHARDS.S.A. Region 5, Ofc of the Director. 89/03/23. 10pp. 
49401:291-49401:300. 

8904040146 Responds to NRC 890223 ltr re violations noted in Insp Repts 50-528/89- 
03,60-529/89-03 & 50-530/89-03,Corrective actions: procedural controls.utilized by 
chemistry dept personnel.for filter /cartridge change out in low range monitor, revised 
KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/27. Document Control Branch (Document Control Desk). 27pp. 49190:293- 
49190:319. 


8904200193 Forwards Insp Repts 50-528/89-05.50-529/89-05 & 50-530/89-05 on 
890130-0224.No violations or deviations noted. 

KIRSCH.D.F. Region 5. Ofc of the Director. 89/03/27. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49405:325-49405:334. 


-8904200196 Insp Repts 50-528/89-05,50-529/89-05 & 50-530/8-05 on 890130- 
0224.No violations or deviations noted.Major areas inspected:assessment of follow up 


items & licensee electrical maint program. 
BURDOIN,J.F.. MILLER.M.H.. RICHARDS, 
27. 8pp. 49405:327-49406:334. 


,S.A. Region 5, Ofc of the Director. 89/03/ 


8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNN1NGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 


8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list 0ncl 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 


8904110305 Forwards Mgt Meeting Repts 50-528/88-30,50-529/88-29 & 50-530/88-20 
on 890117 re SALP rept dtd 881223. 

MARTIN, J.B. Region 6, Ofc of the Director. 89/03/30. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service CJo.). 3pp. 49237:323-49238:043. 

-8904110307 Mgt Meeting Repts 50-528/88-30,50-529/88-29 & 50-530/88-28 on 
8901 17. Areas dlscussed:results of recent SALP & other items of concern. 
ZIMMERMAN, R. Region 5, Ofc of the Director. 89/03/30. 4pp. 49237:326-49238:043. 

8904170270 Forwards interim response to NRC Bulletin 88-010, "Nonconforming 
Molded Case Circuit Breakers (MCCBs).” All safety-related MCCBs purchased directly 
from CBM unless dedicated. Final response to bulletin by 891231. 

KARNER.D.B, Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/30. Document Control Branch (Document Control Desk). 4pp. 49357:120- 
49357:123. 


8903270348 Supp1 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 


8904240150 Forwards Insp Repts 50-528/89-07,60-529/89-07 & 50-530/89-07 on 
89021 3-1 7.No violations noted. . 

YUHAS G.P. Region 5. Ofc of the Director. 89/04/03. KARNER,D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49468:098-49468:128. 

-8904240154 Insp Repts 50-528/89-07,50-529/89-07 & 50-530/89-07 on 890213- 
17.No violations noted.Major areas inspected: radiation protection,chemistry & rad- 
waste organization & mgt controls, emergency preparedness program & tours. 

CILLIS.M , ESSIG.T.H., BLOCK.S. Region 5, Ofc of the Director. 89/03/31. 29pp. 
49468:100-49468:128. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. ^ 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, "Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides.” Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904210251 Responds to request for addI info re seismic adequacy of nylon cable ties 
used to support electrical cables in cable trays at plant, per insp repts.Nylon cable tie 
location utilized for mild environ. « v 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/04/04. Document Control Branch (Document Control Desk). 9pp. 49443:071- 
49443:079. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses In Piping Connected to 
RCS.” Svc list end. ^ ^ 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York. Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
cionsolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, "Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. ^ ^ 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 


8904060006 Requests that listed addi info re util annual rept for 1987 be provided within 
20 days from receipt of ltr. 

CHAN.T.L. Project Directorate V. 89/03/29. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 4pp. 49234:030-49234:033. 


S. Reportable occurrences, LERs & related correspondence 

8903280260 LER 89-003-00:on 89021 7, preplanned alternate sampling sys for fuel bldg 
discovered inoperable.Caused by temporary & permanent electrical Toads in excess of 
circuit capacity. Circuit breaker supplying power opened.W/890320 ltr. 

SHRIVER.T.D., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 89/03/20. 6pp. 49074:268-49074:273. 

8904060128 Confirmatory action ltr re 890303 & 05 reactor trips. Understands experi- 
ences learned from 890303 unusual event will be incorporated into activities prior to 
restart of units to confirm that Hsted equipment operable. 

MARTIN.J.B. Region 5, Ofc of the Director. 89/03/28. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49225:299-49225:300. 

8904070001 Part 21 rept re atmospheric dump valves.Cause of failure speculative but 
result of piston ring that failed to seal. Resolution to problem requires increasing pilot 
valve capacity & reworking of plug to enlarge pilot flow area. 

MILLER.H.L. Ck>ntrol Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. 2pp. 49235:279-49235:281. 

-8904070002 Forwards ltr in which concerns for potential significant deficiency under 
10CFR21 expressed. 

MILLER.H.L Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. LOBEL.R. Events Assessment Branch. 1p. 49235:281-49235:281. 

8904180201 LER 89-004-00:on 890305.reactor trip occurred on DNBR.Caused by con- 
trol element assembly calculator failure.Processor board replaced.W/890404 ltr. 
SHRIVER.T.D., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 89/04/04. 9pp. 49375:163-49375:171. 
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8904190202 Special Rept 1-SR-89-001:on 890306.Channel B reactor vessel water level 
sys inoperable for period greater than 7 days. Approved work document initiated to 
determine cause of improper operation of sys.Channel will be replaced. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/04/07. Document Control Branch (Document Control Desk). 3pp. 49394:166- 
49394:168. 


U. Congressional/Executive Correspondence 


8903300172 Forwards detailed info re status of implementation of TMI action plan items 
at listed plants.Small number of action items still need resolution. 

2ECH,L.W. Commissioners. 89/03/17. MARKEY.E.J. House of Rep. 20pp. 49309:174- 
49309:195. 


V. Operator Examinations 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET STN-50-529 PALO VERDE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8904140366 Ack receipt of HF Bieling 890302 ltr re scenario for 1989 annual emergen- 
cy preparedness exercise.Scenario appropriate & FEMA offers no comments, 
FISH.R.F. Region 5, Ofc of the Director. 89/04/03. KARNER,D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 1p. 49348:154-49348:156. 

-8904140367 Forwards for review & comment.1989 emergency preparedness exercise 
scenario.EncI withheld. 

BIELING, H.F. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/02. MARTIN, J.B. Region 5, Ofc of the Director. 2pp. 49348:155-49348:156. 

8904240150 Forwards Insp Repts 50-528/89-07,50-529/89-07 & 50-530/89-07 on 
89021 3-1 7.No violations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/04/03. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49468:098-49468:128. 

-8904240154 Insp Repts 50-528/89-07,50-529/89-07 & 50-530/89-07 on 890213- 
17.No violations noted.Major areas inspected: radiation protection, chemistry & rad- 
waste organization & mgt controls, emergency preparedness program & tours. 
C1LLIS,M., PRENDERGAST,K., TENBROOK.W.K. Region 5. Ofc of the Director. 89/ 
03/31. 29pp. 49468:100-49468:128. 


i. Financial information 


8904120228 “Arizona Power Authority 30th Annual Rept." 

FRANCIS, J.S. Arizona Power Authority. 88/06/30. 35pp. 49295:172-49295:208, 


J. Insurance & indemnity information 


8904030113 Submits present levels & sources of property insurance maintained for 
plant, in accordance w/10CFR50.54(w)(4). 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/22. Document Control Branch (Document Control Desk). Ip. 49183:130- 
49183:130. 


P. Operating license stage documents & correspondence 

8903300208 Advises that reactor coolant pump trip issue in TMI Action Plan Item 
II.K.3.5 satisfactorily resolved for plant, per util 861124 & 880627 & 1110 responses to 
Generic Ltr 86-06 approving C-E Owners Group methodologies. 

CHAN.T.L Project Directorate V. 89/03/21. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.), 4pp. 49123:091-49123:094. 

8903310259 Forwards safety evaluation accepting Generic Ltr 83-28, Item 4.5.2, “Reac- 
tor Trip Sys Reliability-On-Line Testing." 

CALVO.J.A. Project Directorate IV. 89/03/23. DEWEASE.J.G. Louisiana Power & 
Light Co, 4pp. 49159:196-49159:223. 

“8710140201 “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nuclear One 
2, Calvert Cliffs 1 & 2, Fort Calhoun, Maine Yankee, Millstone 2,Palisade8,Palo Verde 1,2 
& 3,San Onofre 2 & 3, St Lucie 1 & 2, Waterford 3,WPPSS 3," Informal rept. 
FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7463 
R02. 87/09/30. NRC - No Detailed Affiliation Given. 23pp. 49159:201-49159:223. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904120132 Forwards status update of regulatory effectiveness review. End withheld. 
KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/04/04. CRUTCHFIELD, D. Division of Reactor Projects - III, IV, V & Special Projects 
(Post 870411). Ip, 49314:131-49314:131. 

8904180050 Forwards request for addi info re C-E 870227 & 0918 Itrs on ATWS rule 
(10CFR50,62) on reduction of risk from ATWS.Info should be submitted within 30 days 
or alternate schedule in 15 days. 

CHAN.T.L Project Directorate V. 89/04/05. KARNER,D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 7pp. 49380:268-49380:274. 


Q. inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904200040 Forwards Insp Repts 50-528/89-09,50-529/89-09 & 50-530/89-09 on 
89021 3-0303.No violations or deviations noted. 

KIRSCH.D.F. Region 5, Ofc of the Director. 89/03/24. KARNER,D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49401:289-49401:300. 

“8904200041 Insp Repts 50-528/89-09.50-529/89-09 & 50-530/89-09 on 890213- 
0303.No violations or deviations noted.Major areas inspected:activities re inservice 
testing of pumps & valves & followup of 10CFR21 notitification. 

CURK.C.A.. RICHARDS.S.A. Region 5, Ofc of the Director. 89/03/23. 10pp. 
49401:291-49401:300. 

8904040146 Responds to NRC 890223 ltr re violations noted in Insp Repts 50-528/89- 
03,50-529/89-03 & 50-530/89-03.Corrective actions: procedural controls, utilized by 
chemistry dept personnel, for filter/cartridge change out in low range monitor, revised. 
KARNER,D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/27. Document Control Branch (Document Control Desk). 27pp. 49190:293- 
49190:319. 

8904200193 Forwards Insp Repts 50-528/89-05,50-529/89-05 & 50-530/89-05 on 
8901 30-0224. No violations or deviations noted. 

KIRSCH.D.F. Region 5, Ofc of the Director. 89/03/27. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49405:325-49405:334. 

“8904200196 Insp Repts 50-528/89-05.50-529/89-05 & 50-530/8-05 on 890130- 
0224.No violations or deviations noted.Major areas inspected:assessment of follow up 
items & licensee electrical maint program. 

BURDOIN.J.F., MILLER, M.H., RICHARDS.S.A. Region 5, Ofc of the Director. 89/03/ 
27. 8pp. 49405:327-49405:334. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources." 
Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095, 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matl." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8904110305 Forwards Mgt Meeting Repts 50-528/88-30,50-529/88-29 & 50-530/88-28 
on 890117 re SALP rept dtd 881223. 

MARTIN.J.B. Region 5, Ofc of the Director. 89/03/30. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 3pp. 49237:323-49238:043. 

“6904110307 Mgt Meeting Repts 50-528/88-30,50-529/88-29 & 50-530/88-28 on 
8901 17. Areas (iiscussed:results of recent SALP & other items of concern. 
21MMERMAN,R. Region 5. Ofc of the Director. 89/03/30. 4pp. 49237:326-49238:043. 

8904170270 Forwards interim re^nse to NRC Bulletin 88-010, “Nonconforming 
Molded Case Circuit Breakers (MCCBs)." All safety-related MCCBs purchased directly 
from CBM unless dedicated. Final response to bulletin by 891231. 

KARNER,D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/30. Document Control Branch (Document Control Desk). 4pp. 49357:120- 
49357:123. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904240150 Forwards Insp Repts 50-528/89-07,50-529/89-07 & 50-530/89-07 on 
89021 3-1 7.No violations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/04/03. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49468:098-49468:128. 

“8904240154 Insp Repts 50-528/89-07,50-529/89-07 & 50-530/89-07 on 890213- 
17.No violations noted.Major areas inspected: radiation protection, chemistry & rad- 
waste organization & mgt controls.emergency preparedness program & tours. 
CILLIS.M., ESSIG.T.H., BLOCK,S. Region 5, Ofc of the Director. 89/03/31. 29pp. 
49468:100-49468:128. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904210251 Responds to request for addI info re seismic adequacy of nylon cable ties 
used to support electrical cables in cable trays at plant, per insp repts.Nylon cable tie 
location utilized for mild environ. 

KARNER,D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
69/04/04. Document Control Branch (Document Control Desk). 9pp. 49443:071- 
49443:079. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3.” Svc list end. 

ROSSI,C,E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 
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8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI ,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

890405051 S SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Supp1 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurcation of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York. Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904060006 Requests that listed addi info re util annual rept for 1987 be provided within 
20 days from receipt of Itr, 

CHAN.T.L, Project Directorate V. 89/03/29. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Sen/ice Co.). 4pp. 49234:030-49234:033. 


S. Reportable occurrences, LERs & related correspondence 

8903290023 LER 89-003-00:on 89021 6, reactor trip occurred.Caused by malfunction of 
Steam Generator 1 economizer valve. Pneumatic relays replaced in both feedwater 
control sys.Controls will be adopted requiring labeling.W/890318 Itr. 

SHRIVER.T.D., HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 89/03/18. 16pp. 49104:054-49104:069. 

8904060128 Confirmatory action Itr re 890303 & 05 reactor trips. Understands experi- 
ences learned from 890303 unusual event will be incorporated into activities prior to 
restart of units to confirm that listed equipment operable. 

MARTIN, J.B, Region 5, Ofc of the Director. 89/03/28. KARNER,D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49225:299-49225:300. 

8904070001 Part 21 rept re atmospheric dump valves.Cause of failure speculative but 
result of piston ring that failed to seal. Resolution to problem requires increasing pilot 
valve capacity & reworking of plug to enlarge pilot flow area. 

MILLER.H.L. Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. 2pp. 49235:279-49235:281. 

•-8904070002 Forwards Itr in which concerns for potential significant deficiency under 
10CFR21 expressed. 

MILLER, H.L Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. LOBELR. Events Assessment Branch. Ip. 49235:281-49235:281. 

89042(M)292 LER 89-005-00:on 890310,1088 of power occurred to alternate plant ventila- 
tion effluent radiation monitor.Circuit breaker opened & deenergized alternate 
8y8.Cau8ed by electrical loads in excess of capacIty.Request is8ued.W/890407 Itr. 
SHRIVER.T.D., HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 89/04/07. 6pp. 49396:354-49396:359. 


V. Operator Examinations 

8903^)0106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Ck). of New York, Inc. 54pp. 49105:001-49105:055. 
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F. Security, medical, emergency & fire protection plans 

8904140366 Ack receipt of HF Bieling 890302 Itr re scenario for 1989 annual emergen- 
cy prMaredness exercise.Scenario appropriate & FEMA offers no comments. 

FISH,R.F. Region 5. Ofc of the Director. 89/04/03. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Senrice Co.). Ip. 49348:154-49348:156. 

—8904140367 Forwards for review & comment, 1 989 emergency preparedness exercise 
scenario.EncI withheld. 

BIELING, H.F. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/08/02. MARTIN.J.B. Region 5, Ofc of the Director, 2pp. 49348:155-49348:156. 

8904240150 Forwards Insp Repts 50-528/89-07,50-529/89-07 & 50-530/89-07 on 
89021 3-1 7.No violations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/04/03. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49468:098-49468:128. 

-8904240154 Insp Repts 50-528/89-07.50-529/89-07 & 50-530/89-07 on 890213- 
17.No violations noted.Major areas inspected: radiation protection, chemistry & rad- 
waste organization & mat controls.emergency preparedness program & tours. 
CILLIS.M., GARCIA, EM. Region 5, Ofc of the Director. 89^3/31. 29pp. 49468:100- 
49468:128. 


I. Financial information 


8904120228 “Arizona Power Authority 30th Annual Rept.” 

FRANCIS, J.S. Arizona Power Authority. 88/06/30. 35pp. 49295:172-49295:208. 


J. insurance & indemnity information 


8904030113 Submits present levels & sources of property insurance maintained for 
plant,in accordance w/10CFR50.54(w)(4). 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/22. Document Control Branch (Document Control Desk). Ip. 49183:130- 
49183:130. 


P. Operating license stage documents & correspondence 

8903300208 Advises that reactor coolant pump trip issue in TMI Action Plan Item 
II.K.3.5 satisfactorily resolved for plant.per util 861124 & 880627 & 1110 responses to 
Generic Ltr 86-06 approving C-E Owners Group methodologies. 

CHAN.T.L. Project Directorate V. 89/03/21. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 4pp. 49123:091-49123:094. 

8903310259 Forwards safety evaluation accepting Generic Ltr 83-28, Item 4.5.2, "Reac- 
tor Trip Sys Reliability-On-Line Testing.” 

CALVO,J.A. Project Directorate IV. 89/03/23. DEWEASE.J.G. Louisiana Power & 
Light Co. 4pp. 49159:196-49159:223. 

-8710140201 “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nuclear One 
2, Calvert Cliffs 1 & 2,Fort Calhoun, Maine Yankee,Millstone 2, Palisades, Palo Verde 1,2 
& 3,San Onofre 2 & 3, St Lucie 1 & 2, Waterford 3,WPPSS 3," informal rept. 
FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7463 
R02. 87/09/30. NRC - No Detailed Affiliation Given. 23pp. 49159:201-49159:223. 

8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable inservice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 

8904120132 Fonwards status update of regulatory effectiveness review. End withheld. 
KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/04/04. CRUTCHFIELD, D. Division of Reactor Projects - III, IV, V & Special Projects 
(Post 870411). Ip. 49314:131-49314:131. 

8904180050 Forwards request for add! info re C-E 870227 & 0918 Itrs on ATWS rule 
(10CFR50.62) on reduction of risk from ATWS.Info should be submitted within 30 days 
or alternate schedule in 1 5 days. 

CHAN.T.L. Project Directorate V. 89/04/05. KARNER.D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 7pp. 49380:268-49380:274. 


Q. Inspection reports, IE Bulletins & correspondence 


8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activities.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

8903230075 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-49176:157. 

8904200040 Forwards Insp Repts 50-628/89-09,50-629/89-09 & 50-530/89-09 on 
B90213-0303.No violations or deviations noted. 

KIRSCH.D.F. Region 5, Ofc of the Director. 89/03/24. KARNER,D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49401 :289-49401 :300. 

-8904200041 Insp Repts 50-528/89-09,50-529/89-09 & 50-530/89-09 on 890213- 
0303.No violations or deviations noted.Major areas inspected:actfvities re inservice 
testing of pumps & valves & followup of 10CFR21 notitification. 

CLARK, C.A., RICHARDS, S.A. Region 5, Ofc of the Director. 89/03/23. 10pp. 
49401:291-49401:300. 

8904040146 Responds to NRC 890223 Itr re violations noted in Insp Repts 50-528/89- 
03,50-529/89-03 & 50-530/89-03.Corrective actions: procedural controls, utilized by 
chemistry dept personnel, for filter/cartridge change out in low range monitor, revised. 
KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/27. Document Control Branch (Document Control Desk). 27pp. 49190:293- 
49190:319. 


8904200193 Forwards Insp Repts 50-528/89-05,50-529/89-05 & 50-530/89-05 on 
890130-0224,No violations or deviations noted. 

KIRSCH,D.F. Region 5, Cfc of the Director. 89/03/27. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49406:325-49405:334. 

-8904200196 Insp Repts 50-528/89-05,50-529/89-05 & 50-530/8-05 on 890130- 
0224.No violations or deviations noted.Major areas inspected:assessment of follow up 
items & licensee electrical maint program. 

BURDOIN.J.F.. MILLER,M.H., R!CHARDS,S.A. Region 5, Ofc of the Director. 89/03/ 
27. 8pp. 49405:327-49405:334. 

8903240063 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM.R.E. Division of (ndustrial & Medical Nuclear Safety (Post 870729), 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095, 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl.” Svc 
list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 
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8904110305 Forwards Mgt Meeting Repts 50-528/88-30,50-529/88-29 & 50-530/88-28 
on 890117 re SALP rept dtd 881223. 

MARTIN, J.B. Region 5, Ofc of the Director. 89/03/30. KARNER,D.B.. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 3pp. 49237:323-49238:043. 

-8904110307 Mgt Meeting Repts 50-528/88-30,50-529/88-29 & 50-530/88-28 on 
8901 17.Areas discussed:results of recent SALP & other items of concern. 
ZIMMERMAN, R. Region 5, Ofc of the Director. 89/03/30. 4pp. 49237:326-49238:043. 

8904170270 Forwards interim response to NRC Bulletin 88-010, “Nonconforming 
Molded Case Circuit Breakers (MCCBs)." All safety-related MCCBs purchased directly 
from CBM unless dedicated. Final response to bulletin by 891231. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/03/30. Document Control Branch (Document Control Desk). 4pp. 49357:120- 
49357:123. 

8903270348 SuppI 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/31. 
Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8904240150 Forwards Insp Repts 50-528/89-07,50-529/89-07 & 50-530/89-07 on 
890213-1 7.No violations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/04/03. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49468:098-49468:128. 

-8904240154 Insp Repts 50-528/89-07,50-529/89-07 & 50-530/89-07 on 890213- 
17.No violations noted.Major areas inspected; radiation protection, chemistry & rad- 
waste organization & mgt controls, emergency preparedness program & tours. 
CILLIS.M., ESSIG.T.H., BLOCK.S. Region 5, Ofc of the Director. 89/03/31. 29pp. 
49468:100-49468:128. 

8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8904210251 Responds to request for addi info re seismic adequacy of nylon cable ties 
used to support electrical cables in cable trays at plant,per insp repts.Nylon cable tie 
location utilized for mild environ. 

KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
89/04/04. Document Control Branch (Document Control Desk). 9pp. 49443:071- 
49443:079. 

8903300021 NRC Info Notice 89-038, "Atmospheric Dump Valve Failures at Palo Verde 
Units 1,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/11. 
Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:146. 

8904100378 NRC Info Notice 89-040, "Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/14. 
Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 Supp1 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSt,C.E. Division of Operational Events Assessment (Post 870411). 89/04/17. 
Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


R. Periodic operating reports & related correspondence 

8904060008 Requests that listed addI info re util annual rept for 1987 be provided within 
20 days from receipt of Itr. 

CHAN,T.L. Project Directorate V. 89/03/29. KARNER,D.B. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 4pp. 49234:030-49234:033. 


S. Reportable occurrences, LERs & related correspondence 

8903280069 Summary of Operating Reactors Events Meeting 89-010 on 890308.List of 
attendees, significant events identified for input to NRC Performance Indicator Program 
& summary of reactor scrams for wk ending 890305 end. 

LANNING.W.D. Events Assessment Branch. 89/03/16. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 23pp. 49158:275-49158:297. 

8903290223 Summary of Operating Reactors Events Meeting 89-11 on 89031 S.List of 
attendees.events discussed & significant elements of events & four events identified 
for input to NRC Performance Indicator Program & summary of scrams end. 
LANNING.W.D. Events Assessment Branch. 89/03/16. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 18pp. 49120:176-49120:193. 


8904040183 PNO-V-89-007B:following Unit 3 trip on 890303, Region V formed Augment- 
ed Insp Team which assembled onsite on 890304 to investigate event.Test results of 
failed atmospheric dump valves being correlated w/evaluation of listed data. 

MILLER, L. POLICH.T. Region 5, C5fc of the Director. 89/03/23. 2pp. 49192:020- 
49192:021, 

8904030356 Summary of Operating Reactors Events Meeting 89-12 on 890322.List of 
attendees.events discussed & significant elements, summary of reactor scrams & com- 
parison of weekly statistics w/industry averages for wk ending 890319 end, 
LANNING.W.D. Events Assessment Branch. 89/03/24. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 13pp, 49183:154-49183:166. 

8904060128 Confirmatory action Itr re 890303 & 05 reactor trips. Understands experi- 
ences learned from 890303 unusual event will be incorporated into activities prior to 
restart of units to confirm that listed equipment operable. 

MARTIN, J.B. Region 5, Ofc of the Director. 89/()3/28. KARNER.D.B. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 49225:299-49225:300. 

8904130147 LER 89-001 -00:on 890303,electrical grid disturbance resulted in main gen- 
erator output breakers opening.Caused by malfunction in steam bypass control 
sys.Operations personnel stabilized plant.W/890403 Itr. 

SHRIVER.T.D., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 89/04/03. 13pp. 49319:339-49319:351. 

8904070001 Part 21 rept re atmospheric dump valves.Cause of failure speculative but 
result of piston ring that failed to seal. Resolution to problem requires increasing pilot 
valve capacity & reworking of plug to enlarge pilot flow area. 

MILLER.H.L Control Components, International (subs, of Babcock & Wilcox Co.), 89/ 
04/04. 2pp. 49235:279-49235:281. 

-8904070002 Forwards Itr in which concerns for potential significant deficiency under 
10CFR21 expressed. 

MILLER.H.L. Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. LOBEL,R. Events Assessment Branch. 1p. 49235:281-49235:281. 

8904170316 Summary of Operating Reactors Events Meeting 89-014 on 890405.List of 
attendees.events discussed & significant elements of events & summary of reactor 
scrams for wk ending 890402 end. 

LANNING.W.D. Events Assessment Branch. 89/04/10. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 49369:281-49369:292. 


V. Operator Examinations 


8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


A. Application/construction stage documents & correspondence 


8903300105 Generic Ltr 89-04 to all holders of LWR OLs & CPs re guidance on devel- 
oping acceptable insen/ice testing programs.Svc list end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/03. Consolidated 
Edison Co. of New York, Inc. 70pp. 49208:320-49209:030. 


V. Operator Examinations 

8903300108 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA,S.A. Associate Director for Projects (Post 870411). 89/04/04. Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 


DOCKET 50-603 ALCHEMIE FACILITY 1 - CPDF 


F. Security, medical, emergency & fire protection plans 

8903280214 Advises that financial assurances for protection of common defense & se- 
curity provided by AlChemIE accepted.Notifies that any activities by AlChemIE involv- 
ing access to classified machines & info must be under DOE security. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/03/23. PARKS,J.W. Energy, Dept. of. Ip. 
49076:343-49076:349. 

-8903280216 Advises that 890210 Condition III.6 of CP issued to AlchemIE re financial 
assurances for protection of common defense & security by control of classified ma- 
chinery not applicable. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards.Director. 89/03/23. 
SMELSER,J.A. All Chemical Isotope Enrichment, Inc. 6pp. 49076:344-49076:349. 


1. Financial Information 


8903280214 Advises that financial assurances for protection of common defense & se- 
curity provided by AlChemIE accepted.Notifies that any activities by AlChemIE involv- 
ing access to classified machines & info must be under DOE security. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/03/23. PARKS,J.W. Energy, Dept. of. Ip. 
49076:343-49076:349. 

—8903280216 Advises that 890210 Condition III.6 of CP issued to AlchemIE re financial 
assurances for protection of common defense & security by control of classified ma- 
chinery not applicable. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards.Director. 89/03/23. 
SMELSER.J.A. All Chemical Isotope Enrichment, Inc. 6pp. 49076:344-49076:349. 
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DOCKET 50-604 ALCHEMIE FACILITY 2 - OLIVER SPRINGS 


F. Security, medical, emergency & fire protection plans 

8903280214 Advises that financial assurances for protection of common defense & se- 
curity provided by AlChemiE accepted.Notifies that any activities by AlChemIE involv- 
ing access to classified machines & info must be under DOE security. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/03/23, PARKS, J.W. Energy, Dept. of. 1p. 
49076:343-49076:349. 

-8903280216 Advises that 890210 Condition 111.6 of CP issued to AlchemIE re financial 
assurances for protection of common defense & security by control of classified ma- 
chinery not applicable. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards.Director. 89/03/23. 
SMELSER.J.A. All Chemical Isotope Enrichment. Inc. 6pp. 49076:344-49076:349. 


I. Financial information 


8903280214 Advises that financial assurances for protection of common defense & se- 
curity provided by AlChemiE accepted.Notifies that any activities by AlChemiE involv- 
ing access to classified machines & info must be under DOE security. 

ROUSE,LC. Fuel Cycle Safety Branch. 89/03/23. PARKS.J.W. Energy, Dept of. Ip. 
49076:343-49076:349. 

-8fiM)3280216 Advises that 890210 Condition 1I1.6 of CP issued to AlchemIE re financial 
assurances for protection of common defense & security by control of classified ma- 
chinery not applicable. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. 89/03/23. 
SMELSER.J.A. All Chemical Isotope Enrichment, Inc. 6pp. 49076:344-49076:349. 


DOCKET STN-50-605 GE ADVANCED BWR DESIGN 


A. Application/construction stage documents & correspondence 

8904030242 Notification of 890329 meeting w/GE in Rockville.MD to discuss condition- 
al containment failure probability definition, source term & other severe accident issues 
re ad vanc ed LWR. 

SCALETTI.D.C. Standardization & Non-Power Reactor Project Directorate. 89/03/27. 
MURLEY.T.E, SNIE2EK.J.. MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 
49165:289-49165:291. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0008 BATTELLE MEMORIAL INSTITUTE, COLUMBUS, OH 

8903280312 Forwards Safety Insp Repts 70-0008/89-01 & 50-006/89-01 on 890214- 
16.No violations noted. 

MALLETT.B.S. Region 3. Ofc of the Director. 89/03/22. MADIA.W.J. Battelle Memori- 
al Institute, Columbus Laboratories. 2pp. 49064:245-49064:254. 

-8903280320 Health & Safety Insp Repts 50-006/89-01 & 70-0008/89-01 on 890214- 
16-No noncompliance noted.Major areas jnspect6d:mgt & organization controls, waste 
generator requirements, radiation protection, operations review & radwaste mgt. 
PRANCE, G.M., SRENIAWSKI.D.J. Region 3, Ofc of the Director. 89/03/16. 8pp. 
49064:247-49064:254. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda,MD. 

ROUSE,L.C. Fuel Cycle Safety Branch, 89/04/05. FRAIN.R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co., Inc.). MADIA, W.J. Battelle Memorial Institute. Co- 
lumbus Laboratories. TANAKA,R. Canadian Mining & Engineering Co. 13pp. 
49348:308-49348:320. -a a a kh 


DOCKET 70-0025 ENERGY SYSTEMS GROUP, CANOGA PARK, CA 

8904210094 Effluent monitoring rept for Jul-Dec 1988.W/890119 Itr. 

REMLEY.M.E. Rockwell International Corp. 88/12/31. MARTIN, J.B. Region 5, Ofc of 
the Director. 7pp. 49432:334-49432:340. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda.MD. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/04/05. FRAIN.R. Advanced Nuclear Fuels 
Corp. formerly Exxon Nuclear Co„ Inc.). RADEMACHER.R.N. General Atomics (for- 
merly GA Technologies. Inc./General Atomic Co.). DARMITZEL.R.W. General Electric 
Co. 13pp. 49348:308-49348:320. 


DOCKET 70-0027 BABCOCK & WILCOX CO.. LYNCHBURG, VA 

8904200081 Forwards summary of mgt meeting on 890308 re Insp Rept 70-0027/89- 
09.Related documentation also end. 

STOHR.J.P. Region 2. Ofc of the Director. 89/04/06. TETRAULT.R.E. Babcock A 
Wilcox Co. 4pp. 49396:073-49396:303. 

—8904200089 Rev 3 to “Nuclear Safety Performance Improvement Plan," 

* Babcock & Wilcox Co. 89/03/08. 46pp. 49396:077-49396:122. 

—8904200092 Rev 1 to “Radiation Protection Performance Improvement Plan." 

* Babcock & Wilcox Co. 89/03/08. 179pp, 49396:123-49396:303. 

8904030439 Forwards Insp Rept 70-0027/89-03 on 890123-27.No violations or devi- 
ations rusted. 

CL1NE.W.E. Region 2, Ofc of the Director. 89/03/10. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 49190:142-49190:145. 


—8904030443 Partially withheld Insp Rept 70-0027/89-03 on 890123-27 {ref 

1 0CFR2.790(d) & 73.21 ).Followup items noted.Major areas inspected:licensee meas- 
urement control program, including procedures, control charts, replicate samples & stds 
data. 

SEYMOUR,D.A., MCALPINE,E.J. Region 2, Ofc of the Director. 89/03/10. 2pp 
49190:144-49190:145. 

8904040083 Forwards Insp Rept 70-0027/89-04 on 890206-1 0.No violations or devi- 
ations noted. 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/10. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 49204:181-49204:183. 

—8904040087 Partially withheld Insp Rept 70-0027/89-04 on 890206-10 (ref 

10CFR2.790(d) & 73.21 ).No violations or deviations noted.Major areas 

inspected:measurements, facility organization & mgt controls & followup on previous 
findings. 

CLAY,E.L., MCALPINE,E.J. Region 2, Ofc of the Director. 89/03/09. Ip. 49204:183- 
49204:183. 

8903280363 Fonvards Insp Rept 70-0027/89-02 on 890213-17 & notice of violation. 
COLLINS, D.M. Region 2, Ofc of the Director. 89/03/14. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 491 10:276-49110:290. 

-8903280366 Notice of violation from insp on 89021 3-1 7. Violation noted:requirements 
to maintain records of disposal by burial in soil not met in that licensee could not 
produce documents identifying buried isotopes. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/03/14. 2pp. 49110:278-49110:279. 

-8903280369 Insp Rept 70-0027/89-02 on 89021 3-1 T.Violation noted.Major areas 
lnspected:liquid & gaseous radwaste mgt, confirmatory measurements & environ pro- 
tection. 

KAHLE.J.B., ADAMOVIT2,S.S. Region 2. Ofc of the Director. 89/03/10. 11pp. 
49110:280-49110:290. 

8904040057 Notifies of direction to be taken by NRC Resident Insp Program in near 
future at facllity.NRC will increase number of unannounced routine insps in areas of 
nuclear criticality & radiation safety to compensate for lack of presence. 

STOHR.J.P. Region 2. Ofc of the Director. 89/03/17. TETRAULT.R.E. Babcock & 
Wilcox Co. 1p. 49184:046-49184:046. 

8904030264 Forwards Insp Rept 70-0027/89-06 on 890221 -24.No violations or devi- 
ations noted. 

CLINE, W.E. Region 2. Ofc of the Director. 89/03/20. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 49183:047-49183:055. 

-8904030265 Insp Rept 70-0027/89-06 on 890221 -24.No violations or deviations 
noted.Major areas lnspected;nuclear criticality safety & operations, specifically followup 
Items re scrap recovery ventilation duct sys & adequacy for operations. 
MCALPINE,E.J.. KASNICKI,D.A. Region 2, Ofc of the Director. 89/03/17. 7pp. 
49183:049-49183:055. 

8903290084 Responds to violations noted in Insp Rept 70-0027/89-01. Corrective 
actions.Tadiation safety incident notice written for inspector-identified exposure & 
health physicist instructed on data reviews & action levels. 

TETRAULT.R.E. Babcock & Wilcox Co. 89/03/21. Document Control Branch (Docu- 
ment Control Desk). 6pp. 49081:326-49081:331. 

8904130481 Requests withdrawal of 881121 application for amend to License SNM-42 
per 10CFR2.107. 

OLSEN, A.F. Babcock & Wilcox Co. 89/03/21. ROUSE, LC. Fuel Cycle Safety Branch. 
2pp. 49317:218-49317:219. 

8904030262 PNO-ll-89-025:on 890327, radiation monitor in non-fuel mfg area 
alarmed.Caused by instrument maifunction.Unusual event terminated because subse- 
quent surveys showed no unusual radiation levels & no contamination. Instrument re- 
placed. 

TROUP.G.L, MCALPINE.E.J. Region 2, Ofc of the Director. 89/03/27. 1p. 49165:359- 
49165:359. 

8904190446 Forwards partially withheld Insp Rept 70-0070/89-05 on 890214-17 (ref 
10CFR2.790(d) & 10CFR73,21).No violations or deviations noted. 

CLINE.W.E. Region 2, Ofc of the Director. 89/03/28. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 49381:339-49381:341. 

-8904190453 Partially withheld Insp Rept 70-00027/89-04 on 890214-17 (ref 
10CFR2-790{d) & 10CFR73.21).No violations or deviations noted.Major areas 
inspected;review of licensee SNM measurements used for matl control & accounting 
purposes. 

BATES.J.W., MCALPINE.E.G. Region 2. Ofc of the Director. 89/03/28. Ip. 49381:341- 
49381:341. 

8904070008 Forwards Insp Rept 70-0027/89-07 on 890227-0303.No violations or devi- 
ations noted. 

CLINE.W.E. Region 2. Ofc of the Director. 89/03/29. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 49242:287-49242:290. 

-8904070012 Insp Rept 70-0027/89-07 on 890227-0303. No violations or deviations 
noted.Major areas inspected:facility organization & mgt controls, investigation of inven- 
tory difference & followup on Inspector identified items. 

JONES, D.W., MCALPINE.E.J. Region 2, Ofc of the Director. 89/03/29. 2pp. 
49242:289-49242:290. 

8904170230 Informs that completion date for commitment in nuclear safety performance 
improvement program will be extended until 890630. 

OLSEN, A.F, Babcock & Wilcox Co. 89/03/30. EBNETER.S.D. Region 2, Ofc of the 
Director. Ip. 49354:226-49354:226. 

8904170385 Application for amend to License SNM-42,granting temporary extension to 
Section VI re measurement sys audits. Fee paid. 

OLSEN, A.F. Babcock & Wilcox Co, 89/03/30. KASUN.D.J. Document Control Branch 
(Document Control Desk). 2pp. 49356:299-49356:300. 

8904170219 Approves request for temporary storage of SNM scrap, per 890303 Itr. 
KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/03/31. 
OLSEN.A.F. Babcock & Wilcox Co. 1p. 49370:007-49370:007. 
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8904200217 Ack receipt of 890321 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 70-0027/89-01. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/04/04. TETRAULT.R.E. Babcock & 
Wilcox Co. Ip. 49400:331-49400:331. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda.MD. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/04/05. FRAIN.R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co.. Inc.). DIDYK.J.P. Canada Atomic Energy Control 
Board. TETRAULT.R.E. Babcock & Wilcox Co. 13pp. 49348:308-49348:320. 

8904240113 Forwards Insp Rept 70-0027/89-08 on 890305-09 & notice of violation. 
CLINE.W.E. Region 2. Ofc of the Director. 89/04/10. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 49452:217-49452:219. 

-8904240115 Insp Rept 70-0027/89-08 on 890305-09.Violations noted.Major areas 
inspected:security organization, security program audit,records & repts, testing & 
maint.locks.keys & physical barriers. Details withheld (ref 10CFR95). 

THOMPSON.D.. MCGUIRE.D.R. Region 2, Ofc of the Director. 89/04/10. Ip. 
49452:219-49452:219. 

8904210317 Responds to violations noted in Insp Rept 70-0027/89-02. Corrective 
actions:records mgt & retention sys developed & will be added to radiation protection 
performance improvement program. 

TETRAULT.R.E. Babcock & Wilcox Co. 89/04/13. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49444:013-49444:015. 


-8904210256 Requests that citizens of Apollo Borough be granted hearing before li- 
cense given to B&W for R&D on soil decontamination at site. 

HUTCHISON. J.W. Apollo, PA. 89/03/17. NRC - No Detailed Affiliation Given. 1p. 
49452:139-49452:139. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

8812300007 Trip rept of 881128-1201 visit to Nuclear Fuel Svcs.Erwin.TN re familiariza- 
tion w/facility & evaluation of fire protection program.W/890323 release memo. 
DATTA.A. Fuel Cycle Safety Branch. 88/12/16. BIDINGER.G.H. Fuel Cycle Safety 
Branch. 5pp. 49280:064-49280:068. 

8904100049 “Recorded Personnel External Exposures for CY88.” W/890323 Itr. 
LONG,J.A. Nuclear Fuel Services. Inc. 88/12/31. 3pp. 49250:355-49250:357. 

8901240104 Forwards trip rept of A Datta 881201 visit to NFS facility as contained in 
881216 & 890112 memos.W/Datta 890323 release memo. 

BIDINGER.G.H. Fuel Cycle Safety Branch. 89/01/17. MCALPINE.E.J. Region 2, Ofc 
of the Director. 2pp. 49280:050-49280:056. 

8903020389 Forwards A Datta 881216 & 890112 memos re trip to facility on 881128- 
1 201 .W/ Datta 890323 release memo. 

BIDINGER.G.H. Fuel Cycle Safety Branch. 89/02/21. KNIGHT.B. Nuclear Fuel Serv- 
ices, Inc. 2pp. 49280:057-49280:063. 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

8904190262 Application for amend to License SNM-33, allowing startup & test of new 
pellet lines using depleted U.Fee paid. 

SCHERER.A.E. Combustion Engineering, Inc. 89/03/22. ROUSE.LC. Fuel Cycle 
Safety Branch. 16pp. 49385:239-49385:254. 

8904100025 Provides environ info supporting startup testing & production operations of 
revitalized facility.including end "Supplemental Environ Impact Info re Revitalization of 
Nuclear Fuel Mfg Facility.'^’ 

SCHERER, A.E. Combustion Engineering, Inc. 89/03/29. ROUSE.L.C. Fuel Cycle 
Safety Branch. 2pp. 49246:216-49246:256. 

-8904100032 "Supplemental Environ Impact Info re Revitalization of Nuclear Fuel Mfg 
Facility." 

* Combustion Engineering, Inc. 89/03/31. 38pp. 49246:218-49246:256. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda.MD. 

ROUSE.L.C. Fuel Cycle Safety Branch. 89/04/05. FRAIN.R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co., Inc.). RODE.J.A. Combustion Engineering, Inc. 
SWARTZ, R. Energy Systems Research Group, Inc. 13pp. 49348:308-49348:320. 

8904210287 Forwards "Spent Limestone Monitoring Program Results," per License 
Condition 16. 

RODE.J.A. Combustion Engineering, Inc. 89/04/07. ROUSE,L.C. Fuel Cycle Safety 
Branch. Ip. 49427:004-49427:019. 

-8904210344 "Spent Limestone Monitoring Program Results." 

* Combustion Engineering, Inc. 89/04/30. 15pp. 49427:005-49427:019. 


DOCKET 70-0135 BABCOCK & WILCOX CO., APOLLO, PA 


8903300121 Forwards Insp Rept 70-0143/89-05 on 890130-0202 & notice of 
violation. Rept & notice withheld (ref 10CFR2.790(d) & 73.21), 

CLINE.W.E. Region 2, Ofc of the Director. 89/03/10, LONG.J.A. Nuclear Fuel Serv- 
ices, Inc. 2pp. 49128:041-49128:042. 

8904030358 Fonwards Insp Rept 70-0143/89-03 on 890103-0203,No violations or devi- 
ations noted. 

CLINE.W.E. Region 2. Ofc of the Director. 89/03/10. LONG.J.A. Nuclear Fuel Serv- 
ices. Inc. 2pp. 49164:129-49164:134. 

-8904030360 Insp Rept 70-0143/89-03 on 890103-0203.No violations or deviations 
noted.Major areas inspected:facility operations, maint & mods,critlcality safety, radiation 
protection, radwaste mgt & matl control & accounting. 

LEE.T.D., MCALPINE.E.J. Region 2, Ofc of the Director. 89/03/09. 4pp. 49164:131- 
49164:134. 

8904120062 Fonwards Rev 1 to condition addendum of Pu decommissioning project 
plan, for approval. 

LONG.J.A. Nuclear Fuel Services, Inc. 89/03/10. ROUSE, L.C. Fuel Cycle Safety 
Branch. 3pp, 49296:133-49296:151. 

-8904120117 Rev 1 to condition addendum of Pu decommissioning project plan. 

* Nuclear Fuel Sen/ices, Inc. 89/03/10. 16pp. 49296:136-49296:151. 

8903280305 Requests withdrawal of amend request to permit relocation of environ air 
sampling locations. 

KNIGHT, B.E. Nuclear Fuel Services, Inc. 89/03/14. ROUSE,L.C. Fuel Cycle Safety 
Branch. 2pp. 49064:177-49064:178. 

8904240214 Advises that NRC resident insp ofc at facility will be closed as of 
89031 7.Based on improved performance, maintaining level of insp coverage 
unnecessary. Region-based insps will continue to be performed. 

STOHR,J.P. Region 2, Ofc of the Director. 89/03/17. JOHNSON, C.R. Nuclear Fuel 
Services, Inc. Ip. 49482:248-49482:248. 


8904110403 Responds to JW Hutchison 890131 inquiry re large quantity of soil located 
on site.NRC concludes that dirt in question does not have srgnificant effect of environ 
or public health & safety & forwards insp rept as supporting documentation. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/30. HEINZ,J. Senate. 
11pp. 49278:234-49278:284. 

-8904110407 Fonwards 890126 Itr re concerns on large quantity of soil located at 
facility,for NRC consideration. 

HEINZ, J. Senate. 89/01/31. BELLAMY,R. Region 1, Ofc of the Director. 30pp. 
49278:256-49278:284. 

8904140406 Responds to 890311 Itr requesting that hearing be held between citizens of 
Apollo & NRC re renewal of B&W license. FR 1 0CFR2, Subpart L re Informal hearing 
procedures end. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/04/04. TROZZI.V. Affiliation Not Assigned. 
13pp. 49348:289-49348:302. 

-8904140409 Requests hearing between citizens of Apollo,PA & NRC re facility license 

TROZZI.V. Affiliation Not Assigned. 89/03/11. LOYSEN.P. NRC - No Detailed Affili- 
ation Given. 1 p. 49348:302-49348:302. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda.MD. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/04/05. FRAIN.R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co.. Inc.). DIDYK.J.P. Canada Atomic Energy Control 
Board. TETRAULT.R.E. Babcock & Wilcox Co. 13pp. 49348:308-49348:320, 

8904190220 Responds to 890313 Itr raising questions re author 890202 Itr about mines 
on Apollo & Parks Township sites & B&W plans for research on methods to reduce 
radioactive contamination of soils. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards.Director. 89/04/11. 
TROZZI.V. Affiliation Not Assigned. 2pp. 49385:021-49385:032. 

-8904190225 Raises issue of mines on B&W sites in Apollo & Parks Township & B&W 
plans on methods to reduce radioactive contamination of soils.Marked-up aerial radio- 
logical survey of sites end. 

TROZZI.V. Affiliation Not Assigned. 89/03/13. BERNERO.R.M. Office of Nuclear Ma- 
terial Safety & Safeguards.Director. 9pp. 49385:023-49385:032. 

8904210255 Responds to 890317 Itr to P Loysen, requesting that citizens of Apollo Bor- 
ough be granted hearing before license given to B&W for R&D on soil decontamina- 
tion at site. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/12. HUTCHISON.J.W. Apollo, PA. 13pp. 49452:126-49452:139. 


8903280335 Grants vendor 890313 request for 5-day delay for completing reconcilation 
activities associated w/latest high enriched U physical inventoiy.Temporary Condition 
TC(MC&A)-6 to Amend SG-2 of License SNM-124,issued,effective immediately. 
KASUN,D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/03/22. 
HENSLEY, K.D. Nuclear Fuel Services, Inc. ip. 49061:306-49061:306. 

8904120050 Ack receipt of 890314 Itr withdrawing 881027 application for amend re- 
questing to relocate offsite environ air sampling station. 

SOONG,S. Fuel Cycle Safety Branch. 89/03/22. KNIGHT,B. Nuclear Fuel Services, 
Inc. Ip. 49279:358-49279:358. 

8904180361 Forwards Insp Rept 70-0143/89-08 on 89021 4-031 6.No violations or devi- 
ations noted. 

CLINE,W.E. Region 2, Ofc of the Director. 89/03/28. LONG.J.A. Nuclear Fuel Serv- 
ices, Inc. 2pp. 49373:017-49373:027, 

-8904190001 Insp Rept 70-0143/89-08 on 89021 4-031 6.No violations or deviations 
noted.Major areas inspected:facility operations, maint & mods,nudear criticality 
safety,radiation protection.radwaste mgt & matl control & accounting. 

LEE.T.D., MCALPINE,E.J. Region 2, Ofc of the Director. 89/03/27. 9pp. 49373:019- 
49373:027. 

8904140009 Responds to 890331 Itr requesting blanket exemption from requirements of 
10CFR70.51 ,70.57 & 70.58 re U-thorium matls. Comments listed.EncI withheld (ref 
10CFR2.790(d)). 

KASUN,D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/04/04. 
HENSLEY,K,D. Nuclear Fuel Services. Inc. 2pp. 49348:134-49348:135. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda.MD. 

ROUSE, L-C. Fuel Cycle Safety Branch. 89/04/05. FRAIN.R. Advanced Nuclear Fuels 
Corp, (formerly Exxon Nuclear Co., Inc.). GRAVES, R. Sequoyah Fuels Corp. (subs, of 
Kerr-McGee Nuclear Corp.). KAUFMAN.N.C. UNC Resources, Inc. 13pp. 49348:308- 
49348:320. 

8904170201 Advises of newly developed performance evaluation program & exclusion 
of previous method of evaluating employees commitment to ALARA concept, 
LONG,J.A. Nuclear Fuel Services, Inc. 89/04/05. STOHR.J.P. Region 2, Ofc of the 
Director. 1p. 49357:140-49357:140. 

8904190077 Fonvards Licensee Safeguards Guidance Bulletin 38 implementation quar- 
terly status rept.Rept being discontinued. 

JOHNSON.S.C. Nuclear Fuel Services, Inc. 89/04/06. KASUN.D.J. Domestic SG & 
Regional Oversight Branch (Post 881218). 3pp. 49385:229-49385:231. 
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DOCKETED ITEMS 


DOCKET 70-0157 TEXAS. UNIV. OF, AUSTIN. TX 

8904110512 Application for amend to License SNM-1 80, adding new nuclear engineering 
teaching lab TRIGA reactor facility, as authorized place of use & storage of SNM.Fee 
paid. 

BAUER.T.L, KLEIN.D. Texas. Univ. of, Austin, TX. 89/03/07. Office of Nuclear Materi- 
al Safety & Safeguards, Director. 12pp. 49278:285-49278:296. 


DOCKET 70-0364 BABCOCK & WILCOX CO., PARKS TOWNSHIP, PA 

8904070282 Requests NRC confirmatory survey of Mount Vemon.lN site before licens- 
ing action taken to delete site as place authorized under License SNM-414.W/0 
ststod oncis 

ROUSE,LC.’ Fuel Cycle Safety Branch. 89/03/30. BELLAMY.R.R. Region 1. Of c of 
the Director. Ip. 49235:293-49235:293. 

8904190220 Responds to 890313 Itr raising questions re author 890202 Itr about mines 
on Apollo & Parks Township sites & B&w plans for research on methods to reduce 
radioactive contamination of soils. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards,Director. 89/04/11. 
TROZZI.V. Affiliation Not Assigned. 2pp. 49385:021-49385:032. 

-8904190225 Raises issue of mines on B&W sites in Apollo & Parks Township & B&W 
plans on methods to reduce radioactive contamination of soils.Marked-up aerial radio- 
ical survey of sites end. 

OZZI.V. Affiliation Not Assigned. 89/03/13. BERNERO.R.M. Office of Nuclear Ma- 
terial Safety & lifeguards, Director. 9pp. 49385:023-49385:032. 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC., UNCASVILLE, CT 

8903290144 Application for amend to License SNM-368,authori2ing exemption to label- 
ing requirements of 1 0CFR20,203(f)(2) & changing subsection re air sample equip- 
ment. 

GREGG, R.J. United Nuclear Corp, (subs, of UNC Resources, Inc.). 89/03/08. 
ROUSE,L.C. Fuel Cycle Safety Branch. 13pp. 49080:147-49080:159. 

8904030300 Application for amend to License SNM-368,iirK>difying format of license 
index & incorporating page approvals associated w/880506,1223 & 890127 submit- 
tals. 

GREGG,R.J. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/03/21. 
ROUSE.L.C. Fuel Cycle Safety Branch. 10pp. 49165:131-49165:140. 

8904030400 Advises that License Condition 37 amended as listed to authorize organiza- 
tional changes & nuclear criticality safety limits & controls for storage & handling of 
new components, per 880506 request as supplemented.SER end. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/03/23. GREGG.R. UNC Resources, Inc. 
Ip. 49181:154-49181:158. 

-8904030403 SER supporting 880506 application for amend to License SNM-368,as 
supplemented on 881223 & 890127 re organization changes & new parts.Organization 
changes should improve safety, 

BIDINGER, G.H.. ROUSE,L.C. Fuel Cycle Safety Branch. 89/03/23. 3pp. 49181:155- 
49181:157. 

—8904030406 Grants categorical exclusion for 880506 amend request & 881223 & 
890127 suppis re organizational change.modified use of cart & production limits for 
new fuel design & minor changes In fuel component 

ROUSE,LC. Fuel Cycle Safety Branch. 89/03/23. Fuel Cycle Safety Branch. Ip. 
49181:158-49181:158. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda.MD. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/04/05. FRAIN,R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co., Inc.), GRAVES, R. Sequoyah Fuels Corp. (subs, of 
Kerr-McGee Nuclear Ck)rp.). KAUFMAN,N.C. UNC Resources, Inc. 13pp. 49348:308- 
49348:320. 


DOCKET 70-0687 CINTICHEM, INC., TUXEDO, NY 

8904170259 "Annual Rept for 1988." W/890320 Itr. 

JOHNSON,M.D. Cintichem, Inc. 88/12/31. KANE,W.F. Region 1. Of c of the Director. 
7pp. 49349:348-49349:354. 

8904190375 Rev 3 to emergency plan.W/890330 Itr. 

THELIN.LC. Cintichem, Inc. 89/03/31. 88pp. 49384:213-49384:301. 

8904140252 Fonvards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 In Bethesda,MD. 

ROUSE,L.C. Fuel Cycle Safety Branch. 89/04/05. FRAIN,R. Advanced Nuclear Fuels 
CJorp. (formerly Exxon Nuclear Co., Inc.). STAUTER,J.C. Kerr-McGee Nuclear CJorp. 
MCGOVERN, J.J. Cintichem. Inc. 13pp. 49348:308-49348:320. 

8904210279 Forwards info re use of clothes washer & dryer on site.per request.Health 
physics will be reviewing effluent filtration requirements in hoods & ventilation handling 
sys due to recent higher than normal 1-125 effluent releases. 

THELIN,L.C. Cintichem. Inc. 89/04/06. (X)MFORT,G. NRC - No Detailed Affiliation 
Given. 10pp. 49443:238-49443:247. 

DOCKET 70-0734 GENERAL ATOMICS, SAN DIEGO, CA 

8904120537 Requests approval to amend Items 3 & 4 of S^dton 8.5 of radiological 
contingency plan, changing quarterly inventory of protective breathing equipment & 
protective clothing & other supplies designated for emergency use to monthly. 
ASMUSSEN,K.E. General Atomics (formerly GA Technologies, lnc./Genei^ Atomic 
Ck).). 89/03/09. ROUSE.LC. Fuel Cycle Safety Branch. 2pp. 49290:268-49290:269. 

8903290064 Forwards Safety Insp Rept 70-0734/89-01 on 890227-0303.No violations 
noted. 

YUHAS.G.P. Region 5. Ofc of the Director. 89/03/21. RADEMACHER,R.N. General 
Atomics (former^ GA Technologies, Inc./General Atomic Co.). 2pp. 49080:301- 
49080:316. 


-8903290071 Insp Rept 70-0734/89-01 on 890227-0303.No violations noted. Major 
areas lnspected:mgt organization & controls, operator training & retraining, criticality 
safety, operations review, transportation & radiation protection. 

BROCK, B.L, BROWN.G.A.. RISH.R.F. Region 5. Ofc of the Director. 89/03/20. 14pp. 
49080:303-49080:316. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda.MD. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/04/05. FRAIN.R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co., Inc.). RADEMACHER,R.N. General Atomics (for- 
merly GA Technologies, Inc./General Atomic Co.). DARMITZEL,R.W. General Electric 
Co. 13pp. 49348:308-49348:320. 


DOCKET 70-0754 GENERAL ELECTRIC CO.. PLEASANTON, CA 


8904120005 Revised "Vallecitos Nuclear Ctr Radiological Contingency Plan.” W/ 
890301 Itr 

CUNNING’hAM,G.E. General Electric Co. 89/03/01. 11pp. 49284:322-49284:331. 

8904140252 Fon«rards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda.MD. 

ROUSE,L.C. Fuel Cycle Safety Branch. 89/04/05. FRAIN.R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co., Inc.). LEES,E.A. General Electric Co. LONG,J.A. 
Nuclear Fuel Services, Inc. 13pp. 49348:308-49348:320. 


DOCKET 70-0820 UNC RECOVERY SYSTEMS, WOOD RIVER JUNCTION, Ri 


8904120045 Expresses concern re inconsistency in third & fourth quarter groundwater 
results for Well 77-B.LIcensee should review procedures for nitrate & Sr-90 analyses 
to determine reasons for inconsistent results. 

BIDINGER,G.H. Fuel Cycle Safety Branch. 89/03/22. VAUSQUEZ,J.R. United Nucle- 
ar Corp. (subs, of UNC Resources. Inc.). 1 p. 49288:234-49288:234. 


DOCKET 70-0823 OPTOVAC, INC., NORTH BROOKFIELD, MA 


8904190149 Advises that license amend requesting extension of license expiration date 
of 6 months so that matl properly disposed of, be submitted. 

KINNEMAN.J.D. Region 1, Ofc of the Director. 89/04/04. SPARROW,R. Optovac, Inc. 
2pp. 49393:280-49393:281. 


DOCKET 70-0824 BABCOCK & WILCOX CO., LYNCHBURG, VA 


8904120008 Requests exemption from requirements of 10CFR70.24 for having criticality 
monitors to cover operations In Hot Cell 1.ln event that criticality occurred, event would 
be detected in offgas from ventilation sys. Fee paid, 

BOYD,C.C. Babcock & Wilcox Co. 89/03/13. ROUSE, L.C. Fuel Cycle Safety Branch. 
3pp. 49296:193-49296:195. 

8904170383 Fonvards info requested re groundwater monitoring sys for liquid waste dis- 
posal facility tanks. 

BOYD,C.C. Babcock & Wilcox Co. 89/03/31. ROUSE.LC. Fuel Cycle Safety Branch. 
1 1 pp. 49350: 1 39-49350; 1 50. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 In Bethesda.MD. 

ROUSE, L-C. Fuel Cycle Safety Branch. 89/04/05. FRAIN.R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co., Inc.). COLEMAN, W.L, ALTO.R.A. Babcock & 
Wilcox Co. 13pp. 49348:308-49348:320. 


DOCKET 70-0920 RENSSELAER POLYTECHNIC INSTITUTE, TROY, NY 


8903290088 Application for amend to License SNM-910,requesting use of 64 enriched 
U SPERT F-1 fuel rods at Rensselaers linear accelerator lab.W/one oversize drawing. 
RYAN,R.M. Rensselaer Polytechnic Institute. Troy. NY. 89/02/22. PENNINGTON, W.S. 
NRC - No Detailed Affiliation Given. 4pp. 49120:087-49120:091. 

8904170225 Discusses criticality predictions, per 861003 proposal for highly enriched U/ 
low enriched U core conversion per 10CFR50.64. 

HARRIS, D.R. Rensselaer Polytechnic Institute, Troy, NY. 89/03/09. 
PENNINGTON, W.S. NRC - No Detailed Affiliation Given. 3pp. 49350:323-49350:325. 


DOCKET 70-0925 CIMMARON CORP., OKLAHOMA CITY, OK 


8904050345 Forwards Oak Ridge Assoc Univs interim rept on confirmatory survey of Pu 
facility & burial ground area at Cimarron site. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/03/24. STAUTER.J.C. Cimarron Corp. Ip. 
49213:009-49213:048. 

—8904050362 Forwards interim rept for survey of areas of Pu facility & former burial 
ground area at Cimarron plant. 

WICAL.S.A. Oak Ridge Associated Univs. 89/01/31. FRANCE, G. Region 3, Ofc of the 
Director. 1p. 49213:010-49213:010. 

—8904050368 “Interim Rept on Confirmatory Survey of Portions of Sequoyah Fuels 
Coro Cimarron Plant Crescent, OK." 

WIC;AL,S.A. Oak Ridge Associated Univs. FIN A-9076. 89/01/31. 38pp. 49213:011- 
49213:048. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda.MD. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/04/06. FRAIN.R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co., Inc.). MADIA,W.J, Battelle Memorial Institute, Co- 
lumbus Laboratories. TANAKA.R. Canadian Mining & Engineering Co. 13pp. 
49348:308-49348:320. 
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DOCKET 70-0938 MASSACHUSETTS INSTITUTE OF TECHNOLOGY, CAMBRIDGE, 
MA 

8904210143 Forwards Combined Insp Repts 50-020/89-01 & 70:0938/89-01 on 
890308-1 0.Violation noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/04/06. BERNARD, J.A. Massachu- 
setts Institute of Technology. Cambridge. MA. 2pp. 49442:307-49442:317. 

-8904210148 Notice of violation from insp on 890308-1 0. Violation noted:failure to con- 
duct physical inventory of all SNM in possession under license. 

* Region 1, Ofc of the Director. 89/03/30. Ip. 49442:309-49442:309. 

-8904210154 Combined Insp Repts 50-020/89-01 & 70-0938/89-01 on 890308- 10. Vio- 
lation noted.Major areas inspected:nuclear matl control, accounting & physical 
security.including organization & operation & shipping & receiving. 

RATTA,A.D., KEIMIG.R.R. Region 1, Ofc of the Director. 89/04/05. 8pp. 49442:310- 
49442:317. 


DOCKET 70-1068 FLORIDA, UNIV. OF, GAINESVILLE, FL 

8903280338 Forwards application for renewal of License SNM-1050 for storage 
only.Summary of present status of facility listed. 

VERNETSON.W.G. Florida, Univ. of, Gainesville, FL. 89/03/01. ROUSE.LC. Fuel 
Cycle Safety Branch. 4pp. 49158:298-49158:340. 

-8903280343 Application for renewal of License SNM-1050 for storage only. 
VERNETSON.W.G. Florida, Univ. of, Gainesville, FL. 89/03/01. 38pp. 49158:302- 
49158:340. 

8904120053 Ack receipt of 890301 application for renewal of License SNM-1050. 
ROBINSON.C.H. Fuel Cycle Safety Branch. 89/03/27. VERNETSON,W.G. Florida, 
Univ. of, Gainesville, FL. Ip. 49286:197-49286:197. 


-8903290036 Safety evaluation rept re 890206 license amend application concerning 
changes to organization & ref to radiological contingency & emergency plan. 
MCCAUGHEY.D.A., BIDINGER,G.H. Fuel Cycle Safety Branch. 89/03/20. 2pp. 
49081:272-49081:273. 

-8903290039 Advises that 890206 amend request.changing organizational structure & 
revising radiological contingency & emergency plan does not decrease plan effective- 
ness nor affect public health & safety or environ. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/03/20. Fuel Cycle Safety Branch. Ip. 
49081:274-49081:274. 

8904030071 Ack receipt of 890222 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 70-1113/88-18. 

COLLINS,D.M. Region 2, Ofc of the Director. 89/03/21. LEES.E.A. General Electric 
Co. Ip. 49156:105-49156:105. 

8904140258 Advises that GE will have resources available,at time of 
decommissioning, to satisfy obligations to decommission nuclear fuel mfg plant in 
Wilmington, NC. 

WOLFE,B. General Electric Co. 89/03/27. Division of Low Level Waste Management 
& Decommissioning (Post 870413). 2pp. 49334:359-49334:360. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda,MD. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/04/05. FRAIN.R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co., Inc.). LEES.E.A. General Electric Co. LONG.J.A. 
Nuclear Fuel Services, Inc. 13pp. 49348:308-49348:320. 

8904200049 Advises that time for Commission to review Director’s Decision DD-89-01 
expired.Com mission declined review. Decision became final agency action on 
890407.W/Certificate of Svc.Served on 890414. 

CHILK,S.J. Office of the Secretary of the Commission. #289 8441. 89/04/14. 
ROISMAN,A.Z. Roisman, A.2. 2pp. 49340:221-49340:222. 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., COLUMBIA, SC 


8904120068 Forwards request for addi info re 881206 application for amend to License 
SNM-1067 re spacing criteria for fuel rod transport carts.Response should be provided 
within 45 days. 

BIDINGER.G.H. Fuel Cycle Safety Branch. 89/03/27. WATERMAN, C.R. Combustion 
Engineering, Inc. 3pp. 49296:190-49296:192. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda,MD. 

ROUSE,LC. Fuel Cycle Safety Branch. 89/04/05. FRAIN,R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co., Inc.). RODE,J.A. Combustion Engineering, Inc. 
SWARTZ,R. Energy Systems Research Group, Inc. 13pp. 49348:308-49348:320. 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 


8903230198 Forwards Director’s Decision DD-89-01 denying 870406 request for imposi- 
tion of civil penalty as stated & license condition requiring licensee to fully compen- 
sate V English for stated expenses, except for $20,000 civil penalty. 

THOMPSON, H.L. Office of Nuclear Material Safety & Safeguards, Director. #189 8265. 
89/03/13. ROISMAN, A.Z. Roisman, A.Z. 2pp. 49285:053-49286:023. 

-8904130422 Notice of issuance of director’s decision under 10CFR2.206 granting in 
part petition filed by AZ Roisman & MG Ratner on behalf of VM English. 
THOMPSON.H.L. Office of Nuclear Material Safety & Safeguards, Director. 89/03/13. 
200pp. 49285:079-49286:023. 

8904060091 Forwards Insp Rept 70-1113/89-01 on 8901 09-1 3.No violations or devi- 
ations noted.Details of insp rept withheld (ref 10CFR2.790 & 73.21). 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/08. LEES.E.A. General Electric Co. 
2pp. 49310:128-49310:130. 

-8904060097 Partially withheld Insp Rept 70-1113/89-01 on 890109-13 (ref 
10CFR2.790 & 73.21 ).No violations or deviations noted.Major areas 

inspected:measurement sys & matl control & accountability sys mgt & assessment. 
CLAY.E.L, MCALPINE,E.J. Region 2. Ofc of the Director. 89/03/08. Ip. 49310:130- 
49310:130. 

8903280059 Advises that 890224 rev to fundamental nuclear control plan consistent w/ 
provisions of 1 0CFR70.32(c) & acceptable. 

CLINE, W.E. Region 2, Ofc of the Director. 89/03/10. LEES,E.A. General Electric Co. 
2pp. 49061:309-49061:310. 

8904030289 Fonvards Insp Rept 70-1113/89-02 on 890123-27.No violations or devi- 
ations noted. 

CLINE, W.E. Region 2. Ofc of the Director. 89/03/10. LEES.E.A. General Electric Co. 
2pp. 49166:110-49166:119. 

-8904030292 Insp Rept 70-1113/89-02 on 890123-27.No violations or deviations 
noted.Major areas in8pected:mgt organization controls, training & retraining.nuclear 
criticality safety, operations review, maint & surveillance testing. 

KASN1CKI,D.A., MCALPINE.E.J. Region 2, Ofc of the Director. 89/03/10. 8pp. 
49166:112-49166:119. 


8903290104 Submits 30-day incident rept re 890214 water line break.Leak at 3-inch 
valve in nonradioactive controlled area ofc hallway noted upstream of repair work & 
water flowed into contaminated & noncontrolled areas.Valve replaced. 

WINSLOW, T.P. General Electric Co. 89/03/16. Document Control Branch (Document 
Control Desk). 5pp. 49081:016-49081:020. 


8903290030 Forwards Amend 17 to License SNM-1097 & SER.Amend authorizes orga- 
nizational changes & updates refs to radiological contingency & emergency plan. 
ROUSE LC. Fuel Cycle Safety Branch. 89/03/20. WINSLOW, T.P. General Electric 
Co. Ip. 49081:270-49081:274. 


-8903290035 Amend 17 to License SNM-1097 for GE,Nuclear Fuel & Components 
Mfg,authorizing use of U-235 & P per statements, representations & conditions of Part 
I of 871023 application & 871030,0321,880516,890206 & 16 suppis. 

ROUSE,L.C. Division of Industrial & Medical Nuclear Safety (Post 870729). 89/03/20. 
Ip. 49081:271-49081:271. 


8903310310 Requests change to nuclear matl control & accounting measurement prac- 
tices at facility,per end proprietary info. Info withheld (ref 10CFR2.790(d)).Fee paid. 
NARDI,A.J. Westinghouse Electric Corp. 89/03/03. KASUN,D.J. Domestic SG & Re- 
gional Oversight Branch (Post 881218). 2pp. 49148:243-49148:244. 

8904240304 Forwards updated FNMCP.Program withheld (ref 10CFR2.790(d)). Program 
does not decrease effectiveness of currently approved program. 

NARDI,A.J. Westinghouse Electric Corp. 89/04/01. STOHR,J.P. Region 2, Ofc of the 
Director. Ip. 49469:216-49469:216. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda,MD. 

ROUSE,L.C. Fuel Cycle Safety Branch. 89/04/05. FRAIN,R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co., Inc.). STAROSTECKI,R. Energy, Dept. of. 
LOCH,E.P. Westinghouse Electric Corp. 13pp. 49348:308-49348:320. 

8904170031 Forwards response to NRC 890308 Itr re violations noted in Insp Rept 70- 
1151/88-19 on 881226-28.Response withheld (ref 10CFR2.790). 

LOCH,E.P. General Electric Co. 89/04/06. Document Control Branch (Document Con- 
trol Desk). Ip. 49376:001-49376:001. 

8904200341 FonArards Insp Rept 70-1151/89-01 on 890130-0209 & notice of violation. 
COLLINS,D.M. Region 2, Ofc of the Director. 89/04/06. LOCH,E.P. Westinghouse 
Electric Corp. 2pp. 49402:325-49402:352. 

-8904200344 Notice of violation from insp on 8901 30-0209 .Violation noted:failure to 
make adequate breathing zone surveys of particulate airborne radioactive contami- 
nants during 1987. 

COLLlNS,D.M. Region 2, Ofc of the Director. 89/04/06. 2pp. 49402:327-49402:328. 

-8904200346 Insp Rept 70-1151/89-01 on 8901 30-0209. Violations noted. Major areas 
inspected:radiation protection programs for assuring personnel exposures maintained 
ALARA & allegations re radiation protection activities. 

KUZO,G.B., COLLINS, T.R., LAUER,M,T. Region 2, Ofc of the Director. 89/04/06. 
24pp. 49402:329-49402:352. 


DOCKET 70-1193 CIMMARON CORP., OKLAHOMA CITY, OK 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda,MD. 

ROUSE,LC. Fuel Cycle Safety Branch. 89/04/05. FRAIN,R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co., Inc.). STAUTER.J.C. Kerr-McGee Nuclear Corp. 
MCGOVERN,J.J. Cintichem, Inc. 13pp. 49348:308-49348:320. 


DOCKET 70-1201 B&W FUEL CO., LYNCHBURG, VA 

8904120006 Application for amend to License SNM-1 168, authorizing possession of 2 Ci 
Am-241 .contained in one or more sealed sources.Fee paid. 

SHY,K.E. Babcock & Wilcox Co. 89/03/16. ROUSE.L.C. Fuel Cycle Safety Branch. 
4pp. 49295:220-49295:224. 

8904030268 Forwards Insp Rept 70-1201/89-01 on 890306-1 0.No violations or devi- 
ations noted, 

CLINE.W.E. Region 2, Ofc of the Director. 89/03/23. ALTO.R.A. B&W Fuel Co. 2pp. 
49165:141-49165:148. 

-8904030272 Insp Rept 70-1201/89-01 on 890306-1 0.No violations or deviations 
noted.Major areas lnspected:mgt controls, training, nuclear criticality safety, plant 
operations.maint & followup on previously identified items. 

MACALPINE,E.J., TROUP.G.L, HORN.M.L. Region 2, Ofc of the Director. 89/03/23. 
6pp. 49165:143-49165:148. 

8904170221 Advises that License SNM-1 168 amended, adding 890316 to Condition 9 & 
allowing use of 2 Ci Am-241 sealed sources. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/03/30. SHY,K. Babcock & Wilcox Co. Ip. 
49350:302-49350:303. 
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-8904170224 SER recommending approval of 890316 application for amend to 
license, authorizing possession of Am-241 in form of sealed sources. 
MCCAUQHEY.DA, BIDINGER.G.H. Fuel Cycle Safety Branch. 89/03/30. Ip. 
49350:303-49350:303. 

8904050055 Trip rept of 890306-07 visit to B&W commercial nuclear fuel plant re B&W 
880411 renewal application & NRC comments on application.Licensee agreed to 
submit revised pages to resolve NRC comments. 

HORN.M.L., MCCAUGHEY,D.A. Fuel Cycle Safety Branch. 89/03/31. BIDINGER.G.H. 
Fuel Cycle Safety Branch. Ip. 49214:110-49214:110. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda,MD. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/04/05. FRAIN.R. Advanced Nuclear Fuels 
Corp. (formerly Exxon Nuclear Co., Inc.). COLEMAN, W.L., ALTO,R.A. Babcock & 
Wilcox Co. 13pp. 49348:308-49348:320. 


DOCKET 70-1257 ADVANCED NUCLEAR FUELS CORP., RICHLAND, WA 


8904200343 Rept of discharge of radioactive matls for Jul-Dec 1988.W/ 890120 Itr. 
MALODY.C.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 88/ 
12/31. MARTIN, J.B. Region 5, Ofc of the Director. 4pp. 49400:135-49400:138. 

8^4260224 Forwards replacement last page to 890120 Itr re reporting of effluents per 
10CFR70.59. 

MALODY.C.W Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 89/ 
01/26. MARTIN.J.B. Ofc of Enforcement (Post 870413). Ip. 49441:356-49441:357. 

-8904200350 Revised effluent discharge rept for Jul-Dec 1 988. 

* Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 88/12/31. Ip. 
49441:357-49441:357. 

8904200011 Application for amend to License SNM-1227,authorizing change in posses- 
sion limit, ref Itr of financial assurance for decommissioning funding to new 
10CFR70.25 regulation & recording latest rev to radiological contingency plan. 
MALODY,C.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 89/ 
03/30. ROUSE.LC. Fuel Cycle Safety Branch. 8pp. 49401:301-49401:309. 

8904140252 Forwards preliminary agenda for NRC Fuel Cycle Licensee Workshop on 
890503-04 in Bethesda,MD. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/04/05. FRAIN.R. Advanced Nuclear Fuels 
(3orp. (formerly Exxon Nuclear Co.. Inc.). BISHOP.J.C. Allied-Signal Corp. 
FULLER, P.E. American Nuclear Insurers. 13pp. 49348:308-49348:320. 

8904140225 Requests that cover Itrs, shippers certificates & notices & shipping summary 
data be sent to DJ Kasum at listed address. 

NELSON.G.B. Region 5. Ofc of the Director. 89/04/06. SCHNEIDER.R.A. Advanced 
Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 2pp. 49334:357-49334:358. 


DOCKET 70-1308 GENERAL ELECTRIC CO., SAN JOSE. CA 


89041(}0360 Forwards Amend 6 to Ucense SNM-2500 & notice of issuance of amend to 
llcense.Amend consists of changes to Pages 2 & 4 of license & Page 2 of App A of 
Iic0nsd 

ROUSE, L.a Fuel Cycle Safety Branch. 89/03/30. INGELS, T.E. General Electric Co. 
2pp. 49243:260-49243:268. 

“8904100395 Amend 6 to License SNM-2500 for GE, changing Pages 2 & 4 of license & 
Page 2 of App A of license. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/03/30. 4pp. 49243:262-49243:265. 

-8904100396 Notifies that neither environ assessment nor EIS warranted for GE 
880707 issuance of NEDE-31559, "QA Plan.” 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/30. Fuel Cycle Safety Branch, ip. 
49243:266-49243:266. 

—8904100398 Notice of issuance of amend to License SNM-2500.Amend incorporates 
NEDE-31559.QA Plan,to reflect organizational changes within GE. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/03/30. 1p, 49243:267-49243:268. 

8904070131 Trip rept of 890227-28 site visit re fuel bundle drop incident on 881120 & 
review QA plan. 

SCHNEtDER.J.. LEU.K.C. Fuel Cycle Safety Branch. 89/03/31. ROBERTS.J.P. Fuel 
C^cle Safety Branch. 4pp. 49235:270-49235:273. 

8904180181 Discusses fuel in storage at GE Morris Operation at end of First Quarter 
1989,lnfo reflects receipt of 30 BWR fuel assemblies from Cooper Nuclear Station.No 
addl fuel receipts or shipments planned. 

SCHMID.S.P. General Electric Co. 89/04/03. ROBERTS.J.P. NRC - No Detailed Affili- 
ation Given. 2pp. 49482:066-49482:067. 


DOCKET 70-1359 IRT CORP., SAN DIEGO, CA 


8904170192 Advises that DOE/NRC Forms 742 & 742C should have been submitted to 
NMSS,due to recent rule change. 

NELSON.G.B. Region 5. Ofc of the Director. 89/04/10. CROSBIE,K.L IRT Corp. Ip. 
49349:347-49349:347. 


DOCKET 70-2479 TRANSNUCLEAR, INC., FALLS CHURCH, VA 

8904050279 Forwards approved route to be used for transport of spent reactor fuel 
from Norfolk, VA to Idaho Falls.lD under Import License ISNM-1699 through 891231. 
MACDONALD, C.E. Transportation Branch. 89/03/28. MCLAUGHLIN. J. Transnuclear, 
Inc. 34pp, 49205:298-49205:331. 

8M4140166 Grants 881020 request for approval of route to transport spent reactor fuel 
Tom Norfolk, VA to Aiken, SC.Approved route end. 

lACDONALD.C.E. Transportation Branch. 89/04/07. MCLAUGHLIN, J. Transnuclear, 
lODp. 49336:200-49335:209. 


DOCKET 70-2917 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8904140146 Forwards Insp Repts 50-438/88-06 & 50-439/88-06 on 881031- 1110 & 
notices of violation. Unresolved items re fire equipment surveillance testing & removal 
of vapor phase corrosion inhibitors identified. 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/02/03. KINGSLEY.O.D. 
Tennessee Valley Authority, 2pp. 49331:316-49331:348. 

-8904140158 Notice of violation from insp on 881031-1 110. Violation noted:plant site or- 
ganization contained no onsite radiological control group nor onsite health physics 
personnel during insp & for 1 month preceding insp. 

MCCOY, F.R. Assistant Director for Inspection Programs. 89/02/03. 2pp. 49331:320- 
49331:321. 

-8904140184 Insp Repts 50-438/88-06 & 50-439/88-06 on 881031-1110. Violations 
noted.Major areas inspected:layup & preservation, QA, organization structure & 
personnel.nuclear experience review, tralning,fire protection, security & housekeeping. 
YORK,J. Region 2. Ofc of the Director. 89/02/02. 27pp. 49331:322-49331:348. 


DOCKET 70-2941 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8904140146 Forwards Insp Repts 50-438/88-06 & 50-439/88-06 on 881031- 1110 & 
notices of violation. Unresolved items re fire equipment surveillance testing & removal 
of vapor phase corrosion inhibitors identified. 

MCCOY.F.R. Assistant Director for Inspection Programs. 89/02/03. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 49331:316-49331:348. 

-8904140158 Notice of violation from insp on 881031-1 llO.Violation noted:plant site or- 
ganization contained no onsite radiological control group nor onsite health physics 
personnel during insp & for 1 month preceding insp. 

MCCOY.F.R. Assistant Director for Inspection Programs. 89/02/03. 2pp. 49331:320- 
49331:321. 

-8904140184 Insp Repts 50-438/88-06 & 50-439/88-06 on 881031-1110. Violations 
noted.Major areas inspected;layup & preservation, QA.organization structure & 
personnel.nuclear experience review, training, fire protection, security & housekeeping, 
YORK.J. Region 2, Ofc of the Director. 89/02/02. 27pp. 49331:322-49331:348. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0038 CRANE CO. 


8904240187 Informs that QA program approval for Radioactive Matl Package:0038 ex- 
pires on 890531. If renewal desired.request should be submitted at least 30 days prior 
to expiration. 

MACDONALD, C.E. Transportation Branch. 89/04/17. CURRY, P.T. Crane Co. 1p. 
49452:247-49452:247. 


DOCKET 71-0131 TESTING INSTITUTE OF ALASKA 


8903310094 Requests clarification re correct expiration date of certificate, in response to 
890307 Itr. 

LOCKMAN,D.M. Testing Institute of Alaska, Inc. 89/03/17. MACDONALD.C.E. Trans- 
portation Branch. Ip. 49195:326-49195:329. 

-8903310097 Advises that QA program approval for radioactive matl 
packages:01 31, expires on 890331. Renewal should be requested at least 30 days prior 
to expiration date. 

MACDONALD.C.E. Transportation Branch. 89/03/07. LOMAX,K.C. Welding Institute of 
Alaska. 2pp. 49195:328-49195:329. 


DOCKET 71-0194 VIRGINIA ELECTRIC & POWER CO. 


8904210246 Advises that QA program approval for radioactive matl packages 0194 ex- 
pires on 890531. Request for renewal should be submitted 30 days from expiration & 
application fee required. 

MACDONALD.C.E. Transportation Branch. 89/04/17. Virginia Power (Virginia Electric 
& Power Co.). 1p. 49443:062-49443:052. 


DOCKET 71-0507 MALLINCKRODT, INC. 


8904110423 Advises that QA program approval for radioactive matl package:0507 ex- 
pires on 890430.Renewal must be requested within 30 days of expiration.lf renewal 
not desired.NRC should be so notified. 

MACDONALD.C.E. Transportation Branch. 89/04/04. BROWN.R.W. Mallinckrodt, Inc. 
Ip. 


DOCKET 71-0512 NUCLEAR ENERGY SERVICES, INC. 

8904240136 Informs that QA Program Approval for Radioactive Matl Package:0512 ex- 
pires on 890531. 

MACDONALD.C.E, Transportation Branch. 89/04/17. DALTON.J.C. Nuclear Energy 
Services (NES) Manufacturing. Ip, 49468:165-49468:165. 


DOCKET 71-0513 EDLOW INTERNATIONAL CO. 


8903310312 Informs that records required by 10CFR71.91 will be retained at listed ad- 
dress. 

RAVENSCROFT.N. Ediow International Co. 89/03/20. MCDONALD.C.E. Transporta- 
tion Branch. 2pp. 49159:112-49159:113. 
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DOCKET 71-0515 TRANS-WORLD TESTING LABS, INC. 

8904110408 Advises that QA program approval for radioactive matl package:0515 ex- 
pires on 890430. Renewal must be requested within 30 days of expiration.lf renewal 
not desired, NRC should be so notified. 

MACDONALD.C.E. Transportation Branch. 89/04/04. MASSEY, B.L Trans-World Test- 
ing Labs, Inc. 1p. 

DOCKET 71-0516 LONG ISLAND LIGHTING CO. 

8904110428 Advises that QA program approval for radioactive matl package:0516 ex- 
pires on 890430. Renewal must be requested within 30 days of expiration.lf renewal 
not desired, NRC should be so notified. 

MACDONALD.C.E. Transportation Branch. 89/04/04. Long island Lighting Co. Ip. 
49268:269-49268:269. 


DOCKET 71-0517 TULSA INSPECTION SERVICES, INC. 

8904110413 Advises that QA program approval for radioactive matl package:05l7 ex- 
pires on 890430. Renewal must be requested within 30 days of expiration.lf renewal 
not desired.NRC should be so notified. 

MACDONALD.C.E. Transportation Branch. 89/04/04. EDWARDS, D.E. Tulsa Inspec- 
tion Services, Inc. Ip. 


DOCKET 71-0518 ULTRA TECHNOLOGY, INC. 

8904240109 Informs that QA Program Approval for Radioactive Matl Package 0518 ex- 
pires on 890531. 

MACDONALD.C.E. Transportation Branch. 89/04/17. HEIKEN.D.S. Ultra Technology, 
Inc. 1p. 49452:220-49452:220. 


DOCKET 71-0521 GEORGIA POWER CO. 

8904240112 Informs that QA program approval for radioactive matl package:0521 ex- 
pires on 890531. If renewal desired.request should be submitted at least 30 days prior 
to expiration date. 

MACDONALD.C.E. Transportation Branch. 89/04/17. NlX.H.C. Georgia Power Co. Ip. 
49452:332-49452:332. 


DOCKET 71-0652 SAMSON INSPECTION & TECHNICAL SERVICES, INC. 

8903310307 Forwards QA Program Approval for Radioactive Matl Package 0652, Rev 
I.Rev 1 changes company name to Sam-Son Insp & Tech Svcs Inc from Samson 
Insp & Tech Svcs Inc. 

MACDONALD.C.E. Transportation Branch, 89/03/21. HOPKINS, S.M. Samson Inspec- 
tion & Technical Services, Inc. Ip. 49159:143-49159:144. 

-8903310315 QA program approval for radioactive matl package:0652,Rev 1. 
MACDONALD.C.E. Transportation Branch. 89/03/21. Ip. 49159:144-49159:144. 


DOCKET 71-0669 COMO TECH, INC. 

8903290072 “10CFR71 QA Program for Industrial Radiography & Sealed Sources." 
HIERSCHE,R.E. COMO Tech, Inc. 89/03/13. 3pp. 49081:063-49081:065. 

8904130343 Forwards QA program approval for radioactive matl packeme: 0669,Rev 0. 
MACDONALD.C.E. Transportation Branch. 89/04/05. HIERSCHE.R.E. COMO Tech, 
Inc. Ip. 49317:220-49317:221. 

-8904130344 QA program approval for radioactive matl package:0669,Rev 0. 
MACDONALD.C.E. Transportation Branch. 89/04/05. Ip. 49317:221-49317:221. 


DOCKET 71-0672 LUCIUS PITKIN, INC. 

8904130154 Forwards QA program approval for radioactive matl package: 0672,Rev 0. 
MACDONALD.C.E. Transportation Branch. 89/04/05. PLUMSTEAD.R.F. Lucius Pitkin. 
Inc. 1 p. 49321 :001 -49321 :002. 

-8904130161 QA program approval for radioactive matl package:0672.Rev 0. 
MACDONALD.C.E. Transportation Branch. 89/04/05. Ip. 49321:002-49321:002. 


DOCKET 71-0673 THIELSCH ENGINEERING, INC. 

8904170197 Application for QA program approval for radioactive matl package:0673.Fee 
paid. 

JACKSON, S. Thielsch Engineering Associates, Inc. 89/03/28. Office of Nuclear Mate- 
rial Safety & Safeguards.Director. Ip. 49354:252-49354:261. 

-8904170200 “Shipping Container QA Requirements.” 

* Thielsch Engineering Associates, Inc. 89/03/28. 9pp. 49354:253-49354:261 . 


DOCKET 71-0674 FEWELL GEOTECHNICAL ENGINEERING, LTD. 

8904170283 Forwards QA program for transporting Type B packages.Fee paid. 
FEWELL,R.B. Fewell Geotechnical Engineering, Ltd. 89/03/29. Office of Nuclear Ma- 
terial Safety & Safeguards.Director. Ip. 49354:212-49354:221. 

-8904170287 Application for license.authorizing QA program for transporting Type B 
packages. 

FEWELUR.B. Fewell Geotechnical Engineering, Ltd. 89/03/29. 4pp. 49354:213- 
49354:216. 

-8904170288 QA program for transporting Type B packages. 

* Fewell Geotechnical Engineering, Ltd. 89/03/29. 5pp. 49354:217-49354:221. 


DOCKET 71-4894 MODEL: NPD-1-528. KERR-MCGEE NUCLEAR CORP. 


8903300393 Advises that recipient removed from list of users of Certificates of Compli- 
ance 6387,6400 & 9073,per 890224 Itr & Certificates of Compliance 

4894,6155,6273,9065,9090,9091 & 9100 terminated. 

MACDONALD.C.E. Transportation Branch, 89/03/22. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). ip. 49128:274-49128:274. 


DOCKET 71-5450 MODEL: RCC, -1, -2, -3, -4, WESTINGHOUSE ELECTRIC CORP. 


8903300018 Forwards Rev 26 to Certificate of Compliance 5450 for Models RCC.RCC- 

1, RCC-2,RCC-3 & RCC-4 packages, per 890104 request. 

MACDONALD,C.E. Transportation Branch. 89/03/20. NARDI,A.J. Westinghouse Elec- 
tric Corp. Ip. 49131:270-49131:277. 

-8903300023 Certificate of Compliance 5450,Rev 26,for Models RCC,RCC-1, RCC- 

2, RCC-3 & RCC-4 packages.Approval record end. 

MACDONALD.C.E. Transportation Branch. 89/03/20. 7pp. 49131:271-49131:277. 


DOCKET 71-5805 MODEL: CNS 3-55, CHEM-NUCLEAR SYSTEMS, INC. 


8904030329 Forwards Certificate of Compliance 5805, Rev 14,for Model CNS 3-55 
package.Certificate supersedes Rev 13 dtd 840613. 

MACDONALD.C.E. Transportation Branch. 89/03/29. PAQUIN.P.L. Chem-Nuciear 
Systems. Inc. Ip. 49165:097-49165:105. 

-8904030330 Certificate of Compliance 5805.Rev 14,for Model CNS-3-55. 
MACDONALD.C.E. Transportation Branch. 89/03/29. 8pp. 49165:098-49165:105. 


DOCKET 71-5939 MODEL: GE-1500, GENERAL ELECTRIC CO. 


8904170272 Requests registration as user of Model 1500. 

KINTNER,S.B. Chem-Nuclear Systems. Inc. 89/03/30. MACDONALD.C.E. NRC - No 
Detailed Affiliation Given. 2pp. 49354:358-49354:359. 

8904130054 Informs of registration as user of Certificate of Compliance 5939,per 
890330 request. 

MACDONALD.C.E. Transportation Branch. 89/04/07. KINTNER.S. Chem-Nuclear Sys- 
tems, Inc. ip. 49321:161-49321:161. 


DOCKET 71-6078 MODEL 927A1 & 927C1, COMBUSTION ENGINEERING, INC. 


8904070237 Forwards addi info to support 890208 application to amend Certificate of 
Compliance 6078 for Models 927A1 & 927C1,per 890313 telcon w/E Easton & D 
Wong. 

SCHERER,A.E. Combustion Engineering, Inc. 89/03/30. MACDONALD.C.E. Transpor- 
tation Branch. 24pp. 49234:302-49234:325. 

8904210237 Forwards Rev 12 to Certificate of Compliance 6078 for Models 927A1 & 
927C1 .per 890208 request. 

MACDONALD.C.E. Transportation Branch. 89/04/17. SCHERER, A.E. Combustion En- 
gineering, Inc. Ip. 49443:192-49443:196. 

-8904210239 Certificate of Compliance 6078,Rev 12, for Models 927A1 & 

927C1 .Approval record end. 

MACDONALD.C.E. Transportation Branch. 89/04/17. 4pp. 49443:193-49443:196. 


DOCKET 71-6155 MODEL: KM-2, KERR-MCGEE NUCLEAR CORP. 


8903300393 Advises that recipient removed from list of users of Certificates of Compli- 
ance 6387,6400 & 9073,per 890224 Itr & Certificates of Compliance 

4894,6155,6273,9065,9090,9091 & 9100 terminated. 

MACDONALD.C.E. Transportation Branch. 89/03/22. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). Ip. 49128:274-49128:274. 


DOCKET 71-6273 MODEL 48X, 48F, 48A & 48Y, ALLIED CHEMICAL CORP. 


8903300393 Advises that recipient removed from list of users of Certificates of Compli- 
ance 6387,6400 & 9073,per 890224 Itr & Certificates of Compliance 

4894,6155.6273,9065,9090,9091 & 9100 terminated. 

MACDONALD,C.E. Transportation Branch. 89/03/22. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). Ip. 49128:274-49128:274. 


DOCKET 71-6346 MODEL FSV-1 & 1A, GA TECHNOLOGIES, INC. 


8904210215 Forwards Rev 18 to Certificate of Compliance 6346 for Models FSV-1 & 
FSV-1 A. 

MACDONALD.C.E. Transportation Branch. 89/04/17. BREY.H.L. Public Service Co. of 
Colorado. Ip. 49443:263-49443:270. 

-8904210219 Certificate of Compliance 6346,Rev 18 for Models FSV-1 & FSV-1 A. 
MACDONALD.C.E. Transportation Branch. 89/04/17. 7pp. 49443:264-49443:270. 


DOCKET 71-6387 MODEL 60, BATTELLE MEM. INST., PACIFIC NORTHWEST UB 


8903300393 Advises that recipient removed from list of users of Certificates of Compli- 
ance 6387,6400 & 9073,per 890224 Itr & Certificates of Compliance 

4894,6155.6273,9065,9090,9091 & 9100 terminated. 

MACDONALD.C.E. Transportation Branch. 89/03/22. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear (Dorp.). 1p. 49128:274-49128:274. 
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DOCKET 71-6400 MODEL* 6400, WESTiNGHOUSE EUECTRIC CORP. 


DOCKET 71-9065 MODEL* BU-4, GENERAL ELECTRIC CO. 


8903300393 Advises that recipient removed from list of users of Certificates of Compli- 
ance 6387,6400 & 9073,per 890224 Itr 6 Certificates of Compliance 

4894,6155,6273,9065,9090,9091 & 9100 terminated. 

MACDONALD.C.E. Transportation Branch. 89/03/22. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 1p. 43128:274-49128:274. 


8903300393 Advises that recipient removed from list of users of Certificates of Compli- 
ance 6387,6400 & 9073, per 890224 Itr & Certificates of Compliance 

4894,6155,6273.9065,9090,9091 & 9100 terminated. 

MACDONALD.C.E. Transportation Branch. 89/03/22. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). ip. 49128:274-49128:274. 


8904170264 Requests remittance of fee for 890323 application for amend to Certificate 
of Compliance 6400. 

JACKSON, G. License Fee Management Branch (Post 890205). 89/04/04. 
ARMBRUST,A.J. U.S. Ecology. Inc. (formerly Nuclear Engineering, Inc.). Ip. 
49350:326-49350:326. 


DOCKET 71-6581 MODEL 51032-1 & 1A, EXXON NUCLEAR CO., INC. 


8903310153 Application for renewal of Certificate of Compliance 6581, requesting re- 
placement of entire Section 5{b).revlsing max limit pellet diameter in fuel rods to 0.5 
inches & neutron absort>er rods not required but permitted in any number, 
GERRALD.LD. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co„ Inc.). 89/ 
03/16. MACDONALD.C.E. Transportation Branch. 5pp. 49127:043-49127:047. 


-8903310159 Forwards application fee for renewal of Certificate of Compliance 6581. 
GERRALD.LD. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 89/ 
03/16. MACDONALD.C.E. Transportation Branch. 1p. 49127:048-49127:048. 


-8903310165 Rev 4 to “Consolidated License Application for Advanced Nuclear Fuels 
Corp Model 51032-1 & 51032-1A Shipping Containers, Certificate of Compliance 
6581." 


GERRALD.LD. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
ANF-52 R04. 89/02/28. 100pp. 49127:049-49127:209. 


DOCKET 71-9070 MODEL: N-55, NUCLEAR PACKAGING, INC. 


8904130563 Submits revised shipping package info.per 890309 telcon between RD 
Kichline & E Richardson re registration as user of Model N-55, 

KEISER.H.W. Pennsylvania Power & Light Co. 89/03/27. MACDONALD.C.E. Trans- 
portation Branch. 2pp. 49318:004-49318:005. 

8904120216 Informs of registration as user of Certificate of Compliance 9070,per 
890327 request. 

MACDONALD.C.E. Transportation Branch. 89/04/04. KEISER.H.W. Pennsylvania 
Power & Light Co. Ip. 49279:360-49279:360. 


DOCKET 71-9073 MODEL OH-142 SERIES, NUCLEAR PACKAGING, INC. 


8903300393 Advises that recipient removed from list of users of Certificates of Compli- 
ance 6387,6400 & 9073,per 890224 Itr & Certificates of Compliance 

4894,6155.6273,9065,9090,9091 & 9100 terminated. 

MACDONALD.C.E. Transportation Branch. 89/03/22. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). Ip. 49128:274-49128:274. 


DOCKET 71-9080 MODEL HN-600 & NUPAC 100, WESTINQHOUSE-HITTMAN 
NUCLEAR 


DOCKET 71-6679 MODEL 6679, U.S. ECOLOGY, INC. 

8903300191 Informs all registered users that Certificate of Compliance 6679 
terminated, per 890214 Itr. 

MACDONALD.C.E. Transportation Branch. 89/03/20. ADAMS.S.R. U.S. Ecology. Inc. 
(formerly Nuclear Engineering, inc.). 3pp. 49131:215-49131:217. 


DOCKET 71-9010 MODEL NLl-1/2, NUCLEAR ASSURANCE CORP. 


8904040253 Requests registration as user of Chem-Nuclear Sys Model CNS 7-100. 
LEONARD, J.D. Long Island Lighting Co. 89/03/22. MACDONALD.C.E. NRC - No De- 
tailed Affiliation Given. 2pp. 491 91 :1 1 6-491 91:117. 

8904040208 Notification of registration as user of Certificate of Compliance 9080, per 
890322 request. 

MACDONALD.C.E. Transportation Branch. 89/03/29. Long Island Lighting Co. 1p. 
49204:321-49204:321. 


8903290199 Issues amend to Certificate of Compliance 9010 for Model NLI-1/2, author- 
izing use of two Fermi- 1 fuel assemblies, in singly occupied cavity quadrants & two re- 
maining quadrants 10 aluminum canisters w/dry contents. Approval record end. 
MACDONALD.C.E. Transportation Branch. 89/03/21. WELLS.A.H. Nuclear Assurance 
Corp. 2pp. 49119:359-49119:360. 


DOCKET 71-9018 MODEL BU-6, GENERAL ELECTRIC CO. 


DOCKET 71-9090 MODEL 48 OM, 48 H & 48 HX, ALLIED CHEMICAL CORP. 


8903300393 Advises that recipient removed from list of users of Certificates of Compli- 
ance 6387,6400 & 9073,per 890224 Itr & Certificates of Compliance 

4894.6155,6273.9065.9090,9091 & 9100 terminated. 

MACDONALD.C.E. Transportation Branch. 89/03/22. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). Ip. 49128:274-49128:274. 


8903310263 Advises that QA program approval for radioactive mat! package;9018 ex- 
pires on 890630.Renewal must be requested within 30 days of eiqsiration.tf renewal 
not desired.NRC should be notified. 

MACDONALD.C.E. Transportation Branch. 89/03/22. WINSLOW.P. General Electric 
Co. 1p. 49153:352-49153:352. 


DOCKET 71-9021 MODEL: 750. TECH/OPS, INC. 

8903310242 Advises that QA program approval for radioactive mat! package:9021 ex- 
pires on 890731. Renewal must be requested within 30 days of explratk>n.lf renewal 
not desirediNRC should be notified. 

MACDONALD.C.E. Transportation Branch. 89/03/22. BAKER, B. Amersham Corp. Ip. 
49153:361-49153:351. 


DOCKET 71-9022 MODEL CE-250-2. COMBUSTION ENGINEERING, INC. 


DOCKET 71-9091 MODEL 30A & 30B, GULF NUCLEAR, INC. 


8903300393 Advises that recipient removed from list of users of Certificates of Compli- 
ance 6387,6400 & 9073, per 890224 Itr & Certificates of Compliance 

4894,6155,6273,9065,9090.9091 & 9100 terminated. 

MACIX)NALD,C.E. Transportation Branch. 89/03/22. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). Ip. 49128:274-49128:274. 


DOCKET 71-9100 MODEL KKP-20-4960, KERR-MCGEE NUCLEAR CORP. 

8903300393 Advises that recipient removed from list of users of Certificates of Compli- 
ance 6387,6400 & 9073, per 890224 Itr & Certificates of Compliance 

4894,6155,6273,9065,9090,9091 & 9100 terminated. 

MACDONALD.C.E. Transportation Branch. 89/03/22. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). Ip. 49128:274-49128:274. 


8903290100 Responds to 890206 request for addi info re design changes to CE-250-2 
shipping container.C-E initiated steps re discontinued use of shipping container late in 
1989. 

SCHERER,A.E. Combustion Engineering, Inc. 89/03/17. MACDONALD.C.E- Transpor- 
tation Branch. 4pp. 49081:355-49081:358. 


DOCKET 71-9029 MODEL 676 & 676E, TECH/OPS, INC. 

8903290106 Requests registration as user of Models 676 & 676E under Certificate of 
Compliance 9029. 

CUNNINGHAM, G.E. General Electric Co. 89/03/15. MACDONALD.C.E. Transporta- 
tion Branch. 2pp. 49081:082-49081:083. 

8903280117 Informs of registration as user of Certificate of Compliance 9029, per 
890315 request. 

MACDONALD.C.E. Transportation Branch. 89/03/23; CUNNINGHAM.G.E. General 
Electric Co. Ip. 49062:351-49062:351. 


DOCKET 71-9056 MODEL SPEC 2-T, SOURCE PRODUCTION & EQUIPMENT CO. 

8903310081 Forwards application for amend to Certificate of Compliance 905e.Fee 
paid. 

DICHARRY.R.D.D. Source Production & Equipment Co., Inc. 89/03/13. 
MACDONALD.C.E. Transportation Branch. 2pp. 49146:028-49146:120. 

-8903310087 Application for renewal of (Certificate of (Compliance 9056 for Model SPEC 
2-T. 

* Source Production & Equipment Co., Inc. 89/03/13. 92pp. 49146:030-49146:120. 


DOCKET 71-9126 MODEL 20, 20A, 50, 50A, GAMMA INDUSTRIES, INC. 

8903280381 Application for renewal of Certificates of Compliance 9126, 9127 & 9128 
for Qamatron Models 20.20,50,50A.100,100A,200, 200A & C-8.Fee paid. 
ROUGHAN.C.M. Amersham Corp. 89/03/09. MACDONALD, C. Transportation Branch. 
2pp. 49063:281-49064:010. 

-8903280388 "SAR Amersham Corp Model C-8 Source Changer Type B (U) Package 
USA/91 28/B(U).” 

• Amersham Corp. 89/02/28. 80pp. 49063:283-49064:010. 


DOCKET 71-9127 MODEL 100, 100A, 200, 200A, GAMMA INDUSTRIES, INC. 

8903280381 Application for renewal of Certificates of Compliance 9126, 9127 & 9128 
for Qamatron Models 20,20.50.50A,100,100A.200, 200A & C-8.Fee paid. 
ROUGHAN.C.M. Amersham Corp. 89/03/09. MACDONALD, C. Transportation Branch. 
2pp. 49063:281-49064:010. 

-8903280388 “SAR Amersham Corp Model C-8 Source Changer Type B (U) Package 
USA/9128/B(U).“ 

* Amersham Ckjrp. 89/02/28. 80pp. 49063:283-49064:010. 

DOCKET 71-9128 MODEL C-8, GAMMA INDUSTRIES, INC. 

8903280381 Application for renewal of Certificates of Compliance 9126, 9127 & 9128 
for Qamatron Models 20,20,50, 60A.1 00,1 OOA, 200, 200A & C-8.Fee paid. 
ROUGHAN,C.M. Amersham Corp. 89/03/09. MACDONALD, C, Transportation Branch. 
2pp. 49063:281-49064:010. 
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-8903280388 “SAR Amersham Corp Model C-8 Source Changer Type B (U) Package 
USA/9128/B{U).” 

* Amersham Corp. 89/02/28. 80pp. 49063:283-49064:010. 


DOCKET 71-9135 MODEL: CENTURY S & SA, GAMMA INDUSTRIES, INC. 

8904140195 Requests registration as user of Gamma Century Model SA. 

WILLIAMS, R. Sierra Testing, Inc. 89/02/02. MACDONALD, C.E. Transportation 
Branch. 2pp. 49334:315-49334:316. 

8904130042 Informs of registration as user of Certificate of Compliance 9135.per 
890202 request. 

MACDONALD, C.E. Transportation Branch. 89/04/07. WILLIAMS, R. Scientific Inspec- 
tion Technology, Inc. Ip. 49291:077-49291:077. 


DOCKET 71-9163 MODEL: GNG-20, GULF NUCLEAR, INC. 

8903290085 Submits addi info on Model GNG-20 to answer questions raised In NRC 
880803 Itr to C Roughan.EncI drawings show marking & identification submitted by 
Gulf Nuclear to NRC as part of original request for certification of Model GNG-20. 
BAKER, B.W. Amersham Corp. 89/03/10. MACDONALD, C.E. Transportation Branch. 
5pp. 49081:116-49081:120. 

8904180120 Requests 6-month extension to Type B Certificate 9163 to provide more 
time to answer questions in 880803 Itr to C Roughan.Fee paid. 

BAKER, B.W. Amersham Corp. 89/03/31. MACDONALD, C.E. Transportation Branch. 
2pp. 49372:106-49372:107. 


DOCKET 71-9168 MODEL: CNS 8-120B, CHEM-NUCLEAR SYSTEMS, INC. 

8904100152 Forwards proposed change to SAR for licensee Model CNS 8-1 20B Ship- 
ping Package.Change provides enhanced cask operability & maint operations.W/three 
oversize drawings. Fee paid. 

PAQUIN.P.L. Chem-Nuclear Systems, Inc. 89/03/28. MACDONALD, C.E. Transporta- 
tion Branch. 5pp. 49243:303-49243:308. 


DOCKET 71-9183 MODEL: NAC-1, NUCLEAR ASSURANCE CORP. 

8904170269 Application for renewal of Certificate of Compliance 9183 for Model NAC- 
1 /NFS-4.Fee paid. 

WELLS,A.H. Nuclear Assurance Corp. 89/03/28. MACDONALD,C.E. Transportation 
Branch. 2pp. 49349:253-49349:254. 


DOCKET 71-9184 MODEL: PAS-1, NUCLEAR PACKAGING, INC. 

8904140046 Forwards NuPac PAS-1 packaging SAR for renewal of PAS-1 package Cer- 
tificate of Compliance 9184.Fee paid. 

TEMUS,C.J. Pacific Nuclear Systems, Inc. 89/03/31. MACDONALD.C.E. NRC - No 
Detailed Affiliation Given. 2pp. 49322:051-49322:231. 

“8904140055 Application for rev of Certificate of Compliance 9184, authorizing ship- 
ment of radioactive matl in NuPac PAS-1 packaging. 

* Nuclear Packaging, Inc. 89/03/31. 179pp. 49322:053-49322:231. 

8904190093 Forwards corrections to NuPac PAS-1 packaging SAR, Section 9.0 re QA. 
PORTER, S.A. Pacific Nuclear Systems, Inc. 89/04/07. LEE,H. Office of Nuclear Mate- 
rial Safety & Safeguard8,Director. 18pp. 49392:130-49392:147. 

8904210241 Forwards Rev 2 to Certificate of Compliance 9184 for Model PAS-1. 
MACDONALD,C.E. Transportation Branch. 89/04/17. PORTER,S.A. Nuclear Packag- 
ing, Inc. ip. 49461:308-49461:312. 

-8904210243 Certificate of Compliance 9184,Rev 2, for Model PAS-1. Approval record 
end. 

MACDONALD,C.E. Transportation Branch. 89/04/17. 4pp. 49451:309-49451:312. 


DOCKET 71-9191 MODEL: ORNL & BNL UNIRR FUEL, BABCOCK & WILCOX CO. 

8904120353 Application for renewal of Certificate of Compliance 9191. W/six oversize 
drawings.Fee paid. 

OLSEN,A.F, Babcock & Wilcox Co. 89/03/28. MACDCNALD.C.E. Transportation 
Branch. 2pp. 49290:314-49291:073. 


DOCKET 71-9202 MODEL: TN-BRP, TRANSNUCLEAR, INC. 

8903310020 Forwards Rev 2 to E-7316, “TN-BRP Spent Fuel Package SAR for Trans- 
port.” Vendor lowered allowable leakage rate for TN-BRP cask & revised Chapter 4, 
"Containment" & Chapter 8, "Acceptance & Maint Programs" accordingly. 

NOLAN,D. Transnuclear, Inc. 89/03/22. MACDCNALD.C.E. Transportation Branch. 
9pp. 49195:280-49195:312. 

-8903310037 “TN-BRP Spent Fuel Package SAR for Transport." 

* Transnuclear, Inc. E-7316 R02. 89/03/31. 24pp. 49195:289-49195:312. 


DOCKET 71-9208 MODEL: NUPAC 10-142, NUCLEAR PACKAGING, INC. 

8904030170 Requests registration as user of Model HN-142 shipping cask. 

KNAPP.W.J. Philadelphia Electric Co. 89/03/20. MACDONALD.C.E. NRC - No De- 
tailed Affiliation Given. 2pp. 49168:093-49168:094. 


DOCKET 71-9222 MODEL: HN-215H, WESTINGHOUSE HITTMAN NUCLEAR, INC. 

8903310233 Notification of registration as user of Certificate of Compliance 9222 in re- 
sponse to 890315 request. 

MACDONALD.C.E. Transportation Branch. 89/03/22. PARKYN.J.D. Dairyland Power 
Cooperative. 1p. 49125:070-49125:070. 


DOCKET 71-9228 MODEL: 2000, GENERAL ELECTRIC CO. 

8904120437 Forwards response to NRC 890113 & 0213 requests for info re 880519 
application for certification of Model 2000 shipping container.Additions & replacement 
pages to NEDD-31581, proprietary drawings & schematic drawing end. 
CUNNINGHAM.G.E. General Electric Co. 89/03/29. MACDONALD.C.E. Office of Nu- 
clear Material Safety & Safeguards, Director. 30pp. 49296:331-49298:125. 

-8904170318 Errata & addenda to “Model 2000 Radioactive Matl Transport Package 
SAR.” Attachment C drawings withheld. 

* General Electric Co. NEDO-31581 ERR. 89/03/29. 486pp. 49297:001-49298:125. 


DOCKET 71-9233 MODEL: TN-RAM, TRANSNUCLEAR, INC. 

8904190177 Forwards request for addI info re Model TN-RAM package. Reponse re- 
quested within 30 days. 

MACDONALD.C.E. Transportation Branch. 89/04/05. NOLAN.D.J. Transnuclear, Inc. 
4pp. 49392:188-49392:191. 


DOCKET 71-9852 MODEL: DT-14, ENERGY, DEPT. OF 

8904170136 Requests that Certificate of Compliance 9852 for Model DT-14 be 
decertified.DOE only listed user of Certificate 9852, per NUREG-0383,Vol 2,Rev 11. 
LEONARD.J.F. Energy, Dept. of. 89/03/27. MACDONALD.C.E. Transportation Branch. 
2pp. 49371:122-49371:123. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 

8904100380 Forwards Amend 6 to License SNM-2500 & notice of issuance of amend to 
license.Amend consists of changes to Pages 2 & 4 of license & Page 2 of App A of 
license. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/03/30. INGELS, T.E. General Electric Co. 
2pp. 49243:260-49243:268. 

“8904100395 Amend 6 to License SNM-2500 for GE, changing Pages 2 & 4 of license & 
Page 2 of App A of license. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/03/30. 4pp. 49243:262-49243:265. 

“8904100396 Notifies that neither environ assessment nor EIS warranted for GE 
880707 issuance of NEDE-31559, “QA Plan." 

RQUSE,L.C. Fuel Cycle Safety Branch. 89/03/30. Fuel Cycle Safety Branch. 1p. 
49243:266-49243:266. 

“8904100398 Notice of issuance of amend to License SNM-2500.Amend incorporates 
NEDE-31559,QA Plan, to reflect organizational changes within GE. 

RQUSE.LC. Fuel Cycle Safety Branch. 89/03/30. Ip. 49243:267-49243:268. 

8904070131 Trip rept of 890227-28 site visit re fuel bundle drop incident on 881120 & 
review QA plan. 

SCHNEIDER.J., LEU,K.C. Fuel Cycle Safety Branch. 89/03/31. ROBERTS. J.P. Fuel 
Cycle Safety Branch. 4pp. 49235:270-49235:273. 

8904180181 Discusses fuel in storage at GE Morris Operation at end of First Quarter 
1989.1nfo reflects receipt of 30 BWR fuel assemblies from Cooper Nuclear Station.No 
addi fuel receipts or shipments planned. 

SCHMID.S.P. General Electric Co. 89/04/03. ROBERTS.J.P. NRC - No Detailed Affili- 
ation Given. 2pp. 49482:066-49482:067. 


DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO. 

8904070104 “Recorded Annual Whole Body Exposure Rept for 1988." W/890331 Itr. 
DENSMORE.D.W., GARBER, B.A.. ERICKSON, D.L Virginia Power (Virginia Electric & 
Power Co.). 88/12/31. 7pp. 49235:197-49235:203. 


DOCKET 72-0003 CAROLINA POWER & LIGHT CO. 


8904030238 Forwards Amend 4 to License SNM-2502 for receipt & storage of spent 
fuel at ISFSI, consisting of changes to Pages 1 & 2, & Pages A-9 & A-15 of App 
A.Amend changes removable beta & gamma contamination limits on dry shielded can- 
ister. 

LOFLIN.LI. Carolina Power & Light Co. 89/03/15. EBNETER.S.D. Region 2. Ofc of 
the Director. 4pp. 49183:131-49183:135. 

8904210314 Forwards Amend 5 to SAR for ISFSI at plant. 

CUTTER, A.B. Carolina Power & Light Co. 89/03/23. Division of Industrial & Medical 
Nuclear Safety (Post 870729). 10pp. 49442:318-49443:045. 

“8904210320 “HB Robinson ISFSI SAR." 

* Carolina Power & Light Co. 89/03/23. 78pp. 49442:328-49443:045. 

8904180301 Requests that Amend 5 to License SNM-2502 be inserted into ISFSI Tech 
Specs.Amend changes number of horizontal storage modules which can be built in 
array from three to five. 

LQFLIN,L.I. Carolina Power & Light Co. 89/04/06. NRC - No Detailed Affiliation Given. 
3pp. 49375:315-49375:326. 

8904130115 Forwards Amend 6 to License SNM-2502, safety evaluation, notice of issu- 
ance of amend & memo.Amend changes Pages 1 & 2 of license, Pages A-8,A-16,A-21 
of App A & pages C-1 & C-2 of App C re acceptable helium leak rate limits. 
RQUSE.LC. Fuel Cycle Safety Branch. 89/04/07. UTLEY, E.E. Carolina Power & Light 
Co. 2pp. 49299:084-49299:101. 

--8904130131 Amend 6 to License SNM-2502,changlng Pages 1 & 2 of license. Pages 
A-8,A-16,A-21 of App A & Pages C-1 & C-2 of App C re acceptable helium leak rate 
limits. 

RQUSE.LC. Fuel Cycle Safety Branch. 89/04/07. 8pp. 49299:086-49299:093. 
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-8904130140 Safety evaluation supporting Amend 6 to License SNM-2502. 

STURZ.F.C. Fuel Cycle Safety Branch. 89/04/07. 2pp. 49299:094-49299:097. 

-8904130143 Concludes that rev to License SNM-2502 concerns minor 
clerical, administrative reporting & procedural changes that do not alter scope or type 
of operations presently authorized by license. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/04/07. Fuel Cycle Safety Branch. Ip. 
49299:098-49299:098. 

-8904130145 Notice of Issuance of amend to License SNM-2502.Amend revises Tech 
Specs in Apps A & C. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/04/07. 3pp. 49299:099-49299:101. 

S904200199 Responds to 890111 request for license amend for spent fuel storage at 
ISFSl.Request for addi info re proposed use of Epoxyllte resin for sealing of dry 
shielded canister penetrations encl.Meeting scheduled on 890417. 

ROBERTS. J.P. Fuel Cycle Safety Branch. 89/04/14. UTLEY.E.E. Carolina Power & 
Ught Co. 3pp. 49402:261-49402:263. 


DOCKET 72-0004 DUKE POWER CO., 50-269 

8904030267 Forwards add! info to support 880331 proposed Tech Spec amend re 
ISFSl.Proposed amend would revise Tech Specs to accomodate use of multi-element 
spent fuel dry shielded canister placed inside onsite transfer cask in ISFSI. 

TUCKER, H.B. Duke Power Co. 89/03/21. Document Control Branch (Document Con- 
trol Desk). 6pp. 49168:087-49168:092. 


8903280365 Requests rev of estimated costs in Paragraph 6, Page 2 of Chapter 1 of 
application to store spent fuel, per 10CFR72.22 & provide decommissioning funding 
plan & financial assurance per 1 0CFR72.30. 

ROBERTS.J.P. Fuel Cycle Safety Branch. 89/03/23. TUCKER, H.B. Duke Power Co. 
2pp. 49061:307-49061:308. 


8904140308 Remits fee for 890210 application for amend to ISFSI license to incoipo- 
rate alternative solid neutron shield design. 

TUCKER, H.B. Duke Power Co. 89/03/28. Document Control Branch (Document Con- 
trol Desk). 3pp. 49334:267-49334:272. 


DOCKET 72-0005 WISCONSIN ELECTRIC POWER CO. 


8904180341 Informs that util preparing SAR & environ rept for ISFSI to be constructed 
onsite.Util intends to ref Pacific Sierra Nuclear Assoc ventilated storage cask sys in 
SAR.License application anticipated for submittal in early 1990. 

FAY.C.W. Wisconsin Electric Power Co. 89/03/31. ROUSE.LC. Fuel Cycle Safety 
Branch. 2pp. 49381:212-49381:213. 
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10CFR COMMISSION MEETING RECORDS 


8903280170 Staff requirements memo re preliminary briefing on status of NUREG- 
1 1 SO.Commission requests listed.Comprehensive briefing on NUREG-1150 will be 
scheduled following Commission receipt of completed redraft. 

CHILK.S.J. Office of the Secretary of the Commission. M1890315B. 89/03/23. 
STELLO.V. Ofc of the Executive Director for Operations. 2pp. 49063:166-49063:167. 

8903310154 Staff requirements memo re Commission 890223 affirmation/discussion & 
vote in Rockville, MD SECY-88-204 re final rule on emergency preparedness for fuel 
cycle & other radioactive matl licensees.Commission approved final rule. 

CHILK.S.J. Office of the Secretary of the Commission. M870223. 89/03/06. 
STELLO.V. Ofc of the Executive Director for Operations. 5pp. 49163:088-49163:092. 

8904050496 Transcript of 890315 preliminary briefing on status of NUREG-1150 in 
Rockville, MD re severe accident risk.Pp 1-55. Viewgraphs end. 

* Commissioners. 89/03/15. 79pp. 49205:175-49205:253. 

8904060225 Transcript of 890315 briefing on acceptance by DOE of greater than Class 
C waste in Rockville, MD.Pp 1-65. 

* Commissioners. 89/03/15. 79pp. 49216:152-49216:230. 

8904170152 Staff requirements memo on Commission 890329 briefing in Rockville, MD 
re status of West Valley Project. 

CHILK.S.J. Office of the Secretary of the Commission. M890329B. 89/04/05. Office of 
the Secretary of the Commission. 1p. 49380:181-49380:181. 

8904170251 Staff requirements memo re 890315 briefing concerning need to establish 
procedure whereby surplus sealed radioactive sources which exceed Part 61 Class C 
concentrations can be transferred to DOE for interim storage. 

CHILK.S.J. Office of the Secretary of the Commission. M890315A. 89/04/07. 
STELLO.V. Ofc of the Executive Director for Operations. PARLER.W.C. Office of the 
General Counsel (Post 860701). 3pp. 49380:177-49380:179. 

8904190117 Transcript of Commission 890330 affirmation, discussion & vote in 
Rockville, MD re SECY-89-027 on final rule on licensing support sys for high level 
waste licensing proceeding.Pp 1-4. 

* Commissioners. 89/03/30. 9pp. 49392:201-49392:209. 

8904200230 Staff requirements memo re 890202 briefing on NRC Equal Employment 
Opportunity Programs in Rockville.MD.Recommends that Advisory Committee on Age 
& Discrimination focus addi attention on age discrimination of young employees. 
HOYLE, J.C. Office of the Secretary of the Commission. M890202A. 89/04/11. 
STELLO.V. Ofc of the Executive Director for Operations. 3pp. 49396:020-49396:022. 

8904200256 Staff requirements memo re 890406 affirmation.discussion & vote in 
Rockville.MD approving extension of leak-before- break concept to ECCS & equip- 
ment qualification.per SECY-88-325. 

CHILK.S.J. Office of the Secretary of the Commission. M890406B. 89/04/13. 
STELLO.V. Ofc of the Executive Director for Operations. 8pp. 49400:151-49400:158. 

8904210043 Transcript of 890328 meeting in Rockville.MD re discussion/ possible vote 
on full power OL.Pp 1 -65.Supporting documentation end. 

* Commissioners. 89/03/28. 100pp. 49429:214-49429:304. 

8904210291 Staff requirements memo re 890330 discussion/possible vote in 
Rockville.MD re full power OL for Vogtie Unit 2. 

CHILK.S.J. Office of the Secretary of the Commission. M890330B. 89/04/17. 
STELLO.V. Ofc of the Executive Director for Operations. 2pp. 49430:256-49430:257. 

8904240165 Transcript of 890406 affirmation/discussion & vote in Rockville.MD re 
SECY-88-325, “Policy Statement on AddI Applications of Leak-Before-Break Technol- 
ogy.” Policy statement approved w/mods from commissioners. Pp 1-4. 

* Commissioners. 89/04/06. 8pp. 49445:095-49445:102. 

8904240179 Transcript of 890407 affirmation/discussion & vote in Rockville.MD re 
SECY-89-36, “Rulemaking on Early Site Permits, Design Certifications & Combined Li- 
censes.” Pp 1-4. 

* Commissioners. 89/04/07. 8pp. 49452:285-49452:292. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


8903290107 Submits personal views re safety goal policy. 

LEWIS, H.W. ACRS - Advisory Committee on Reactor Safeguards. 89/03/10. ZECH, 
ROBERTS, CARR Commissioners. 3pp. 49081:150-49081:152. 

8904050377 Transcript of ACRS Matls & Metallurgy & ACRS Structural Engineering 
Subcommittees joint meeting on 890323 in Bethesda.MD re revised PTS rule & em- 
brittlement of reactor pressure vessel supports.Pp 1-274.Supporting info end. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/23. 449pp. 49206:284- 
49208:010. 

8904060040 Transcript of ACRS Subcommittee on Mechanical Components 890329 
meeting In Bethesda, MD.Pp 1-57. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/29. 200pp, 49217:045- 
49217:233. 

8904060150 Transcript of ACRS Subcommittee on Instrumentation & Control Sys 
890329 meeting in Bethesda, MD.Pp 1-80. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/29. 110pp. 49218:160- 
49218:268. 

8904130055 Transcript of ACRS Subcommittee on Maint Practices & Procedures 
890330 hearing in Bethesda,MD.Pp 1-189.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/03/30. 235pp. 49301:089- 
49301:326. 

8904130108 Transcript of ACRS 348th general meeting on 890406 in Bethesda, MD.Pp 
1-204. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/04/06. 207pp. 49303:034- 
49303:247. 


8904130117 Transcript of ACRS 348th general meeting on 890407 in Bethesda, MD.Pp 
205-464. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/04/07. 400pp. 49318:187- 
49319:138. 

8904200339 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR.ACRS rept sub] to request pub- 
lished in NUREG-1 125,Vol 2, "Compilation of ACRS Repts.” 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Sen/ices (Post 
890205). 89/04/13. WETTERHAHN.M.J. Conner & Wetterhahn. 3pp. 49445:323- 
49447:007. 


-8904200363 Forwards for Committee use, “Niagara Mohawk Power Co, Preliminary 
Hazards Summary Rept - Nine Mile Point Nuclear Station, Vol I & 11, US Weather 
Bureau Comments on Hazards Summary Rept.” 

CASE,E.G. Atomic Energy Commission. 64/06/08. KOUTS,H. ACRS - Advisory Com- 
mittee on Reactor Safeguards. Ip. 49445:326-49445:326. 

-8904200372 Fomrards comments of US Weather Bureau Environ on “Niagara Mohawk 
Power Co, Preliminary Hazards Summary Rept - Nine Mile Point Nuclear Station, Vol I & 
II,” per 640422 request. 

BELTER.W.G. Environmental Evaluation Branch (Pre 790625). 64/06/01. CASE.E.G. 
Atomic Energy Commission. 1 p. 49445:327-49445:327. 

-8904200387 Comments on, “Niagara Mohawk Power Co,Preliminary Hazards Summa- 
ry Rept - Nine Mile Point Nuclear Station,Vol I & II Dtd Apr 1964.” 

* Commerce, Dept, of. National Oceanic & Atmospheric Administration. 2991. 64/05/ 
20. 3pp. 49445:328-49445:330. 

-8904200401 Forwards rept re Niagara Mohawk Power Co. 

DOAN,R.L. Atomic Energy Commission. 64/09/21. KOUTS,H. ACRS - Advisory Com- 
mittee on Reactor Safeguards. 1p. 49445:343-49445:343. 

-8904200404 Rept to ACRS re Niagara Mohawk Power Corp application for CP. 

* Atomic Energy Commission. 64/09/21. 28pp. 49445:344-49446:011. 

8904210049 Transcript of ACRS Subcommittee on Instrumentation & Controls 890405 
meeting in Bethesda, MD.Pp 1 -84.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/04/05. 110pp. 49405:046- 
49405:159. 


8904210144 Concurs w/NRC conclusion that no backfit justified under existing 
regulations, per ACRS 348th meeting on 890406-08 re proposed resolution of Generic 
Issue 115, "Enhancement of Reliability of Westinghouse Solid State Protection Sys." 
REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/04/11. 
STELLO.V. Ofc of the Executive Director for Operations. 2pp. 49444:255-49444:256. 

8904210186 Concurs in NRC proposed final resolution of Generic Safety Issue 103, 
“Design for Probable Max Precipitation.” 

REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/04/11. 

STELLO.V. Ofc of the Executive Director for Operations. Ip. 49453:192-49453:192. 

8904210193 Concurs in NRC proposed resolution of Generic Issue 101, “BWR Water 
Level Redundancy." Suggests future reliability analyses either include consideration of 
common mode failures or provide appropriate justification for neglect. 

REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/04/11. 

STELLO.V. Ofc of the Executive Director for Operations. 2pp. 49442:014-49442:015. 

8904210231 Concurs w/NRC proposed resolution of Generic Issue 82, "Beyond Design 
Basis Accidents in Spent Fuel Pools,” per ACRS 348th meeting on 890406-08. 
REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/04/11. 

STELLO.V. Ofc of the Executive Director for Operations. 1p. 49444:205-49444:205. 

8904210244 Concurs w/NRC proposal to issue proposed amend to 10CFR50.61 re 
fracture toughness requirements for protection against PTS events. 

REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/04/11. 
STELLO.V. Ofc of the Executive Director for Operations. Ip. 49430:288-49430:288. 

8904240038 Transcript of 890411 meeting in Palo Alto.CA re improved LWRs.Pp 1-286. 
• ACRS - Advisory Committee on Reactor Safeguards. 89/04/11. 292pp. 49437:114- 
49438:046. 

8904240130 Forwards JR Sutton 890323 Itr expressing concern re TMI warning siren & 
unexplained actuation of siren near author home.Events described In Itr reflect poorly 
on industry emergency planning efforts. 

REMICK,F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/04/13. 
STELLO.V. Ofc of the Executive Director for Operations. Ip. 49450:147-49450:149. 


-8904240167 Raises concerns re unexplained actuation of warning siren at 
plant,located less than 1 mile from author residence. 

SUTTON.J.R. Affiliation Not Assigned. 89/03/23. ACRS - Advisory Committee on Re- 
actor Safeguards. 2pp. 49450:148-49450:149. 


8904240133 Expresses concern re integrated approach on regulatory 

matters.specifically maint rule.Clear overall guidance for integrating priorities absent. 
REMICK,F,J. ACRS - Advisory Committee on Reactor Safeguards. 89/04/17. 
ZECH,L.W. Commissioners. Ip. 49450:146-49450:146. 

8904240487 Responds to proposed final rulemaking re maint of nuclear power 
plants, discussed at ACRS 348th meeting on 890406-08. Proposed final rule would in- 
troduce major policy change, extending NRC responsibility far beyond safety sys. 
REMICK,F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/04/11, 
ZECH.LW. Commissioners. 2pp. 49447:129-49447:130. 


ADVCM NRC ADVISORY COMMITTEE 
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SW100179 Forwards Ctiarter for Advisory Committea on Medicai Uses of Isotopes.in 
2 ccc^darce^w/Federaf Advisory Committee Act. Charter updates document previously 



■:.-5S3.orTal Affairs. CCS. 89/04/05. JOHNSTON, J.B. Senate, 
..X.J.c. Senate, Environment & Public Works. UDALL.M.K. 
i .'-.sjlar Affairs. 7^3. 49282:115-49282:121. 


WM120510 Corrected transcript of Seventh Advisory Committee on Nuclear Waste 
meeting on 890222 in B€thesda,MD.Pp 145-440. Supporting documentation end. 

• Advisay Committee on Nuclear Waste. 89/02/22. 500pp. 


8904130046 Transcript of eighth Advisory Committee on Nuclear Waste meeting on 
55C323 Serresda t-tsa.Re.'ated info end. 

' Ar/sc-y Cc-r dee or .V-ciear Waste. 89/03/23. 351pp. 49299:122-49300:012. 


->8903290053 2ech response to Udall Subcommittee on Energy & Environ Question 4 
for 880512 hearing. 

ZECH,L.W. Commissioners. 88/05/12. UDALL.M.K. House of Rep., Interior & Insular 
Affairs. 4pp. 49212:215-49212:218. 

-8903290055 Zech response to Udall Subcommittee on Energy & Environ Question 5 
for 880512 hearing. 

ZECH,L.W. Commissioners. 88/05/12. UDALL.M.K. House of Rep., Interior & Insular 
Affairs. 2pp. 49212:219-49212:220. 

-8903290058 Zech response to Udall Subcommittee on Energy & Environ Question 6 
for 880512 hearing. 

ZIZCH,L.W. Commissioners. 88/05/12. UDALL.M.K. House of Rep., Interior & Insular 
Affairs. 2pp. 49212:221-49212:222. 


8904130457 Corrected transcript of 890223 seventh Advisory Committee on Nuclear 
Waste meeting in Be!hesda.MD.Pp 44l-640.Supporting documentation end. 

* Advisory Committee on Nudsa: Waste. 89/02/23. 644pp. 49301:327-49303:033. 

8904240348 Forwards re^nses to questions posed by Commissioner Curtiss & final 

Commission vote on licendng support sys rule. 

BELLMAN.H., MEALEY.T., LOW.M. Conservation FourKlation. 89/03/31 . Conservation 
Foundation. Ip. 49449:195-49449:222. 


COUWSSION NRC COMMISSIONERS 

8808260356 Forwards 36th quarterly status rept on emergency preparedness for nucle- 
ar power plants covering Apr-June 1988. Licensing schedule cannot be realistically 
forecast due to unresolv^ emergency preparedness issues. 

ROGERS.K.C. Ccm.missic.ne.'s. CCS. 38/08/22. BREAUX,J.B. Senate, Environment & 
Public Works. 4pp. 49181:001-49181:004. 

8901310208 Responds to 880920 request for views on S.B.2779, “Advanced Nuclear 
Reactor Research.Development & Demonstration Act of 1988.” NRC currently en- 
gaged in rulemaking to provide standardizafion & one-step licensing of advanced re- 
actrxs. 

ZECH.LW. Commissioners. CCS. 88/12/21. JOHNSTON,J.B. Senate, Energy & Natu- 
ral Resources. 5pp. 48331 :099-48331 :1 09. 


-8901310211 Forwards S.B.2779 for study & requests rept within 30 days. 
JOHNSTON.J.B. Senate, Energy & Natural Resources. CCS. 88/09/20. ZECH LW 
Commissioners- 6pp. 4833 1 : 1 04-4833 1 : 1 09. ' ' 

8903280328 Responds to 880513 request for info on status of American Nudear Corp 
R'y'yd request to receive third-party radium- contaminated soils & debris for disposal 
■■ w authority over naturally-occurring metis. 

S1MPs6n.A.K. senate, Enwronment & 


®®^231 incident at plant & rulemaking on 
dutypocumentabon r^uested on NRC & util investigation of incident pres- 
b^ng by Ofc of Investigations to prepare final report ^ 

8S^07/06. GEJDENS0N,S. House of Rep., Interior 

& Insular Affairs. Ip. 49212:225-49212:245. w ncp.. imerior 


-8903290060 Zech response to Udall Subcommittee on Energy & Environ Question 7 
for 880512 hearing. 

ZECH.LW. Commissioners. 88/05/12. UDALL, M.K. House of Rep., Interior & Insular 
Affairs. 1p. 49212:223-49212:224. 

8903290093 Responds to 880614 Itr re NRC response to allegations of misconduct by 
plant manager at plant on 86 1231. Matters raised subj of investigation by Ofc of Inves- 
tigations. Responses to specific questions & related info end. 

ZECH.LW. Commissioners. CCS. 88/08/02. SHARP.P.P. House of Rep., Energy & 
Commerce. 1 p. 4921 2:1 75-4921 2:201 . 

—8903290095 Zech response to Sharp Subcommittee on Energy & Commerce Question 
1(a) posed In 880614 Itr. 

ZECH.LW. Commissioners. 88/08/02. SHARP, P.R. House of Rep., Energy & Com- 
merce. Ip. 49212:176-49212:176. 


—8^3290098 Zech response to Sharp Subcommittee on Energy & Commerce Question 
1(b) posed in 880614 Itr. 

ZECH.LW. Commissioners. 88/08/02. SHARP.P.R. House of Rep., Energy & Com- 
merce. 2pp. 49212:177-49212:178. 

— 8W3290102 Zech response to Sharp Subcommittee on Energy & Commerce Question 
1 (c) posed in 88061 4 Itr. 

ZECH.LW. Commissioners. 88/08/02. SHARP.P.R. House of Rep., Energy & Com- 
merce. Ip. 49212:179-49212:179. ^ 


-ewJAwioa 4ecn response to Sharp Subcommittee on Energy & Commerce Question 
1 (d) posed in 88061 4 Itr. 

ZECH,L.W. Commissioners. 88/08/02. SHARP.P.R. House of Rep., Energy & Com- 
merce. Ip. 49212:180-49212:180. 

Sharp Subcommittee on Energy & Commerce Question 

nej poseo in oo0ol4 Itr. 

ZECH.LW. Commissioners. 88/08/02. SHARP.P.R. House of Rep., Energy & Com- 
merce. 4pp. 49212:181-49212:184. 

'~2^?^sS^ln^8806T4'l?r"®^ Subcommittee on Energy & Commerce Question 

& Com- 


-890329W18 Zech response to Gejdenson Subcommittee on General Over^qht & In- 
vesbgaton Question 1,per 880613 request. ^ 

Commi^oners. 88/07/06. GEJDENSON.S. House of Rep.. Interior & In- 
sular Affairs. 4pp. 49212:226-49212:229. ^ ” 


2(b) posed In 880614^?! ' 

ZECH,L.W. Commissioners. 88/08/02. SHARP.P.R. House of Rep Energy & Com- 
merce. 4pp. 49212:186-49212:189. ui energy & 




. , 




al! *«“™ntation re plant 861231 incident 
“"9er .nfluence of alcohol 8 oorrespondenoe re 

49^2^M1^ * Insular Affairs. 88/06/13. ZECH.LW. Com- 

SiAcommittee on Energy 8 Environ Question 1 
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"ouse Of Rep.. Interior 8 Insular 
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SS'S[-4'^2T2Tilti92?'2:^^^^^ SHARP.P.R. House of Rep.. Energy & Com- 

‘ifS^Sd’ifa^lVttr’”"'® Subcommittee on Energy 8 Commerce Question 

SHARP.P.R. House of Rep.. Energy 8 Com- 

■1for^®“aWc) potldln'sso^^ Subcommittee on Energy a Commerce Ques- 

SHARP.P.R. House of Rep.. Energy 8 Com- 

“*5M F^lid^in^ssoeil'lfr"'® Subcommittee on Energy 8 Commerce Question 

Sh’S;-4?2T2“ir2®^^^^^^^ SHARP.P.R. House of Rep.. Energy 8 Com- 

"eja) Ws'eMeTir"® Subcommittee on Energy 8 Commerce Question 
m!K4^2Taii^l2Vll5°®'®^- SHARP.P.R. House of Rep.. Energy 8 Com- 

Subcommittee on Energy 8 Commerce Question 
House of Rep.. Energy 8 Com- 

Subcommittee on Energy 8 Commerce Question 
SHARP.P.r. House of Rep.. Energy 8 Com- 

ers. 4pp. 49212:198-49212:201, '-commerce. 88/06/14. ZECH.LW. Commission- 
nondisclosure of safeguards info by NRC for quarter 
r^^ntT^tSio'^Xf °s“^ BREAUX.J.B. Senate. Envi- 

UDALL.M.K. House of Rep.. Interior & Insular Affairs 7pp.®4fci|??68^492lll 7^^ 
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8903290420 Responds to constituent J Boyd inquiries re proposed amend to “Educ & 
Experience Requirements for Senior Reactor Operators & Supervisors at Nuclear 
Power Plants.” 

STELLO.V. Ofc of the Executive Director for Operations. CCS. 89/02/22. EXON.J.J. 
Senate. 13pp. 49309:114-49309:126. 

-8904110072 Forwards JW Boyd 890113 Itr expressing concerns about NRC proposed 
rule change of educational requirements for licensed operators. Info on inquiry request- 

Gci 

EXON.J.J. Senate. 89/01/20. Office of Governmental & Public Affairs (Post 870413). 
2pp. 49309:127-49309:128. 

8903300076 Weekly info rept for wk ending 890317. 

BLAHA,J.L. Assistant for Operations (Post 890205). 89/03/22. 41pp. 49129:090- 
49129:130. 

8903300172 Forwards detailed info re status of implementation of TMI action plan items 
at listed plants.Small number of action items still need resolution. 

ZECH.L.W. Commissioners. CCS. 89/03/17. MARKEY.E.J. House of Rep, 20pp. 
49309:174-49309:195. 

8903310050 Responds to 890117 & 0207 Itrs re status of offsite emergency planning 
for plant & extent to which Commission considering views of commonwealth & local 
officials. Commission endorses deliberate, phased start-up program. 

ZECH.LW. Commissioners. 89/03/17. THOMPSON, A.C. Plymouth, MA, 5pp, 
49148:027-49148:043. 

-8903310058 Requests explanation as to how NRC could have testified that Taunton 
reception ctr viable & ready to perform safety function in event of nuclear disaster & 
why emergency planning staff did not rept existing conditions. 

THOMPSON, A.C. Plymouth, MA. 89/01/17. ZECH,L. Commissioners. 5pp. 49148:032- 
49148:036. 

-8903310061 Protests submission of periodic status rept on offsite emergency planning 
by util & rejects any util status rept on status of town emergency planning. 
THOMPSON,A.C. Plymouth, MA. 89/01/24. ZECH,L. Commissioners. 4pp. 49148:037- 
49148:040. 

-8903310064 Reaffirms that community disagrees w/inaccurate repts on status of re- 
ception ctrs re radiological emergency plans. 

THOMPSON,A.C. Plymouth, MA. 89/02/07, ZECH.L Commissioners. 3pp. 49148:041- 
49148:043. 

8903310175 Responds to 890207 Itr re low level radiological release from NIST during 
Aug-Oct 1987.Encl Insp Rept 50-184/89-01 notes that incident involving two 
separate,but related events pose threat to public health or safety, 

ZECH,LW. Commissioners. 89/03/24. SARBANES,P.S., MIKULSKI,B.A. Senate. 2pp. 
49280:323-49280:343. 

-8903310177 Expresses concerns about 1987 incident re discharge of low level radio- 
active matls from research reactor facility located at NIST. 

MIKULSKI.B.A. Senate. 89/02/07. ZECH.LW, Commissioners. Ip. 49280:343- 
49280:343. 

8904060228 Weekly info rept for wk ending 890324.Summary of key events included as 
convenience to Commissioners who prefer condensed version of rept. 

BLAHA.J.L. Assistant for Operations (Post 890205). 89/03/29. 29pp. 49226:046- 
49226:074. 

8904100201 Responds to 890201 Itr re evaluation of NRC ethics program. Expresses 
appreciation for assistance provided re subj. 

ZECH.LW. Commissioners. 89/03/14. NEBEKER.F.O. Office of Personnel Manage- 
ment. 10pp. 

8904100203 Responds to 890322 Itr re impact on NRC of recent vote disapproving 
higher executive pay levels.NRC believes that executive pay increase necessary in 
order to ensure continuing ability to carry out mission w/qualified people. 

ZECH.L.W. Commissioners. CCS. 89/04/04. WOLF.F.R. House of Rep. 2pp. 
49278:143-49278:145. 

-8904100206 Requests assessment of effect that recent vote disapproving measure 
that would have increased pay of top executive & judicial branch employees will have 
on agency, 

WOLF.F.R. House of Rep., Appropriations. 89/03/22. ZECH.LW. Commissioners. Ip. 
49278:145-49278:145. 

8904100216 Ack receipt of 890109 Itr re status of nuclear safety agreement between 
West Germany & USSR. 

ZECH,L.W. Commissioners. 89/03/14. TOEPFER.K. Germany, Federal Republic of. 

Ip. 

-8904100221 Ack receipt of 881019 Itr & informs of 881025 signing of agreement re 
early notification of nuclear accident & exchange of info on nuclear power plants.Info 
bulletin re basic format of exchange of notes end. 

TOPFER.L. Germany, Federal Republic of. 89/01/26. ZECH.LW. Commissioners. 

12pp. 

8904110051 Fonvards NUREG-1355 re important changes that have taken place over 
last decade in commercial nuclear power industry, per 790328 TMI accident.W/o end. 
ZECH.LW. Commissioners. 89/03/17. President of U.S. & Executive Offices. Ip. 

8904110063 Forwards response to questions from Markey.Clement & Cooper resulting 
from 890228 hearing on NRC FY90 budget. 

ZECH.L.W. Commissioners. 89/03/30. SHARP, P. House of Rep., Energy & Com- 
merce. 31pp. 49279:177-49279:207. 

8904110075 Informs that NUREG-1355. “Status of Recommendations of President 
Commission on Accident at TMI - 10-Yr Review," forwarded to President,W/o end. 
ZECH.LW. Commissioners. 89/03/17. QUAYLE.J.D. Senate, President of the Senate. 
7pp. 49290:106-49290:112. 

8904130572 Weekly info rept for wk ending 890331. 

BLAHA.J.L. Ofc of the Executive Director for Operations. 89/04/06. 41pp. 49319:231- 
49319:271. 

8904210142 Weekly info rept for wk ending 890407. 

BLAHA,J.L. Assistant for Operations (Post 890205). 89/04/13. 38pp. 49444:158- 
49444:195. 


8904210281 Responds to 890322 Itr requesting that NRC reserve judgement on plant 
restart until issues raised by State of MD residents addressed. Public hearing sched- 
uled on 890417 in Rockville, MD to consider possible restart. 

ZECH.LW. Commissioners. 89/04/14. SARBANES.P.S. Senate. 83pp. 49427:073- 
49427:165. 

-8904210288 Expresses continuing concern re plant restart-Statement of Counselwo- 
men JL Parrott & BA Risacher on 890228 to NRC end. 

MIKULSKI.B.A.. MIKULSKI.B.A. Senate. 89/03/22. ZECH.LW. Commissioners. 10pp. 
49427:156-49427:165. 

8904260272 Final response to FOIA request for documents.Forwards App D documents 
& partially withheld App E documents (ref Exemptions 4,5 & 6).Subj documents also 
available in PDR.App F document totally withheld (ref Exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/21. POTTSCHMIDT.F. Morgan, Lewis & Bockius. 6pp. 49501:074- 
49501:325. 

-8904260332 Partially withheld memo & NRC repts re Philippines nuclear power 
plant, including IAEA 1978 repLPhilippines Atomic Energy Commission (PAEC) 1979 
evaluation & PAEC status summary replRequests review by June 1979. 

AHEARNE.J. Commissioners. 79/06/05. SNYDER.B. Office of Policy Evaluations. Ip. 
49501:307-49501:307. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8903280263 Notification of contract execution, Mod 5,to “Operation & Maint of Nuclear 
Documents Sys (NUDOCS)." Contractor:SBA. SubcontractorStatistica.Inc. 

FIELDS,J. Division of Contracts & Property Management (Post 890205). FIN D-1874- 
9. NRC-39-88-211. 89/03/14. SCOTT,R.S. Division of Information Support Services 
(Post 890205). COLLINS.M. NRC - No Detailed Affiliation Given. Ip. 49075:173- 
49075:176. 

-8903280264 Mod 5,providing incremental funding, funding cost growth & raising con- 
tract celling.to “Operation & Maint of Nuclear Documents Sys (NUDOCS).” 

SMITH,L.P. Small Business Administration. BOSE.D.D. Statistics, Inc, BELLS. Division 
of Contracts & Property Management (Post 890205). FIN D-1 874-9. NRC-39-88-211. 
89/03/14. 3pp. 49075:174-49075:176. 

8903280313 Notification of contract execution, Mod 4,to “Signal Cable Installation in 
NRC-Occupied Space." Contractor: Business Communication Contractors, Inc. 

PAGE,M. NRC - No Detailed Affiliation Given. FIN D-2316-9. NRC-39-88-173. 89/03/ 
02. MATTIA,M.J. Division of Contracts & Property Management (Post 890205). 
FISHER,L NRC - No Detailed Affiliation Given. Ip. 49074:281-49074:285. 

-8903280319 Mod 4,adding provision re cable installation procedures due to asbestos 
ceiling tiles in NRC Phillips Bldg, to “Signal Cable Installation in NRC-Occupied 
Space.” 

* Business Communications Contractors, Inc. BELL,S. Division of Contracts & Proper- 
ty Management (Post 890205). FIN D-2316-9. NRC-39-88-173. 89/03/02. 4pp. 
49074:282-49074:285. 

8903280352 Notification of contract execution, Mod 11, to “Telecommunications Network 
Analysis." ContractonCRC Sys, Inc. 

DORSEY.M. Contract Administration Branch. FIN D-1 869-9. NRC-1 0-86-246. 89/02/ 
27. KRUZIC.P. Division of Computer & Telecommunications Services (Post 890205). 
WOODALL,K. NRC - No Detailed Affiliation Given. Ip. 49074:276-49074:278. 

-8903280355 Mod 11, providing addi funding,to “Telecommunications Network Analy- 
sis.” 

PATRICK,P.C. CRC Systems, Inc. BELL,S.A. Division of Contracts & Property Man- 
agement (Post 890205). FIN D-1 869-9. NRC-1 0-86-246. 89/02/27. 2pp. 49074:277- 
49074:278. 

8903280357 Notification of contract execution, Mod 2,to “Data Entry Support Svcs for 
Region I." ContractonWilson Hewitt & Assoc,lnc. 

MERLE, D. Contract Administration Branch. FIN C-1015-9. NRC-28-88-270. 89/03/16. 
MCOSCAR,J.J. Region 1, Ofc of the Director. MARTINSON, P. NRC - No Detailed Af- 
filiation Given. Ip. 49075:170-49075:172. 

-8903280358 Mod 2,increasing contract ceiling & extending period of performance to 
90061 9,to “Data Entry Support Svcs for Region 1." 

* Wilson Hewitt & Associates, Inc. BELL,S. Division of Contracts & Property Manage- 
ment (Post 890205). FIN C-1015-9. NRC-28-88-270. 89/03/16. 2pp. 49076:171- 
49075:172. 

8903290002 Notification of contract execution,Mod 18,to “Conventional Sys Develop- 
ment." ContractonMathtech.Inc. 

KNOX,E. Contract Administration Branch. FIN D-1 4039. NRC-33-86-263. 89/03/08. 
KRUZIC,P.G. Division of Computer & Telecommunications Services (Post 890205). 
DOLLECK.A. NRC - No Detailed Affiliation Given. Ip. 491 19:350-491 19:352. 

-8903290003 Mod 18,extending period of performance end date of contract through 
890731 to allow for completion of task orders presently in progress & providing incre- 
mental funding to, "Conventional Sys Development.” 

* Mathtech, Inc. EDGEWORTH.P.J. Division of Contracts & Property Management 
(Post 890205). FIN D-14039. NRC-33-86-263. 89/03/08. 2pp. 49119:351-49119:352. 

8903290173 Notification of contract execution,Mod 13, to “Support Svcs for Evaluation 
of Severe Accident Phenomena.” Contractor: BMI. 

PAGE.M. Contract Administration Branch. FIN D-1 5959. NRC-04-87-066. 89/03/20. 
GUSTAVE.R.P. Program Management. Policy Development & Analysis Staff (Post 
870413). WALKER,! NRC - No Detailed Affiliation Given. 1p, 49119:357-49119:358. 

-8903290182 Mod 13,lncreasing funding, to “Support Svcs for Evaluation of Severe Ac- 
cident Phenomena." 

* Battelle Memorial Institute, Columbus Laboratories. BELL.S. Division of Contracts & 
Property Management (Post 890205). FIN D-1 5959. NRC.04-87-066. 89/03/20. Ip. 
49119:358-49119:358. 

8903290301 Notification of contract execution, Mod 5,to “Career Counseling." 
Contractor:Career Development Svc. 

MEEHAN, B. Contract Administration Branch. NRC-1 0-87-1 73. 89/03/08. 

GOLDMAN.P.J. Ofc of Personnel (Post 870413). VANSANTEN,L. NRC - No Detailed 
Affiliation Given. Ip. 49120:001-49120:003. 
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-8903200305 Mod 5, extending contract period & increasing ceiling to add two addi 
months of liaison svcs for regions, to "Career Counseling.” 

BASTRESS.F.K. Career Development Service. EDGEWORTH.P.J. Division of Con- 
tracts & Property Management (Post 890205). NRC-1 0-87-1 73. 89/03/08, 2pp. 
49120:002-49120:003. 


-8903300107 Mod 12, revising key personnel, to “Steam Generator & Steamline Overfill 
Issues.” 

* Small Business Administration. * Sclentech, Inc. EDGEWORTH.P.J. Division of Con- 
tracts & Property Management (Post 890205). NRC-04-87-398. 89/03/07. 1p. 
49129:072-49129:072. 


8903290323 Notification of contract execution.Mod 4, to “Test Specimens From Dam- 
aged TMI-2 Reactor Bottom Head.” ContractorMPR Assoc, Inc. 

PAQE,M. Contract Administration Branch, NRC-04-88-086. 89/03/06. SHERON.B.W. 
Assistant Director for Systems. HOUTEN.R.V. NRC - No Detailed Affiliation Given. Ip. 
49119:353-49119:356. 


“8903300111 Advises that fourth key person unnecessary on NRC Contract NRC-04- 
87-398 since overall scope of work on contract diminished to point that all ongoing 
work being performed in support of Tasks 5 & 6. 

LUNDGREN,G.E. Scientech, Inc. NRC-04-87-398. 89/01/17. BELL,S. Division of Con- 
tracts & Property Management (Post 890205). 6pp. 49129:073-49129:078. 


“8903290326 Mod 4, increasing estimated cost-plus-fixed-fee ceiling of contract & incor- 
porating negotiated agreements, to "Test Specimens from Damaged TMI-2 Reactor 
Bottom Head." 

CHAP1N,D.M. MPR Associates. Inc. EDGEWORTH.P.J. Division of Contracts & Prop- 
erty Management (Post 890205). NRC-04-88-086. 89/03/02. 3pp. 49119:354- 
49119:356. 


8903300126 Notification of contract execution.Mod 13,to "Review & Evaluation of Geo- 
logic & Seismic Features of Nuclear Power Sites." Contractor: DOl. 

CRAMPTON,S.A. Division of Contracts & Property Management (Post 890205). FIN 8- 
8663-9. NRC-03-84-068. 89/03/03. BAJWA.S. Office of Nuclear Reactor Regulation, 
Director (Post 870411). ALGERMISSION.T. NRC - No Detailed Affiliation Given. Ip. 
49129:333-49129:338. 


8903290345 Notification of contract execution.Mod 2,to "NRC Sys Data Entry," Task, 
“Data Entry for Training." ContractonSBA. Subcontractor:Data Computer Corp of 
America. 

KNOX.E. Division of Contracts & Property Management (Post 890205). FIN D-1920. 
NR039-89-133. 89/03/17. AMENTA.J.A. Office of Information Resources Manage- 
ment (Post 890205). BELL,J. NRC - No Detailed Affiliation Given. 1p. 49080:223- 
49080:227. 

“8903290367 Ltr Contract NRC-39-89-133.Mod 2, authorizing commencement of work of 
Task 2, "Data Entry For Training," to "NRC Sys Data Entry." 

EDGEWORTH.P.J. Division of Contracts & Property Management (Post 890205). FIN 
D-1920. NRC-39-89-133. 89/03/17. HUTCHENS, T.E. Data Computer Corp. of Amer- 
ica. 4pp. 49080:224-49080:227. 

8903290369 Notification of contract execution: “NRC Sys Data Entry,” Task: "Data 
entry Support for SINET” awarded to SBA/Data Computer Corp of America. 

KNOX,E. Contract Administration Branch. FIN D-1920. NRC-39-89-133. 89/03/16. 
AMENTA.J.A., BELL,J. NRC - No Detailed Affiliation Given. Ip. 49080:228-49080:234. 

“8903290376 Ltr Contract NRC-39-89-133, awarding Task: "Data Entry Support for 
SINET," to "NRC Sys Data Entry." 

EDGEWORTH, P.J. Division of Contracts & Property Management (Post 890205). FIN 
D-1920. NRC-39-89-133. 89/03/16. HUTCHENS.T.E. Data Computer Corp. of Amer- 
ica. 5pp. 49080:229-49080:234. 

8903290383 Notification of contract execution,Task Order 6, to "NRC Sys Data Entry" & 
“Data Entry for ARM/DAF," awarded to SBA/Data Computer Corp of America. 
KNOX,E. Contract Administration Branch. FIN D-1050. NRC-39-89-133. 89/03/16. 
AMENTA,J.A. Office of Information Resources Management (Post 890205). 
WALKER, S. NRC - No Detailed Affiliation Given. Ip. 49120:307-49120:313. 

“8903290385 Ltr (^ntract NRC-39-89-133, Task 6,obligating funds, to "NRC Sys Data 
Entry" & “Data Entry for ARM/DAF.” 

EDGEWORTH.P.J. Contract Administration Branch. FIN D-1920. NRC-39-89-133. 89/ 
03/14. HUTCHENS.T.E. Data Computer Corp. of America. 6pp. 49120:308-49120:313. 

8903290400 Notification of contract execution, Task Order 4, to "NRC Sys Data Entry" & 
"Data Entry for General License Data Base," awarded to SBA/Data Computer Corp 
of America. 

KNOX.E. Contract Administration Branch. FIN D-1920. NRC-39-89-133. 89/03/16. 
AMENTA, J.A. Office of Information Resources Management (Post 890205). BELL,J. 
NRC - No Detailed Affiliation Given. 1p. 49120:294-49120:298. 

“8903290407 Ltr Contract NRC-39-89-133, Task Order 4, obligating funds to, "NRC Sys 
Data Entry" & "Data Entry for General License Data Base.” 

EDGEWORTH.P.J. Contract Administration Branch. FIN D-1920. NRC-39-89-133. 89/ 
03/14. HUTCHENS.T.E. Data Computer Corp. of America. 4pp. 49120:295-49120:298. 

8903290421 Notification of contract execution.Task Order 7, to "NRC Sys Data Entry” & 
“Data Entry for Contracts Info Sys." awarded to SBA/Data Computer CkJrp of Amer- 
ica. 

KNOX,E. Contract Administration Branch. FIN D-1920. NRC-39-89-133. 89/03/16. 
AMENTA,J.A. Office of Information Resources Management (Post 890205). BELL,J. 
NRC - No Detailed Affiliation Given. Ip. 49120:299-49120:306. 

“8903290423 Ltr Contract NRC-39-a9-133,Task Order 7,obligating funds, to "NRC Sys 
Data Entry” & “Data Entry for Contracts Info Sys." 

EDGEWORTH, P.J. Contract Administration Branch. FIN D-1920. NRC-39-89-133. 89/ 
03/14. HUTCHENS.T.E. Data Computer Corp. of America. 7pp. 49120:300-49120:306. 

8903290425 Notification of contract execution.Mod 12,to “Lease/Purchase of GE Black 
Fox Simulator." Contractor:GE. 

MEEHAN, B. Contract Administration Branch. NRC-05-86-169. 89/03/07. 

SPESSARD.R.L. Division of Operational Assessment (Post 870413). ROESSLER.S. 
NRC - No Detailed Affiliation Given. Ip. 49121:001-49121:033. 

“8903290426 Mod 1 2, decreasing total amount of contract & deleting maint 
requirements, to "Lease/Purchase of GE Black Fox Simulator." 

BERRY, J.A. General Electric Co. EDGEWORTH.P.J. Contract Administration Branch. 
NRC-05-86-t69. 89/03/07. 32pp. 49121:002-49121:033. 

8903290428 Notification of contract execution.Mod 4,to “Local Telephone Svc in Sup- 
port of Health Physics Network & Emergency Notification Sys." (jontractonSouthern 
Bell Telephone Co. 

DORSEY, M. Contract Administration Branch. FIN D-1 851 . NRC-33-87-230. 89/03/09. 
KRUZIC.P, Division of Computer & Telecommunications Services (Post 890205). 
COHEN.S. NRC - No Detailed Affiliation Given. Ip. 49120:354-49120:361. 


“8903300130 Mod 13, providing funds, extending period of performance, to "Review & 
Evaluation of Geologic & Seismic Features of Nuclear Power Sites.” 

WESSON, R.L Interior. Dept, of, Geological Survey. HAGAN, T.F. Contract Administra- 
tion Branch. FIN B-8663-9. NRC-03-84-068. 89/03/03. 5pp. 49129:334-49129:338. 

8903300134 Notification of contract execution.Mod 10, to "Audiovisual Equipment Pur- 
chase & Installation at One White Flint North.” Contractor:Maryland Sound 
lndustries,lnc. 

FLEENOR.C.M. Contract Administration Branch. FIN D-23949. NRC-1 0-87-211. 89/ 
01/23. PHILIPS, J.D. Division of Freedom of Information & Publications Services 
(880515-890204). LINDSAY.R. NRC - No Detailed Affiliation Given. 1p. 49131:266- 
49131:269. 

“8903300138 Mod 10, purchasing & installing compressor return racks & extending In- 
stallation schedule, to "Audiovisual Equipment Purchase & Installation at One White 
Flint North.” 

GORLOCK.D. Maryland Sound Industries, Inc. HAGAN, T.F. Division of Contracts & 
Property Management (880515-890204). FIN D-23949. NRC-1 0-87-211. 89/01/23. 
3pp. 49131:267-49131:269. 

8903300135 Notification of contract execution.Task Order 8, to "NRC Sys Data Entry," 
Task: "Operational Support for NRC ADP Sys.” ContractonSBA.SubcontractonData 
Computer Corp of America. 

KNOX,E. Contract Administration Branch. FIN D-1920. NRC-39-89-133. 89/03/16. 
AMENTA.J.A. Office of Information Resources Management (Post 890205). BELL,J. 
NRC - No Detailed Affiliation Given. Ip. 49131:256-49131:265. 

“8903300140 Ltr Contract NRC-39-89-133, obligating funds to Task Order 8, “Operation- 
al Support for NRC ADP Sys." 

EDGEWORTH.P.J. Contract Administration Branch. FIN D-1920. NRC-39-89-133. 89/ 
03/14. HUTCHENS.T.E. Data Computer Corp. of America. 9pp. 49131:257-49131:265. 

8903300141 Notification of contract execution.Mod 2, to "Mod to Otis Elevonic 401 Sys 
at One White Flint to Provide Executive Priority Svc." Contractor:Otis Elevator Co. 
FLEENOR.C.M. Contract Administration Branch. NRC-1 0-87-210. 88/11/28. 

SPRINGER, M.L Ofc of Consolidation (Post 870413). Ip. 49129:359-49129:360. 

“8903300146 Mod 2, extending term of contract to complete requirement to change ex- 
ecutive priority svc.to "Mod to Otis Elevonic 401 Sys at One White Flint North to Pro- 
vide Executive Priority Svc." 

MILLER, W.T. Otis Elevator Co. HAGAN.T.F. Division of Contracts (Pre 870413). NRC- 
10-87-210. 88/11/28. 1p. 49129:360-49129:360. 

8903300173 Notification of contract execution.Mod 4, to “Emergency Response Data 
Sys Implementation.” ContractonEI Inti, Inc. 

MEEHAN, B. Contract Administration Branch. FIN B-87639. NRC-26-87-420. 88/03/16. 
SPESSARD.R.L. Division of Operational Assessment (Post 870413). JOLICOEUR.J. 
NRC - No Detailed Affiliation Given. Ip. 49143:359-49143:360. 

“8903300180 Mod 4.providing incremental funding.to "Emergency Response Data Sys 
Implementation.” 

* El International, Inc. EDGEWORTH.P.J. NRC - No Detailed Affiliation Given. FIN B- 
87639. NRC-26.87-420. 89/03/16. 1p. 49143:360-49143:360. 

8903300183 Notification of contract execution.Task Order 3: "NRC Sys Data Entry," 
Task: "IPELTS Data Entry." ContractonSBA. SubcontractonData Computer Corp of 
America. 

KNOX.E. Contract Administration Branch. FIN D-1920. NRC-39-89-133. 89/03/17. 
AMENTA, J.A. Office of Information Resources Management (Post 890205). BELL,J. 
NRC - No Detailed Affiliation Given. Ip. 49131:251-49131:255. 

“8903300188 Ltr Contract NRC-39-89-133, Task Order 3,obligating funds, to “NRC Sys 
Data Entry." Task: "IPELTS Data Entry.” 

EDGEWORTH, P.J. Contract Administration Branch. FIN D-1920. NRC-39-89-133. 89/ 
03/17. HUTCHENS.T.E. Data, Computer Corp. of America. 4pp. 49131:252-49131:255. 

8903300196 Notification of contract execution.Mod 5.to “Shuttle Bus Svc," 
(UontractonBeltway Transportation Svc. 

MEEHAN.B. Contract Administration Branch. NRC-39-88-253. 89/03/17. MATTIA.M.J. 
Contract Administration Branch. QUEEN, D. NRC - No Detailed Affiliation Given. Ip. 
49129:327-49129:329. 

“8903300199 Mod S.providing addI bus svc, to “Shuttle Bus Svc.” 

DAVIS.J.F. Beltway Transportation Service. EDGEWORTH.P.J. Contract Administra- 
tion Branch. NRC-39-88-253. 89/03/17. 2pp. 49129:328-49129:329. 


“8903290430 Mod 4,providing statement of work clarification under Section B & in- 
creasing ceiling & obligated amounts, to "Local Telephone Svc In Support of Health 
Physics Network & Emergency Notification Sys." 

ROBERTS, J. Southern Bell Telephone Co. BELL.S. Contract Administration Branch. 
FIN D-1 851 . NRC-33-87-230. 89/03/09. 7pp. 491 20:355-491 20:361 . 


8903300207 Notification of contract execution.Mod 14,to "Technical Assistance in De- 
veloping & Implementing QA Initiatives.” Contractor:Science Applications Inti Corp. 
MEEHAN.B. Contract Administration Branch. FIN B-8733-9. NRC-05-86-162. 89/03/ 
22. BAJWA.S. Program Management, Policy Development & Analysis Staff (Post 
870411). POLK.H. NRC - No Detailed Affiliation Given. Ip. 49144:197-49144:198. 


8903300102 Notification of contract execution.Mod 12,to "Steam Generator & Steamline 
Overfill Issues.” ContractonSBA. SubcontractoriScientech.Inc. 

HUGHES.A. Contract Administration Branch. NRC-04-87-398. 89/03/07. GUSTAVE, R. 
Program Management, Policy Development & Analysis Staff (Post 870413). NATA- 
FRANCESCO NRC - No Detailed Affiliation Given. Ip. 49129:071-49129:078. 


“8903300212 Mod 1 4.increasing funds to “Technical Assistance in Developing & Imple- 
menting QA Initiatives." 

* Science Applications International Corp. (formerly Science Applications. Inc.). 
EDGEWORTH.P.J. Division of Contracts & Property Management (Post 890205). FIN 
B-8733-9. NRC-05-86-162. 89/03/22. 1p. 49144:198-49144:198. 
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8903300218 Notification of contract execution, Mod 9, to "Radiation Monitoring Program 
Requirements.” Contractor: Univ of Iowa. 

HUGHES.A. Contract Administration Branch. NRC‘30-83-648. 89/03/03. 

NOREUUS.C.E. Region 3, Ofc of the Director. CANIANO.R.J. NRC - No Detailed Af- 
filiation Given. Ip. 49129:323-49129:324. 

-8903300222 Mod 9, changing name of technical representative, to "Radiation Monitor- 
ing Program Requirements.” 

* Iowa, Univ. of, Iowa City, I A. EDGEWORTH, P.J. Contract Administration Branch. 
NRC-30-83-648. 89/03/03. 1p. 49129:324-49129:324. 

8903300227 Notification of contract execution,Mod 5,to "Health Physics Technical As- 
sistance.” Contractor: Knox Consultants, Inc. 

HUGHES,A. Contract Administration Branch. FIN D-17439. NRC-04-87-080. 89/02/27. 
GUSTAVE,R. Program Management, Policy Development & Analysis Staff (Post 
870413). ROECKLIEN,A. NRC - No Detailed Affiliation Given. Ip. 49129:285- 
49129:285. 

-8903300233 Mod 5,providing incremental funding,to "Health Physics Technical Assist- 
ance." 

* Knox Consultants, Inc. EDGEWORTH,P.J. Division of Contracts & Property Manage- 
ment (Post 890205). FIN D-17439. NRC-04-87-080. 89/02/27. Ip. 49129:279- 
49129:284. 

8903300228 Notification of contract execution, Mod 38, to "Technical Assistance for Fa- 
cilities Requiring Special Assistance." Contractor:Parameter,lnc. 

MEEHAN, B. Contract Administration Branch. FIN D-2101-9. NRC-05-86-156. 89/02/ 
27. BAJWA,S. Office of Nuclear Reactor Regulation, Director (Post 870411). 
CORLEY,D.J. NRC - No Detailed Affiliation Given. Ip. 49129:330-49129:332. 

-8903300238 Mod 38,increasing ceiling & Incremental funding,to “Technical Assistance 
for Facilities Requiring Special Assistance.” 

LOFY,R.A. PARAMETER, Inc. EDGEWORTH, P.J. Contract Administration Branch. FIN 
D-2102-9. NRC-05-86-156. 89/03/27. 2pp. 49129:331-49129:332. 

8903300265 Notification of contract execution,Mod 10,to “Radiation Monitoring Program 
Requirements.” ContractonState of MO, Dept of Health. 

EDGEWORTH.P.J. Contract Administration Branch. NRC-30-83-643. 89/03/03. 
NORELIUS,C.E. Region 3, Ofc of the Director. CANIANO.R.J. NRC - No Detailed Af- 
filiation Given. 1p. 49122:320-49122:321. 

-8903300275 Mod lO.changing name of technical representative.to "Radiation Monitor- 
ing Program Requirements." 

* Missouri, State of. EDGEWORTH.P.J. Contract Administration Branch. NRC-30-83- 
643. 89/03/03. 1p. 49122:321-49122:321. 

8903300277 Notification of contract execution, Mod 13, to “Thermal Mixing.” 
ContractonRegents of Univ of California. 

MEEHAN.B. Contract Administration Branch. FIN D-16349. NRC-04-86-1 1 1 . 89/03/06. 
SHERON.B.W. Office of Nuclear Regulatory Research. Director (Post 860720). 
TOVMASSIAN.H. NRC - No Detailed Affiliation Given. Ip. 49144:114-49144:117. 

-8903300281 Mod 1 3.incorporating within scope change to statement of work,extendlng 
period of performance & increasing ceiling.to “Thermal Mixing." 

WHITACRE.C. California, Univ. of, Santa Barbara, CA. EDGEWORTH.P.J. Division of 
Contracts & Property Management (880515-890204). FIN D-16349. NRC-04-86-1 11. 
89/03/06. 3pp. 49144:115-49144:117. 

8903300336 Notification of contract execution, Mod 12, to “Support Svcs for Evaluation 
of Severe Accident Phenomena." Contractor: BMI. 

PAGE.M. Division of Contracts & Property Management (Post 890205). FIN D-1 595-9. 
NRC-04-87-066. 89/03/06. GUSTAVE.R. Program Management, Policy Development 
& Analysis Staff (Post 870413). WALKER,T. NRC - No Detailed Affiliation Given. 1p. 
49129:086-49129:087. 

-8903300340 Mod 12, increasing funds to “Support Svcs for Evaluation of Severe Acci- 
dent Phenomena." 

* Battelle Memorial Institute, Columbus Laboratories. BELL,S. Division of Contracts & 
Property Management (Post 890205). FIN D-1 595-9. NRC-04-87-066. 89/03/06. Ip. 
49129:087-49129:087. 

8903300359 Notification of contract execution,Mod 7,to “Virginia Regional Seismograph- 
ic Network.” Contractor: Virginia Polytechnic Inst & State Univ. 

MEEHAN.B. Contract Administration Branch. FIN D-1 5979. NRC-04-85-121. 89/03/06. 
GUSTAVE.R. Program Management, Policy Development A Analysis Staff (Post 
870413). MCMULLEN, R. NRC - No Detailed Affiliation Given. 1p. 49144:081- 
49144:083. 

-8903300391 Mod 7, extending contract for 1 yr & raising contract ceiling.to “Virginia 
Regional Seismographic Network.” 

STOUT, E.R. Virginia Polytechnic Institute & State Univ., Blacksburg, VA. 
EDGEWORTH,P.J. Contract Administration Branch. FIN D-1 5979. NRC-04-85-121. 89/ 
02/27. 2pp. 49144:082-49144:083. 

8903300364 Notification of contract execution,Mod 1 ,to “Maint & Operation of LPDR.” 
ContractonSacramento Public Library. 

NIEMEYER.E. Property & Procurement Branch. FIN D-24169. NRC-1 0-87-447. 89/03/ 
13. GRIMSLEY.D. Division of Freedom of Information & Publications Services (Post 
890205). SOUDER.J. NRC - No Detailed Affiliation Given. Ip. 49131:358-49131:359. 

-8903300374 Mod 1, extending period of performance for 15 months,to “Maint & Oper- 
ation of LPDR." 

* Sacramento, CA. NIEMEYER.E. Division of Contracts & Property Management (Post 
890205). FIN D-24169. NRC-1 0-87-447. 89/03/13. Ip, 49131:359-49131:359. 

8903300377 Notification of contract execution.Mod 18, to "Operation of Ctr for Nuclear 
Waste Regulatory Analyses." Contractor Southwest Research Inst 
MACE,M.H. Division of Contracts & Property Management (Post 890205). NRC-02-88- 
005. 89/03/06. PUNCHES, J.L. Program Management, Policy Development & Analysis 
Staff (Post 870413). PUNCHES, J. NRC - No Detailed Affiliation Given. Ip. 49129:210^ 
49129:212. 

-8903300381 Mod 18, changing CNWR A program manager,to “Operation of Ctr for Nu- 
clear Waste Regulatory Analyses - FFRDC. 

FUNCHES,J.L Program Management, Policy Development & Analysis Staff (Post 
870413). MACE.M.H. Division of Contracts & Property Management (Post 890205). 
NRC-02-88-005. 89/03/06. 2pp. 49129:211-49129:212. 


8903300396 Notification of contract execution.Mod 1 ,to "Maint & Operation of LPDR.” 
Contractor: Univ of Wisconsin. 

NIEMEYER.E. Property & Procurement Branch. FIN D-24169. NRC-39-88-182. 89/03/ 
06. GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). SOUDER.J. NRC - No Detailed Affiliation Given. Ip. 49129:201-49129:209. 

—8903300397 Mod 1 .extending period of performance for 1 yr w/ option yr, to "Maint & 
Operation of LPDR.” 

BACKES.C.J. Wisconsin, Univ. of. Green Bay, Wl. NIEMEYER.E. Division of Contracts 
& Property Management (Post 890205). FIN D-24169. NRC-39-88-182. 89/03/06. 
8pp. 49129:202-49129:209. 

8903310022 Notification of contract execution.Mod 13. to “Archival Storage & Related 
Svcs." ContractonData Base Co, Inc. 

DORSEY.M. Contract Administration Branch. FIN B-18719. NRC-1 0-86-266. 89/03/ 
10. SCOTT,R,S. Division of Information Support Services (Post 890205). DA VIS, W. 
NRC - No Detailed Affiliation Given. Ip. 49148:269-49148:271. 

-8903310025 Mod 13,extending period of performance to 890609 & increasing contract 
ceiling & obligating amounts.to “Archival Storage & Related Svcs." 

AMES,J.A. Data Base, Inc. BELL.S. Contract Administration Branch. FIN B-18719. 
NRC-1 0-86-256. 89/02/28. 2pp. 49148:270-49148:271. 

8903310035 Notification of contract execution.Mod 5,to "Telecommunication Svcs." 
ContractonGTE Telecommunications, Inc. 

DORSEY.M. NRC - No Detailed Affiliation Given. FIN D-1 851 -9. NRC-1 0-86-260. 89/ 
03/20. KRU2IC.P. Office of Administration & Resources Management (870413- 
890204). RICKERT.H. NRC - No Detailed Affiliation Given. Ip. 49148:144-49148:149. 

-8903310040 Mod 5, revising statement of work.exercising option to extend period of 
performance & increasing obligated & ceiling amounts.to "Telecommunication Svcs.” 
MAXWELL, C.Y. GTE Telecommunications, Inc. BELL,S. Division of Contracts & Prop- 
erty Management (Post 890205). FIN D-1 851 -9. NRC-1 0-86-260. 89/03/20. 5pp. 
49148:145-49148:149. 

8903310068 Notification of contract execution.Mod 5,to “Radiation Monitoring Program 
Requirements." Contractor:State of IL. 

HUGHES, A. Contract Administration Branch. NRC-30-86-359. 89/03/03. 

NORELIUS,C.E. Region 3, Ofc of the Director. CANIANO.R.J. NRC - No Detailed Af- 
filiation Given. 1 p. 491 62:340-491 62:341 . 

-8903310071 Mod 5, changing name of technical representative.to “Radiation Monitor- 
ing Program Requirements.'^ 

* Illinois, State of. EDGEWORTH.P.J. Division of Contracts & Property Management 
(Post 890205). NRC-30-86-359. 89/03/03. 1p. 49162:341-49162:341. 

8903310091 Notification of contract execution.Mod 13, to "Radiation Monitoring Program 
Requirements.” Contractor:State of Wl.div of health. 

HUGHES,A. Contract Administration Branch. NRC-30-83-647. 89/03/03. 

NOREUUS.C.E. Region 3, Ofc of the Director. CANIANO.R.J. NRC - No Detailed Af- 
filiation Given. Ip. 49148:046-49148:047. 

-8903310093 Mod 13,changing name of technical representative to RJ Caniano.to “Ra- 
diation Monitoring Program Requirements." 

* Wisconsin, State of. EDGEWORTH.P.J. Division of Contracts & Property Manage- 
ment (Post 890205). NRC-30-83-647. 89/03/03. 1p. 49148:047-49148:047. 

8903310128 Notification of contract execution.Mod 9,to “Technical Assistance in Re- 
viewing Work of Licensee IDVP Contractor for Specific Nuclear Project." 
Contractor:ERCI,lnc. 

DORSEY.M. Contract Administration Branch. NRC-05-85-160. 89/03/13. B/UWA.S.S. 
Planning, Program & Management Support Branch (Post 870411). BAILEY.H. Office 
for Analysis & Evaluation of Operational Data, Director. WEST.W. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 1p. 49195:319-49195:321. 

-8903310130 Mod 9,correcting Section G.2 on Mod 8, to “Technical Assistance In Re- 
viewing Work of Licensee IDVP Contractor for Specific Nuclear Project.” 

* ERC International, Inc. BELL,S. Division of Contracts & Property Management (Post 
890205). NRC-06-85-160. 89/03/13. 2pp. 49195:320-49195:321. 

8903310163 Notification of contract execution,Mod 6, to “Cost Analysis of Proposed 
Changes In NRC Requirements Having Economic Consequences.” ContractonScience 

MEESA^B^SonfraS^Admi^^^^^^^ Branch. NRC-04-87-086. 89/03/09. GUSTAVE.R. 
Program Management, Policy Development & Analysis Staff (Post 870413). FELD.S. 
NRC - No Detailed Affiliation Given. 1p. 49148:055-49148:057. 

-8903310168 Mod 6.8ubstituting key person,to “Cost Analysis of Proposed Changes In 
NRC Requirements Having Economic Consequences." 

* Science & Engineering Associates, Inc. EDGEWORTH, P.J. Division of Contracts & 
Property Management (Post 890205). NRC-04-87-086. 89/03/09. 2pp. 49148:056- 
49148:057. 

8903310179 Notification of contract execution.Mod 7, to “2 X 4 B&W Simulation Loop." 
ContractorUnlv of Maryland. 

BRENNAN, P.A. Contract Administration Branch. FIN D-1 6399, NRC-04-86-1 01. 89/ 
03/13. GUSTAVE, R.P. Program Management, Policy Development & Analysis Staff 
(Post 870413). SCOTT, H. NRC - No Detailed Affiliation Given. Ip. 49146:296- 
49146:302. 

-8903310187 Mod 7, providing incremental funds to fully fund contract through 
890228,exercising option for addi 12 months, adjusting overhead rate & increasing 
contract ceiling.to “2 X 4 B&W Simulation Loop.” 

MEDINA, V. Maryland, Univ. of, College Park, MD. BELL,S. Division of Contracts & 
Property Management (Post 890205). FIN D-1 6399. NRC-04-86-1 01. 89/03/03. 6pp. 
49146:297-49146:302. 

8903310182 Notification of contract execution.Mod 11, to “Teleprocessing Svcs Sup- 
port.” Contractor: DOJ. 

CRAMPTON.S. Contract Administration Branch. FIN D-1 376. NRC-33-86-265. 89/03/ 
17. NORRY.P.G. Office of Administration (Post 890205). DIEHL, D.J. NRC - No De- 
tailed Affiliation Given. Ip. 49159:114-49159:115. 

-8903310188 Mod 1 1 .deobligating excess funds.to “Teleprocessing Svcs Support." 
GUGLIELMO,F.A. Justice, D^t of. HAGAN.T.F. Division of Contracts & Property 
Management (Post 890205). FIN D-1 376. NRC-33-86-265. 89/03/17. Ip. 49159:115- 
49159:116. 
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890331021® Notification of contract execution, Mod 12.to "Inti Piping Integrity Research 
Program." ContractonBattelle Columbus Labs. 

PAGE.M. Contract Administration Branch. FIN D-16589. NRC-04-86-106. 89/03/08. 
GUSTAVE.R.P. Program Management, Policy Development & Analysis Staff (Post 
870413). MAYFIELD.M. NRC - No Detailed Affiliation Given. Ip. 49162:348- 
49162:352. 

-8903310227 Mod 1 2, increasing funds & changing project officer, to "inti Piping Integrity 
Research Program." 

* Battelie Memorial Institute, Columbus Laboratories. BELL,S, Division of Contracts & 
Property Management (Post 890205). FIN D-16589. NRC-04-86-106. 89/03/08. 4pp. 
49162:349-49162:352. 

8903310237 Notification of contract execution,Mod 7,to "Data Entry/ Processing FBI 
Cards Criminal History Rule." Contractor: SBA.Subcontractor:Kenrob & Associates. Inc. 
PAGE.M. Contract Administration Branch. NRC-33-87-225. 89/02/24. BRADY.R.J. Di- 
vision of Security (Post 890205). CAREY,E. NRC - No Detailed Affiliation Given. Ip. 
49153:289-49153:295. 

-8903310240 Mod 7, exercising option to extend contract term through 900109 to, 
"Data Entiy/Processing FBI Cards Criminal History Rule." 

TEAMER.R.B. Small Business Administration. ROBINSON, K.W. Kenrob & Associates, 
inc. EDGEWORTH, P.J. Division of Contracts & Property Management (Post 890205). 
NRC-33-87-225. 89/02/24. 6pp. 49153:290-49153:295. 

8903310239 Notification of contract execution, Mod 11. to “Cognitive Modeling Behavior 
of Nuclear Power Plant Personnel." ContractorrWestinghouse Electric Corp. 

PAGE,M. Contract Administration Branch. FIN D-11679. NRC-04-85-103. 89/02/22. 
GUSTAVE, R. Program Management, Policy Development & Analysis Staff (Post 
870413). RYAN.T.G. NRC - No Detailed Affiliation Given. Ip. 49145:305-49145:307. 

-8903310241 Mod 11, revising statement of work, increasing contract ceiling & extending 
contract term to, "Cognitive Modeling Behavior of Nuclear Power Plant Personnel.” 
LIMERICK, R.A. Westinghouse Electric Corp. BELL,S. NRC - No Detailed Affiliation 
Given. FIN D-11679. NRC-04-85-103. 89/02/22. 2pp. 49145:306-49145:307. 

8903310258 Notification of contract execution, Mod 4, to "Medical Uses of Byproduct 
Mali." ContractonUniv of Texas,Health Science Ctr. 

MEEHAN, B. Contract Administration Branch. NRC-05-87-121. 89/03/14. 
SPESSARD.R.L. Division of Operational Assessment (Post 870413). ANDERSON.R. 
NRC - No Detailed Affiliation Given. Ip. 49148:171-49148:172. 

-8903310261 Mod 4, changing project officer to "Medical Uses of Byproduct Matl.” 

• Texas, Univ. of, San Antonio, TX. EDGEWORTH, P.J. Division of Contracts & Proper- 
ty Management (Post 890205). NRC-06-87-121. 89/03/14. Ip. 49148:172-49148:172. 

8903310289 Notification of contract execution, Mod 21, to "ADP Sys Maint.” 
Contractor:SBA.Subcontractor:Technassociates,lnc. 

KNOX,E. Contract Administration Branch. FIN D-1391-9. NR033-86-266. 89/03/08. 
KRU2IC,P.G. Division of Computer & Telecommunications Services (Post 890205). 
CAWLEY. J. NRC - No Detailed Affiliation Given. Ip. 49148:184-49148:186. 

-8903310291 Mod 21, increasing contract ceiling, providing incremental 
funding,extending period of performance end date to 890331 & designating new 
project officer,to “ADP Sys Maint." 

MOWERY,E.C. Small Business Administration. MOWERY.E.C. Technassociates, Inc. 
EDGEWORTH,P.J. Division of Contracts & Property Management (Post 890205). FIN 
D-1391-9. NRC-33-86-266. 89/03/08. 2pp. 49148:185-49148:186. 

8904060337 Notification of contract execution,Mod 5,to "Annual Subscriptions." 
ContractorMcGraw Hill,lnc. 

DORSEY,M. NRC - No Detailed Affiliation Given. FIN D-1879. NRC-33-87-237. 89/03/ 
17. SCX)TT,S. Office of Administration (Post 890205). REDMOND, J. NRC - No De- 
tailed Affiliation Given. Ip. 49225:179-49225:188. 

-8904060350 Mod 5,exercising option for CY89, obligating addi funds, incoiporating pro- 
visions for priced option & incorporating provisions for, ^‘Annual Subscriptions." 
SAFOS.G. McGraw-Hill Publications Co. HAGAN, T.F. Division of Contracts & Property 
Management (Post 890205). FIN D-1879. NRC-33-87-237. 89/03/17. 9pp, 49225:180- 
49225:188. 

8904060393 Notification of contract execution, Mod 14,to "NRC Computer Security Pro- 

g ram for Unclassified Sensitive Sys," ContractonNIST, 

:RAMPT0N.S.A. NRC • No Detailed Affiliation Given. FIN B-8879. NRC-33-83-466. 
89/03/28. SCOTT, S, Division of Information Support Services (870413-890204). 
SWANSON, M. NRC - No Detailed Affiliation Given. 1p. 49216:041-49216:044. 

-8904060401 Mod 14, revising scope of work.extending performance period & providing 
funding to "NRC Computer Security Program for Unclassified Sensitive Sys." 
WITNtR,J.W. National Institute of Standards & Technology (formerly National Bureau 
of Stands. EDGEWORTH, P.J. Division of Contracts & Property Management (Post 
890205). FIN B-8879. NRa33-83-465. 89/03/28. 3pp. 49216:042-49216:044. 

8904(^413 Notification of contract execution, Mod 18, to “ADP Sys Development." 
ContractohSys Automation Corp. 

FIELDS, J. Contract Administration Branch. NRC-33-87-224. 89/03/22. KRUCI2,P. 
Office of Administration (Post 890205). SCHNAPPER,J. NRC - No Detailed Affiliation 
Given. 1p. 49226:083-49226:084. 

-8904060426 Mod 18, changing designated project officer to, “ADP Sys Development” 
* System Automation Corp. BELL,S. Division of Contracts & Property Management 
(Post 890205). NRC-33-87-224. 89/03/22. Ip. 49226:084-49226:084. 

8904060434 Notification of contract execution, Mod 1,to’ “Technical Support for NDE 
Van." ContractonThompson Engineering & Testing, Inc. 

DORSE?Y,M. Contract Administration Branch. FIN B-8370-9. NRC-28-88-269. 89/03/ 
27. JCHNSTON.W.V. Region 1, Of c of the Director. STROSNIDER.J. NRC - No De- 
tailed Affiliation Given. Ip. 49215:319-49215:320. 

-8904060442 Mod 1, providing incremental funding, to “Technical Support for NDE Van." 
* TET, Inc. BELL,S. NRC - No Detailed Affiliation Given. FIN B-8370-9. NRC-28-88- 
269. 89/03/27. Ip. 49215:320-49215:320. 

8^)4060453 Notification of contract execution, Mod 7,to “Mandatory Supervisory Devel- 
opment Program Training.” Contractor: Graduate School, USDA. 

DORSEY, M. NRC - No Detailed Affiliation Given. FIN D-2300-9. NRC-1 0-87-207. 89/ 
03/27. GOLDMAN.P.J. Ofc of Personnel (Post 870413). 1p. 49216:285-49216:287. 


-8904060460 Mod 7, increasing amount available for travel costs associated w/regional 
course presentations, to “Mandatory Supervisory Development Program Training.'^ 
POOLE, G.R. Agriculture, Dept, of, Graduate School, Washington, DC. BELL,S. Division 
of Contracts & Property Management (Post 890205). FIN D-2300-9. NRC-1 0-87-207. 
89/03/27. 2pp. 49216:286-49216:287. 

8904060502 Notification of contract execution,Mod 6,to “Seismological Investigations of 
Earthquakes in New Madrid Seismic Zone & Seismological Investigation of Northeast- 
ern Extension of New Madrid Seismic Zone." ContractorSt Louis Univ. 

BRENNAN.P. NRC - No Detailed Affiliation Given. FIN D-16949. NRC-04-86-121. 89/ 
03/22. GUSTAVE, R. Program Management, Policy Development & Analysis Staff 
(Post 870413). ZURFLUEH.E. NRC - No Detailed Affiliation Given. Ip. 49226:075- 
49226:077. 

-8904060505 Mod 6, correcting total estimated cost reflected in previous mod, providing 
new paragraph re publication of contract research results & increasing funds to “Seis- 
mological Investigations of Earthquakes in New Madrid Zone....’’ 

BRENNAN, D.G. St. Louis Univ., St. Louis, MO. BELL.S. Division of Contracts (Pre 
870413). FIN D-16949. NRC-04-86-121. 89/03/22. 2pp. 49226:076-49226:077. 

8904100053 Notification of contract execution, Mod 7, to "Technical Assistance in Devel- 
oping & Implementing Programs & Procedures for Reactors Requiring Special Insp 
Resources.” Contractor: Resource Technical Svcs.Inc. 

PAGE.M. Contract Administration Branch. FIN D-1771-9. NRC-03-87-119. 89/03/28. 
BAJWA,S.S. Planning, Program & Management Support Branch (Post 870411). ip. 
49250:358-49250:359. 

-8904100060 Mod 7, providing incremental funding, to “Technical Assistance in Develop- 
ing & Implementing Programs & Procedures for Reactors Requiring Special Insp Re- 
sources." 

* Resource Technical Services, Inc. BELL.S. Division of Contracts & Property Man- 
agement (Post 890205). FIN D-1771-9. NRC-03-87-119. 89/03/28. Ip. 49250:359- 
49250:359. 

8904100090 Notification of contract execution, Mod 5, to "General Course in NDE Tech- 
nology & Codes.” Contractor: Brand Exam Svcs & Technology Co. 

PAGE.M. Contract Administration Branch. NRC-05-86-167. 89/03/23. SPESSARD.R.L 
Division of Operational Assessment (Post 870413). ANDERSON.R, NRC - No Detailed 
Affiliation Given. 1p. 49243:257-49243:259. 

-8904100096 Mod 5,exercising option to extend contract through 900320, to “General 
Course in NDE Exam Technology & Codes.” 

PEAKE, D.L. Brand Examination Services & Testing Co. PEAKE, D.L, Contract Adminis- 
tration Branch. NRC-05-86-167. 89/03/23. 2pp. 49243:258-49243:259. 

8904100114 Notification of contract execution, Mod 15, to "Sys Engineering Expertise." 
Contractor.Mitre Corp. 

PAGE.M. Contract Administration Branch. FIN B-8685-9. NRC-04-87-399. 89/03/17. 
GUSTAVE, R. Program Management, Policy Development & Analysis Staff (Post 
870413). CLEARY.D. NRC - No Detailed Affiliation Given. 1p. 49250:343-49250:345. 

“8904100122 Mod 16,extending period of performance to 900930 & providing incre- 
mental funding, to “Sys Engineering Expertise." 

MYERS, LF. Mitre Corp. BELL.S. Division of Contracts & Property Management (Post 
890205). FIN B-8685-9. NRC-04-87-399. 89/03/17. 2pp. 49250:344-49260:345. 

8904100143 Notification of contract execution, Mod 5, to "Emergency Response Data 
Sys Implementation.” ContractonEI Inti, Inc. 

MEEHAN, B. Contract Administration Branch, NRC-26-87-420. 89/03/23. 
SPESSARD.R.L, Division of Operational Assessment (Post 870413). JOLICOEUR,J. 
NRC - No Detailed Affiliation Given. 1 p. 

-8904100150 Mod 5, revising key personnel to, “Emergency Response Data Sys Imple- 
mentation.” 

* El International, Inc. EDGEWORTH, P.J. Division of Contracts (870413-880514). 
NRC-26-87-420. 89/03/23. Ip. 

8904100210 Notification of contract execution, Mod 1,to “Evaluation of Reliability & Use- 
fulness of External Initiator PRA Methodologies." ContractonFuture Resources 
Assoc,! nc. 

CRAMPTON,S.A. Contract Administration Branch. FIN D-2506. NRC-04-88-105. 89/ 
03/20. GUSTAVE, R. Program Management, Policy Development & Analysis Staff 
(Post 870413). CHOKSKI.N. NRC - No Detailed Affiliation Given, ip. 49250:340- 
49250:342. 

-8904100212 Mod 1, providing for no-cost extension until 890515 & deobligating add! 
funds, to "Evaluation of Reliability & Usefulness of External Initiator PRA Methodolo- 
gies." 

bUDNIT 2,R. Future Resources Associates. Inc. EDGEWORTH, P. Division of Contracts 
& Property Management (Post 890205). FIN D-2606. NRC-04-88-105. 89/03/20. 2pp. 
49250:341-49250:342. 

8904110451 Notification of contract execution, Mod 9, to “Technical Assistance in Devel- 
oping & Implementing Programs & Procedures for Insp of Operating Reactors During 
Outages.” Contractor:Parameter,lnc. 

PAGE.M. Contract Administration Branch. FIN B-8746-9. NRC-05-86-158. 89/03/29. 
BAJWA,S.S. Planning, Program & Management Support Branch (Post 870411). 
WEST.S. Office of Nuclear Reactor Regulation, Director (Post 870411). BAILEY, H. 
Office for Analysis & Evaluation of Operational Data. Director, lp. 49268:271- 
49268:272. 

-8904110462 Mod 9, providing incremental funding, to “Technical Assistance in Develop- 
ing & Implementing Programs & Procedures for Insp of Operating Reactors During 
Outages.” 

* PARAMETER. Inc. BELL,S. Office of Administration (Post 890205). FIN B-8746-9. 
NRC-05-86-158. 89/03/29. Ip. 49268:272-49268:272. 

8904110498 Notification of contract execution, Mod 1,to “Effect of Aging on Response 
Time of Nuclear Plant Pressure Sensors." ContractonAnalysis & Measurement Svcs 
Corp, 

CRAMPTON.S. Contract Administration Branch. FIN D-2503. NRC-04-88-102. 89/03/ 
27. GUSTAVE,R.P. Program Management, Policy Development & Analysis Staff (Post 
870411). FARMER, W.S. NRC - No Detailed Affiliation Given. Ip. 49268:203- 
49268:205. 
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-8904110502 Mod 1 .extending period of performance to 890430 at no add! cost, to 
“Effect of Aging on Response Time of Nuclear Riant Pressure Sensors." 
HASHEMIAN.H.M. Anaiysis & Measurement Services Corp. EDGEWORTH, P.J. Divi- 
sion of Contracts & Property Management (Post 890205). FIN D-2503. NRC-04-88- 
102. 89/03/27. 2pp, 49268:204-49268:205. 

8904120304 Notification of grant execution.Mod 2, to “NRC Historically Black Colleges & 
Univs (HBCU) Faculty Research Participation Program." Grantee:Oak Ridge Associat- 
ed Univs. 

BRENNAN, P.A. Contract Administration Branch. FIN G-1 129-9. NRCG-04-88-136. 89/ 
03/23. GUSTAVE, R. Program Management, Policy Development & Analysis Staff 
(Post 870413). SHEPARD, R. NRC - No Detaiied Affiiiation Given. 1p. 49290:270- 
49290:272. 

-8904120315 Mod 2,renewing grant for 1 yr through 900316 & providing addi funds.to 
“NRC Historicaiiy Black Colleges & Univs (HBCU) Faculty Research Participation Pro- 
gram.” 

FLATT,K.E. Oak Ridge Associated Univs. BELL,S. Division of Contracts & Property 
Management (Post 890205). FIN G-1 129-9. NRCG-04-88-136. 89/03/23. 2pp. 
49290:271-49290:272. 

8904130496 Notification of contract execution.Mod 13, to “Technical Assistance for 
Design Insp Svcs." Contractor:ERCI,lnc. 

BRENNAN,P.A. Contract Administration Branch. FIN D-21799. NRC-05-86-155. 89/ 
04/03. SPESSARD.R.L Division of Operational Assessment (Post 870413). WEST.S.. 
ALLISON.D. NRC - No Detailed Affiliation Given. 1p. 49318:007-49318:009. 

-8904130506 Mod 13, providing incremental funding allocated to AEOD portion of 
contract, to “Technical Assistance for Design Insp Svcs." 

* ERC Environmental & Energy Services, me. BELL.S. Division of Contracts & Proper- 
ty Management (Post 890205). FIN D-21799. NRC-05-86-155. 89/04/03. 2pp. 
49318:008-49318:009. 

8904170317 Notification of contract execution.Mod 14, to “Support Svcs for Evaluation 
of Severe Accident Phenomena.” Contractor: BMl. 

PAGE.M. Contract Administration Branch. FIN D-15959. NRC-04-87-066. 89/04/03. 
GUSTAVE, R.P. Program Management, Policy Development & Analysis Staff (Post 
870413). WALKER,f. NRC - No Detailed Affiliation Given. Ip. 49380:168-49380:169. 

-8904170322 Mod 14,providing incremental funding In stated amount,to "Support Svcs 
for Evaluation of Severe Accident Phenomena." 

* Battelle Memorial institute, Columbus Laboratories. BELL.S. Division of Contracts & 
Property Management (Post 890205). FIN D-15959. NRC-04-87-066. 89/04/03. Ip. 
49380:169-49380:169. 

8904180022 Notification of contract execution.Mod 5,to “Signal Cable Installation in 
NRC Occupied Space.” Contractor:Business Communication Contractors, Inc. 

PAGE.M. Contract Administration Branch. FIN D-23169. NRC-39-88-173. 89/04/03. 
MATTIA,M.J. Division of Contracts & Property Management (Post 890205). Ip. 
49372:160-49372:161. 

-8904180027 Mod 5, increasing funds, to “Signal Cable Installation in NRC Occupied 
Space." 

* Business Communications Contractors, Inc. BELL,S. Division of Contracts & Proper- 
ty Management (Post 890205). FIN D-23169. NRC-39-88-173. 89/04/03. Ip. 
49372:161-49372:161. 

8904180040 Notification of contract execution.Mod 3,to “Local Telephone Sve in Sup- 
port of Health Physic Network & Emergency Notification Sys.” ContractonNew Eng- 
land Telephone Co. 

DORSEY, M. Contract Administration Branch. FIN D-1851. NRC-33-87-231. 89/04/03. 
KRUZIC.P. Division of Computer & Telecommunications Services (Post 890205). 
COHEN.S. NRC - No Detailed Affiliation Given. 1p. 49380:208-49380:212. 

-8904180042 Mod 3, providing statement of work clarification, increasing contract ceiling 
& obligated amounts & exercising option to extend period of performance, to "Local 
Telephone Sve in Support of Health Physic Network & Emergency...." 

DELUCA, M.E. New England Bell Telephone Co. BELUS., HAGAN, T.F. Division of 
Contracts & Property Management (Post 890205). FIN D-1851. NRC-33-87-231. 89/ 
04/03. 4pp. 49380:209-49380:212. 

8904180082 Notification of contract execution.Mod 8, to “Radiation Monitoring Program 
Requirements." ContractonState of NJ, Bureau of Radiation Protection. 

HUGHES.A. Contract Administration Branch. FIN B-8354. NRC-28-83-609. 89/02/22. 
MARTIN, T.T. Region 1. Ofc of the Director. KOTTAN.J. NRC - No Detailed Affiliation 
Given. Ip. 49357:168-49357:180. 

-8904180085 Mod 8,extending period of performance to 91 1231, providing GY89 
funds, revising Article V, incorporating revised statement of work & changing accounting 
& appropriation data, to “Radiation Monitoring Program Requirements." 

DEI^O,D.A. New Jersey. State of. EDQEWORTH.P.J. NRC - No Detailed Affiliation 
Given. FIN B-8354. NRC-28-83-609. 89/02/22. 12pp. 49357:169-49367:180. 

8904180091 Notification of contract execution.Mod 5, to “Canadian Cooperative Seismic 
Agreement." ContractonCanadian Commercial Corp. 

HUGHES, A. Contract Administration Branch. FIN D-1 139-9. NRC-04-85-110. 89/03/ 
30. GUSTAVE.R. Program Management, Policy Development & Analysis Staff (Post 
870413). MCCULLEN,R. NRC - No Detailed Affiliation Given. Ip. 49371:308- 
49371:310. 

-8904180099 Mod 5, extending period of performance for 12 months, providing addI 
funding & changing telephone number of project officer,to “Canadian Cooperative 
Seismic Agreement." 

COLE.R.S. Canadian Commercial Corp. EDGEWORTH, P.J. Division of Contracts & 
Property Management (Post 890205). FIN D-1 139-9. NRC-04-86-1 1 0. 89/03/30. 2pp. 
49371:309-49371:310. 

8904180360 Notification of contract execution.Mod 39,to “Technical Assistance for Fa- 
cilities Requiring Special Assistance." Contractor:Parameter,lnc. 

MEEHAN.B. Contract Administration Branch. FIN D-2101-9. NRC-05-86-156. 89/03/ 
27. BAJWA.S. Planning, Program & Management Support Branch (Post 870411). 
WEST.S. NRC - No Detailed Affiliation Given. Ip. 49380:264-49380:266. 

-8904180365 Mod 39,increasing ceiling & adding Incremental funding.to "Technical As- 
sistance for Facilities Requiring Special Assistance.” 

LOFY.R.A. PARAMETER. Inc. EDGEWORTH, P.J. NRC - No Detailed Affiliation Given. 
FIN D-2101-9. NRC.05-86-156. 89/03/27. 2pp. 49380:265-49380:266. 


8904190041 Notification of contract execution.Mod 6, to "Shuttle Bus Sve." 
Contractor: Beltway Transportation Sve. 

MEEHAN.B. Contract Administration Branch. NRC-39-88-253. 89/03/29. MATT1A,M.J. 
Division of Contracts & Property Management (Post 890205). QUEEN.D. NRC - No 
Detailed Affiliation Given. Ip. 49394:243-49394:245. 

-890419<K>43 Mod 6, providing addi sve as specifled.to “Shuttle Bus Sve.” 

DAVIS, J.F. Beltway Transportation Service. EDGEWORTH, P.J. Division of Contracts & 
Property Management (Post 890205). NRC-39-88-253. 89/03/29. 2pp. 49394:244- 
49394:245. 

890419<M)47 Notification of contract execution.Mod 13, to “Review of RETRAN Comput- 
er Code & Confirmatory Licensing Calculations.” Contractor:SBA.Subcontractor:lntl 
Technical Svcs. 

DORSEY,M. Office of Information Resources Management (Post 890205). FIN D- 
1350-9. NRC-03-86-053. 89/04/03. BAJWA.S. Planning, Program & Management 
^pport Branch (Post 870411). WALKER.W. NRC - No Detailed Affiliation Given. Ip. 
49392:152-49392:154. 

-8904190049 Mod IS.provkJing incremental funds.to “Review of RETRAN Computer 
Code & Confirmatory Ucensing Calculations.” 

* Small Business Administration. * International Technical Services, Inc. BELL,S. 
Office of Information Resources Management (Post 890205). FIN D-1 350-9. NRC-03- 
86-053. 89/04/03. 2pp. 49392:153-49392:154. 

8904190056 Notification of contract execution.Mod 1 .to “Numerical Model Development 
for Low Level Radwaste Disposal Sites." Contractor:Hydrogeologic,inc. 
CRAMPTON,S.A. Contract Administration Branch. FIN D-2505. NRC-04-88-1 04. 89/ 
03/13. GUSTAVE,R. Program Management, Policy Development & Analysis Staff 
(Post 870413). NICHOLSON, T. NRC - No Detailed Affiliation Given. Ip. 49394:237- 
49394:239. 

-8904190059 Mod 1, extending contract period of performance from 880930 to 
89031 3,to “Numerical Model Development for Low Level Radwaste Disposal Sites.” 
HUYAKORN.P.S. Hydrogeologic. Inc. EDGEWORTH,P.J. Division of Contracts & Prop- 
erty Management (Post 890205). FIN D-2505. NRC-04-88-1 04. 89/03/13. 2pp. 
49394:238-49394:239. 

8904190065 Notification of contract execution.Mod 1,to “Microcomputer Based Parallel 
Processing Sys for Code Computations.” Contractor:Risk Mgt Assoc.Inc. 
CRAMPTON.S. Contract Administration Branch. FIN D-2507. NRC-04-88-1 06. 89/04/ 
01. GUSTAVE,R. Program Management. Policy Development & Analysis Staff (Post 
870413). MARINO.G. NRC - No Detailed Affiliation Given. Ip. 49392:182-49392:184. 

-8904190068 Mod 1, extending contract period of performance at no addi cost & deobli- 
gating fund8.to “Microcomputer Based Parallel Processing Sys for Code Computa- 
tions.^* 

BIENIAR2,P.P. Risk Management Associates. EDGEWORTH,P.J. Division of Contracts 
& Property Management (Post 890205). FIN D-2507. NRC-04-88-1 06. 89/04/01. 2pp. 
49392:183-49392:184. 

8904190071 Notification of contract execution.Mod 18,to “Program to Support Operator 
Licensing Activities.” Contractor: Sonalysts.Inc. 

BRENNAN.P. Contract Administration Branch. FIN D-1 332-9. NRC-03-86-054. 89/03/ 
29. BAJWA,S.S. Planning, Program & Management Support Branch (Post 870411). 
PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 49385:039-49385:042. 

-8904190073 Mod 18.providing incremental funding & revising contract provisional over- 
head & general & administrative rates, to "Program to Support Operator Licensing Ac- 
tivities." 

PETERSEN.LR. Sonalysts, Inc. BELL,S. Division of Contracts & Property Manage- 
ment (Post 890205). FIN D-l 332-9. NRC-03-86-054. 89/03/29. 3pp. 49385:040- 
49385:042. 

6904190080 Notification of contract execution.Mod 8,to “Operation & Maint of Info 
Technology Sve Training Lab." 

DORSEY,M. Contract Administration Branch. NRC-38-88-364. 89/04/06. 

GOLDMAN.P.J. Ofc of Personnel (Post 870413). BASSIN.C. NRC - No Detailed Affili- 
ation Given. Ip. 49394:240-49394:242. 

-8904190091 Mod 8.changing project officer under contract.to “Operation & Maint of 
Info Tech Svcs Training Lab.” 

* Agriculture, Dept, of. Graduate School, Washington, DC. BELL.S. NRC - No Detailed 
Affiliation Given. NRC-36-88-364. 89/04/06. 2pp. 49394:241-49394:242. 

8904190129 Notification of contract execution.Mod 7,to “Technical Assistance for 
Design Reviews of High Level Waste Geologic Repositories.” Contractor:lta8ca Con- 
sulting Qroup.Inc. 

MACE,M. Contract Administration Branch. NRC-02-85-002. 89/04/04. FUNCHES,J.L 
Program Management, Policy Development & Analysis Staff (Post 870413). 
TANIOUS.N.S. NRC - No Detailed Affiliation Given. Ip. 49392:175-49392:177. 

-6904190135 Mod 7.changlng reporting requirements.to "Technical Assistance for 
Design Reviews of High Level Waste Geologic Repositories." 

MART<HAM,J.J. ITASCA Consulting Group, Inc. HAGAN,T.F. Division of Contracts & 
Property Management (Post 890205). NRC.02-85-002. 89/04/04. 2pp. 49392:176- 
49392:177. 

8904190179 Notification of contract execution,Mod 3.to "Engineering Design Study for 
New NRC Operations Ctr." (Contractor: Science Applications Inti Corp. 

MEEHAN,B. Contract Administration Branch. FIN L-10269. NRC-26-89-291. 89/03/27. 
SPESSARD.R.L. Division of Operational Assessment (Post 870413). 
MARKSBERRY.D. NRC - No Detailed Affiliation Given. Ip. 49392:185-49392:187. 

-8904190183 Mod 3.revising delivery schedule to allow sufficient time for review of 
work products for NRC mgt,to “Engineering Design Study for New NRC Operations 
Ctr.** 

RODEHAU,T.J. Science Aralications International Corp. (formerly Science Applica- 
tions, Inc.). EDQEWORTH.P.J. Division of Contracts & Property Management (Post 
890205). FIN L-10269. NRC-26-89-291 . 89/03/27. 2pp. 49392:186-49392:187. 

800420(K)25 Notification of cooperative agreement.Mod l.to "Maint & Operation of 
LPDR.” ContractonPortland State Univ. 

NIEMEYER.E. Property & Procurement Branch. FIN D-24169. NRC-39-89-1 68. 89/04/ 
10. GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). SOUDER.J. NRC - No Detailed Affiliation Given. 1p. 49400:196-49400:197. 
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--8904200029 Mod 1, extending performance period for 1 yr & increasing funds for 
extension, to "Maint & Operation of LPDR." 

MARTINO.F. Portland State Univ., Portland. OR. NIEMEYER.E. Division of Contracts 
(Pre 870413). FIN D-24169. NRC-39-89-168. 89/04/10. 1p. 49400:197-49400:197. 

8904200043 Notification of cooperative agreement, Mod 1,to "Maint & Operation of 
LPDR." Contractor:Wharton County Community College. 

NIEMEYER.E. Property & Procurement Branch. FIN D-24169. NRC-39-88-239. 89/04/ 

10. GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). SOUDER,J. NRC - No Detailed Affiliation Given. 1p. 49401:310-49401:316. 

-8904200056 Mod 1, extending period of performance from 890315 to 900314, to 
“Maint & Operation of LPDR.” 

NORTON,P. Wharton County Community College, Wharton, TX. NIEMEYER,E. Divi- 
sion of Contracts & Property Management (Post 890205). FIN D-24169. NRC-39-88- 
239. 89/04/10. 6pp. 49401:311-49401:316. 

8904200140 Notification of contract execution, Mod 32, to “Fuel Cycle Licensing Assist- 
ance.” ContractonScience Applications Inti Corp. 

MEEHAN.B. Contract Administration Branch. FIN L-10949. NRC-02-87-004. 89/04/11. 
FUNCHES,J.L. Program Management, Policy Development & Analysis Staff (Post 
870413). LOYSEN.P. NRC - No Detailed Affiliation Given. 1p. 49402:003-49402:008. 

-8904200143 Mod 32,definitizing Task Order 17 & increasing funding, to “Fuel Cycle Li- 
censing Assistance.” 

RODEHAU.T.J. Science Applications International Corp. (formerly Science Applica- 
tions, Inc.). EDGEWORTH, P.J. NRC - No Detailed Affiliation Given. FIN L-10949. 
NRC-02-87-004. 89/04/11. 5pp. 49402:004-49402:008. 

8904200152 Notification of contract execution,Mod 33, to “Fuel Cycle Licensing Assist- 
ance.” ContractonScience Applications Inti Oorp. 

MEEHAN.B. Ck>ntract Administration Branch. FIN D-1068. NRC-02-87-004. 89/04/05. 
FUNCHES,J.L. Program Management, Policy Development & Analysis Staff (Post 
870413). TIKTINSKY.D. NRC - No Detailed Affiliation Given. Ip. 49396:070- 
49396:072. 

-8904200156 Mod 33.definitizes Mod 2 to Task Order 11 & adds incremental funding 
to, “Fuel Cycle Licensing Assistance.” 

RODEHAU.T,J. Science Applications International Corp. (formerly Science Applica- 
tions, Inc.). EDGEWORTH.P.J. NRC - No Detailed Affiliation Given. 89/04/05. 2pp. 
49396:071-49396:072. 

8904200164 Notification of contract execution.Mod 31 .to “Fuel Cycle Licensing Assist- 
ance.” ContractonScience Applications Inti Corp. 

MEEHAN.B. Contract Administration Branch. FIN L-10849. NRC-02-87-004. 89/04/11. 
FUNCHES.J.L. Program Management, Policy Development & Analysis Staff (Post 
870413). LOYSEN.P. NRC - No Detailed Affiliation Given. Ip. 49401:327-49401:331. 

-8904200166 Mod 31 .defining Task Order 16 & adding Incremental funding, to “Fuel 
Cycle Licensing Assistance.’^ 

RODEHAU,T.J. Science Applications International Corp. (formerly Science Applica- 
tions, Inc.). EDGEWORTH,P.J. Division of Contracts & Property Management (Post 
890205). FIN L-10849. NRC-02-87-004. 89/04/11. 4pp. 49401:328-49401:331. 

8904200169 Notification of contract execution, Mod 4, to “Access to INPO NPRDS.” 
CantractorlNPO. 

KNOX.E. Contract Administration Branch. FIN D-18949. NRC-33-87-229. 89/03/21. 
AMENTA,J. Office of Information Resources Management (Post 890205). SCOTT, S. 
NRC - No Detailed Affiliation Given. 1p. 49401:337-49401:340. 

—8904200170 Mod 4,exercising second option yr period, fully funding first option 
yr,lncrementally funding second option yr & renumbering Section B,to “Access to 
INPO NPRDS.” 

STEEG,C.J. Institute of Nuclear Power Operations. EDGEWORTH.P.J. NRC - No De- 
tailed Affiliation Given. FIN D-18949. NRC-33-87-229. 89/03/21. 2pp. 49401:338- 
49401:340. 

8904200274 Notification of contract execution: “Investigative Svcs,” awarded to AS 
Rosenthal. 

HALMAN.E. Division of Contracts & Property Management (Post 890205). FIN L- 
11889. NRC-34-89-347. 89/03/24. ZECH.LW. Commissioners. JONES.B. NRC - No 
Detailed Affiliation Given. Ip. 49402:051-49402:085. 

-8904200278 Contract: "Investigative Svcs,” awarded to AS Rosenthal. 
ROSENTHAL,A.S. Rosenthal, A.S. HALMAN.E.L. Division of Contracts & Property 
Management (Post 890205). FIN L-11889. NRC-34-89-347. 89/03/24. 34pp. 
49402:052-49402:085. 

8904200297 Notification of contract execution.Mod 4,to “Maint of Multichannel Analyz- 
ers Located in Five NRC Regional Ofcs.” ContractorNuclear Data,lnc. 

DORSEY, M. Contract Administration Branch. FIN C-10219. NRC-30-87-286. 89/04/ 

11. ROY.G.W. Region 3. Ofc of the Director. MEYER, D. Region 4, Ofc of the Director. 
2pp. 49396:304-49396:325. 

-8904210030 Mod 4, extending contract duration by 1 yr.providing FY89 
funding.increasing contract ceiling & providing administrative changes.to ‘^aint of 
Multichannel Anailyzers Located In Five NRC Regional Ofcs.” 

WILLINGHAM, M. Nuclear Data. Inc. BELL,S. Division of Contracts & Property Man- 
agement (Post 890205). NRO30-87-286. 89/04/11. 20pp. 49396:306-49396:325. 

8904210(KMI Notification of contract execution, Mod 13,to "Preventive, Remedial & On- 
Call Maint of Data General Computers & Peripheral Equipment." ContractorComputer 
Erwineers Assoc, Inc. 

FIELDS. J. Contract Administration Branch. FIN B-1 663-9. NRC-33-86-276. 89/04/06. 
SCOTT.R.S. Divrision of Information Support Services (Post 890205). SEEHERMAN.J. 
NRC - No Detailed Affiliation Given. Ip. 49432:352-49432:355. 

- 8904210*009 Mod 13, extending period of performance to 890430.increasing contract 
ceiling,providing addi funds & revising equipment lists for Sys B.to, 
“Preventive,Remedlal & On-CafI Maint for Data General Computers & Peripheral 
Equipment" 

DRISCOLUR. Computer Engineering Associates. Inc. BELL.S. Division of Contracts & 
Property Management (Post 890205^). FIN B-1 663-9. NRC-33-86-276. 89/04/06. 3pp. 
49432:353-49432:355. 


8904210011 Notification of contract execution.Mod 13, to “Lease of Telecommunication 
Equipment” Contractor: AT&T Info Sys. 

DORSEY.M. Contract Administration Branch. FIN D-1851-9. NRC-33-87-238. 89/04/ 
07. KRUZIC.P. Division of Computer & Telecommunications Services (Post 890205). 
WOODALL,K., RICKERT.H. NRC - No Detailed Affiliation Given. 1p. 49443:313- 
49443:315. 

-8904210014 Mod 1 3,increasing funding to pay for headquarters-leased voice equip- 
ment for FY87.to “Lease of Telecommunication Equipment” 

* AT&T Information Systems. BELL,S. Division of Contracts & Property Management 
(Post 890205). FIN D-1851-9. NRC-33-87-238. 89/04/07. 2pp. 49443:314-49443:315. 

8904210018 Notification of contract execution,Mod 1 to “NRC Sys Data Entry." 
ContractonSBA.SubcontractonData Computer Corp of America. 

HAGEY,H. NRC - No Detailed Affiliation Given. NRC-39-89-133. 89/02/23. 
AMENTA, J.A. Office of Information Resources Management (Post 890205). BELL,J. 
NRC - No Detailed Affiliation Given. Ip. 49432:347-49432:351. 

-8904210021 Mod 1, correcting Subsections G.5 & G.6 in basic contract,to “NRC Sys 
Data Entry.” 

SMITH, L.P. Small Business Administration. BOWER,D. Data Computer Corp. of Amer- 
ica. FLYNN, M.J. Division of Contracts & Property Management (Post 890205). NRC- 
39-89-133. 89/02/23. 4pp. 49432:348-49432:351. 

8904210024 Notification of contract execution,Mod 1,to “Incident Investigation Team 
(ITT) Training Course,” Contractor:EG&G Intertech, Inc. 

BRENNAN,P. Contract Administration Branch. FIN D-2191-9. NRC-26-89-293. 89/04/ 
02. SPESSARD,R.L. Division of Operational Assessment (Post 870413). MILLER.L. 
NRC - No Detailed Affiliation Given. Ip. 49444:144-49444:151. 

-8904210026 Mod 1, exercising Option 2,Subsection H.7 to extend svcs & providing 
addI funding,to "Incident Investigation Team (ITT) Training Ck)urse." 

CONGER,D. EG&G Intertech. Inc. (subs, of EG&G, Inc.). BELL,S. Division of Con- 
tracts & Property Management (Post 890205). FIN D-2191-9. NRC-26-89-293. 89/04/ 
02. 7pp. 49444:145-49444:151. 

8904210061 Notification of contract execution.Mod 9,to “Classified Waste Paper De- 
struction Project.” ContractonSimkins Industries, Inc. 

DORSEY,M. Contract Administration Branch. NRC-1 0-82-403. 89/04/11. BRADY,R.J. 
Division of Security (Post 890205). BURNSIDE,W. NRC - No Detailed Affiliation Given. 
Ip. 49427:264-49427:265. 

-8904210066 Mod 9, extending period of performance to 900407.to “Classified Waste 
Paper Destruction Project.” 

LESTER, J.O. Simkins industries, Inc. BELLAS. Division of Contracts & Property Man- 
agement (Post 890205). NRC-1 0-82-403. 89/04/11. Ip. 49427:265-49427:265. 

8904210072 Notification of contract execution, Mod 10,to “Independent Assessment & 
Analysis.” Contractor: Franklin Research Ctr. 

PAGE.M. Contract Administration Branch. FIN D-2108-9. NRC-05-86-168. 89/04/06. 
BAJWA,S.S. Planning, Program & Management Support Branch (Post 870411). 
GRENIER,B. Office of Nuclear Reactor Regulation, Director (Post 870411). 
CORLEY,D. NRC - No Detailed Affiliation Given. Ip. 49482:075-49482:077. 

—8904210077 Mod 10,providing incremental funding,to "Independent Assessment & 
Analysis.” 

* Calspan Corp. (subs. Arvin Industries/Franklin Research Center). BELL,S. Division 
of Contracts & Property Management (Post 890205). FIN D-2108-9. NRC-05-86-168. 
89/04/06. 2pp. 49482:076-49482:077. 

8904210081 Notification of cooperative agreement: “Maint & Operation of LPDR," 
awarded to Univ of Nevada at Las Vegas. 

N1EMEYER,E. Property & Procurement Branch. FIN D-2416-9. NRC-39-89-173. 89/ 
04/10. GRIMSLEY.D.H. Office of Information Resources Management (Post 890205). 
SOUDER,J. NRC - No Detailed Affiliation Given. Ip. 49445:005-49445:023. 

-8904210086 Cooperative agreement: “Maint & Operation of LPDR.” awarded to Univ 
of Nevada at Las Vegas. 

DEACON, M.D. Nevada, Univ. of. Las Vegas, NV. NIEMEYER,E. Division of Contracts 
& Property Management (Post 890205). FIN D-2416-9. NRC-39-89-173. 89/04/10. 
18pp. 49445:006-49445:023. 

8904210146 Notification of contract execution,Mod 7,to “Northeastern Seismic Re- 
search Program - Tasks 2 & 6.” ContractonBoston College. 

BRENNAN.P. Contract Administration Branch. FIN D-16079, NRC-04-85-1 1 3. 89/04/ 
05. GUSTAVE,R.P. Program Management, Policy Development & Analysis Staff (Post 
870413). MCMULLEN.R. NRC - No Detailed Affiliation Given. 1p. 49444:313- 
49444:318. 


—8904210147 Mod 7,extending period of performance.providing funding, revising indirect 
rate clause,travel clause & revising H.3 to add publication provision & revising Section 
I, to “Northeastern Seismic Research Program - Tasks 2 & 6.” 

SMITH,J.R. Boston College, Chestnut Hill, MA. BELL.S. Division of CJontracts & Prop- 
erty Management (Post 890205). FIN D-16079. NRC-04-85-1 13. 89/04/05. 5pp, 
49444:314-49444:318. 

8994210190 Notification of grant execution: “Conference on Nuclear Safety:Power Pro- 
duction & Waste Disposal,^’ awarded to Midwest Univs Energy Consortium, Inc. 
HAGEY.H. Contract Negotiation Branch-1. FIN G-11489. NRC-04-89-106. 89/04/10. 
GUSTAVE.R. Office of Nuclear Regulatory Research, Director (Post 860720). 
SHEPARD.R. NRC - No Detailed Affiliation Given. Ip. 49482:086-49482:089. 

—8904210203 Grant: “Conference on Nuclear Safety:Power Production & Waste Dispos- 
al," awarded to Midwest Univs Energy Consortium. 

HARTNETT, J.P. Midwest Universities Energy Consortium, Inc. WIGGtNS,E.J. Office of 
Nuclear Regulatory Research, Director (Post 860720). FIN G-11489. NRC-04-89-106. 
89/04/10. 3pp. 49482:087-49482:089. 

8904210248 Notification of contract execution, Mod 2, to “Microcomputer Software." 
ContractonGeneral Technology, Inc. 

FIELDS.J. Contract Administration Branch. NRC-39-88-252. 88/09/30. KRUZIC.P. Di- 
vision of Computer & Telecommunications Services (870413-890204). OLIVER.D.L. 
NRC - No Detailed Affiliation Given. Ip. 49443:060-49443:062. 
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-8904210249 Mod 2, changing project officer & adding alternate project officer, to 
"Microcomputer Software." 

* General Technology, Inc. BELL.S. Division of Contracts & Property Management 
(Post 890205). NRC-39-88-252. 89/04/13. 2pp. 49443:061-49443:062. 

8904240300 Notification of grant execution: “Research on Some Current Practical Con- 
cerns in Reliability,” to George Washington Univ. 

DEMARCO, D. Division of Contracts & Property Management (Post 890205). FIN G- 
11479. NRC-04-89-104. 89/04/17. GUSTAVE.R. Office Of Nuclear Regulatory Re- 
search, Director (Post 860720). 1 p. 49469:306-49470:035. 

-8904240316 “Research on Some Current Practical Concerns in Reliability,” awarded 
to George Washington Univ. 

SPENCER;H. George Washington Univ., Washington, DC. SMITH.P.A. Division of Con- 
tracts & Property Management (Post 890205). FIN G-11479. NRC-04-89-104. 89/04/ 
17. 2pp. 49469:307-49469:308. 

—8904240323 Requests that grantee review & sign document certifying that certification 
re drug free workplace will be complied w/ before grant awarded. 

SMITH,P.A. Division of Contracts & Property Management (Post 890205). NRC-04-89- 
104. 89/03/27. SPENCER, H. George Washington Univ., Washington, DC. 88pp. 
49469:309-49470:035. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 

8904030001 FOIA request for records re award of contract for software to Pilot Execu- 
tive Software of Boston, M A. 

NUCCI,K.S. Dykema, Gossett, Spencer, Goodnow & Trigg. 88/12/01. NRC - No De- 
tailed Affiliation Given. 2pp. 49195:355-49195:356. 

8904030004 Final response to FOIA request for records.App A records available in 
PDR.App B documents end & available in PDR.App C records partially withheld (ref 
FOIA Exemption 4).App D records completely withheld (ref FOIA Exemptions 4 & 5). 
PHIL1PS,J. Document Control Branch (Document Control Desk). 89/03/29. 
NUCCI,K.S. Dykema, Gossett, Spencer, Goodnow & Trigg. 6pp. 49195:357-49196:004. 

—8904030006 Package containing invoice & purchase order for maint contract on soft- 
ware package “Command Ctr" (proprietary software). 

* Pilot Executive Software, Inc. 88/03/10. Office of Resource Management, Director 
(Pre 870413). 2pp. 49196:003-49196:004. 

8904030056 FOIA request for bibliography or list of all documents re Mar 1 979 accident 
at TMI, leaks of radiation that occurred prior to & following accident & radiation moni- 
toring sys. 

PERLMAN,D.J. Levin & Fishbein. 86/12/30. Justice, Dept. of. 2pp. 49354:008- 
49354:009. 

8904030062 Partial response to FOIA request for records.App A & B records available 
in PDR.App C records totally withheld (ref FOIA Exemption 5). 

PHILIPS.J. NRC - No Detailed Affiliation Given. 89/03/29. PERLMAN,D.J. Levin & 
Fishbein. 6pp. 49354:010-49354:077. 

—8005270735 Forwards "Evaluation of Cleanup Activities at TMI." Recommends NRC & 
govt agencies begin to plan for contingency of possible intervention to prevent util 
bankruptcy. 

HALLER,N.M, NRC Three Mile Island Task Force. 80/02/28. DIRCKS.W.J. Office of 
Nuclear Material Safety & Safeguards, Director. 2pp. 49354:078-49354:140. 

—8904030068 Forwards Commission memorandum & order re use of Epicor-ll to decon- 
taminate intermediate level waste water & administrative records for order & opposi- 
tion to motion for injunction pending appeal. 

EILPERIN.S.F. Office of the General Counsel (Post 860701). 79/10/17. QUINN, T.F. 
U-S. Court of Appeals, 3rd Circuit. 36pp. 49354:016-49354:067. 

-8904030079 Advises that if injunction not granted, EPICOR-I I sys would not be put in 
operation 791019 & Commission would not voluntarily stay operation of sys for more 
than 1 day, per 791 01 8 arguments, 

EILPERIN.S.F. Office of the General Counsel (Post 860701). 79/10/19. QUINN,T.F. 
U.S. Court of Appeals, 3rd Circuit. Ip. 49354:068-49354:068. 

—8904030083 Forwards Porter County Chapter of Izaak Walton League vs NRC which 
should follow citation to Illinois vs NRC both in text & footnote of Page 9 of NRC brief, 
EILPERIN.S.F. Office of the General Counsel (Post 860701). 79/11/09. QUINN.T.P. 
U.S. Court of Appeals, 3rd Circuit. Ip. 49354:069-49354:069. 

-8904030087 Forwards NRC motion for leave to file Commission policy statement & 
statement of policy & notice of intent to prepare programmatic EIS. 

EILPERIN.S.F. Office of the General Counsel (Post 860701). 79/11/26. QUINN.T.F. 
U.S. Court of Appeals, 3rd Circuit. 7pp. 49354:070-49354:076. 

-8904030090 Forwards Haller Task Force Rept on TMI cleanup. 

EILPERIN,S.F. Office of the General Counsel (Post 860701). 80/03/07. GELIN.J.B., 
STANLEY.N.E. Justice, Dept. of. Ip. 49354:077-49354:077. 

-8904030098 Provides views on operation of EPICOR-II sys for processing approx 
400,000 gallons of contaminated water collected in auxiliary bldg tanks. 

SNYDER,B.J. Office of Policy Evaluations. 79/10/09. HENDRIE, GILINSKY, KENNE- 
DY Commissioners. 4pp. 49354:141-49354:144. 

-8904030101 Outlines process of solidification of TMI-2 resins. 

DIRCKS,W.J. Office of Nuclear Material Safety & Safeguards.Director. 79/10/03. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. Ip. 49354:145- 
49354:145. 

-8904030103 Statement directing staff to prepare environ assessment re proposals to 
decontaminate & dispose of radioactively contaminated waste water from TMI. 
CHILK.S.J. Office of the Secretary of the Commission. 79/05/25. 4pp. 49354:146- 
49354:149. 

8904050259 FOIA request for records re emergency plan dtd Sept 1 988 or after. 
BELAIR.R.R. Kirkpatrick & Lockhart. 89/03/02. Federal Emergency Management 
Agency. 2pp. 49205:167-49205:168. 

8904050298 Responds to FOIA request for records.App documents end & available in 
PDR. 

GRIMSLEY.D-H. Division of Freedom of Information & Publications Services (Post 
B90205). 89/03/31. BELAIR.R.R. Kirkpatrick & Lockhart. 2pp. 49205:169-49205:172. 


-8811100216 Fonvards util 881101 Itr transmitting support documentation re ingestion 
pathway brochure for local offsite radiological emergency response plan. 

CONGEL,F,J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 88/11/07. KRIMM.R.W. Federal Emergency Management Agency. Ip. 
49205:171-49205:171. 

-8812060266 Requests advisement as to whether util responses adequately address 
areas requiring corrective action as identified during exercise & outstanding plan 
Inadequacies, Licensee responses to 880607 post-exercise assessment end,W/o end. 
CONGEL.F.J, Division of Radiation Protection & Emergency Preparedness (Post 
870411). 88/12/05. KRIMM.R.W. Federal Emergency Management Agency. Ip. 
49205:172-49205:172. 


8904060271 FOIA request for records re emergency plan dtd Sept 1988 or later. 
BELAIR,R.R. Kirkpatrick & Lockhart. 89/03/02. Office of Administration (Post 
890205). 2pp. 49218:271-49218:273. 

S904060276 Partial response to FOIA request for records.App A documents available in 
PDR.App B records end & available in PDR. 

PHILIPS,J. Division of Freedom of Information & Publications Services (Post 890205). 
89/04/03. BELAIR.R.R. Kirkpatrick & Lockhart. 3pp, 49218:274-49218:277. 

-8904060282 Package consisting of notes from Shoreham SRI & 890109 press release 
re ASLAB 890125 hearing for oral arguments in proceeding. 

BLOUGH.R, Office of Nuclear Reactor Regulation, Director (Post 870411). 1-89-04. 
88/10/07. 2pp. 49218:276-49218:277. 

8904060291 FOIA request for records written by Ofc of Enforcement re enforcement 
guidance memo issued since 880621. 

UNNERSTALL.K. Newman & Holtzinger. 89/03/08. QRIMSLEY.D.H. Division of Free- 
dom of Information & Publications Services (Post 890205). Ip. 49218:278-49218:278. 

8904060297 Final response to FOIA request for records.App A documents end & avail- 
able in PDR. 

PHILIPS.J. Division of Freedom of Information & Publications Services (Post 890205). 
89/04/03. UNNERSTALUK. Newman & Holtzinger. 2pp. 49218:279-49218:312. 

-8904060304 Advises of OGC opinion in licensing issue & enforcement action.GDC le- 
gally binding on licensee in absence of approved alternative design basis. 
LIEBERMAN.J. Ofc of Enforcement (Post 870413). EGM 88-07. 88/08/04. 

RUSSELL, W.T. Region 1, Ofc of the Director. GRACE, J.N. Region 2, Ofc of the Direc- 
tor. DAVIS,A.B. Region 3, Ofc of the Director, 2pp. 49218:281-49218:282. 

-8904060309 Provides interim guidance re development of enforcement 
actions.particularly identification & documentation of violations. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). EGM 88-08. 88/11/15. 

RUSSELL, W.T. Region 1, Ofc of the Director. ERNST.M.L Region 2, Ofc of the Direc- 
tor. DAVIS, A.B. Region 3, Ofc of the Director. 4pp. 49218:283-49218:286, 

-8904060322 Advises that Oct 1 988 rev to enforcement policy was extensively rewrit- 
ten to provide addi examples of violations to distinguish more clearly between severity 
levels & allow more flexibility in assigning severity levels. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). EGM 88-09. 88/11/16. 

RUSSELL, W.T. Region 1, Ofc of the Director. ERNST,M.L Region 2, Ofc of the Direc- 
tor. DAVIS, A. B. Region 3, Ofc of the Director. 5pp. 49218:287-49218:291. 

-8904060325 Forwards MOU between NRC & DOJ to provide coordination of matters 
that could lead to both enforcement action by NRC as well as criminal prosecution by 
DOJ & provide for exchange of info. 

LIEBERMAN,J. Ofc of Enforcement (Post 870413). EGM 88-10. 88/12/12. 

RUSSELL, W.T. Region 1, Ofc of the Director. ERNST.M.L. Region 2, Ofc of the Direc- 
tor. DAVIS.A.B. Region 3, Ofc of the Director. 14pp. 49218:292-49218:305. 

-8904060334 Discusses severity level of violations involving access control at vital 
areas located within other vital areas. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). EGM-88-11. 88/12/16. 

RUSSELL, W.T. Region 1. Ofc of the Director. ERNST.M.L. Region 2, Ofc of the Direc- 
tor. DAVIS.A.B. Region 3, Ofc of the Director. 3pp. 49218:306-49218:308. 

-8904060353 Discusses evaluation of loss of DHR events for escalated enforcement. 
LIEBERMAN.J. Ofc of Enforcement (Post 870413). EGM 89-01. 89/01/18. 

RUSSELL, W.T. Region 1, Ofc of the Director. ERNST.M.L. Region 2, Ofc of the Direc- 
tor. DAVIS, A.B. Region 3, Ofc of the Director. 4pp. 49218:309-49218:312. 

8904070009 FOIA request for documentation/info used by NRC to support attenuation 
factor in Rev 2 to Reg Guide 1.99. 

CXDNNOR.L. Doc-Search Associates. 88/08/26. Division of Freedom of Information & 
Publications Services (880515-890204). Ip. 49219:162-49219:162. 

6904070013 Final response to FOIA request for records.App A & B records available in 
PDR.App B records end. 

PHILIPS, J. NRC - No Detailed Affiliation Given. 89/03/29. CONNOR.L. Doc-Search 
Associates. 4pp. 49219:163-49220:017. 

-0904070017 “Preliminary Study of Use of Fuel Mgt Techniques for Slowing Pressure 
Vessel Embrittlement." 

GUTHRIE,G,L, MCELROY, W.N. Westinghouse Hanford Co. ANDERSON.S.L Wes- 
tinghouse Electric Corp. 89/03/29. 38pp. 49219:167-49219:204. 

-8904070021 Forwards paper entitled, “Spectral Effects in Extrapolation of Pressure 
Vessel Surveillance Capsule Measurements." 

CAREW.J. Brookhaven National Laboratory. 80/09/16. RANDALL, P.N. NRC - No De- 
tailed Affiliation Given. 1p. 49219:205-49219:205. 

-8904070023 “Spectral Effects in Extrapolation of Pressure Vessel Surveillance Cap- 
sule Measurements." 

CAREW,J,F,, ARONSON, A.L. Brookhaven National Laboratory. MIN.D.K. International 
Atomic Energy Agency. 80/09/16. 13pp. 49219:206-49219:218. 

-8904070027 Forwards “Improved Damage Exposure Unit DPA for LWR Pressure 
Vessel & Support Structure Surveillance.” 

MCELROY, W.N. Westinghouse Hanford Co. 8253160. 82/08/31. SERPAN.C.Z. Mate- 
rials Engineering Branch. Ip. 49219:219-49219:219. 
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-S904070030 "Improved Damage Exposure Unit, DPA, for LWR Pressure Vessel & Sup- 
oort Stf^uoture Sur.'ei'lance " 

bORA^.D.G., Gi.;7:!P.i=.G.:. . MCELROY.W.N. Westinghouse Hanford Co. 82/08/31. 
33pp. 49219:220-49220:017. 

8904070033 FO!A request for all SBIR solicited proposals received whether funded or 
unfunded. 

PARKS, R.L. LCW Group. 89/03/21. Program Management, Policy Development & 
Analysis Staff (Post 870413). Ip. 49219:148-49219:148. 

8904070036 Final response to FOIA request for records.App A records end & available 
in PDR. 

PHILIPS.J. Division of Freedom of Information & Publications Services (Post 890205). 
89/04/04. PARKS,R.L. LCW Group. 2pp. 49219:149-49219:161. 

-8904070043 List of all contracts & interagency agreements in CIS (including active & 
inactive contracts & liAAS). 

* NRC - No Detailed Affiliation Given. 89/01/26. 11pp. 49219:151-49219:161. 

8904070144 FOIA request for records re technical review support svcs provided by NRC 
on Philippines nuclear power plant. 

POTTSCHMIDT.F. Morgan. Lewis & Bockius. 89/03/01. GRIMSLEY.D. NRC - No De- 
tailed Affiliation Given. 2pp. 49220:038-49220:039. 

8904070157 Partial response to FOIA request for records.App A & B records available 
in PDR.App B records end. 

QRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/04. POTTSCHMIDT.F. Morgan, Lewis & Bockius. 6pp. 49220:040- 
49220:217. 

—8904070160 Summarizes 790603 telcon w/C Willis re technical organizations & con- 
sultants working for Philippines Atomic Energy Commission & licensee on seismic & 
volcanic questions of Bataan Nuclear Power Plant. 

LAFLEUR.J.D. Office of International Programs, Director (Pre 870413). 79/06/06. 
Office of International Programs, Director (Pre 870413). Ip. 49220:046-49220:046. 

—8904070163 “Concise Environ Review Philippine Nuclear Power Plant Unit 1.” 

* Philippines. Govt. of. 79/09/30. 40pp. 49220:047-49220:086. 

-8904070165 Responds to Helfrich 790905 memo requesting NRC comments by 
790925 on draft environ document for Philippines Nuclear Power Project. 

SHEA.J.R. Office of international Programs, Director (Pre 870413). 79/09/25. 
N0SEN2O.L.V. State. Dept. of. Ip. 49220:087-49220:087. 

-8904070172 Forwards results of review of proposed export of components to Philip- 
pines. 

RUSSELL.W.T. Planning & Resource Analysis Branch. TAC 52648. 79/09/27. 
PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 
17pp. 49220:088-49220:104. 

-8904070176 Responds to 840406 memo re IAEA technical assistance mission in 
Philippines.Brinkman could be available for 1 wk in early June. 

EISENHUT.D.G. Division of Licensing (800428-851124). DENTON, H.R. NRC - No De- 
tailed Affiliation Given. 84/05/04. LAFLEUR.J.D. Office of International Programs, Di- 
rector (Pre 870413). 6pp. 49220:105-49220:1 10. 

-8904070180 Responds to FOIA 84-559 re Philippines plant. 

YOUNGBLOOD.B.J. Licensing Branch 1. TAC 052648. 84/07/26. SMITH.H. Planning 
& Program Analysis Staff (pre-851125}. 2pp. 49220:111-49220:112. 

-8904070182 Responds to request for proposed date for DS Brinkman to travel to Phil- 
ippines to provide assistance to Atomic Energy Commission in development of Tech 
Specs. 

THOMAS,C,0. Standardization & Special Projects Branch. 84/08/31. HAUBER,R.D. 
NRC - No Detailed Affiliation Given. Ip. 49220:113-49220:113. 

-8904070184 Requests NUREG-0017,Rev 1. example of ODCM & PWR process control 
program. 

ALBERT, B. NRC - No Detailed Affiliation Given. 84/12/12. BRINKMAN, D. NRC - No 
Detailed Affiliation Given. 3pp. 49220:114-49220:116. 

-8904070186 Confirms that B Sheron Interested in work/training assignment at IAEA 
Philippines. 

SMITH,H. Technical Support Branch. 84/10/18. LAVINE.W. Office of International 
Programs. Director (Pre 870413). 1p. 49220:117-49220:117. 

-8904070188 Ack receipt of offsite dose manual & other items. 

* NRC - No Detailed Affiliation Given. 85/01/27. BRINKMAN.D. NRC - No Detailed 
Affiliation Given. 2pp. 49220:118-49220:119. 

-8904070191 Forwards listed Philippines documents not in NRC PDR.per 860313 Itr, 
KAMMERER.C. Office of Congressional Affairs (Pre 870413). 86/04/10. MARKEY,E.J. 
House of Rep., Energy & Commerce. 20pp. 49220:120-49220:139, 

-8904070193 Requests assistance in review of sale of nuclear power reactor by Wes- 
tinghouse to Philippines govt. 

MARKEY,E.J. House of Rep., Energy & Commerce. 86/03/13. PALLADINO.N. Com- 
missioners. 58pp. 49220:140-49220:217. 

8904070202 Partial response to FOIA request for records.App C & D records available 
in PDR.App D records end, 

GRIMSLEY.D.H. Division of Freedom of information & Publications Services (Post 
890205). 89/04/06. BELAIR.R.R. Kirkpatrick & Lockhart. 3pp. 49220:018-49220:037. 

—8809160127 Submits daily highlightOn 880909,FEMA provided evaluation of util offsite 
emergency plan & June exercise of that plan. No deficiencies identified,aithough util 
will be required to make minor corrections In certain areas, 

BROWW.W.R. Project Directorate 1-2. 88/09/12. MURLEY.T., SNlE2EK,J., 

MIRAGLIA,F, NRC - No Detailed Affiliation Given. Ip. 49220:023-49220:023. 

—8809190369 Requests end FEMA 880909 Itr & rept re review of plant emergency plan 
be sent to licensee.Although seven plant elements rated inadequate, exercise held on 
■ 880607-09 demonstrated adequate overall preparedness. 

TRAVERS, W.D. Emergency Preparedness Branch. 88/09/14. BUTLER, W.R. Project 
Directorate [-2. 2pp. 49220:024-49220:025. 

-8902080195 Recommends forwarding of end FEMA 881220 Itr & draft alert & notifica- 
tion sys rept to licensee for info & use. 

TRAVERS, W.D. Emergency Preparedness Branch. 89/02/02. BUTLER.W.R. Project 
Directorate 1-2. Ip. 49220:035-49220:037. 


—8904070213 Advises of ASLAB remand of proceeding on 1988 emergency exercise to 
OL-5 licensing board. 

RE!S,E.J. Office of the General Counsel (Post 860701). ALAB-901. 88/09/22. 
MURLEY,T. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 
49220:026-49220:027. 

—8904070217 Advises that ASLAB affirms determination that Feb 1986 exercise of 
emergency plan insufficient in scope. 

SCINTO.J.F. Assistant General Counsel for Hearings. ALAB-900. 88/09/27. 
MURLEY,T. Office of Nuclear Reactor Regulation, Director (Post 870411). 6pp. 
49220:028-49220:034. 

8904110079 Partial response to FOIA request for records.App D & E records available 
in PDR.App E records end, 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/05. PERLMAN.D.J. Levin & Fishbein. 4pp. 49220:325-49221:146. 

—7907180507 Forwards environ assessment of using EPICOR-II sys for cleanup of rad- 
waste water from auxiliary bldg at unit-2. Waste disposal is not included in plan. 
VOLLMER.R.H. TMl-2 Operations/Support Task Force. 79/06/20. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 150pp. 49220:331-49221:092. 

—8203290001 Responds to request for info re liquid effluents.Actual Unit 2 liquid re- 
leases are much less than projected normal operation releases. 

BARRETT,L.H. TMI Program Office. NRC/TMI-82-010. 82/02/26. DORSEY. J.A. Public 
Interest Law Ctr of Philadelphia. 45pp. 49221:101-49221:146. 

—8904110088 “Discussion of Public Comments & Staff Recommendations on Use of 
EPICOR-II at TMI-2." 

* Office of Nuclear Reactor Regulation, Director (851125-870411). 79/10/04. 8pp. 
49221:093-49221:100. 

8904140357 FOIA request for records re issuance of full OL for facility. 

MILIONE,R. Citizens Action Group for Environmental Protection. 89/03/07. ZECH.L. 
Commissioners. 3pp. 49354:150-49354:152. 

8904140359 Final response to FOIA request for records.No records subj to request lo- 
cated. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/12. MILIONE.R. Citizens Action Group for Environmental Protection. 
Ip. 49354:153-49354:153. 

8904180269 FOIA request for documents re NRC basis for determination of ratio of 
NRC costs to fees for svcs for matls licenses. 

LASH.T.R. Illinois, State of. 89/03/21. NRC - No Detailed Affiliation Given. Ip. 
49358:001-49358:001. 

8904180270 Final response to FOIA request for documents.Forwards App A 
documents.NRC has responded to FOIA Requests FOIA-87-109 & FOIA-87-196, 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/13. LASH.T.R, Illinois, State of. Dept, of Nuclear Safety. 2pp. 
49358:002-49358:005. 

-8904180271 Package of documents re basis of determination of NRC costs to fees for 
svcs for matls licenses. 

* NRC - No Detailed Affiliation Given. 87/08/24. 2pp. 49358:004-49358:005. 

8904180273 Final response to FOIA request. Forwards App D-1 document. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/13. MOHAN.G. Tampa Tribune. 2pp. 49358:006-49358:013. 

8904190050 FOIA request for info on Chem-Nuclear,lnc,US Ecology & Nuclear Engi- 
neering Co for 780209-880209 re low level radwaste disposal facilities. 
DORNSIFE.W.P. Pennsylvania, Commonwealth of. 89/03/20. ROBINSON.LL. NRC - 
No Detailed Affiliation Given. 4pp. 49358:014-49358:017. 

8904190052 Final response to FOIA request for records.App A records end & available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/13. DORNSIFE.W.P, Pennsylvania, Commonwealth of. 2pp. 
49358:018-49358:036. 

-8904190058 Package of documents including 9NRC673(1979),25NRC410(1987) & 
25NRC897(1987) re Sheffield, IL low level radwaste disposal site & Chem-Nuclear 
Sys,lnc,Mldwest Facility. 

CHILK,S.J. Office of the Secretary of the Commission. CLI-79-6. 79/06/06. 17pp. 
49358:020-49358:036. 

8904190094 FOIA request for info in licensee files of Armson & Self- Power Lighting. 
KRUGER.K.S. Kaplan, Russin & Vecchi. 89/02/27. GRIMSLEY.D. Division of Free- 
dom of Information & Publications Services (Post 890205). 2pp. 49358:037-49358:038. 

8904190099 Partial response to FOIA request for records.App A & B documents avail- 
able In PDR.App B records end. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/13. KRUGER. K. Kaplan, Russin & Vecchi. 4pp. 49358:039-49358:069. 

—7907030471 Ack receipt of application for renewal of Matl/Byproduct License 31- 
1581 9-01 E.Requests addi info re specific mfg & model numbers of light resources to 
be gunsights. 

BASSIN.N. Materials Licensing Branch. 97422. 79/05/24. HARPER.R. Self-Powered 
Lighting. Ltd. Ip. 49358:055-49358:055. 

-8103100022 Requests date that renewal of Matl/Byproduct License 31 -1581 9-01 E can 
be expected. 

HARPER.R.G. Self-Powered Lighting. Ltd. 06514. 81/01/16. JONES.J. Materials Li- 
censing Branch. Ip. 49358:058-49358:058. 

—8203230093 Matl Byproduct License 31 -1581 9-01 E authorizing vendor to distribute trit- 
ium contained in gunsights mounted. on hand guns to persons exempt from licensing. 
BELL.J.M. Atomic Energy Commission. 73/11/12. Ip. 49358:050-49358:050. 

—8704140285 Confirmatory Action Ltr CAL-RIII-87-004 re 870407 telcon concerning un- 
authorized distribution of sealed light sources containing byproduct matl for use on 
archery bows.Licensee will cease distribution of sources until license amended. 
DAVIS.A.B. Region 3. Ofc of the Director. CAL-RIII-87-04. 87/04/08. BINDON.G. 
Armson. Inc. Ip. 49358:046-49358:046. 
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-8901130300 Advises of determination that Armson did distribute archery sights con- 
taining tritium, per 870420 request.Agreement of Armson to cease distribution until Li- 
cense 21-1 9874-02E amended noted.Record of telcon & related info end. 
AXELSON.W.L. Region 3, Ofc of the Director. 87/06/05. MILLER, V.’L Medical, Aca- 
demic & Commercial Use Safety Branch. 2pp. 49358:044-49358:045. 

-8904190121 Responds to 870407 telcon re info on how to apply for license under 
10CFR32.22 to sell archery sight pins containing H-3. 

MILLER, V.L Medical, Academic & Commercial Use Safety Branch. 87/04/20. 
/Kelson, W. Region 3, Ofc of the Director. Ip. 49358:043-49358:043. 

-8904190126 Application for renewal of License 21-19874-02E.Fee paid. 

BINDON.G.A. Armson, Inc. 88/12/27. BELL,S.W. Medical, Academic & Commercial 
Use Safety Branch. Ip. 49358:047-49358:047. 

-8904190139 Remits fee for 730709 application for license. 

HEGARTY,W. Self-Powered Lighting, Ltd. 73/08/09. MILLER.W.O. Atomic Energy 
Commission. 1p. 49358:048-49358:048. 

-8904190144 Requests listed addi info re 730709 application for license, including con- 
firmation that modified guns will bear marking “Self-Powered Lighting,Ltd” & letter T. 
GIANNELLI,J.M. Atomic Energy Commission. 39323. 73/10/05. HtGARTY.W. Self- 
Powered Lighting, Ltd. 1 p. 49358:049-49358:049. 

-8904190151 Forwards notice of issuance & summary statements re License 31-15819- 
01 E issued to Self-Power Lighting,Ltd. 

MALARO.J.C. Atomic Energy Commission. 73/11/12. KARAS, F. Office of the Secre- 
tary of the Commission. Ip. 49358:051-49358:051. 

-8904190158 Advises that rept of distribution for 1974-1978 not submitted for License 
31-1 581 9-01 E. 

BASSIN.N. Radioisotopes Licensing Branch (Pre 790501). 78/10/13. HEGARTY.W. 
Self-Powered Lighting, Ltd. Ip. 49358:052-49358:052. 

-8904190165 Advises that repts furnished under License 31-07692-01 for yrs 1977- 
1978 are repts for License 31-07692-03E. 

CODRARO L.F. Bulova Watch Co., Inc. 3967. 78/10/31. BASSIN.N. Radioisotopes Li- 
censing Branch (Pre 790501). Ip. 49358:053-49358:053. 

-8904190171 Requests 30 day extension for License 31-15819-01 E to allow submittal 
of application for renewal. 

HARPER RG. Self-Powered Lighting, Ltd. 4188. 78/11/27. Radioisotopes Licensing 
Branch (Pre 790501). Ip. 49358:054-49358:054. 

-8904190176 Advises that response to 790524 request for add! info re application for 
renewal of License 31 -1581 9-01 E required within 30 days or application will be denied 
& license terminated. 

BASSIN,N. Materials Licensing Branch. 79/08/28. HARPER, R. Self-Powered Lighting, 
Ltd. Ip. 49358:056-49358:056. 

-8904190181 Advises that response to 790524 & 0828 requests for addI info re appli- 
cation for renewal of License 31-1 5819-01 E will be submitted by 791001. 
HARPER,R.G. Self-Powered Lighting, Ltd. 2609. 79/09/12. BASSIN.N. Materials Li- 
censing Branch. 1p. 49358:057-49358:057. 

-8904190187 Ack receipt of application for renewal of License 31 -1581 9-01 E. 

HICKEY, J.W. Materials Licensing Branch. 97422. 81/03/08. HARPER, R.G. Self-Pow- 
ered Lighting, Ltd. Ip. 49358:059-49358:059. 

-8904190190 Forwards Amend 1 to License 31 -1581 9-01 .renewing license. 

HICKEY, J.W. Materials Licensing Branch. 97422. 82/08/06. HEGARTY.W.H. Self- 
Powered Lighting, Ltd. 1 p. 49358:060-49358:060. 


-8904190279 Recommends listed changes per 840427 telex & Project PHI/9/013-01. 
GORE, A. Office of International Programs, Director (Pre 870413). 84/05/11. 
GONZAGA,V.R. International Atomic Energy Agency. Ip. 49358:153-49358:153. 

-8904190295 Expresses reservations re 2-3 month assignment to Manila to correctly 
define OL conditions,including Tech Specs. 

LAFLEUR.J.D,, GORE.A.E.M. Office of International Programs, Director (Pre 870413). 
84/06/04. GONZAGA.V.R. International Atomic Energy Agency. Ip. 49358:154- 
49358:154. 

-8904190298 Responds to 840801 Itr re NRC cooperation w/PAEC.NRC policy pre- 
vents performance of PSAR or FSAR reviews or otherwise assuming regulatory re- 
sponsibility for foreign reactors. 

LAFLEUR.J.D. Office of International Programs, Director (Pre 870413). 84/08/27. Phil- 
ippines, Govt. of. 1p. 49358:155-49358:155. 

-8904190301 Advises that Brinkman available to go to Philipines on 841008-19 or 
841015-26 for review of Tech Specs. 

LAFLEUR.J.D., CORE.A.E.M. Office of International Programs, Director (Pre 870413). 
84/08/30. GANZAGA.V.R. International Atomic Energy Agency. 2pp. 49358:156- 
49358:157. 

-8904190313 Requests to be advised if dates of 841022-1102 acceptable for Brinkman 
trip to Philipines. 

GORE, A.. LAFLEUR.J.D. Office of International Programs, Director (Pre 870413). 84/ 
09/27. GONZAGA.V.R. International Atomic Energy Agency. Ip. 49358:158- 
49358:158. 

-8904190316 Forwards reporting instructions for forthcoming mission to Philipines as 
expert under project "Nuclear Licensing & Regulation." 

NETHSINGHE.D.A. International Atomic Energy Agency. 84/10/05. BRINKMAN NRC 
- No Detailed Affiliation Given. 22pp. 49358:159-49358:180. 

-8904190320 Provides general guidance for NRC experts on IAEA sponsored assist- 
ance mission to Philipines. 

LAFLEUR.J.D. Office of International Programs, Director (Pre 870413). 84/10/10. 
BRINKMAN.D. Standardization & Special Projects Branch. 11pp. 49358:181- 
49358:191. 

-8904190321 Expresses appreciation for assistance re Tech Specs. 

NACARIO.V.V. Philippines, Govt. of. 84/11/13. BRINKMAN.D.S. Division of Licensing 
(800428-851124). 7pp. 49358:192-49358:198. 

-8904190327 Forwards proposed program for scientific visit of AJ Mateo PAEC. 
LAFLEUR.J.D. Office of International Programs, Director (Pre 870413). 84/12/20. 
DEYOUNG.R.C. Ofc of Inspection & Enforcement. Director (820201-870413). 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
HELTEMES,C.J. Office for Analysis & Evaluation of Operational Data, Director. 8pp. 
49358:199-49358:206. 

-8904190331 Responds to 851007 telex re NRC requirements for preoperational tests 
preformed before issuance of OLTests not required unless sys modified. 

HAUBER.R., GORE, A. Office of International Programs, Director (Pre 870413). 85/10/ 
10. ALETA,C.R. Philippines, Govt. of. 33pp. 49358:207-49358:239. 

-8904190336 Forwards "Final Rept of Review of Proposed Tech Specs for Philipine 
Nuclear Power Plant." 

BRINKMAN.D.S. Division of Licensing (800428-851124). 84/11/20. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). EISENHUT.D.G., 
MfRAGLIA,F.J. Division of Licensing (800428-851124). Ip. 49358:240-49358:240. 


-8904190196 Forwards License 22-23395-01 issued to Magnum Research, Inc, per 
850304 request. 

HICKEY, J.M. Materials Licensing Branch. 85/03/15. HENRIQUEZ.J. Self-Powered 
Lighting, Ltd. 1p. 49358:061-49358:061. 

-8904190200 License 22-23395-01 for Magnum Research,lnc,authorizing use of 130 Ci 
H-3 for possession, svc,replacement & redistribution of gunsights mounted on rifles 
specified in Condition 10. 

HICKEY, J.W. Materials Licensing Branch. 84/06/01 . 3pp. 49358:062-49358:064. 

-8904190204 Requests fee for 870505 application for amend & renewal of License 31- 
1581 9-01 E. 

JACKSON.G. License Fee Management Branch. 020188. 87/06/03. HENRIQUEZ.J. 
Self-Powered Lighting, Ltd. Ip. 49358:065-49358:065. 

-8904190206 Remits fee for 870505 application for amend to License 31 -1581 9-01 E, 
HENRIQUEZ.J. Self-Powered Lighting, Ltd. 87/06/05. HICKEY.J.W. Materials Licens- 
ing Branch. 1p. 49358:066-49358:066. 

-8904190211 Remits fee for application for renewal of License 31 -1581 9-01 E. 
HENRIQUEZ.J. Self-Powered Lighting, Ltd. 020188. 87/06/10. JACKSON.G. License 
Fee Management Branch. 1 p. 49358:067-49358:067. 

-8904190214 Ack receipt of application for renewal of License 31-15819-01E.Record of 
871125 telcon end. 

CARRICO.J.B. Medical, Academic & Commercial Use Safety Branch. 020188. 87/08/ 
1 1 . Self-Powered Lighting, Ltd. 2pp. 49358:068-49358:069. 

8904190265 Partial response to FOIA request for records.App C records end & avail- 
able in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205), 89/04/11. POTTSCHMIDT.F. Morgan, Lewis & Bockius. 3pp. 49358:070- 
49358:289. 

-8904190268 Forwards background info for review of FSAR for Philippine AEC. 
BERKOW.H. NRC - No Detailed Affiliation Given. 83/10/25. EISENHUT NRC - No De- 
tailed Affiliation Given. 100pp. 49358:076-49358:147. 

-8904190272 Forwards background info from IAEA & ANL requesting NRC assistance 
w/technical assistance project in Philippines in area of Tech Specs. 

U\FLEUR,J.D. Office of International Programs, Director (Pre 870413). 84/04/06. 
EISENHUT.D.G. Division of Licensing (800428-851124). 3pp. 49358:148-49358:150. 

“8904190275 Forwards job description for IAEA Post PHI/9/013-01. 

ROMAN, R.D. Argonne National Laboratory. 84/02/15. GORE, A. Office of International 
Programs. Director (Pre 870413). 2pp. 49358:151-49358:152. , 


—8904190337 "Final Rept on Review of Proposed Tech Specs for Philipine Nuclear 
Power Plant," 

* Division of Licensing (800428-851124). 84/11/30. 23pp. 49358:241-49358:263. 

-8904190343 Forwards IAEA-TA-2333, “Nuclear Licensing & Regulation Philipines Tech 
Specs." 

NETHSINGHE.D.A. International Atomic Energy Agency. 85/07/04. BRINKMAN NRC 
- No Detailed Affiliation Given. 22pp. 49358:264-49358:265. 

-8904190345 IAEA-TA-2333 "Nuclear Licensing & Regulation Philipines Tech Specs.” 
BRINKMAN.D.S. International Atomic Energy Agency. 85/06/21. 24pp. 49358:266- 
49358:289. 

8904190266 FOIA request for info re bidders list for RFP RS-ARM-89-170. 
MULLINGS.V.M. International Computers & Telecommunications, Inc. ICT-C-89-108. 
89/03/14. NRC - No Detailed Affiliation Given. Ip. 49358:301-49358:301. 

8904190276 Final response to FOIA request for documents. App A document totally 
withheld (ref FOIA Exemptions 4 & 5).Awarding of contract subj to request by 890801 
antidpated-Another FOIA request may be resubmitted once subj contract awarded. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/14. MULLINGS.V.M. International Computers & Telecommunications, 
Inc. 3pp. 49358:302-49358:304. 

8904190399 FOIA request for SECY-87-228 & related info. 

DARKE, J. Affiliation Not Assigned. 89/03/27. Division of Freedom of Information & 
Publications Services (Post 890205). 4pp. 49358:290-49358:293. 

8904190400 Final response to FOIA request for SECY-87-228-Releasable portions of 
App A documents end & available In PDR. Listed App A records withheld In whole or 
in part (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/14. DARKE,J. Affiliation Not Assigned. 3pp. 49358:294-49358:300. 

-8904190405 SECY-87-228 Partially withheld Request for hearing by Atlas Corp on 
denial of application to renew source matl license. 

MALSCH.M.G. Deputy General Counsel for Licensing & Regulation (Pre 890423). 87/ 
09/11. 4pp. 49358:297-49358:300. 

8904200098 FOIA request for most recent issue of "Update on Region III Contaminated 
Sites." 

BURGIN,R.E. Nuclear Energy Services (NES) Manufacturing. 89/03/27. 
ANDERSON, K. Division of Freedom of Information & Publications Services (Post 
890205). Ip. 49358:317-49358:317. 
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f*M2CM}1lO Fira resiX'Hse to fClA recjoes* for recordsJ\p^ A record end & available 


•3H;'MSuE''?‘,,D.H. >/;sjor cf Freedcre cf information &. Publications Services (Post 
zKlZr. ir ■'•i EiJRGLN.R. Kuciea’’ Energy Services (NES) Manufacturing. 2pp. 


r5C-J2CCt23 lo^s.sl.-o of ooartedv reot or. status of ccntaminated sites. 

’ = = :o" 2 :‘':re Ere:*.;''' 89/ '^.'SCoo. i335S;32G-49358;34S. 


i9C42OT22S 



'ssoorse to =0:- reousst ^o-' .'■eocrds.App E record end & available 
:;' 0 £ oar.a > * r..'.e.o .'ef FE.A Exemption 5). 

Dmsior: cf Freedom of Information & Publications Services (Post 
*7. EEwAi.R.R.H, Kirkpatrick & Lockhart 4pp. 49358:305-49358:316. 


-SKJ4200232 Advises that FEMA testimony in upcoming hearing on 1988 emergency 
r'i~r;r'; .rxe'cse s!"C'-!d d'scjss /.stec matters ;r, detaE 

.=E.= E - A£s.s:a;m Sere.-l So-.-se mr rea-gs. CL-5. S9/C2/C1. GUMMING, W.R. 
=ece*a. E”=';rro> Va-aoemem Fgerov. 3po. 4=358:31 1 -49353:3 '3. 


“"^M2CI0235 P 2 r::.a.'\' •A'*t‘T‘“S'’d memo *e re'/e'/V of pubf'c info document. 

FOX,E.F. .Beg;:- ' E*: o" ms E reotcr. 58. !-:..,SA.R,i W. Region 1, Ofc of the 

-kectCT Ip 4 =jE£ 3'* 4-4=355:3*' 4. 


-•M42CS0242 F,orAfaids oc'“r-e-ts or ut;’ 
8S06C7-C;'S of loca:' o"*s te rac o occa 

»©c!Of. 2fi.^4'9358:3*:5-493M:316."' 


response to FEMA post-exercise assessment 
eme'-genoy respo.nse p!an,RAC review com- 
:.'"Aa. o'cc.rure. 

88. 12/ '.5. rit,3AR,i.W. Region 1, Ofc of the 


S904200326 FOJA requeot dccuments re util from 640101 to 741231 & ACRS review 
or .ssw3r:e o' prc/:-s:;^a C'_ &.'cr full-term OL for util 

'//r ; . EFHA'-7,.y.. Eonner & Wetterhahn. 89/03/02. GRIMSLEY.D.H. NRG - No De- 
ta-.sc G.'.s-. 1p. 49445:322-43445:322. 


WW20033S Fma^ response to pQIA recuest for documents.Forwards App A 
Arc ^ documents alsc avs -.aoe i.r =ER.ACRS rept subi to request pub- 
;.v -m' " "SS/Vo! 2 '•Cor.o..at.o" o*' ACRS .Repts. * 

- " 3'v:s:.c r of Freedom of Information & Publications Services (Post 
'2- WE'i rERHAHN.M.J. Conner & Wetterhahn. 3pp. 49445:323- 


-8904200431 Comments on util FSAR.dtd June 1967 & Amend 3 did 670714. 

* Commerce, Dept. of. 67/12/18. 3pp. 49446:023-49446:024. 

-8904200432 Forwards AEG 680220 Itr requesting addi info re quality control 
program, design changes, instrumentation, etc. 

MORRIS,P.A. Atomic Energy Commission. 68/02/21. ZABEL,C.W. ACRS - Advisory 
Committee on Reactor Safeguards. 1 p. 49446:025-49446:025. 

-8904200433 Requests addI info re application for const permit & OL for util.List of spe- 
cific comments end. 

MORRIS, P.A. Atomic Energy Commission. 68/02/20, PRATT, M.H. Niagara Mohawk 
Power Corp. 13pp. 49446:026-49446:038. 

-8904210361 Forwards AEC 680606 Itr w/list of comments re addi info required about 
seismic design, transient analysis & accident design considerations. 

MORRIS, P.A. Atomic Energy Commission. 68/06/20. ZABEL.C.W. ACRS - Advisory 
Committee on Reactor Safeguards. 1p. 49446:039-49446:039. 

-8904210363 Requests for addi Info re seismic design, transient analysis & accident 
design considerations in support of 670601 Amend 2 to application for const permit & 
OL for util, per 680410-11 discussion w/licensee. 

MORRIS,P.A. Atomic Energy Commission. 68/06/06. PRATT,M.H. Niagara Mohawk 
Power Corp. 12pp. 49446:040-49446:051. 

-8904210366 Forwards AEC 680731 Itr to util requesting addi info re facility electrical 
sys,instrument air sys & actuation signals for ESF. 

MORRIS, P.A. Atomic Energy Commission. 68/08/08. ZABEL.C.W. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 49446:052-49446:052. 

—8^4210369 Requests for addi info re util electrical sys, Instrument air sys & actuation 
sisals for ESF in support of 670601 Amend 2 application for provisional OL for util. 
MORRIS,P.A. Atomic Energy Commission, 68/07/31. PRATT, M.H. Niagara Mohawk 
Power Corp. 3pp. 49446:053-49446:055. 

—8904210375 Forwards AEC 680813 Itr requesting util to furnish info re design mods 
in^^ control rod drive hydraulic line penetrations to util primary containmenUor 

MORRIS, P.A. Atomic Energy Commission. 68/08/16. ZABEL.C.W. ACRS - Advisory 
Committee on Reactor Safeguards. 1p. 49446:056-49446:056. 


r.nary nep! 


54/:6/0S. KOLTS.H. ACRS ■ Advisory Com- 
mttee on Reactor Safso-aros. t:. 454^5:326-49^45:326. 

^ 'js WeaSe: B-jraat Er.vL-on on "Niaoara Mohawk 
ll" per -ep: ■ N;r,e Mi, a Fo:n: Nuclear Stalbn.Vol 1 4 

Hazards Sumrrra- 
* Atmospheric''Administration. 2991. 64/05/ 

- 

Power Co. 

7 :P'*p^ application for CP. 

mwjBu energy uor 2Scp. 4g445;344.49446-o-!i 

- Advisory Com- 

aS nef' ‘° 

Cownerce, D^l Of. 64/10/(^. Ip. 49446:013-49446:013 ^ 



Niagara Mohawk 

■■^^^ta£n';»»oStoirP^.5^ P" -^^sara Mohawk 

CoramWae ai Reactor Saf^uards. Ip. 

^ ~Pn for p^vi- 

&WW 4pp, 49446:017-49446:020 PRICE, H.L Atomic 

®^^’2/29. MORR,s.Pa Atomic Energy 


-8904210385 Requests for Info listed re design mods to control rod drive hydraulic line 
penetrations to util primary containment. 

MCRRIS,P.A. Atomic Energy Commission. 68/08/13. PRATT, M.H. ACRS - Advisory 
Committee on Reactor Safeguards. 2pp. 49446:057-49446:059. 

prepared w/WJ Hall re seismic design of plant, w/as- 
sistance of WH Walker.Rept based on FSAR.on ref to certain sections in preliminary 
KSISfo'!!) on applicant presentations during 680710-11 site visit 

UoDDicDr'K* M. Newrnark Consulting Engineering Services. 68/10/23. 

MORRIS, P.A. Atomic Energy Commission. 10pp. 49446:060-49446:069. 

requesting licensee to furnish info re repair & 

, & plans for implementing surveillance program 
vessel sensitized stainless steel matl. 

l!l Eneray Commission. 69/02/20. HANAUER,S.H. ACRS - Adviso- 

ry Committee on Reactor safeguards. 1p. 49446:070-49446:070. 

*i 5 Tsu^nrnnrflm ‘‘n^P'enienting surveillance program & details 

Ja7%a'"pSiefto;TG&ETeS3o'^ 

Niagara Mohawk 

'^Dressure^tliensSfltinlfwfP'’®^^^ ^®^**'^* including reactor 

atiom ^ vesseMsolation valve failure, mam steam line isolation valve,ECCS & oper- 

r2E»2?9£i:4- Detailed Affiliation Given. 69/02/24. GASKE M NRC - No 

Detailed Affiliation Given. Ip. 49446:072-49446:072. ^ ^ ivnuv ino 

*^tor Ve^lr memorandum on “Corrosion Evaluation - Nine Mile Point Reac- 

'DEYOUNG, R.C. Atomic Energy 


MILLER.EC.. PATRIA 
49446:078-49446:080. 


‘rtiARCA.P. Oak Ridge National Laboratory. 69/03/07. 3pp. 

Niagara Mohawk Power Corp application for provisional 
^Jtor piantconcluding that plant can be operated w/o endangering public health™ 



Evaluation - Nine Mile Poini 
^CRS . Advise. 
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“8904240321 Forwards rept on Niagara Mohawk Power Corp application for power in- 
crease for Nine Mile Point Nuclear Station for ACRS review. 

MORRIS, P.A. Atomic Energy Commission. 70/11/23. HENDRIE.J.M. ACRS - Advisory 
Committee on Reactor Safeguards. 1p. 49446:301-49446:301. 

“8904240332 "Nine Mile Point Nuclear Station - Power Increase." 

* Atomic Energy Commission. 70/11/23. 30pp. 49446:302-49446:354. 

“8904240356 Forwards SER re Niagara Mohawk Power Corp application for full-term 
OL for util.ACRS review complete except unresolved items listed. Complete rev of 
Tech Specs indicated in subj SER. 

GOLLER.K.R. Atomic Energy Commission. 74/07/03. STRATTON, W.R. ACRS - Advi- 
sory Committee on Reactor Safeguards. 2pp. 49446:355-49446:356. 

“8904240365 Confirms 740624 meeting re author review of util SER & concurrence 
subj to revs discussed. 

KETCHEN.E. Office of the General Counsel (Post 860701). 74/06/25. DEBEVEC.C. 
NRC - No Detailed Affiliation Given. 1 p. 49446:357-49446:357. 

“8904240374 Forwards SuppI 1 to SER on recipient application for full-term OL for util. 
LEAR.G. Atomic Energy Commission. 74/11/15. RAYMOND, P.D. Niagara Mohawk 
Power Corp. 2pp. 49446:358-49446:359. 

“8904240387 Suppl 1 to AEC SER re licensee conversion from provisional OL to full- 
term OL for util. 

* Atomic Energy Commission. 74/11/15. 5pp. 49446:360-49447:004, 

“8904240440 Informs of completion of review of application by Niagara Mohawk Power 
Corp for conversion of util provisional OL to full-term OL during ACRS 740905-07 
meeting.Concurs in subj license conversion. 

STRATTON,W.R. ACRS - Advisory Committee on Reactor Safeguards. 74/09/10. 
RAY.D.L. Atomic Energy Commission. 3pp. 49447:005-49447:007. 

“8904200363 Forwards for Committee use, “Niagara Mohawk Power Co, Preliminary 
Hazards Summary Rept - Nine Mile Point Nuclear Station, Vol I & II, US Weather 
Bureau Comments on Hazards Summary Rept." 

CASE,E.G. Atomic Energy Commission. 64/06/08. KOUTS.H. ACRS - Advisory Com- 
mittee on Reactor Safeguards. 1 p, 49445:326-49445:326. 

-8904200372 Forwards comments of US Weather Bureau Environ on “Niagara Mohawk 
Power Co, Preliminary Hazards Summary Rept - Nine Mile Point Nuclear Station, Vol I & 
II," per 640422 request. 

BELTER, W.G. Environmental Evaluation Branch (Pre 790625). 64/06/01. CASE,E.G. 
Atomic Energy Commission. Ip. 49445:327-49445:327. 

“8904200387 Comments on, "Niagara Mohawk Power Co, Preliminary Hazards Summa- 
ry Rept - Nine Mile Point Nuclear Station, Vol I & II Dtd Apr 1964." 

* Commerce, Dept, of. National Oceanic & Atmospheric Administration, 2991 . 64/05/ 
20. 3pp. 49445:328-49445:330. 

“8904200394 Requests for addi info re application for provisional CP for proposed nu- 
clear station.List of questions end. 

DOAN.R.L. Atomic Energy Commission. 64/07/10. PRATT, M.H. Niagara Mohawk 
Power Corp. 12pp. 49445:331-49445:342. 

“8904200401 Forwards rept re Niagara Mohawk Power Co. 

DOAN,R.L. Atomic Energy Commission. 64/09/21 . KOUTS,H. ACRS - Advisory Com- 
mittee on Reactor Safeguards. 1 p. 49445:343-49445:343. 

“8904200404 Rept to ACRS re Niagara Mohawk Power Corp application for CP. 

* Atomic Energy Commission. 64/09/21. 28pp, 49445:344-49446:011. 

“8904200409 Forwards US Weather Bureau 641 006 comments on licensee “First Suppl 
to Preliminary Hazards Summary Rept Nine Mile Point Nuclear Station," dtd Aug 
1964. 

CASE.E.G. Atomic Energy Commission. 64/10/14. KOUTS,H. ACRS - Advisory Com- 
mittee on Reactor Safeguards. Ip. 49446:012-49446:012. 

“8904200416 "Comments on Niagara Mohawk Power Co First Suppl to Preliminary 
Hazards Summary Rept Nine Mile Point Nuclear Station dtd Aug 1964.” 

* Commerce, Dept. of. 64/10/06. Ip. 49446:013-49446:013. 

“8904200426 Forwards ACRS repts re Dresden Units 2 & 3 & Millstone Point BWRS for 
info & guidance in preparation of technical info in support of application for provisional 
OLSpecial consideration of adequacy of ECCS for util suggested. 

MORRIS, P.A. Atomic Energy Commission. 66/10/20, PRATT,M.H. Niagara Mohawk 
Power Corp. 2pp. 49446:014-49446:015. 

“8904200427 Forwards Fish & Wildlife Svc 671206 comments on Niagara Mohawk 
Power Corp application for provisional OL,FSAR,Vols I & II dtd June 1967 for review. 
MORRIS,P.A. Atomic Energy Commission. 67/12/15. PALLADlNO,N. ACRS - Advisory 
Committee on Reactor Safeguards. 1p. 49446:016-49446:016. 

“8904200428 Provides comments on Niagara Mohawk Power Corp application for provi- 
sional OL for util.While proposed radiological monitoring program appears 
satisfactory,concept of sampling not sound.Recommendations listed. 

* Interior, Dept, of, Fish & Wildlife Service. 3990. 67/12/06. PRICE,H.L. Atomic 
Energy Commission. 4pp. 49446:017-49446:020. 

“8904200429 Forwards Environ Science Svcs Administration 671218 comments on 
FSAR & Amend 3 to Niagara Mohawk application for provisional OL for review. 
MORRIS, P.A. Atomic Energy Commission. 68/01/09. ZABEL,C,W. ACRS - Advisory 
Committee on Reactor Safeguards. 1p. 49446:021-49446:021. 

“8904200430 Forwards Environ Science Svcs Administration 671218 comments on 
Nine Mile Point Nuclear Station FSAR dtd June 1967 & Amend 3 dtd 670714 per 
671218 request. 

SHAW,M. Atomic Energy Commission. 4209. 67/12/29. MORRIS,P.A. Atomic Energy 
Commission. 1p. 49446:022-49446:022, 

“8904200431 Comments on util FSAR.dtd June 1 967 & Amend 3 dtd 670714. 

* Commerce, Dept, of, 67/12/18. 3pp. 49446:023-49446:024. 

“8904200432 Forwards AEC 680220 Itr requesting addI Info re quality control 
program,de8ign changes, instrumentation, etc. 

MORRIS,P.A. Atomic Energy Commission. 68/02/21. ZABEL,C.W. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 49446:025-49446:025. 


“8904200433 Requests addi info re application for const permit & OL for util.List of spe- 
cific comments end, 

MORRIS,P.A. Atomic Energy Commission. 68/02/20. PRATT,M.H. Niagara Mohawk 
Power Corp. 13pp. 49446:026-49446:038. 

“8904210361 Forwards AEC 680606 Itr w/list of comments re addi info required about 
seismic design,transient analysis & accident design considerations. 

MORRIS, P.A. Atomic Energy Commission. 68/06/20. ZABEL,C.W. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 49446:039-49446:039. 

“8904210363 Requests for addi info re seismic design, transient analysis & accident 
design considerations in support of 670601 Amend 2 to application for const permit & 
OL for util,per 680410-11 discussion w/licensee. 

MORRIS,P.A. Atomic Energy Commission. 68/06/06. PRATT,M.H. Niagara Mohawk 
Power Corp. 12pp. 49446:040-49446:051. 

“8904210366 Forwards AEC 680731 Itr to util requesting addi info re facility electrical 
sys,instrument air sys & actuation signals for ESF. 

MORRIS, P.A. Atomic Energy Commission. 68/08/08. ZABEL,C.W. ACRS - Advisory 
Committee on Reactor Safeguards. 1p. 49446:052-49446:052. 

“8904210369 Requests for addi info re util electrical sys,instrument air sys & actuation 
signals for ESF in support of 670601 Amend 2 application for provisional OL for util. 
MORRIS,P.A. Atomic Energy Commission. 68/07/31. PRATT, M.H. Niagara Mohawk 
Power Corp. 3pp. 49446:053-49446:055. 

“8904210375 Forwards AEC 680813 Itr requesting util to furnish info re design mods 
made to control rod drive hydraulic line penetrations to util primary containment,for 
info. 

MORRIS,P.A. Atomic Energy Commission. 68/08/16. ZABEL.C.W. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 49446:056-49446:056. 

“8904210385 Requests for info listed re design mods to control rod drive hydraulic line 
penetrations to util primary containment. 

MORRIS,P.A. Atomic Energy Commission. 68/08/13. PRATT, M.H, ACRS - Advisory 
Committee on Reactor Safeguards. 2pp. 49446:057-49446:059. 

“8904240229 Provides final rept prepared w/WJ Hall re seismic design of plant,w/as- 
sistance of WH Walker.Rept based on FSAR,on ref to certain sections in preliminary 
hazard summary rept & on applicant presentations during 680710-1 1 site visit. 
NEWMARK,N,m. Nathan M. Newmark Consulting Engineering Services. 68/10/23. 
MORRIS,P.A. Atomic Energy Commission. 10pp. 49446:060-49446:069. 

“8904240232 Forwards AEC 690219 Itr requesting licensee to furnish info re repair & 
insp of defective stub tube field welds & plans for implementing surveillance program 
for util pressure vessel sensitized stainless steel matl. 

MORRIS,P.A. Atomic Energy Commission. 69/02/20. HANAUER,S.H. ACRS - Adviso- 
ry Committee on Reactor Safeguards. 1 p. 49446:070-49446:070. 

“8904240236 Advises to submit plans for implementing surveillance program & details 
of subj program for AEC review. Program required per 690123 discussion between Ni- 
agara Mohawk Power Corp & General Electric Co. 

MORRIS, P.A. Atomic Energy Commission. 69/02/19. PRATT,M.H. Niagara Mohawk 
Power Corp. 1p. 49446:071-49446:071. 

“8904240243 Lists matters representing major review areas for facility, including reactor 
pressure vessel, Isolation valve failure, main steam line isolation valve, ECCS & oper- 
ation. 

TEDESCO,R.L NRC - No Detailed Affiliation Given. 69/02/24. GASKE.M. NRC - No 
Detailed Affiliation Given. Ip. 49446:072-49446:072. 

“8904240254 Forwards memorandum on “Corrosion Evaluation - Nine Mile Point Reac- 
tor Vessel." 

CHENG, C.F, Argonne National Laboratory. 69/03/04. DEYOUNG, R.C. Atomic Energy 
Commission. 4pp. 49446:073-49446:076. 

“8904240260 Fonwards ORNL EC Miller & P Patraiarca 690307 consulting rept on util 
reactor vessel for Committee review. 

MORRIS,P.A. Atomic Energy Commission. 69/03/17. HANAUER,S.H. ACRS - Adviso- 
ry Committee on Reactor Safeguards. 1 p. 49446:077-49446:077. 

“8904240263 Consulting rept on Nine Mile Point reactor vessel. 

MILLER, E.C., PATRIARuA,P. Oak Ridge National Laboratory. 69/03/07. 3pp. 
49446:078-49446:080. 

“8904240271 Forwards SER re Niagara Mohawk Power Corp application for provisional 
OL for plant, concluding that plant can be operated w/o endangering public health & 
safety. 

MORRIS, P.A. Atomic Energy Commission. 69/03/24. HANAUER.S.H. ACRS - Adviso- 
ry Committee on Reactor Safeguards. 1p. 49446:081-49446:081. 

“8904240278 Safety evaluation of Nine Mile Point plant supporting conclusion that plant 
can be operated w/o endangering public health & safety. 

* Atomic Energy Commission. 69/03/24. 208pp. 49446:082-49446:289. 

“8904240305 Forwards CF Cheng 690324 rept, "Corrosion Evaluation - Nine Mile Point 
Reactor Vessel,” for Committee info. 

MORRIS, P.A. Atomic Energy Commission. 69/04/03. HANAUER.S.H. ACRS - Adviso- 
ry Committee on Reactor Safeguards. 1 p. 49446:290-49446:290. 

“8904240307 "Corrosion Evaluation - Nine Mile Point Reactor Vessel." 

CHENG, C.F. Argonne National Laboratory. 69/03/24. 3pp, 49446:291-49446:293. 

“8904240313 Forwards H Denton 700518 Itr to RW Staehle re recommendations for 
course of action to be taken for repair of safe ends on reactor vessels of utils for 
Committee use. 

MORRIS,P.A, Atomic Energy Commission. 70/05/02. HENDRIE.J.M. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 49446:294-49446:300. 

“8904240321 Forwards rept on Niagara Mohawk Power Corp application for power in- 
crease for Nine Mile Point Nuclear Station for ACRS review. 

MORRIS, P.A. Atomic Energy Commission. 70/11/23. HENDRIE.J.M. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 49446:301-49446:301 . 

“8904240332 “Nine Mile Point Nuclear Station - Power Increase." 

* Atomic Energy Commission. 70/11/23. 30pp. 49446:302-49446:354. 
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*-i®042403SB Forward® SER r« Niagara Mohawk Powar Corp aijpllcation for full»tarm 
OL for utlLACRS ravlaw completa ©xoapt urtrasolvad Hama llatad.CompIsta r®v of 
Tach Spac® Indicatad In subj SER. 

QOLLER.K.R. Atomic Enargy Commission. 74/07/03. STRATTON, W.R. ACRS - Advl- 
scry Committs® on Reactor Safeguards. 2pp. 49446:355-49446;356. 

-1904240365 Confirms 740624 meeting re author review of util SER & concurrence 
subj to revs discussed. 

KETCHEN.E. Office of the General Counsel (Post 860701). 74/06/25. DEBEVEC.C. 
NRC • No Detailed Affiliation Given. Ip. 49446:357-49446:357. 

-6904240374 Forwards SuppI 1 to SER on recipient application for full-term OL for util. 
LEAR.G. Atomic Energy Commission. 74/11/15. RAYMOND, P.D. Niagara Mohawk 
Power Corp. 2pp. 49446:358-49446:359. 

-6904240387 SuppI 1 to AEC SER re licensee conversion from provisional OL to full- 
term OL for util. 

* Atomic Energy Commission. 74/11/15. 5pp. 49446:360-49447:004. 

-6904240440 Informs of completion of review of application by Niagara Mohawk Power 
Con^ for conversion of util provisional OL to full-term OL during ACRS 740905-07 
meeting-Concurs In subj license conversion. 

STRAtTON.W.R. ACRS - Advisory Committee on Reactor Safeguards. 74/09/10. 
RAY.D.L Atomic Energy Commission. 3pp. 49447:005-49447:007. 

8904250336 FOIA request for documents re enforcement history, including insp records 
of Radiation Sterilizer of Decatur, GA, from Jan 1988 to present. 

ALBRECHT, K. National Coalition to Stop Food Irradiation, Inc, 89/03/19, 
ROBINSON.L. Office of Administration (Post 890205). Ip. 49501:001-49501:001. 

6904250341 Rnal response to FOIA request for documents.No agency records subj to 
request located.Informs that NRC transfers files of licensed facilities to Agreement 
States. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/21. ALBRECHT, K. National Coalition to Stop Food Irradiation, Inc. Ip. 
49501:002-49501:002. 

6904250415 FOIA request for documents re Contract NRC-02-88-004 & successful pro- 
posal in response to RFP NMS-88-004, “Study on Training & Experience Criteria for 
Personnel Involved in Medical Use of Byproduct Matl." 

STAFFORD, M.D. ERG International. Inc. 88/12/09. WIGGINS.E.J. Division of Con- 
tracts & Property Management (880515-890204). 1p. 49501:003-49501:003. 

8904250419 Rnal response to FOIA request for documents.Forwards nonproprietry ver- 
sions of App A documents.Su^ documents also available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/21. STAFFORD.M.D. ERC International, Inc. 2pp. 49501:004- 
49501:073. 

-8904250421 Submits proposal to conduct study on training & experience criteria for 
personnel involved In medical use of byproduct matl in response to RFP RS-NMS-88- 
004.Proposal submitted in Vois i,ll & 111 as listed. 

COHEN, S. SC&A, Inc. 88/08/05. MCLEAREN.T. Division of Contracts & Property 
Management (880615-890204). Ip. 49501:006-49501:006. 

—8904250425 Nonproprietary version of “Study on Training & Experience Criteria for 
Personnel Involve in Medical Use of Byproduct Matl." 

* SC&A, Inc. RS-NMS-88-004. 88/08/05. MCLEAREN,T. Division of Contracts & Prop- 
erty Management (880515-890204). 53pp. 49501:007-49501:059. 

-8904250426 Submits best & final offer re proposal to conduct study on training & ex- 
perience criteria for personnel involved in medical use of byproduct matl in two parts 
dS listoci 

COHEN.S. SC&A, Inc. 88/09/21. MCLEAREN.T. Division of Contracts & Property 
Management (880515-890204). Ip. 49501:060-49501:060. 


•-8803140141 Advises that regions will be leading emergency operating team Inaps at 
16 sites between Mar & JuT 1988, In accordance w/Div of Licensee Performance & 
Quality Evaluation plan approved by SnIezek. Details discussed. 

MARTIN, T.T. Associate Director for Inspection & Technical Assessment (Poet 
870411). 88/03/02. MIRAQLIA.F.J. Associate Director for Projects (Post 870411), 
19pp. 49505:268-49505:286. 

-8904260268 Forwards NRR responses to Senator Kennedy questions on proposed re- 
start. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 88/03/ 
31. REHM.T.A. Ofc of the Executive Director for Operations. 200pp, 49501:342- 
49502:195. 

-8904260274 Forwards Congressman Markey request for hearing to discuss mgt prob- 
lems at nuclear power plants.lE has lead to develop testimony & background & NRR 
lead to develop responses to several specific questions. 

FUNCHES.J.L. Planning & Program Analysis Staff (851125-870411). 86/06/25. 
MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (851125-870411). 
SPEIS.T.P. Division of Safety Review & Oversight (851125-870411). RUSSELL, W.T. 
Division of Human Factors Technology (851125-870411). 2pp. 49502:228-49502:229. 

—8904260278 FonArards show cause petition & Lieberman 860724 memo to Taylor for 
direction in preparation of director’s decision. 

LEECH.P. BWR Project Directorate 1. 86/08/07. UINAS,G. NRC - No Detailed Affili- 
ation Given. Ip. 49502:230-49502:230. 

-8904260281 Advises that due date for director’s decision on 860715 show cause peti- 
tion extended until 860929. 

LEECH.P. BWR Project Directorate 1. 86/08/14. LAINAS.G. NRC - No Detailed Affili- 
ation Given. Ip. 49502:231-49502:231. 

-8904260285 Submits schedule for response to petition to show cause. Related docu- 
mentation end. 

LEECH.P. BWR Project Directorate 1. 86/04/27. LAINAS.G. Division of Boiling Water 
Reactor (BWR) Licensing (851125-870411). 79pp. 49502:232-49502:308. 

-8904260295 Advises that sponsorship of proposal for enhancing BWR Mark I contain- 
ments shifted to Ofc of Research due to reorganization. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (851125-870411). 87/ 
04/10. STELLO.V. Ofc of the Executive Director for Operations. 1p. 49502:345- 
49502:345. 

-8904260302 Forwards final draft of options paper for proposals for enhancing BWR 
Mark I containments. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
10. BECKJORD.E. Office of Nuclear Regulatory Research, Director (Pre 860720). 
61pp. 49502:346-49603:046. 

—8904260401 Forwards questions & answers to address issues that effluent releases 
have been from facility & minimal impact of releases on public. 

BELUMY.R.R. Region 1. Ofc of the Director. 87/04/23. MARTIN, T.T. Region 1, Ofc 
of the Director. 15pp. 49503:047-49503:061. 

-8904260408 Submits daily highllghtOn 870427, util senior vice president informed NRC 
that restart date had slipped from June to Aug 1987.Related info end. 

WESSMAN.R. Project Directorate 1-3. 87/04/29. MURLEY.T., SNIEZEK, J., 

MIRAGLIA.F. NRC - No Detailed Affiliation Given. 250pp. 49503:062-49503:312. 

-8904260412 Forwards "Evacuation Time Estimate & Beach Population 
Sheitering.Mobility Impaired & Special Facilities," for review & consideration. 
BELLAMY, R.R. Region 1, Ofc of the Director. 87/06/12. MATTHEWS, D.B. Emergency 
Preparedness Branch. Ip. 49503:313-49503:313. 


-8904250429 Nonproprietary version of addendum to Technical Proposal, “Study on 
Training & Experience Criteria for Personnel Involved in Medical Use of Byproduct 
Matl." 

* SC&A, Inc. RS-NMS-88-004, 89/09/21, MCLEAREN,T. Division of Contracts & Prop- 
erty Management (880515-890204). 13pp, 49501:061-49501:073, 


—8904270056 Forwards list of proposed agenda topics for 870629 meeting on restart 
issues.AddI agenda items requested by 870622. 

BOGER.B. Region 1. Ofc of the Director. 87/06/18. CONGEL.F., NOVAK, T, 
GRIMES, B. NRC - No Detailed Affiliation Given. 3pp. 49503:314-49503:316. 


8904260266 Partial response to FOIA request for records.App H/H records available In 
PDR.App I/I records end & available in PDR.App J/J & K/K records partially & com- 
pletely withheld, respectively (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/19. JOHNSON, G.E. Swidler & Berlin. 16pp. 49501:326-49504:338. 

-8605150229 Fonwards request for add! Info re 860127 "Guidelines for Permanent 
BWR Water Chemistry Installations” & 851001 Rev 1 to "Air Products Liquid Hydro- 
gen Storage Sys Hazardous Consequence Analysis." Response requested by 860630. 
RULMAN.LG. Plant Systems Branch (BWR). 86/06/08. NEILS, G.H, BWR Owners 
Group, 32pp. 49502:196-49502:227. 


—8610230109 Confirms that FEMA will provide NRC w/evaiuation of offsite emergency 
planning & preparedness issues raised In petition to prohibit restart of ptantEvaluation 
will be provided by 861 21 5. 

JORDAN, E.L DIv of Emergency Preparedness & Engineering Respon8e.lE(850212- 
870413). 86/10/16. KRIMM.R.W. Federal Emergency Management Agency. 36pp. 
49502:309-49502:344. 


-8707060019 Responds to V Stello 870420 memo directing NRR to determine recom- 
mended course of action re earlier proposals for initiative to enhance BWR contain- 
ment performance in event of severe core damage accldentAreas to consider listed. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/ 
29. STELLO.V. Ofc of the Executive Director for Operations. 6pp. 49503:321- 


—8904270062 Forwards documents supporting partial director’s decision. 

PATON.W.D. Office of the General Counsel (Post 860701). 87/06/25. NERSES. V. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 4pp. 49503:317- 
49503:320. 

—8904270073 Documents 860625 telcon w/R Bird re understanding that FEMA would 
issue evaluation rept on 870701 showing deficiencies in emergency plans, 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/07/ 
07. Office of Nuclear Reactor Regulation, Director (Post 870411). 16pp. 49503:325- 
49503:340. 

-6904270080 Forwards advance Commonwealth of MA Legislative Committee rept on 
Pilgrim. ^ 

WESSMAN.R. Project Directorate 1-3. 87/08/05. NRC - No Detailed Affiliation Given. 
Ip. 49503:349-49503:349. 

-8904270089 “Rept of Special Committee Established for Purpose of Making Investiga- 
tion & Study re Pilgrim Nuclear Generating Facility." 

* Massachusetts, Commonwealth of. 87/07/31. 250pp. 49603:350-49504:251. 

-8904270096 Discusses current status of rusty drywell spray header nozzles 
issue.Spray headers cut, hydro-lazed, inspected & header integrity restored. 
WESSMAN.R. NRC - No Detailed Affiliation Given. 87/09/24. NERSES. V. NRC - No 
Detailed Affiliation Given, 12pp. 49504:252-49504:262. 


-8707230491 Forwards RG Bird 870630 Itr to PW Agnes providing repts on offsit 
emergency planrilrtg issues. 

CONGEL,F.J. Dbrision of Radiation Protection & Emergency Preparedness (Pos 
870411). 87/07/16. KRIMM.R.W. Federal Emergency Management Agency. 6p|: 
49503:341-49603:348. w y 


-8904270106 Forwards draft Commonwealth of MA 2.206 petition re Pilgrim & pro- 
posed assignments & milestones. 

BOGER.B. A. Assistant Director for Region I Reactors. 2.206. 87/10/20. THADANLA. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 7pp. 49504:263- 
49504:269. 


-8801040053 Forwards radiation protection fact sheet for facility as well as responses 
to few potential questions, per request. 

CUNNINGHAM, LJ. Radiation Protection Branch. 87/12/29. MATTHEWS, D.B. Emer- 
gency Preparedness Branch. 26pp. 49504:310-49504:332. 


-8904270115 Forwards draft response to util request for exercise exemption.Author 
st^ports granting of exemption re conduct of full participation exercise in 1987, 
C0NGEL,F.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 87/10/26. VARGA,S.A. Project Directorate 1-2. 26pp. 49504:270-49504:294. 
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-$304270121 Requasta daacrlptlv® matl r@ propoMd organization changaa & amend 

6?ESS^AN,R.H. Project Directorate 1-3. 87/12/09. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 16pp. 49504:205-49504:309. 

-8004270133 Provides info on status of offsite emergency planning efforts at facility. All 
draft local town plans complete & all plans to be submitted to MCDA by end of Jan 
1988. 

KANTOR.F. Emergency Preparedness Branch. 88/01/06. Emergency Preparedness 
Branch. 6pp. 49504:333-49504:337. 

—8904270137 Forwards Kennedy hearing transcript.Comments requested by 880121. 
WESSMAN.R. NRC - No Detailed Affiliation Given. 88/01/15. MURLEY.T., 
RUSSELL, W. NRC - No Detailed Affiliation Given. Ip. 49504:338-49504:338. 

-8904270145 Testimony before Senate Labor & Human Resources Committee re Pil- 
grim Nuclear Power Station. 

* Senate, Labor & Human Resources. 88/01 /07. 300pp. 49504:339-49505:267. 

-8904270152 Fonvards projected schedule for Pilgrim restart developed during 880309 
Restart Assessment Panel meeting. 

MCDONALD, D. NRC - No Detailed Affiliation Given. 88/03/15. STOHR.P. NRC - No 
Detailed Affiliation Given. 2pp. 49505:287-49505:288. 

-8904270158 Forwards proposed response to Senator Kennedy questions on 880308 
re historical scram rate for Pilgrim. 

NOVAK, T.M. Division of Safety Programs (Post 870413). 88/03/22. MIRAGLIA,F. As- 
sociate Director for Projects (Post 870411). 7pp. 49505:289-49505:295. 

-8904270162 Provides update on status of testing of items covered by util 850923 envi- 
ron qualification extension request. 

HARRINGTON, W.D. Boston Edison Co. BECO 85-213. 85/11/26. PALLADINO.N.J. 
Commissioners. 25pp. 49505:296-49505:320. 

-8904270167 SECY-85-338 Partially withheld Commission paper providing staff analysis 
& recommendations re environ qualification of extension request post-851 1 30 for Pil- 
grim. 

DIRCKS.W.J. Ofc of the Executive Director for Operations. GL-85-15. 85/10/24. 4pp. 
49505:321-49505:324. 

-8904270172 SECY-85-338A Partially withheld Commission paper providing staff posi- 
tion & recommendation for revised environ qualification extension request post- 
851130 for Pilgrim. 

DIRCKS.W.J. Ofc of the Executive Director for Operations. 85/11/22, 8pp. 49505:325- 
49506:154. 

8904260272 Final response to FOIA request for documents. Forwards App D documents 
& partially withheld App E documents (ref Exemptions 4,5 & 6).Subj documents also 
available in PDR.App F document totally withheld (ref Exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/21. POTTSCHMIDT,F. Morgan, Lewis & Bockius. 6pp. 49501:074- 
49501:325. 

-8904260280 Advises that Westinghouse provide concise but complete discussion de- 
scribing why components exported to Philippines not “specially designed or pre- 
pared," based on review of 790427 Itr & Westinghouse 790518 telegram re subj 
items. 

CRUTCHFIELD,D. Office of Nuclear Reactor Regulation, Director (Post 870411). 79/ 
06/06. OPLINGER.G.G. Office of Nuclear Reactor Regulation, Director (Post 870411). 
1p. 49501:080-49501:080. 

-8904260286 SECY-79- 100E Seeks Commission concurrence in proposed Itr to Wes- 
tinghouse re export of reactor components to Philippines. 

SHEA,J.R. Office of International Programs, Director (Pre 870413). 79/06/11. 2pp. 
49601:081-49501:082. 

-8904260294 Draft Commission paper informing Commission about receipt of environ 
document for Philippine nuclear power project. 

SHEA.J.R. Office of International Programs, Director (Pre 870413). 79/09/11. Ip. 
49501:083-49501:083. 

-8904260305 SECY-79-100 Recommends to Commission Issuance of proposed license 
to export parts & components to Philippine Nuclear Power Plant Unit 1 (License Appli- 
cation XCOM-0013). 

SHEA,J.R. Office of International Programs, Director (Pre 870413). 79/02/08. 7pp. 
49501:084-49501:090. 

-8904260312 Fonwards Philippine Atomic Energy Commission info re recommended 
change recipient made,for review.Requests response. W/o end, 

NACARIO,v.V. Philippines, Govt. of. 85/02/21. BRINKMAN, D. Office of Nuclear Reac- 
tor Regulation. Director (Post 87041 1 ). 1 p. 49501 :091 -49501 :091 . 

-8904260318 Ack receipt of items sent through L VIrderbrueggen & Informs of sending 
Tech Specs through R Suarez,for review.Requests to send any response through h 
S uarez again. 

NACARIO,V.V. Philippines, Govt. of. 85/04/17. BRINKMAN,D. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 215pp. 49501:092-49501:306. 

-8904260332 Partially withheld memo & NRC repts re Philippines nuclear power 
plant,including IAEA 1978 rept, Philippines Atomic Energy Commission (PAEC) 1979 
evaluation & pAEC status summary reptRequests review by June 1979. 

AHEARNE,J. Commissioners. 79/06/05. SNYDER,B. Office of Policy Evaluations. Ip. 
49501:307-49501:307. 

-8904260338 Partially withheld memo re export of reactor components to 
Phitippines,SECY-79-1 OOE. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director. 79/08/02. AHEARNE 
Commissioners. 2pp. 49501:308-49501:310. 

-8904260342 SECY-79-100H Partially withheld Commission paper seeking Commission- 
er concurrence on attached proposed Itr to Helfrich re environ discussions for Philip- 
pine nuclear power project. 

SHEA.J.R. Office of International Programs, Director (Pre 870413). 79/09/24. 2pp. 
49501:311-49501:312. 

—8904260349 Partially withheld Itr & end re evaluations of NPC responses to Philippine 
Nuclear Power Plant Unit 1 Tech Specs forwarded by recipient 850221 Itr. 
BRINKMAN, D.S. NRC - No Detailed Affiliation Given. 82/03/21. NACARIO.V.V. Philip- 
pines, Govt. of. 11pp. 49501:313-49501:325. 


8004270440 FOIA request for documents re sealed source designation of cesium chlo- 
ride oaptule® mfg at DOE Hanford waste enoapsulatlon storage facility in 
Richland, WA. 

0'BRIEN.J.H. Affiliation Not Assigned. 69/03/06. Office of Nuclear Material Safety & 
Safeguards, Director, Ip. 49620:090-49520:090. 

8904270445 Clarifies Request FOIA-89-1 1 2.Requests documents that support designa- 
tion of cesium chloride capsules.mfg at DOE Hanford waste encapsulation & storage 
facility in Richland, WA,as sealed sources. 

O’BRIEN.J.H. Affiliation Not Assigned. 89/03/20. Office of Nuclear Material Safety & 
Safeguards,Director. Ip. 49520:091-49520:091. 

8904270446 Final response to FOIA request for documents. Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/24. O’BRIEN.J.H. Affiliation Not Assigned. 3pp. 49520:092- 
49521:112. 


-8904280042 ORNL-4092 “Isotopes Development Ctr.’’ 

HAFF,K.W., NIEMEYER.R.G., ROBINSON, R.A. Oak Ridge National Laboratory. W- 
7405-ENG-26. 67/05/31. Atomic Energy Commission. 62pp. 49520:095-49520:156. 

-8904280050 SAND 82-1492 “Unlimited Release Waste Encapsulation & Storage Facil- 
ity Cs-137 Gamma Ray Sources." 

KENNA,B.T. Sandia National Laboratories. UC-71, 89/04/27. 86pp. 49520:157- 
49520:232. 


-8904280057 BNWL-2064 “Source Efficiency Calculations for Cs-137 Irradiators." 

LIBBY, R.A. Battelle Memorial Institute, Pacific Northwest Laboratory. UC-23. 77/09/ 
30. 24pp. 49520:233-49520:255. 

-8904280062 Comments on 850819 Itr re use of stated capsules at Radiation 
Sterilizers, Inc.Request to remove thermocouple reasonable in view of data presented 
by licensee. 

ADAM,W.J. Region 3, Ofc of the Director. 85/09/03. HICKEY.J. Materials Licensing 
Branch. 4pp. 49520:256-49520:259. 

-8904280070 Application for amend to License 04-1 9644-01, authorizing removal of 
thermocouple from source rack based on actual measurements showing temp does 
not exceed 1 30 C. 

CHIN,A. Radiation Sterilizers, Inc. 85/08/19. AXELSON,W. Region 3, Ofc of the Direc- 
tor. 8pp. 49520:260-49520:267. 

-8904280078 Responds to 850829 memo re use of Cs-137 stated capsules by Radi- 
ation Sterilizers,lnc in State of GA.NRC will license use of capsules in wet storage 
facility if DOE plans to perform periodic destructive tests on capsules. 
CUNNINGHAM.R.E. Division of Fuel Cycle & Material Safety (Pre 870413). 85/09/12. 
NUSSBAUMER,D.A. Assistant Director for State Agreements Programs. 3pp. 
49520:268-49520:270. 

-8904280081 Forwards A Chin request to amend irradiator license to include authoriza- 
tion for use of stated C8-137 capsules. 

NUSSBAUMER,D.A. Assistant Director for State Agreements Programs. 85/08/29. 
CHAPELL,D.R. Division of Fuel Cycle & Material Safety (Pre 870413). 3pp. 49520:271- 
49520:273. 

-8904280087 Requests Ayer assistance in evaluation of 850906 Itr w/enci from JJ 
Jicha providing addi info about stated capsules & request for assistance on licensee 
most recent application for amend. 

MILLER, V.L Materials Licensing Branch. 85/09/13. ROUSE,L.C. Advanced Fuel & 
Spent Fuel Licensing Branch. 1 p. 49520:274-49520:274. 

-8904280090 Provides NRC views on A Chin 850816 request to add Cs-137 stated 
capsule to State of GA license. Recommends State of GA take no action on request at 
this time. 

NUSSBAUMER,D.A. Assistant Director for State Agreements Programs. 85/09/19. 
HILL.T.E. Georgia, State of. 2pp. 49520:275-49520:276. 

-8904280092 Comments on Radiation Sterilizers,lnc 850819 application for amend re 
use of stated capsules.Thermocouple wiring appears safe but licensee responsibility 
for safe operation of facility should be clear. 

MILLER, V.L. Materials Licensing Branch. 85/10/21. AXELSON,W.L Region 3, Ofc of 
the Director. Ip. 49520:277-49520:277. 

-8904280096 Responds to 850906 Itr requesting NRC to review position on use of Cs- 
137 waste encapsulation storage facility capsules in wet storage irradiators. 
CUNNINGHAM,R.E. Division of Fuel Cycle & Material Safety (Pre 870413). 85/10/21. 
JICHA, J.J. Energy, Dept. of. 2pp. 49520:278-49520:279. 

-8904280098 Provides average temp as measured by thermocouples at facility.Average 
temp of capsule since installation in Aug 1985 until late Sept was 122 -)-/- 7 C. 
AXELSON,W.L. Region 3, Ofc of the Director. 86/01/15. ADAM.W.J. Region 3. Ofc of 
the Director. 5pp. 49520:280-49520:284, 

-8904280101 Offers no objection to Radiation Sterilizers, Inc removal of thermocouple 
attached to dummy stated capsule, provided stationary thermocouple maintained. 
HICKEY, J.W. Materials Licensing Branch. 86/04/02. AXELSON.W.L Region 3. Ofc of 
the Director. 32pp. 49520:285-49520:316. 

-8904280104 “Chemical Durability of Tektites - Lab Study & Correlation w/Long-Term 
Corrosion Behavior." 

BARKATT.A., BOULOS.M.S., BARKATT.A. Catholic Univ. of America, Washington. 
DC. 89/04/28. 125pp. 49520:317-49521:1 12. 


GEN TEC IS GENERIC TECHNICAL ISSUES 


8903290119 Comment on Rev 3 to draft Reg Guide 1.9 re selection,design, 
qualification.testing & reliability of diesel generator units as onsite electric power sys 
at plants.Util plans to base resolution on USI A-44. 

SORENSEN.G.C. Washington Public Power Supply System. 53FR45831 00014. 89/ 
03/17. NRC - No Detailed Affiliation Given. 4pp. 49119:299-49119:302. 
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8903290325 Summary of 890201 meeting to review results of valve blowdown tests re 
Generic issue 87, “Failure of HPCI Steam Line W/o Isolation.” List of attendees & 
agenda end. 

BOSNAK,RJ. Division of Engineering (Post 870413). 89/03/14. JORDAN, E.. 
BECKJORD.E., ROSS.D. NRC - No Detailed Affiliation Given. 8pp. 49081:085- 
49081:092. 

S903290406 Forwards NUREG-0844, “NRC Integrated Program for Resolution of USIs 
A-3,A-4 & A-5 re Steam Generator Tube Integrity." NUREGi documents final resolution 
on subj USIs.W/o end. 

STELLO.V. Ofc of the Executive Director for Operations, CCS. 89/01 /25. 
BREAUX. J.B. Senate, Environment & Public Works. 2pp. 49181:068-49181:073. 

-3903290409 Forwards NUREG-0844, “NRC Integrated Program for Resolution of USIs 
A-3,A-4 & A-5 re Steam Generator Tube Integraty," Rept documents final resolution of 
subj USIs.W /0 end. 

STELLO.V. Ofc of the Executive Director for Operations. 89/01/25. SHARP, P.R. 
House of Rep., Energy & Commerce. 2pp. 49181:070-49181:071. 

-3902090136 Forwards NUREG-0844, “NRC Integrated Program for Resolution of USIs 
A-3,A-4 & A-5 re Steam Generator Tube Integrity," for info.w/o end. 

STELLO.V. Ofc of the Executive Director for Operations. 89/01/25. UDALL,M.K. 
House of Rep., Interior & Insular Affairs. 2pp. 49181:072-49181:073. 

8903300059 Forwards results of search for info/refs on passive mechanical & valve 
failures, per recipient 890201 request H Denton 850709 memo addressing Generic 
Issue B-58, “Passive Mechanical Failures.” also end. 

SHAO,L.C. Division of Engineering & Systems Technology (Post 870411). 89/03/20. 
VERDERBER,J.J. Affiliation Not Assigned. 18pp. 49159:019-49159:039. 

-8507180530 Notifies that Generic Issues B-58. "Passive Mechanical Failures" & C-11, 
“Assessment of Failure & Reliability of Pumps & Valves,” closed outResources re ge- 
neric issues will only be used to monitor aging research program. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/07/09. 
SPEIS.T.P. Division of Safety Technology (800428-851124). 4pp. 49159:037- 
49159:039. 

8904040222 Comment opposing proposed Rev 3 to Reg Guide 1.9, 
“Selection.Design.QualifIcation.Testing & Reliability of Diesel Generator Units Used as 
Onsite Electric Power Sys at Nuclear Power Plants.” 

BOOKER, J.E. Gulf States Utilities Co. 53FR45S31 00015. 89/03/13. NRC - No De- 
tailed Affiliation Given. 3pp. 49212:277-49212:279. 

8904110373 NUREG/CR-5102 INTERFACING SYSTEMS LOCA:PRESSURI2ED 
WATER REACTORS 

BOZOLI.G., KOHUT.'P,. FIT2PATRICK.R. Brookhaven National Laboratory. FIN A- 
3829. BNL-NUREG-52135. 89/02/28. Division of Safety Issue Resolution (Post 
880717). 350pp. 49223:221-49224:175. 

8904110522 NUREG/CR-4948 TECHNICAL FINDINGS RELATED TO GENERIC ISSUE 
23:REACTOR COOLANT PUMP SEAL FAILURE. 

RUGER,C.J., LUCKAS,W.J. Brookhaven National Laboratory. FIN A-3806. BNL- 
NUREG-52144. 89/03/31, Division of Safety Issue Resolution (Post 880717). 122pp. 
49239:235-49239:360. 

8904120023 Discusses 880721 request for schedular extension of util commitments re 
seismic marain evaluation.Proposed schedule change acceptable. 

HANNON. J.N. Project Directorate II 1-3. TAC 72197. 89/03/30. KAPLAN. A. Cleveland 
Electric Illuminating Co. 3pp. 49295:327-49295:329. 

8904210186 Concurs in NRC proposed final resolution of Generic Safety Issue 103, 
“Design for Probable Max Precipitation." 

REMICK,F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/04/11. 

STELLO.V. Ofc of the Executive Director for Operations. Ip. 49453:192-49453:192. 

8904210193 Concurs In NRC proposed resolution of Generic Issue 101, “BWR Water 
Level Redundancy." Suggest future reliability analyses either include consideration of 
common mode failures or provide appropriate justification for neglect. 

REMICK.F.J. ACRS - Adwsory Committee on Reactor ^feguards. 89/04/11. 

STELLO.V. Ofc of the Executive Director for Operations. 2pp. 49442:014-49442:016. 

8^4210231 (Concurs w/NRC proposed resolution of Generic Issue 82. “Beyond Design 
Basis Accidents in Spent Fuel Pools." per ACRS 348th meeting on 890406-08. 
REMICK,F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/04/11. 

STELLO.V. Ofc of the Executive Director for Operations. 1 p. 49444:205-49444:205. 


f&E INSPECTION AND ENFORCEMENT 

8903010075 NRC Info Notice 89-026, "Unauthorized Transfer of Ownership or Control 
of Licensed Activities." Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety ‘(Post 870729). 
89/03/07. Consolidated Edison Co. of New York, Inc. 98pp. 49176:158-49176:255. 

890323(K)75 NRC Info Notice 89-033, “Potential Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York. Inc. 102pp. 49176:056-49176:157. 

8903240(NI3 NRC Info Notice 89-034, "Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:095. 

8903240277 NRC Info Notice 89-035, “Loss & Theft of Unsecured Licensed Matt." Svc 
list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York. Inc. 108pp. 49205:001-49205:109, 

8903270348 SuppI 1 to NRC Info Notice 88-086, "Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI,C.E. DMdon of Operational Events Assessment (Post 870411). IEIN-88-086. 
89/03/31. Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

89032^)075 PNS-V-89-W3:on 89031 7, results of routine random drug test for fitness for 
duty of licensed reactor operator confirmed as posifive.Piant access authorization 
suspended-Possibility of investigatory suspension unless Innocent use identified. 
NORDERHAUG.L., SCHUSTER, M. Region 5, Ofc of the Director. 89/03/17. Ip. 
49081:084-49081:084. 


8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
Consolidated Edison Co. of New York, Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49220:218-49220:324. 

8903300120 PNO-ll-89-022:on 89031 3, Region II insp team inspecting employee con- 
cerns program & allegations made by former employee, met by mGJa.Prior petitioner 
concerns reviewed by NRC. 

CRLENJAK.R. Region 2, Ofc of the Director, 89/03/14. Ip. 49131:284-49131:284. 

8903300289 PNO-ll-89-023:on 89031 4, main feedwater pump B tripped & reactor scram 
occurred due to lo-lo level in steam generator A due to electrical fault.Probably 
caused by water leakage from fire deluge sys undergoing testing. 

DANCE, H.C. Region 2. Ofc of the Director. 89/03/14. 1p, 49128:276-49128:276. 

8903300333 PNO-l-89-024:on 890323, unit removed from svc due to high combustible 
gas concentrations on phase A main power transformer.Licensee plans to maintain 
unit In Mode 3 for estimated 6-day outage. 

GIBSON.K., SWETLAND.P. Region 1, Ofc of the Director. 89/03/24. Ip. 49129:079- 
49129:079. 

8903300399 PNO-ll-89-020:on 89021 4, plant shut down due to continuing SG conductivi- 
ty & sulphate problems associated w/resin intrusion event.During shutdown steam 
generators flushed & mechanically cleaned along w/dearating tank. 

MODENOS.L. Region 2, Ofc of the Director. 89/03/13. Ip. 49131:360-49131:360. 

8903310223 EN-88-064A:on 890328 order imposing civil penalty in amount of $75,000 
issued to licensee.Action based on failure to determine sys operability of high head 
safety injection sys upon evidence of deficiency.Response requested. 

LUEHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA 88-1 13. 89/03/ 
28. 1p. 49159:166-49159:166. 

8904030029 EN-89-033:on 890328, notice of proposed imposition of civil penalty in 
amount of $1 ,250 will be issued to licensee. Action based on failure to notify NRC of 
diagnostic misadministration & label certain syringes. 

JOHANSEN, J.. LIEBERMAN,J. Ofc of Enforcement (Post 870413). EA-89-048. 89/03/ 
23. Ip. 49182:039-49182:039. 

8904030168 PNO-lV-89-023:on 890327, loss of shutdown cooling occurred for 12 min- 
utes while tagging out 120-volt dc breakers.On 890329, loss of shutdown cooling oc- 
curred while performing work in DIv I transmitter cabinet In control room. 

CONSTABLE, G.L Region 4, Ofc of the Director. 89/03/30. Ip. 49156:331-49156:331. 

8904030192 PNO-IV-89-022:on 890328,reactor power increased above 5% for first 
time. License issued earlier authorizing full power operation.Power to be increased in 
increments for few wks w/ performance of equipment & sys tests at various levels. 
HOLLER,E. Region 4, Ofc of the Director. 89/03/30. Ip. 49183:103-49183:103. 

8904030257 PNO-U-89-027:on 890328, initial criticality achieved within estimated critical 
conditions.Regional specialist & resident inspector observed reactor startup.Low 
power license received on 890209.Commlssion briefing set for 890330. 

PATTERSON, C. Region 2, Ofc of the Director. 89/03/28, Ip. 49156:264-49156:264. 

8904030262 PNO-ll-89-025:on 890327,radiation monitor in non-fuel mfg area 
alarmed.Caused by Instrument malfunction.Unusual event terminated because subse- 
quent surveys showed no unusual radiation levels & no contaminatlon.lnstrument re- 
placed. 

TROUP,G.L. MCALPINE,E.J. Region 2, Ofc of the Director. 89/03/27. Ip. 49165:359- 
49165:359. 

8904030453 “Investigative Procedures Manual." 

* Office of Investigations. 89/01/31. 102pp. 49166:008-49166:109. 

8904030478 PNO-IV-89-021 :on 890324, stop-work order issued to contractor 
(S&W). Contract mechanics were to conduct planned pipe cut on portion of RHR sys 
train A test return line to suppression pooI.RHR B inadvertently cutOn 890327,order 
to be lifted. 

CX)NSTABLE,G.L. Region 4, Ofc of the Director. 89/03/24. Ip. 49154:032-49154:032. 

8904040183 PNO-V-89-007B;foIlowing Unit 3 trip on 890303, Region V formed Augment- 
ed Insp Team which assembled onsite on 890304 to investigate event.Test results of 
failed atmospheric dump valves being correlated w/evaluation of listed data. 
MILLER.L, POLICH.T. Region 5. Ofc of the Director. 89/03/23. 2pp. 49192:020- 
49192:021. 

8904040297 PNO-ADSP-89-001:on 890317,GE-supplied cables in nuclear instrumenta- 
tion sys found deteriorated w/rubber insulation brittle & cracked w/portions of conduc- 
tor exposed.GE has obtained sample cable for further analysis. 

BEARDEN.W.C. Associate Director for Special Projects (Post 890101). 89/03/23. Ip. 
49191:225-49191:225. 

8904050515 SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEB-88-008. 
89/04/11. Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904060048 PNO-1 1-89-026:80,000 1b reactor coolant pump motor enroute to 
Cheswick.PA collapsed one side of low boy trailer resulting in small brush fire.Surveys 
at site confirmed no contamination.Commonwealth of VA Health Dept notified. 
KAHLEJ.B. Region 2, Ofc of the Director. 89/03/27. Ip. 49225:222-49225:222. 
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8904060110 PNO-V-89-020:on 890329,33 gpm leak identified from seal package for re- 
actor coolant oil lift pump A, jogging pump & raising RCS pressure.RCS pressure low- 
ered to atmospheric pressure.Methods for correcting problem under review. 
JOHNSON.P., HUEY.R. Region 5, Ofc of the Director. 15149. 89/03/29. Ip. 
49216:091-49216:091. 

8904070005 PNO-lil-89-022:on 890327.radiographic camera, containing 25 Cl lr-192 
sealed source involved in truck accident in Newtown Square.PA & device thrown from 
truck.Shielding integrity not impaired. Device removed from accident scene. 

MILLER,J. Region 1, Ofc of the Director. MALLETT.B. Region 3, Ofc of the Director. 
89/03/28. Ip. 49234:331-49234:331. 

8904100132 Notification of 890407 meeting w/B&W Owners Group in Rockville, MD to 
discuss justification for continued operations & bounding analyses re NRC Bulletin 88- 
01 1 concerning pressurizer surge line thermal stratification. 

CHANT.L Project Directorate V. IEB-88-011. 89/03/31. KNIGHTON,G.W. Project Di- 
rectorate V. 4pp. 49332:030-49332:033. 

8904100242 PNO-lll-89-021:on 890325,Unit 3 reserve auxiliary transformer tripped as 
result of fault in circuit breaker in switchyard. Reactor water level controlled using HPCI 
sys. Licensee investigating cause of blown fuse. 

HARRISON, J.. FORNEY,W. Region 3. Ofc of the Director. 89/03/27. 2pp. 49236:078- 
49236:079. 

8904100376 NRC Info Notice 89-040, “Unsatisfactory Operator Test Results & Effect on 
Requalification Program." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). CAL. 89/04/ 
14. Consolidated Edison Co. of New York, Inc. 106pp. 49335:001-49335:107. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). IEIN-88-075. 
89/04/17. Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904110207 PNO-l-89-026:on 8903 14, diagnostic misadministration involving 1-131 
occurred.Caused by personnel error.Patient received 5 mCi 1-131 dose.Circumstances 
of administration will be reviewed during special insp. 

TRIPP, L.M. Region 1, Ofc of the Director. 89/04/03. Ip. 49273:234-49273:234. 

8904120036 PNS-l-89-001:on 890330,two wrenches, rag & aerosol can found in RHR 
sys suction pipe from RWST. Licensee believes objects intentionally placed into 
pipe.Surveillance increased. Airborne radiological contamination control end erected. 
MARSCHALL.C.. COWGILL,C. Region 1, Ofc of the Director. 89/03/31. 2pp. 
49296:180-49296:181. 

8904120248 PNO-ll-89-028;during wks of 890313 & 20, NRC administered requalification 
exams to 24 licensed operators at plant.At least 3 of 6 crews & 1 1 of 24 individuals 
failed exams. Util agreed to shutdown Unit 3 while restructuring crews. 

CRLENJAK,J. Region 2, Ofc of the Director. 89/03/30. Ip. 49279:359-49279:359. 

8904130172 EN-89-035:on 890405.notice of proposed imposition of civil penalty in 
amount of $250 will be issued to licensee.Action based on six violations,including fail- 
ure to adequately perform certain instrument calibr checks. 

DELMEDICO,J., LIEBERMAN,J. Ofc of Enforcement (Post 870413). EA-89-027. 89/ 
03/31. 1p. 49300:015-49300:015. 

8904130185 EN-89-036:on 890405, notice Of proposed imposition of civil penalty in 
amount of $3,750 will be issued to licensee. Action based on eight violations,including 
failure to perform certain required surveys & control unsecured matls. 

DELMEDICO,J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-89-051. 89/ 
03/31. 1p. 49319:295-49319:295. 

8904130338 PNO-l-89-025;on 890403,Region I informed of individual swallowing con- 
tents of 10 milliliter vial containing uranyl acetate. Individuals home surveyed for radio- 
active contamination.Contaminated matls removed from home. 

GLENN,J., BETTENHAUSEN Region 1, Ofc of the Director. 89/04/03. 1p. 49319:289- 
49319:289. 

8904130513 PNO-i-89-025A:on 890403, followups on individual ingesting small amount 
of uranyl-acetate from 10 milliliter vial. Individual prognosis for physical recovery excel- 
lent. Individual apartment surveyed for contamination. 

GLENN,J., BETTENHAUSEN,L Region 1, Ofc of the Director. 89/04/05. 2pp. 
49319:287-49319:288. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 

8904140192 PNO-lll-89-023:on 890403, three Am-241 sources stolen from repairman 
van.Sealed sources stored in shielded containers & labeled radioactive matI.Region III 
monitoring licensee efforts to retrieve sources.State of Ml & police notified. 
REICHHOLD.B., MALLETT.B. Region 3, Ofc of the Director. 89/04/04. Ip. 49335:134- 
49335:134. 

8904140266 PNS-l-89-002:on 890405, telephone call received by licensee, indicating 
that bomb was on site.Security force responded by implementing bomb threat contin- 
gency procedure. Nothing suspicious found.Threat considered to be hoax. 

KIM,T.J., KEIMIG,R.R., WIGGINS, J.T. Region 1, Ofc of the Director. 89/04/06. Ip. 
49335:321-49335:321. 

8904140368 PNO-IV-89-026:on 890405, unit tripped from 11% power due to lockout of 
main & auxiliary transformers during attempt to synchronize main generator to electri- 
cal distribution sys. Unit in hot standby & startup not expected until 890409. 
BARTLETT.B. Region 4, Ofc of the Director. 89/04/06. Ip. 49335:124-49335:124. 

8904140371 PNO-V-89-022:on 880403, earthquake of magnitude of 4.5 on Richter scale 
occurred 10 miles northeast of San Jose.CA. Automatic seismic protection did not trig- 
ger shutdown. Reactors manually shutdown.No radioactive release occurred. 

GARCIA, E.M., YUHAS.G.P. Region 5, Ofc of the Director. 89/04/03. 2pp. 49335:122- 
49335:123. 

8904170037 PNO-V-89-023:on 890407.magnitude 4.6 earthquake occurred near New- 
port Beach, CA.Telephone contact w/Univ of California established that reactor shut- 
down prior to earthquake.Util reported no damage to facility. 

GARCIA, E., YUHAS.G.P. Region 5, Ofc of the Director. 89/04/07, 2pp. 49349:316- 
49349:317. 


8904170070 PNO-IV-89-025:on 890406,util declared notification of unusual event at fa- 
cility due to one inoperable diesel generator.Util declared diesel generator 12 operable 
after replacing defective resistor in governor control circuit. 

HOLLER,E.J. Region 4, Ofc of the Director. 89/04/06. 2pp. 49350:1 16-49350:1 17. 

8904170105 PNO-ll-89-029:on 890403,unit taken offline to recover loose part on primary 
side of C steam generator.Unit being placed in cold shutdown & resident inspectors & 
regional staff monitoring ongoing evaluations. 

DANCE, H.C. Region 2, Ofc of the Director. 89/04/03. Ip. 49350:313-49350:313. 

8904170289 Forwards biweekly listing of generic communications being considered or 
under development by NRC. 

BERLINGER,C.H. Generic Communications Branch. 89/04/04. GREEN,W. Institute of 
Nuclear Power Operations. 5pp. 49370:311-49370:315. 

8904170335 EN-88-068A:880819 notice of violation & proposed imposition of civil pen- 
alty in amount of $1,000 withdrawn.Violation re failure to adequately secure gauge 
against unauthorized removal did not occur. 

JOHANSEN.J.. LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-88-172. 89/04/ 
07. Ip. 49354:262-49354:262. 

8904180156 PNO-IV-89-024:on 890405,reactor trip occurred during attempt to synchro- 
nize main generator to electrical distribution sys.Some nonsafety equipment did not 
function as expected. Resident inspectors will continue to monitor activities. 

BARTLETT, B.A. Region 4, Ofc of the Director. 89/04/05. 2pp. 49372:220-49372:221. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 

8904180212 PNO-l-89-01 1A:util completed mid-cycle outage & brought reactor critical 
on 890402.Delay in completion of outage primarily attributed to several containment 
isolation valves failing leak testing. 

COOK.W., JOHNSON,J. Region 1, Ofc of the Director. 89/04/05. Ip. 49372:306- 
49372:306. 

8904180276 EN-89-034:on 890404,notice of proposed imposition of civil penalty in 
amount of $75,000 issued to licensee.Action based on failure to adequately assure 
quality of equipment & components purchased commercial grade for use in sys. 
WONG,H.. LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-89-016. 89/03/30. 
Ip. 49372:252-49372:252. 

8904190192 PNO-l-89-028:on 89041 1, shutdown initiated from full power when RCS un- 
identified leak rate reached 1.5 gpm.Charging flow control valves closed to limit 
amount of boron injected.Caused by crack on leakage monitoring valve. 

MCCABE.E., DURR.J., RAYMOND.W. Region 1. Ofc of the Director. 89/04/13. 3pp. 
49392:113-49392:115. 

8904190201 PNO-l-89-029:on 890411, unit tripped from lo-!o level in steam generator as 
result of closure of MSIV.Caused by faulty relay in test circuitry during main steam 
valve cycling surveillance & severe seat damage.Valves replaced. 

SWETLAND.P. Region 1, Ofc of the Director. 89/04/13. 2pp. 49394:169-49394:170. 

8904190300 PNO-V-89-024 on:890407, plant shutdown for greater than 48 h to repair 
leaking pressurizer code safety valve leaking since 890321 at approximate rate of 0.2 
gpm. Plant should return to normal power operations 890414. 

MENDONCA.M., NARBUT.P. Region 5, Ofc of the Director. 89/04/10. Ip. 49392:058- 
49392:058. 

8904190303 PNO-l-89-004:on 89041 0,employee reporting for work at plant set off metal 
detector alarm when passing through access control pointCaused by handgun em- 
ployee possessed. Handgun presently being checked for proper licensing & registra- 
tion. 

LANCASTER.W., KEIMIG.R. Region 1, Ofc of the Director. 89/04/10. 2pp. 49392:212- 
49392:213. 

8904200007 PNO-lll-89-025:on 890411, main turbine tripped by licensee. Reactor shut 
down for repairs on already malfunctioning main turbine governor valve.Unit expected 
to return to svc on 89041 e.State of IL to be notified. 

HINDS.J., GREENMAN,E. Region 3, Ofc of the Director. 89/04/11. Ip. 49401:332- 
49401:332. 

8904200019 PNO-l-89-027:on 89041 2,RCIC injection valves unexpectedly opened 
during testing of sys logIc.Discharge check valve failure also allowed feedwater 
backleakage,contaminating five workers slightly.Augmented insp team dispatched. 
BLOUGH,A.R. Region 1, Ofc of the Director. 89/04/13. 2pp. 49401:045-49401:046. 

8904200028 PNO-IV-89-027:on 89041 3,stop work order issued to two contractors during 
refueling outage due to instances where contractors failed to adequately implement 
licensee clearance program.Work to resume under new work rules. 

CONSTABLE, G.L Region 4, Ofc of the Director. 89/04/13. Ip. 49395:219-49395:219. 

8904200052 PNO-V-89-021:on 890330,control rod 5- failed to insert on manual scram 
following anomalous reactivity indications during calibr.Caused by 2-inch spacer be- 
tween connecting rod & control rod not included when drive assembly changed. 
NORTH, H., GARCIA, E. Region 5, Ofc of the Director. 89/04/03. Ip. 49401:345- 
49401:345. 

8904200057 PNO-lll-89-024:on 890410, teletherapy misadministration reported.Male pa- 
tient undergoing radiation treatment program received 2,700 rads dose to right hip in- 
stead of left hip & groin area, as prescribed.State of IN notified. 

WIEDEMAN,D„ MALLETT,B. Region 3, Ofc of the Director. 89/04/11. Ip. 49401:343- 
49401:343. 

8904200120 PNO-V-89-025:on 890407, reactor put into unscheduled shutdown for more 
than 48 h.Caused by reactor trip due to drop in voltage on rod drive bus after breaker 
trip, atmospheric dump valve V-84.21 not operating properly & leak in vent line. 
JOHNSON.P.. CALDWELL.C. Region 5, Ofc of the Director. 89/04/11. 2pp. 
49401:341-49401:342. 

8904200224 PNO-ll-89-030:on 890405,diver from Nuclear Util Const Co caused alarm of 
portal monitor when entering site.Caused by clothing being contaminated from working 
at plant in Spain. Individual showed no internal activity. 

SHORTRIDGE,R. Region 2, Ofc of the Director. 89/04/07. 2pp. 49403:359- 
49403:360. 
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8904200314 PNS‘l-89-003:on 890401, security officer allegedly committed homicide 
while on vacation.Weapon unconnected to employment. Measures taken to preclude 
individual from returning to work pending outcome of case.Commonwealth of PA in- 
fCHTnod 

KEIM1G.R.R* Region 1. Ofc of the Director. 89/04/07. Ip. 49401:360-49401:360. 

8904200392 PNO-lll-89-026:on 890409 & 10, circuit breakers on CD diesel generator in- 
vertor verified to be in closed position. Licensee investigation concluded that neither 
mechanical failure or electrical fluctuations caused breakers to open. 

CREED, J., GREQER.R. Region 3, Ofc of the Director. 89/04/13. Ip. 49426:194- 
49426:194. 

8904210293 EN-89-037:on 890407.notice of violation & proposed imposition of civil pen- 
alty in amount of $175,000 will be issued to util. Action based on failure to take ade- 
quate corrective actions for conditions adverse to quality. 

LUEHMAN,J.. LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-88-284. 89/04/ 
04. Ip. 49432:356-49432:356. 


MiSC PUBLIC DOCUMENT ROOM MISCELLANEOUS 

8903290116 Notice of guidance on mgt controls/QA,requirements for 

operation, chemical safety & fire protection for fuel cycle facilities. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/03/14. 30pp. 49119:269-49119:298. 

8903290422 Responds to 890125 Itr on behalf of constituent R Pfister of Prof Svcs.Inc 
raising concerns re theft of licensed matl & potential for enforcement action against 
company. NRC in process of determining what action if any should be taken. 

STELLO.V. Ofc of the Executive Director for Operations. CCS. 89/02/24. 
FAWELUH.W. House of Rep. 2pp. 49181:039-49181:040. 

8904030046 Appeals NRC denial of claim of backfit under 10CFR50.109 re hydrostatic 
& leakage testing.Conducting sys pressure tests w/plant at low power consistent w/ 
other testing requirements. 

STENGER.D.F. Nuclear Utility Backfitting & Reform Group. 89/03/16. STELLO.V. 
Document Control Branch (Document Control Desk). 7pp. 49166:001-49166:007. 

8904070143 Responds to 890301 inquiry re client wish to subscribe to NRC publications 
SVC.NRC does not have price list or documents available for purchase.Subscription 
svcs available from listed agencies. 

PETERSON.M.R. Assistant Director for International Security. 89/04/03. VAN 
TONDER,S.A. South Africa,Republic of. Ip. 49235:206-49235:206. 

8904100098 Responds to 890303 Itr fon^arding C Wells Itr describing Trip-A-Larm,sys 
for detecting false alarms at power plants & other installations & requesting “advice or 
s ugg estions of people who might be interested in such sys.” 

STELLO.V. Ofc of the Executive Director for Operations. CCS. 89/03/21. 

BENTSEN.L Senate. 2pp. 49295:061-49295:075. 

~8904100103 Requests pertinent info re Trip-A-Larm sys which prevents false shut- 
downs at oil & chemical plants, electrical power plants & nuclear power plants. 
BENTSEN.L Senate. 89/03/03. KAMMERER.C.C. NRC - No Detailed Affiliation 
Given. 13pp. 49295:063-49295:075. 

8904100245 Responds to 890218 Itr on behalf of constituent NT Tiemann, requesting 
pertinent info re theft of licensed matl & potential for NRC enforcement action against 
Prof Svcs, Inc. 

STELLO.V. Ofc of the Executive Director for Operations. CCS. 89/03/14. 

BENTSEN.L. Senate. 19pp. 49278:157-49278:180. 

•>8904100248 Requests pertinent info re end NT Tiemann 890219 inquiry as to NRC 
actions against license concerning theft of equipment & assistance in routing inquiry 
to proper authorities. 

BENTSEN.L Senate. 89/02/18. KAMMERER.C.C. NRC - No Detailed Affiliation 
Given. 4pp. 49278:175-49278:180. 

8904110532 Summary of 890320 meeting w/Swedish Nuclear Fuel & Waste Mgt Co In 
Rockville, MD re Sweden storage of spent fuel. 

ROBERTS,J.P, Fuel Cycle Safety Branch. 89/03/27. ROUSE, LC. Fuel Cycle Safety 
Branch. 8pp. 49267:352-49267:359. 

8904190258 Responds to 890404 Itr requesting status update on large scale commer- 
cial irradiation facilities under NRC jurisdictlon.Status previously reported unchanged. 
BEACH,A.B. Region 4, Ofc of the Director. 89/04/12. ALBRECHT, K. National Coali- 
tion to Stop Food Irradiation, Inc. Ip. 49394:091-49394:092. 

•>8904190259 Requests update on commercial Irradiation facilities using more than 
100,000 Ci Co-60 or Cs-137 in US. 

ALBERCHT.K. National Coalition to Stop Food Irradiation, Inc. 89/04/04. Region 4, 
Ofc of the Director. Ip. 49394:092-49394:092. 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 

8^)3280170 Staff requirements memo re preliminary briefing on status of NUREG- 
IlSO.Commlssion requests listed.Comprehensive briefing on NUREG-1150 will be 
scheduled following Commission receipt of completed redraft. 

CH1LK,S.J. Office of the Secretary of the Commission. M890315B. 89/03/23. 
STELLO.V. Ofc of the Executive Director for Operations. 2pp. 49063:166-49063:167. 

8903280287 Forwards turbine sys maint program based on turbine mfg calculations of 
turbine missile probabilities. Program created to resolve licensing issue.per SuppI 3 to 
SER (NUREG-0887, Section 3.5.1. 3). 

KAPLAN,A. Cleveland Electric Illuminating Co. PY-CEI/NRR-0977. 89/03/20. Docu- 
ment Control Branch (Document Control Desk). 15pp. 49074:183-49074:197. 

8903290115 Forwards response to 890202 request re deficiencies noted in NRC techni- 
cal evaluation rept addressing NUREG-0737, Item II.D.1, “Performance Testing of 
Relief & Safety Valves.” 

TUCKER, H.B. Duke Power Co. TAC 44593. 89/03/13. Document Control Branch 
(Document Control Desk). 5pp. 49081:145-49081:149. 

8903290119 Comment on Rev 3 to draft Reg Guide 1.9 re selection.design, 
qualification, testing & reliability of diesel generator units as onsite electric power sys 
at plants.Util plans to base resolution on USI A-44. 

SORENSEN, G.C. Washington Public Power Supply System. 53FR45831 00014. 89/ 
03/17. NRC - No Detailed Affiliation Given. 4pp. 49119:299-49119:302. 


8903290308 Forwards Rev 1 to NUREG-1308 per 890308 telcon request. W/o end. 
LAROCHE, G. Fuel Cycle Safety Branch. 89/03/15. DREY.L. Affiliation Not Assigned. 
Ip. 49120:080-49120:080. 

8903290354 Summary of 890217 meeting w/util in Rockville. MD re resolution of open 
civil/seismic issues for plantList of attendees & slide presentation end. 

GEARS, G.E. TVA Projects Division. TAC 00016. 89/03/22. TVA Projects Division. 
16pp. 49120:047-49120:062. 

8903290406 Forwards NUREG-0844, “NRC Integrated Program for Resolution of USIs 
A-3,A-4 & A-5 re Steam Generator Tube Integrity.” NUREG documents final resolution 
on subj USIs.W/o end. 

STELLO.V. Ofc of the Executive Director for Operations. CCS. 89/01/25. 
BREAUX, J.B. Senate, Environment & Public Works, 2pp. 49181:068-49181:073. 

-8903290409 Fonvards NUREG-0844, “NRC Integrated Program for Resolution of USIs 
A-3,A-4 & A-5 re Steam Generator Tube Integraty.” Rept documents final resolution of 
subj USIs.W/o end. 

STELLO.V. Ofc of the Executive Director for Operations. 89/01/25, SHARP.P.R. 
House of Rep., Energy & Commerce. 2pp. 49181:070-49181:071. 

-8902090136 Forwards NUREG-0844, “NRC Integrated Program for Resolution of USIs 
A-3,A-4 & A-5 re Steam Generator Tube Integrity,” for info.W/o end. 

STELLO.V. Ofc of the Executive Director for Operations. 89/01/25. UDALLM.K. 
House of Rep., Interior & Insular Affairs. 2pp. 49181:072-49181:073. 

8903300059 Forwards results of search for info/refs on passive mechanical & valve 
failures.per recipient 890201 request. H Denton 850709 memo addressing Generic 
Issue B-58, “Passive Mechanical Failures,” also end. 

SHAO,L.C. Division of Engineering & Systems Technology (Post 870411). 89/03/20. 
VERDERBER,J.'3. Affiliation Not Assigned. 18pp. 49169:019-49159:039. 

-8507180530 Notifies that Generic Issues B-58, “Passive Mechanical Failures" & C-11, 
"Assessment of Failure & Reliability of Pumps & Valves,” closed ouLResources re ge- 
neric issues will only be used to monitor aging research program. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/07/09. 
SPEIS.T.P. Division of Safety Technology (800428-851124). 4pp. 49159:037- 
49159:039. 

8903300106 Generic Ltr 89-05 to licensees of all power reactors & applicants for reac- 
tor operator license under 10CFR55 re pilot testing of fundamentals exam.Svc list 
end. 

VARGA, S.A. Associate Director for Projects (Post 870411). 89/04/04, Consolidated 
Edison Co. of New York, Inc. 54pp. 49105:001-49105:055. 

8903300118 Forwards “Technical Evaluation Rept.TMl Action-NUREG-0737 (II.D.1).’’ 
ENGLE.LB. Project Directorate 11-2. TAC 44698. 89/03/21. CARTWRIGHT, W.R. Vir- 
ginia Power (Virginia Electric & Power Co.). 2pp. 49123:291-49123:323. 

6903310078 Forwards correspondence from listed utils & law firms in response to re- 
quest for comments on NUREG-1317.W/0 ends. 

CLEARY,D.P. Reactor Plant Safety Issues Branch. 89/03/13. PRINS.H. New York, 
State of. Ip. 49146:328-49146:328. 

8903310105 Forwards revs to incident investigation manual.NUREG-1303, deemed nec- 
essary in order to effectively implement actions identified in App 4 coordination plan. 
JORDAN, E.L- Office for Analysis & Evaluation of Operational Data, Director. 89/03/ 
17. BEARD, P.M. Institute of Nuclear Power Operations. 19pp. 49153:270-49153:288. 

8903310266 Forwards safety evaluation supporting util response to TMI Action Plan 
Item I.C.1 re emergency operating procedures. 

HERNAN.R.W. Project Directorate I-4. TAC 65421. 89/03/28. HUKILLH.D. General 
Public Utilities Corp. - GPU Service Corp. 3pp. 49195:236-49195:248. 

—8903310267 Safety evaluation supporting util response to NUREG-0737 issues pertain- 
ing to plant emergency procedures guidelines. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). GL-82-33. 89/03/28. 
10pp. 49195:239-49195:248. 

8903310268 Advises that implementation review of plants instrumentation for detection 
of inadequate core coolind satisfactorily performing & meets design & operation re- 
quirements specified in NUREG-0737.Safety evaluation end. 

HARBUCK.C.C. Project Directorate IV. TAC 67775. 89/03/23. CAMPBELL, T.G. Arkan- 
sas Power & Light Co. 5pp. 49159:128-49159:142. 

8904030014 Forwards Rev 1 to EGG-NTA-7739, “Technical Evaluation Rept TMI 
Action-NUREG-0737 (ILD.1) Relief & Safety Valve Testing,Crystal River Unit 3.” Li- 
censee should now proceed to resolve noted deficiencies. 

SILVER,H. Project Directorate II-2. TAC 44571. 89/03/22. WILGUS.W.S. Florida 
Power Corp. (subs, of Florida Progress Corp.). 2pp. 49182:040-49182:067. 

-8810040039 EGG-NTA-7739 R01 Rev 1 to “Technical Evaluation Rept, TMI Action- 
NUREG-0737 (II.D.1 ),Relief & Safety Valve Testing, Crystal River Unit 3.” 

PACE.N.E., NALEZNY.C.L, FINEMAN,C.P. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FIN A-6492. 88/08/31. NRC - No Detailed Affiliation Given. 27pp. 49182:042- 
49182:067. 

8904030084 NUREG/CR-4618 EVALUATION OF RELIABILITY TECHNOLOGY APPLI- 
CABLE TO LWR OPERATIONAL SAFETY. 

A2ARM,M.A. Brookhaven National Laboratory. LOFGREN,E.V. Science Applications 
International Corp. (formerly Science Applications, Inc.). FIN A-3282. BNL-NUREG- 
51995. 88/08/31. Division of Systems Research (Post 880717). 251pp. 49171:216- 
49172:106. 

8904030088 Forwards comments on draft NURE6/CR-4735, “Evaluation & Compilation 
of DOE Waste Package Test Data.” Extensive revs will be required.Lab studies at Natl 
Inst of Stds & Technology underway re pitting corrosion of steel. 

PETERSON, C.H. Engineering Branch (Post 880911). FIN A-4171. HLWR. 89/03/30. 
INTER RANTE,C.G. National Institute of Standards & Technology (formerly National 
. Bureau of Standa. 16pp. 49155:279-49155:294. 

8904030094 NUREG-0020 VI 3 N01 LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT.Data As Of December 31,1988.(Gray Book I) 

SCHWARTZ,!. Policy & Program Management Staff (870413-890204). 89/02/28. 
533pp. 49170:043-49171:215. 
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8904030097 NUREG-0940 V07 N04 ENFORCEMENT ACTION&SIGNIFICANT AC- 

TIONS RESGLVED.OuaTor!'/ Procrsss Report, October-December 1988. 

* Ofc OT EnfcrcGr:.eni (Po«: B7C-t 13). 89/02/28. 402pp. 49189:001-49170:042. 

8904030211 Forwards notice of consideration of issuance of amend to License DPR-59 
& proposed NSHC determination & opportunity for hearing re Tech Spec amend to 
incorporate changes per guidance in Generic Ltrs 83-02 & 83-36 & NUREG-0737 
items. 

LABARGE.D.E. Project Directorate 1-1. GL-83-02. 89/03/29. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 49165:072- 
49165:082. 


8904110373 NUREG/CR-5102 INTERFACING SYSTEMS LOCA:PRESSURIZED 
WATER REACTORS. 

BOZOLi.G.. KOHUT.P., FITZPATRICK, R. Brookhaven National Laboratory. FIN A- 
3829. BNL-NUREG-521 35. 89/02/28. Division of Safety Issue Resolution (Post 
880717). 350pp. 49223:221-49224:175. 

8904110383 NUREG/CR-5270 ASSESSMENT OF SEISMIC MARGIN CALCULATION 
METHODS. 

KENNEDY, R.P., MURRAY, R.C., RAVINDRA.M.K. Lawrence Livermore National Labo- 
ratory. FIN A-0398. UCID-21572. 89/03/31. Division of Engineering (Post 870413). 
600pp. 49221:217-49223:076. 


-8904030213 Notice of consideration of issuance of amend to License DPR-59 & pro- 
posed NSHC determination & opportunity for hearing.Amend incorporates changes 
per Generic Ltrs 83-02 & 83-36 & NUREG-0737 items re post-accident sampling. 
CAPRA,R.A. Project Directorate 1-1. GL-83-02. 89/03/29. 9pp. 49165:074-49165:082. 


8904110388 NUREG/CR-5326 FRACTURE EVALUATION OF SURFACE CRACKS EM- 
BEDDED IN REACTOR VESSEL CLADDING. 

MCCABE, D.E. Materials Engineering Associates, Inc. FIN B-8900. MEA-2329. 89/03/ 
31. Division of Engineering (Post 870413). 33pp. 49271:121-49271:159. 


8904030313 Discusses util 890216 response & 890320 telcon re Generic Ltr 88-14, “In- 
strument Air Supply Sys Problems....” Pursuit of issue re reactor bldg to torus vacuum 
breakers w/BWR Owners Group acceptable as interim action. 

FAIRTILE.M.B. Project Directorate 1-3. TAG 71734. 89/03/27. CAPSTICK.R.W. Ver- 
mont Yankee Nuclear Power Corp. 4pp. 49181:185-49181:188. 

8904040187 Responds to 890117 request for addl info re NUREG-0737, Item ll.E.4.2(7), 
“Automatic Isolation of Containment Purge & Vent Valves." Given multiple & diverse 
alarms of reactor coolant leakage, adequate detection of leak assured. 

BIRD.R.G. Boston Edison Co. BECO 89-042. 89/03/27. Document Control Branch 
(Document Control Desk). 4pp. 49191:221-49191:224. 

8904040190 Application for amends to Licenses NPF-4 & NPF-7, changing Tech Specs 
to provide operability requirements for radiation monitoring instrumentation & allow 
time for proper calibr & troubleshooting on inoperable radiation monitor. 

CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co,). 88-794. 89/03/28. 
Document Control Branch (Document Control Desk). 2pp. 49196:074-49196:080. 

8904040209 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for plant senior reactor operators & supervisors.Rulemaking record 
pointed out as clearly militating against imposition of college degree requirement. 
REYNOLDS,N.S. Bishop, Cook. Purcell & Reynolds. REYNOLDS.N.S. Duke Power Co. 
REYNOLDS.N.S. Florida Power & Light Co. 53FR52716 00216. 89/03/29. CHILK.SJ, 
Office of the Secretary of the Commission. 11pp. 49196:154-49196:165. 

8904040217 Forwards rept of results of exam for potential leakage outside 
containment, per NUREG-0737, Item lll.D.1.1. 

BAILEY, J.A. Georgia Power Co. GN-1586. 89/03/27. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49191:146-49191:147. 

8904050118 Application for amends to Licenses DPR-29 & DPR-30, revising Tech Specs 
re HPCI & RCIC testing requirements to be consistent w/NUREG-0123.Rev 3, '^STS 
for GE BWRs," per Insp Repts 50-254/88-07 & 50-265/88-07. 

STOLS.R. Commonwealth Edison Co. TAG 9001. 89/03/21. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp. 49213:318-49213:346. 

8904050144 Fonvards update to long-term plan as part of semiannual rept, consisting of 
commitment description, progress since Mar 1986 update & summary of changes & 
reasons associated w/regulatory requirements. 

BIRD.R.G. Boston Edison Co. BECO 89-040. 89/03/27. Document Control Branch 
(Document Control Desk). 19pp. 49210:325-49210:343. 


8904110395 NUREG/CR-4554 V03 SCANS (SHIPPING CASK ANALYSIS SYSTEM):A 
MICROCOMPUTER BASED ANALYSIS SYSTEM FOR SHIPPING CASK DESIGN 
REVIEW.Volume 3: Theory Manual - Lead Slump In Impact Analysis And Verification 
Of Impact Analysis. 

CHUN.R.C., LO,T., MOK.G.C. Lawrence Livermore National Laboratory. FIN A-0291. 
UCID-20674. 89/02/28. Division of Safeguards & Transportation (Post 870413). 
102pp. 49223:077-49223:175. 


8904110402 NUREG-0781 S07 SAFETY EVALUATION REPORT REUTED TO THE 
OPERATION OF SOUTH TEXAS PROJECT, UNIT 2.Docket No. 50-499.(Houston 
Li^tln^ And Power Company) 

•Division of Reactor Projects - III.IV.V & Special Projects (Post 870411). 89/03/31. 
58pp. 49272:1 58-49272:221 . 

8904110406 NUREG/CR-4554 V02 SCANS (SHIPPING CASK ANALYSIS SYSTEM):A 
MICROCOMPUTER BASED ANALYSIS SYSTEM FOR SHIPPING CASK DESIGN 
REVIEW.Volume 2: Theory Manual - Impact Analysis. 

CHUN,R.C., TRUMMER.D.J., NELSON, T.A. Lawrence Livermore National Laboratory. 
FIN A-0291. UCID-20674. 89/02/28. Division of Safeguards & Transportation (Post 
870413). 52pp. 49223:176-49223:220. 


8904110415 NUREG-0750 V29 N01 NUCLEAR REGULATORY COMMISSION IS- 
SUANCES FOR JANUARY 1989. Pages 1-87. 

• Division of Freedom of Information & Publications Services (Post 890205). 89/03/ 
31. 94pp. 49250:239-49250:333. 

8904110417 NUREG-0430 V09 N01 LICENSED FUEL FACILITY STATUS 

REPORT.Inventory Difference Data.January-June 1 988.(Gray Book II) 

• Office of Nuclear Material Safety & Safeguards, Director. 89/03/31. 14pp. 
49249:115-49249:129. 


8904110419 NUREG-1346 TECHNICAL SPECIFICATIONS FOR SOUTH TEXAS 
PROJECT, UNITS 1 AND 2.Docket Nos. 50-498 And 50-499.(Houston Lighting And 
Power Company) 

* Division of Reactor Projects - lll,IV,V & Special Projects (Post 870411). 89/03/31. 
400pp. 49247:00 1 -49248:088. 

8904110431 NUREG/CR-3145 V07 GEOPHYSICAL INVESTIGATIONS OF THE WEST- 
ERN OHIO-INDIANA REGION.Annual Report, October 1987 - September 1988. 
SCHWARTZ, S.Y„ LOY,T., YOUNG.C.J. Michigan, Univ. of, Ann Arbor, Mi. FIN D-1695. 
88/12/31. Division of Engineering (Post 870413). 68pp. 49221:147-49221:216. 


8904050496 Transcript of 890315 preliminary briefing on status of NUREG-1150 in 
Rockville, MD re severe accident risk.Pp 1-55. Viewgraphs end. 

* Commissioners. 89/03/16. 79pp. 49205:175-49205:253. 

8904070108 Forwards 1988 refueling outage inservice insp summary rept. Rept ad- 
dresses exams performed at facility during 870630 (1987 refueling outage startup) 
through 881227 (1988 refueling outage startup). 

MINECK,D.L. Iowa Electric Light & Power Co. NG-89-0728. 89/03/24. MURLEYJ.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 49228:152- 
49228:326. 

8904070157 Partial response to FOIA request for records.App A & B records available 
in PDR.App B records end. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/04. POTTSCHMIDT.F. Morgan. Lewis & Bockius. 6pp. 49220:040- 
49220:217. 


8904110438 NUREG/CR-5335 STABILITY OF DISPOSAL ROOMS DURING WASTE 
RETRIEVAL. 

BRANDSHAUG.T. ITASCA Consulting Group, Inc. FIN D-1016. 89/03/31. Division of 
High Level Waste Management (Post 870413). 101pp. 49271:160-49271:264. 

8904110439 NUREG/CR-5224 THE LEACHABILITY OF DECONTAMINATION lON-EX- 
CHANGE RESINS SOLIDIFIED IN CEMENT AT OPERATING NUCLEAR POWER 
PLANTS. 

MClSAAC.O.V., MANDLER,J.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN A-6359. 
EGG-2549. 89/03/31. Division of Engineering (Post 870413). 208pp. 49239:041- 
49239:234. » a v / kk 

8904110441 NUREG-1275 V04 OPERATING EXPERIENCE FEEDBACK REPORT - 
TECHNICAL SPECIFICATIONS.Commercial Power Reactors. 

O'REILLY.P.D., PLUMLEE.G.L. Division of Safety Programs (Post 870413). 89/03/31. 
108pp. 49249:006-49249:114. 


-8904070184 Requests NUREG-0017,Rev 1, example of ODCM & PWR process control 
program. 

ALBERT, B. NRC - No Detailed Affiliation Given. 84/12/12. BRINKMAN, D. NRC - No 
Detailed Affiliation Given. 3pp. 49220:114-49220:116. 

8904070218 Forwards safety evaluation accepting util 831114 & 851023 responses to 
Generic Ltr 83-28, Item 2.1 (Part 1) to confirm that all applicable components identified 
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DROMER1CK.A.W. Project Directorate 1-4. GL-83-28. 89/04/03. FITZPATRICK.E. 
General Public Utilities Corp. - GPU Service Corp. 2pp. 49235:231-49235:234. 

-8904070223 Safety evaluation accepting util 831114 & 851023 responses to Generic 
Ltr 83-28, Item 2.1 (Part 1), confirming that all applicable components identified as 
safety-related. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). GL-83-28. 89/04/03 
2pp. 49235:233-49235:234. 

8904110051 Forwards NUREG-1355 re important changes that have taken place over 
last decade in commercial nuclear power industry, per 790328 TMl accident.W/o end. 
ZECH.L.W. Commissioners. 89/03/17. President of U.S. & Executive Offices. 1p. 

8904110075 Informs that NUREG-1355, “Status of Recommendations of President 
Commission on Accident at TMl - 10-Yr Review,” forwarded to President. W/o end 
ZECH.LW. Commissioners. 89/03/17. QUAYLE.J.D. Senate. President of the Senate 
7pp. 49290: 1 06-49290: 1 1 2. 

8904110294 Forwards NUREG-1355, "Status of Recommendations of President Com- 
mission on Accident at TMl - 10-Yr Review." Over 90% of items identified for followup 
action have been implemented by nuclear reactor licensees.W/o end. 
BRADBURNE.J.C. Congressional Affairs. CCS. 89/03/24. WALKER.R.S. 
GOODLING.W.F., GEKAS.G.W. House of Rep. 6pp. 49278:195-49278:199. 


8904110443 NUREG/CR-4879 V02 DEMONSTRATION OF PERFORMANCE MODEL- 
ING OF A LOW LEVEL WASTE SHALLOW-LAND BURIAL SITE.A Comparison Of 
Predictive Radionuclide Transport Modeling Versus Field Observations At The “A" 
Disposal Area, Chalk River Nuclear Laboratories. 

ROBERTSON.D.E., BERGERON, M.P., HOLFORD.D. Battetle Memorial Institute, Pacif- 
ic Northwest Uboratory. FIN B-2862. PNL-6175. 89/03/31. Division of Engineering 
(Post 870413). 157pp. 49268:311-49269:108. 

8904110445 NUREG-0750 V28 N06 NUCLEAR REGULATORY COMMISSION IS- 
SUANCES FOR DECEMBER 1988. Pages 567-833. 

• Division of Freedom of Information & Publications Sen/ices (Post 890205). 89/03/ 
31. 225pp. 49248:089-49249:005. 

8904110450 NUREG-1345 REVIEW OF EVENTS AT LARGE POOL-TYPE IRRADIA- 
TORS. 

TRAGER.E.A. Division of Safety Programs (Post 870413). 89/03/31. 64pp. 
49272:097-49272:157. / a v kk 

8904110456 NUREG/CR-4554 VOS SCANS (SHIPPING CASK ANALYSIS SYSTEM):A 
MICROCOMPUTER BASED ANALYSIS SYSTEM FOR SHIPPING CASK DESIGN 
REVIEW.Volume 5: Theory Manual - Thermal/Pressure Stress Analysis. 
TRUMMER.D.J., GERHARD, M.A. Lawrence Livermore National Laboratory. FIN A- 
0374. UCID-20674. 89/02/28. Division of Engineering (Post 870413). 34pp. 
49238:292-49238:329. y w v ; kp 

8904110458 NUREG/CR-5206 A PROBABILISTIC EVALUATION OF THE SAFETY OF 
BABCOCK & WILCOX NUCLEAR REACTOR POWER PUNTS WITH EMPHASIS ON 
HISTORICALLY OBSERVED OPERATIONAL EVENTS. 

HSU C.J.. YOUNGBLOOD.R.W., FITZPATRICK, R. Brookhaven National Laboratory. 
FIN A-3844. BNL-NUREG-521 61 . 89/03/31. Program Management. Policy Develop- 
ment & Analysis Staff (Post 870411). 170pp. 49224:176-49224:337. 
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8904110465 NUREG/CR-4554 V04 SCANS (SHIPPING CASK ANALYSIS SYSTEM):A 
MICROCOMPUTER BASED ANALYSIS SYSTEM FOR SHIPPING CASK DESIGN 
REVIEW. Volume 4: Theory Manual - Thermal Analysis. 

JOHNSON, G.L, SHAPIRO,A.B. Lawrence Livermore National Laboratory, FIN A-0374. 
UClD-20674. 89/02/28. Division of Engineering (Post 870413). 67pp. 49238:330- 
49239:040. 

8904110484 NUREG/CR-4554 V01 SCANS (SHIPPING CASK ANALYSIS SYSTEM):A 
MICROCOMPUTER BASED ANALYSIS SYSTEM FOR SHIPPING CASK DESIGN 
REVIEW. Volume 1: User’s Manual To Version la (Including Program Reference) 
GERHARD, M.A.. TRUMMER.D.J., JOHNSON.G.L Lawrence Livermore National Labo- 
ratory. FIN A-0291. UCID-20674, 89/02/28. Division of Safeguards & Transportation 
(Post 870413). 168pp. 49271:265-49272:096. 

8904110499 NUREG-1137 S09 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF VOGTLE ELECTRIC GENERATING PLANT,UNITS 1 AND 2.Docket 
Nos. 50-424 And 50-425.(Georgia Power Company, et al) 

* Division of Reactor Projects - I/ll (Post 870411). 89/03/31. 22pp. 49224:338- 
49224:360. 

8904110511 NUREG-1359 TECHNICAL SPECIFICATIONS FOR VOGTLE ELECTRIC 
GENERATING PUNT, UNITS 1 AND 2.Docket Nos. 50-424 And 50-425.(Georgia 
Power Company.et al) 

‘ Division of Reactor Projects - l/II (Post 870411). 89/03/31. 400pp. 49249:130- 
49250:238. 

8904110522 NUREG/CR-4948 TECHNICAL FINDINGS REUTED TO GENERIC ISSUE 
23;REACTOR COOUNT PUMP SEAL FAILURE. 

RUGER,C.J., LUCKAS,W.J. Brookhaven National Laboratory. FIN A-3806. BNL- 
NUREG-52144. 89/03/31. Division of Safety Issue Resolution (Post 880717). 122pp. 
49239:235-49239:360. 

8904110523 Responds to 890302 Itr re definition of low level waste. Classification sys 
sets forth three classes of low level waste,Class A,B or C.CIass A wastes contain 
smallest concentration & Class C contains largest concentrations. 

BELL.M.J. Regulatory Branch. 89/03/31. HEALEY,R. Affiliation Not Assigned. 1p. 
49279:208-49279:208. 

8904120013 Forwards addi info re NUREG-0737,ltem II.D.I, “Performance Testing of 
Relief & Safety Valves," per 871020 request Remainder of response re similarity of 
proposed block valves to valves tested by EPRI will be submitted by 890715. 
SMEDLEY.R.W. Consumers Power Co. TAG 44604. 89/03/30. Document Control 
Branch (Document Control Desk). 7pp. 49295:320-49295:326. 

8904120210 Forwards Requalification Program Evaluation Rept 50-387/89-1 30L admin- 
istered during wk of 890206.Program rated satisfactory.AII operators passed written & 
walk- through portion of exam. 

GALLO, R.M. Region 1. Ofc of the Director. 89/03/29. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 49279:222-49279:318. 

8904120319 Responds to request for addI info re util schedule for responding to Item 
II.D.I of NUREG-0737 concerning stress analyses.Responses will be provided by 
890515. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. NLR-N89048. 
89/03/31. Document Control Branch (Document Control Desk). 2pp. 49290:243- 
49290:244. 

8904120342 Forwards safety evaluation approving cutting & removal of baffle plates & 
fuel in upper core support assembly defueling,per NURtG-0683. 

STOLZ.J.F. Project Directorate I-4. TAC 69409. 89/04/04. ROCHE,M.B. General 
Public Utilities Ck)rp. - GPU Service Corp. 3pp. 49288:287-49288:292. 

-8904120344 Safety evaluation approving cutting & removal of baffle plates & fuel in 
upper core support assembly defueling.per NUREG-0683. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/04. 3pp. 
49288:290-49288:292. 

8M41 20404 Provides review on ECCS sump vortex breakers, supporting util 890303 
conclusion. 

ROSEN,S.L. Houston Lighting & Power Co. ST-HL-AE-3044. 89/03/28. Document 
Control Branch (Document Control Desk). 3pp. 49290:225-49290:227. 

8904130377 Forwards Amend 62 to License DPR-22 & safety evaluation. Amend re- 
vises Tech Specs to reflect logic changes made to implement requirements of 
NUREG-0737, Item II.K.3.18 & lower safety/ relief valve discharge pipe pressure set- 
points. 

STEFANO.J.J. Protect Directorate III-1. TAC 65572. 89/03/31. MUSOLF.D.M. North- 
ern States Power Co. 3pp. 49300:022-49300:038. 

-8904130381 Amend 62 to License DPR-22.revising Tech Specs to reflect logic 
changes made to implement requirements of NUREG-0737, Item 2.K.3.18 & lower 
safety/relief valve discharge pipe pressure switch setpoints. 

QUAY,T,R. Project Directorate ltl-1. 89/03/31. 10pp. 49300:025-49300:034. 

-8904130382 Safety evaluation supporting Amend 62 to License DPR-22. 

"" Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/31. 4pp, 
49300:035-49300:038. 

8904130479 Forwards Exam Repts 50-266/OL-89-01 & 50-301 /OL-89-01 administered 
during wk of 890227.Requalification program assigned overall rating of 
unsatisfactory, per NUREG-1021, ES 601.Ck)nfirmatory Action Ltr RIII-89-009 issued on 
890328. 

MILLER, H.J. Region 3, Ofc of the Director. CAL-RIII-89-09. 89/04/04. FAY,C.W. Wis- 
consin Electric Power Co. 2pp. 49291:145-49291:307. 

8904140083 Forwards Vol 1 to NUREG-0904,Suppl 1, “SuppI to FES Re Decommis- 
sioning of Rare Earths Facility,West Chicago, IL," including apps. 

LEWIS, S.H. Assistant General Counsel for Hearings. #289 8426. ML. 89/04/07. 
FRYE,J.H.. KLINE.J.R., CARPENTER.J.H. Atomic Safety and Licensing Board Panel. 
500pp. 49240:015-49241:207. 

8904140153 Advises that plant evacuation time estimates within plume exposure path- 
way EPZ for plant consistent w/NUREG-0654,App A. 

URBANIK,T. Affiliation Not Assigned. 89/03/28. I^NTOR,F. Emergency Prepared- 
ness Branch. 7pp. 49348:208-49348:215. 


8904170026 Forwards Safety Insp Repts 50-456/89-05 & 50-457/89-05 on 890203- 
0318.No violations noted. 

MCKENNA.E. Region 3, Ofc of the Director. 89/04/03. REED,C. Commonwealth 
Edison Co. 2pp. 49370:011-49370:033. 

-8904170027 Insp Repts 50-456/89-05 & 50-457/89-05 on 890203-031 8.No violations 
noted.Major areas inspected:licensee action on previously identified items,LER 
review,regional request, followup on TMI action item.ESF sys & security. 

HINDS, J.M. Region 3, Ofc of the Director. IEB-87-002. 89/03/29. 21pp. 49370:013- 
49370:033. 

8904170055 Forwards safety evaluation supporting util response to TMI Action Plan 
Requirements, NUREG-0737, Item II.D.1, “Performance Testing of Relief & Safety 
Valves.” EG&G Technical Evaluation Rept EGG-NTA-8030 also end. 

SWENSON, W.H. Project Directorate III-3. TAC 44608. 89/04/05. FAY.C.W. Wisconsin 
Electric Power Co. 2pp. 49357:059-49357:096. 

-8904170056 Safety evaluation supporting util response to TMI Action Plan 
Requirements.NUREG-0737,ltem II.D.I, “Performance Testing of Relief & Safety 
Valves," 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/05. 2pp. 
49357:061-49357:062. 

-8902020399 EGG.NTA-8030 R01 Rev 1 to EGG-NTA-8030, “TMI Action-NUREG- 
0737 (II.D.I) Point Beach,Unlts 1 & 2,” technical evaluation rept. 

YUAN,C.Y.. NALEZNY,C.L., FINEMAN,C.P. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FIN A-6492. 88/12/31. NRC - No Detailed Affiliation Given. 34pp. 49357:063- 
49357:096. 

8904170122 Forwards Amend 5 to License NPF-76 & safety evaluation.Amend replaces 
combined Tech Specs (NUREG-1334) w/NUREG-1346 issued w/Unit 2 full power li- 
cense. 

DICK,G.F. Project Directorate IV. TAC 71857. 89/03/28. GOLDBERG, J.H. Houston 
Lighting & Power Co. 4pp. 49357:012-49357:020. 

-8904170123 Amend 5 to License NPF-76,replacing combined Tech Specs (NUREG- 
1334) w/NUREG-1346. 

CALVO,J.A. Project Directorate IV. 89/03/28. 3pp. 49357:016-49357:018. 

“8M4170128 Safety evaluation supporting Amend 5 to License NPF-76. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/28. 2pp. 
49357:019-49357:020. 

8904170136 Requests that Certificate of Compliance 9852 for Model DT-14 be 
decertified.DOE only listed user of Certificate 9852,per NUREG-0383,Vol 2, Rev 11. 
LEONARD,J.F. Energy, Dept. of. 25368. 89/03/27. MACDONALD,C.E. Transportation 
Branch. 2pp. 49371:122-49371:123. 

8904170157 Forwards License NPF-80,Tech Specs & environ protection plan for Unit 
2.lssuance of license authorizes operation of Unit 2 at core power levels not to 
exceed 3,800 MWt. 

HOLAHAN,G.M. Division of Reactor Projects - lll,IV,V & Special Projects (Post 
870411). 89/03/28. GOLDBERG, J.H. Houston Lighting & Power Co. 8pp. 49354:271- 
49354:309. 

8904180010 Responds to NRC 890306 Itr re violations noted in Insp Repts 50-277/89- 
81 & 50-278/89-81 .Corrective actions:personnel currently reviewing NUREG/CR- 
5228, "Techniques for Preparing Flowchart-Format Emergency Operating Proce- 
dures." 

SMITH.D.M. Philadelphia Electric Co. IEB-88-007. 89/04/06. Document Control 
Branch (Document Control Desk). 23pp. 49375:275-49375:297. 

8904180026 Forwards nonproprietary ANF-84-093(NP)(A) & SuppI 1 & proprietary ANF- 
84-093(P)(A) & SuppI 1, “Steamline Break Methodology for PWRs," 

respectively. Proprietary rept withheld (ref 10CFR2.790(b)). 

COPELAND,R.A. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
RAC:017:89. 89/03/31. Office of Nuclear Reactor Regulation, Director (Post 870411). 
2pp. 49393:112-49393:275. 

8904180066 Requests review of util application for full power license for Unit 2 at ACRS 
890504-06 meeting.Draft SSER 7 to NUREG-0991 end for review by committee. 
VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 89/04/07. FRALEY, R.F. 
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 49381:219-49381:220. 

8904180094 Application for amend to License NPF-43,changlng Tech Spec 3/4.3.3 in 
conjunction w/mod to actuation logic for automatic depressurization sys, per NUREG- 
0737,ltem II.K.3.18. 

SYLVIA,B.R. Detroit Edison Co. NRC-89-0054. 89/04/03. Document Control Branch 
(Document Control Desk). 10pp. 49371:334-49371:349, 

8904180123 Discusses review of plant simulation facility development plan,submitted on 
880526.Overall approach of plan acceptable due to reliance on Util Simulation Facility 
Group baseline document.lssues requiring resolution stated. 

PULS1FER,R.M. Project Directorate 111-1. TAC 68307. 89/04/10. BERRY,K.W. Con- 
sumers Power Co. 4pp. 49380:239-49380:242. 

8904180209 Forwards rept on operational data gathering & evaluation program & pro- 
posed containment purge criteria,per SSER 5 (NUREG-0853).Supporting data for 
purging operations listed. 

HOLTZSCHER.D.L. Illinois Power Co. U-601410. 89/04/04. Document Control Branch 
(Document Control Desk). 2pp. 49373:028-49373:060. 

8904180267 Confirmation of Action Ltr 89-01 re adlons taken & to be taken to assure 
qualifications of reactor operators noted during 890329 meetIng.Understanding that 
listed actions will be performed confirmed. 

EBNETER.S.D. Region 2. Ofc of the Director. CAL-89-01. 89/03/30. CONWAY. W.F. 
Florida Power & Light Co. 2pp. 49371:291-49371:292. 

8904190016 Responds to Generic Ltr 88-14. “Instrument Air Supply Sys Problems Af- 
fecting Safety-Related Equipment," requesting review of NUREG-1275,Vol 2.Util con- 
siders program for monitoring air quality adequate. 

HALL,D.P. Illinois Power Co. GL-88-14. 89/04/06. Document Control Branch (Docu- 
ment Control Desk). 6pp. 49392:059-49392:064. 
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8904190307 Forwards editorial corrections to final draft Tech Specs, per requestCare 
should be taken when evaluating repts per Surveillance Requirement 4.8.1. 1.3 to 
ensure that difference in reporting criteria considered. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). TXX-89177. 89/04/ 
12. Document Control Branch (Document Control Desk). 94pp. 49391:147-49391:239. 

8904200339 Final response to FOIA request for documents. Forwards App A 
documents.App A documents also available in PDR.ACRS rept subj to request pub- 
lished in NUREG-1125,Vol 2, “Compilation of ACRS Repts.” 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/13. WETTERHAHN.M.J. Conner & Wetterhahn. 3pp. 49445:323- 
49447:007. 

8904210137 Requests prompt review & reporting of implementation status of TMI action 
plan items at facllity.Printout of all TMI items end w/incomplete implementation 
indicated.Requests certification that correct to allow validation of data base. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. 29pp. 49442:278- 
49442:306. 

8904210144 Concurs w/NRC conclusion that no backfit justified under existing 
regulations, per ACRS 348th meeting on 890406-08 re proposed resolution of Generic 
Issue 115, “Enhancement of Reliability of Westinghouse Solid State Protection Sys.” 
REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/04/11. 
STELLO.V. Ofc of the Executive Director for Operations. 2pp. 49444:255-49444:256. 

8904210193 Concurs in NRG proposed resolution of Generic Issue 101, "BWR Water 
Level Redundancy.” Suggests future reliability analyses either include consideration of 
common mode failures or provide appropriate justification for neglect. 

REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/04/11. 
STELLO.V. Ofc of the Executive Director for Operations. 2pp. 49442:014-49442:015. 

8904210296 Requests prompt review & reporting of status of implementation of TMI 
action plan items at plantUtil should mark up end to reflect projected implementation 
date. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. KEISER.H.W. Pennsylvania Power & Light Co. 11pp. 49452:166-49452:176. 

8904210302 Requests prompt review & reporting of status of implementation of TMI 
action plan items at plant. Printout of ail TMI items annotated where tracking sys indi- 
cates that implementation incomplete, end. Mark-up of end requested. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. ALEXICH.M.P. American Electric Power Co., Inc. 11pp. 49442:024-49442:034. 

8904210310 Requests prompt review & reporting of status of implementation of TMI 
action plan items at plant. Printout of all TMI items annotated where tracking sys indi- 
cates that implementation Incomplete, encl.Mark-up of end requested. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. LEONARD, J.D. Long Island Lighting Co. 12pp. 49452:194-49452:205. 

8904240036 Requests prompt review & reporting of status of implementation of TMI 
Action Plan items at plant. Printout of all TMI items, annotated where tracking sys indi- 
cates Implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. EURY,L.W. Carolina Power & Light Co. 10pp. 49470:087-49470:096. 

8904240052 Requests prompt review & reporting of status of implementation of TMI 
Action Plan items at facility.Printout of all TMI items, annotated where tracking sys indi- 
cates Implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. EURY.LW. Carolina Power & Light Co. 10pp. 49450:338-49450:347. 

8904240065 Requests prompt review & reporting of status of implementation of TMI 
Action Plan items at plants.Printout of all TMI items.annotated where tracking sys Indi- 
cates implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. EURY.L.W. Carolina Power & Light Co. 10pp. 49450:096-49450:105. 

8904240067 Forwards responses to NRC 880531 questions re control room habitability 
review. 

NANDY.F.R. Southern California Edison Co. 89/04/24. Document Control Branch 
(Document Control Desk). 250pp. 49467:081-49468:013. 

8904240078 Part 21 rept re recommendation that NRC clarify or define certain aspects 
of commercial grade item “dedication process” for “conversion” of commercial grade 
items to basic components, 

GRADIN.LP. EcoTech, Inc. IEB-88-010. 89/04/11. GRIMES.B.K. Division of Reactor 
Inspection & Safeguards (Post 870411). 9pp. 49495:001-49495:028. 

"8904240083 Recommends that NRC clarify or define certain aspects of commercial 
grade item “dedication process” for “conversion” of commercial grade items to basic 
components. 

GRADIN.LP. EcoTech, Inc. GL-89-02. 89/04/07. GRIMES.B.K. Division of Reactor In- 
spection & Safeguards (Post 870411). 19pp. 49495:010-49495:028. 

8904240087 Requests prompt review & r^orting of status of implementation of TMI 
Action Plan items at plantPrintout of all TMI items.annotated where tracking sys indi- 
cates implementation incomplete.encl. 

MURELY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. COTTLE, W.T. System Energy Resources, Inc. 10pp. 49445:151-49445:160. 

8904240094 Requests prompt review & r^orting of status of implementation of TMI 
Action Plan items at plantPrintout of all TMI items.annotated where tracking sys indi- 
cates implementation incomplete, end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. BERRY,K.W. Consumers Power Co. 12pp. 49445:127-49445:138. 

8904240103 Requests prompt review & reporting of status of implementation of TMI 
action plan items at facllity.Printout of all TMI items end for Indication of projected 
implementation date where necessary. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 11pp. 
49468:199-49468:209. 

8904240148 Forwards Amends 118 & 121 to Licenses DPR-24 & DPR-27, respectively 
& safety evaluation,Amends change Tech Specs by modifying certain fire protection 
sections to include recently installed sys per STS (NUREG-0452). 

SWENSON.W.H. Project Directorate lil-3. TAC 51551. 89/04/17. FAY.C.W. Wisconsin 
Electric Power Co. 2pp. 49445:179-49445:198. 


"8904240151 Amends 118 & 121 to Licenses DPR-24 & DPR-27,respectively, changing 
Tech Specs by modifying certain fire protection sections to include recently installed 
sys per STS (NUREG-0452). 

HANNON, J.N. Project Directorate 111-3. DPR-27 A 121. 89/04/17. 14pp. 49445:181- 
49445:194. 

8904240222 Advises that utii completed NUREG-0737 (TMI Action Plan) 
requirements, per License Condition 2-C.(9).Brief chronology of status of implementa- 
tion of DCRDR submitted. Installation of Class 1 E power sources complete. 
HOLT2SCHER,D.L. Illinois Power Co. U-601417. 89/04/14. Document Control Branch 
(Document Control Desk). 2pp. 49452:245-49452:246. 

8904240226 Requests prompt review & reporting of status of implementation of TMI 
action plan items at facility.Printout of TMI items.annotated where tracking sys indi- 
cates implementation incomplete.encl. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. SCHNELLD.F. Union Electric Co. 10pp. 49447:008-49447:017. 

8904240251 Responds to 890414 request for prompt review & reporting of status of im- 
plementation of TMI Action Plan items.All actions necessary to meet requirements of 
NUREG-0737 & SuppI 1 to NUREG-0737 complete. 

BURSKLR.F. Louisiana Power & Light Co. W3P89-0991. 89/04/18. Document Control 
Branch (Document Control Desk). 8pp. 49453:046-49453:053. 

8904240264 Requests review & reporting of status of implementation of TMI action plan 
items at facility.EncI list of TMI items annotated where tracking sys indicates that im- 
plementation not complete. 

MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 89/04/ 
14. CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 17pp. 
49448:043-49448:059. 

8904240275 Requests review & reporting of status of implementation of TM! action plan 
items at facility.Printout of all TMI items believed to be incomplete provided for confir- 
mation or indication of projected Implementation date. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. CARTWRIGHT, W.R. Virginia Power (Virginia Electric & Power Co.). 18pp. 
49448:014-49448:031. 

8904240277 Advises that State of KS & local plans & preparedness for plant deemed 
adequate to protect health & safety of public, per 44CFR350.12. 

PETERSON.G.C. Federal Emergency Management Agency. 89/04/04. STELLO.V. 
Ofc of the Executive Director for Operations. 1 p. 49452:248-49452:248. 

8904240303 NUREG/CR-3950 VOS FUEL PERFORMANCE ANNUAL REPORT FOR 
1987. 

BAILEY.W.J. Battelle Memorial Institute, Pacific Northwest Laboratory. WU,S. NRC - 
No Detailed Affiliation Given, FIN B-2997. PNL-5210. 89/03/31. Division of Engineer- 
ing & Systems Technology (Post 870411). 164pp, 49440:128-49440:279. 

8904240309 NUREG-0540 V1 1 N01 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE. January 1-31,1989. 

* Division of Freedom of Information & Publications Services (880515-890204). 89/ 
03/31. 400pp. 49440:280-49441:328. 

8904240315 NUREG-0020 VI 3 N03 LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT.Data As Of February 28,1989.(Gray Book 1) 

SCHWARTZ,!, Division of Computer & Telecommunications Services (Post 890205). 
89/03/31 . 500pp. 49438:332-49440:1 27. 

8904240337 Forwards info re implementation status of identified TMI action plan items 
in response to 890414 request.Time provided for determining status of implementation 
of items extremely short & burdensome to personnel. 

EURY,L.W. Carolina Power & Light Co. NLS-89-109. 89/04/18. Document Control 
Branch (Document Control Desk). 9pp. 49453:064-49453:072. 

8904240350 Requests review & rept of status of implementation of TMI action plan 
items at facility.Printout of TMI items indicating items believed to be incomplete 
encl.Projected implementation dates requested. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. MROC2KA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 59pp. 
49470:229-49470:280. 

8904240352 Requests prompt review & reporting of status of implementation of TMI 
action plan items at facility.Printout of all TMI items.annotated where tracking sys indi- 
cates implementation incomplete.encl. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
14. MECREDY.R.C. Rochester Gas & Electric Corp, 10pp. 49449:347-49449:356. 

8904240454 Advises that util definition of heavy load as load weighing more than one 
fuel assembly or approx 700 lb acceptable. Definition more conservative than defini- 
tion contained in SRP (NUREG-0800). 

SLOSSON.M.M. Project Directorate 1-1. TAC 69214, 89/04/17. BURKHARDT,L. Niag- 
ara Mohawk Power Corp. 2pp. 49452:333-49452:336. 

8904240464 Fonwards SER supporting util post-accident monitoring instrumentation re- 
quired by Reg Guide 1.97, Rev 2.Technical evaluation rept also encl.Addl info request- 
ed re containment isolation valve position indication. 

PATEL, C.P. Project Directorate III-2. TAC 51368. 89/04/14. BLISS, H.E, Common- 
wealth Edison Co. 4pp. 49448:258-49448:291. 

"8904240473 EGG-NTA-7368 “Technical Evaluation Rept, Conformance to Reg Guide 
1.97, Zion 1 & 2.” ^ 

STOFFEUJ.W. Idaho National Engineering Laboratory. FIN A-6483. TAC 51368. 88/ 
07/31. NRC - No Detailed Affiliation Given. 2Spp. 49448:267-49448:291. 

8904250100 NUREG/CP-0097 V01 PROCEEDINGS OF THE SIXTEENTH WATER RE- 
ACTOR SAFETY INFORMATION MEETING. 

ALLEN,A.J, Brookhaven National Laboratory. * Office of Nuclear Regulatory Re- 
search, Director (Post 860720). FIN A-3283. 89/03/31. 572pp. 49457:035-49458:236. 

8904250107 NUREG/CP-0097 V02 PROCEEDINGS OF THE SIXTEENTH WATER RE- 
ACTOR SAFETY INFORMATION MEETING. 

WEISS, A.J. Brookhaven National Laboratory. * Office of Nuclear Regulatory Re- 
search, Director (Post 860720), FIN A-3282. 89/03/31. 403pp. 49460:233-49461:270. 
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S904250110 NUREG/CP-0097 VOS PROCEEDINGS OF THE SIXTEENTH WATER RE- 
ACTOR SAFETY INFORMATION MEETING. 

WEISS, A.J. Brookhaven National Laboratory. * Office of Nuclear Regulatory Re- 
search, Director (Post 860720). FIN A-3282. 89/03/31. 576pp. 49455:193-49457:034. 

8904250118 NUREG/CP-0097 V04 PROCEEDINGS OF THE SIXTEENTH WATER RE- 
ACTOR SAFETY INFORMATION MEETING. 

WEISS, A.J. Brookhaven National Laboratory. * Office of Nuclear Regulatory Re- 
search, Director (Post 860720). FIN A-3282. 89/03/31. 620pp. 49458:237-49460:126. 

8904250135 NUREG/CR-4082 V07 DEGRADED PIPING PROGRAM - PHASE 
ll.Seventh Program Report. October 1987 - January 1989. 

WILKOWSKI.G.M., GUERRIERI.D., JONES.D. Battelle Memorial Institute, Columbus 
Laboratories. FIN B-8134. BMI-2120. 89/03/31. Division of Engineering (Post 
870413). 130pp. 49454:200-49454:322. 

8904250160 NUREG/CR-4929 THE EFFECTS OF VARIABLE AMPLITUDE LOADING 
ON A 533-B STEEL IN HIGH-TEMPERATURE AIR AND REACTOR WATER ENVI- 
RONMENTS. 

CULLEN,W.H. Materials Engineering Associates, Inc. BROEK,D. FractuREsearch, Inc. 
MEA-2213. 89/04/30. Division of Engineering (Post 870413). 112pp. 49460:127- 
49460:232. 

8904250162 NUREG-1348 REPORT ON THE VISIT OF U.S. NUCLEAR SAFETY DELE- 
GATION TO THE SOVIET UNION, AUGUST 19-31,1988. 

SH£A,J.R. International Programs. 89/03/31. 98pp. 49532:133-49532:139. 

8904250168 NUREG/CR-2000 V08 N2 LICENSEE EVENT REPORT (LER) 
COMPILATION:For Month Of February 1989. 

• Oak Ridge National Uboratory. FIN A-9135. ORNL/NSIC-200. 89/03/31. Office for 
Analysis & Evaluation of Operational Data, Director. 164pp. 49462:062-49462:227. 

8904250171 NUREG/CR-5279 SULFATE-ATTACK RESISTANCE AND GAMMA-IRRA- 
DIATION RESISTANCE OF SOME PORTLAND CEMENT BASED MORTARS. 

SOO,P., MILIAN,L Brookhaven National Laboratory. FIN A-3291. BNL-NUREG-52179. 
89/03/31. Division of Engineering (Post 870413). 54pp. 49462:020-49462:061. 

8904250173 NUREG/CR-5281 VALUE/IMPACT ANALYSES OF ACCIDENT PREVEN- 
TIVE AND MITIGATIVE OPTIONS FOR SPENT FUEL POOLS. 

JO,J.H., ROSE,P.F., UNWIN, S.D. Brookhaven National Laboratory. FIN A-3963. BNL- 
NUREG-52180. 89/03/31. Division of Safety Issue Resolution (Post 880717). 112pp. 
49461:271-49462:019. 

8904250193 NUREG/CR-4082 VOS DEGRADED PIPING PROGRAM - PHASE 
ll.Summary Of Technical Results And Their Significance To Leak-Before-Break And 
In-Service Flaw Acceptance Criteria, March 1984 - January 1989. 

WILKOWSKI,G.M., GHADIALI,N.. LANDOW.M. Battelle Memorial Institute, Columbus 
Laboratories. FIN B-8134. BMI-2120. 89/03/31. Division of Engineering (Post 
870413). 123pp. 49455:064-49455:192. 


ORQ CORRESPONDENCE WITH OTHER ORGANIZATIONS 

8903010075 NRC Info Notice 89-025, “Unauthorized Transfer of Ownership or Control 
of Licensed Activifies.” Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/07. Consolidated Edison Co, of New York, Inc. 98pp. 49176:158-49176:255. 

8903230076 NRC Info Notice 89-033. “Potential Failure of Westinghouse Steam Gener- , 
ator Tube Mechanical Plugs." Svc list end. * 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03/23. 
Consolidated Edison Co. of New York, Inc. 102pp. 49176:056-491 76:1 67. 

8903240083 NRC Info Notice 89-034, “Disposal of Americium Well Logging Sources.” 
Svc list end. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear SafeW (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 94pp. 49204:001-49204:096. 

8903240277 NRC Info Notice 89-035, "Loss & Theft of Unsecured Licensed Matl." Svc 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/03/30. Consolidated Edison Co. of New York, Inc. 108pp. 49205:001-49205:109. 

8903270348 Supp1 1 to NRC Info Notice 88-086, “Operating W/Multiple Grounds in DC 
Distribution Sys." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). IEIN-88-086. 
89/03/31. Consolidated Edison Co. of New York, Inc. 108pp. 49185:070-49185:177. 

8903280069 Summary of Operating Reactors Events Meeting 89-010 on 890308.List of 
attendees, significant events identified for Input to NRC Performance Indicator Program 
& summary of reactor scrams for wk ending 890305 end. 

UNNING.W.D. Events Assessment Branch. OREM-89-010. 89/03/16. ROSSI.C.E. Di- 
vision of Operational Events Assessment (Post 870411). 23pp. 49158:275-49158:297. 

8903280137 Forwards update on 870805 “Radiological Emergency Preparedness Exer- 
cise Rept," including results of remedial drill (X)nducted 880830 A status of correction 
of areas requiring corrective action. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 89/03/13. CONGEL,F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
49075:245-49075:310. 

-8903280138 “Radiological Emergency Preparedness Exerdse Rept,Rept Update As 
Result of Remedial Drill Conducted 880830." 

* Federal Emergency Management Agency. 88/08/30. 64pp. 49075:246-49075:310. 

8903280346 “Trends of Significant Operating Events in Assessing Programmatic 
Issues," to be presented in Rome,ltaly on 890403-07. 

ROSSI, C.E. Division of Op^tional Events Assessment (Post 870411). 
UNNING,W.D. NRC - No Detailed Affiliation Given. 89/03/13. 8pp. 49074:001- 
49074:008. 

8903290223 Summary of Operating Reactors Events Meeting 89-11 on 89031 5.List of 
attendee8,event8 discussed & significant elements of events & four events identified 
for input to NRC Performance Indicator Program & summary of scrams end. 
LANNING.W.D. Events Assessment Branch. OREM-89-011. 89/03/16. ROSSI.C.E. Di- 
vision of Operational Events Assessment (Post 870411). 18pp. 49120:176-49120:193. 


8903290256 NRC Info Notice 89-036, “Excessive Temps in ECCS Piping Located Out- 
side Containment.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/04. 
CJonsolidated Edison Co. of New York. Inc. 109pp. 49124:001-49124:109. 

8903290257 NRC Info Notice 89-037, “Proposed Amends to 40CFR61,Air Emission 
Stds for Radionuclides." Svc list end. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/04/04. Consolidated Edison Co. of New York, Inc. 111pp. 49218:001-49218:112. 

8903290299 Forwards NRC 6-month working list of inti meetings.Lead participant at 
each meeting required to clear position w/both EDO & Ofc of Governmental & Public 
Affairs-Ust of foreign trip repts received by Inti Programs also end. 

SHEA,J.R. International Programs. 89/03/14. STELLO.V. Ofc of the Executive Direc- 
tor for Operations. 22pp. 49120:138-49120:159. 

8903290415 Fonvards rept of NRC nondisclosure of safeguards info for quarter ending 
881231. 

BRADBURNE.J.C. Congressional Affairs. CCS. 89/02/14. UDALL.M.K. House of Rep., 
Interior & Insular Affairs. SHARP, P.R. House of Rep., Energy & Commerce. 
BREAUX, J.B. House of Rep., Environment & Public Works. 7pp. 49181:043- 
49181:049. 

8903300021 NRC Info Notice 89-038, “Atmospheric Dump Valve Failures at Palo Verde 
Units 1 ,2 & 3." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York, Inc. 106pp. 49212:001-49212:106. 

8903300068 Forwards “Radiological Emergency Preparedness Remedial Exercise Eval- 
uation Rept," of 890201 exercIse.Offsite emergency preapredness deemed adequate 
to provide reasonable assurance that public protected in event of emergency. 
KWIATKOWSKI,D. Federal Emergency Management Agency. 89/03/17. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
49144:121-49144:136. 

-8903300070 “Raadiological Emergency Preparedness Remedial Exercise Evaluation 
R^t" 

* Federal Emergency Management Agency. 89/02/16. 15pp. 49144:122-49144:136. 

8903300113 NRC Info Notice 89-039, “List of Parties Excluded From Federal Procure- 
ment or Nonprocurement Programs.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/05. 
Consolidated Edison Co. of New York. Inc. 106pp. 49220:218-49220:324, 

8903300248 Approves State of ME ingestion pathway plan for plant in accordance w/ 
44CFR350.12 Of FEMA rule. 

PETERSON, G.C. Federal Emergency Management Agency. 89/03/16. STELLO.V. 
Ofc of the Executive Director for Operations. 2pp. 49144:148-49144:149. 

8903310105 Forwards revs to incident investigation manual.NUREG-1303, deemed nec- 
essary in order to effectively implement actions identified in App 4 coordination plan. 
JORDAN, E.L. Office for Analysis & Evaluation of Operational Data, Director. 89/03/ 
17. BEARD.P.M. Institute of Nuclear Power Operations. 19pp. 49153:270-49153:288. 

8903310235 Forwards biweekly listing of generic communications under consideration 
or development by NRC.including bulletins, info notices & generic Itrs. 
BERLINGER,C.H. Generic Communications Branch. 89/03/17. GREEN.W. Institute of 
Nuclear Power Operatloris. 5pp. 49159:088-49169:092. 

8903310284 Forwards Commission biweekly notice of applications & amends to OL in- 
volving N8HC,pubtished in FR on 890308.W/O end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411), 89/03/ 
BR^UX,J.B. Senate, Environment & Public Works. UDALL.M.K. House of Rep., 
Interior A Insular Affairs. SHARP, P.R. House of Rep., Energy A Commerce. 2pp. 
49148:169-49148:170. 

8903310318 Forwards "Generic Implication of Browns Ferry Fire on 871102," technical 
review rept. 

SU.T.M. Reactor Operations Analysis Branch. AEOD/T903. 89/03/24. 
ROSENTHAL, J.E. Reactor Operations Analysis Branch. Ip. 49159:097-49159:100. 

-8904060365 “Generic Implication of Browns Ferry Fire on 871102.” 

* Reactor Operations Analysis Branch. AEOD/T903. 89/03/28. 3pp. 49159:098- 
49159:100. 

8904030005 Expresses views on aspects of draft generic Itr, “Svc Water Sys Problems 
Affecting Safety-Related Equipment." Legal issues that merit serious consideration A 
rev of generic Itr discussed. 

REYNOLDS,N.S. Nuclear Utility Backfitting A Reform Group. 89/03/24. JORDAN,E.L 
Office for Analysis A Evaluation of Operational Data, Director. 6pp. 49183:122- 
49183:127. 

8904030356 Summary of Operating Reactors Events Meeting 89-12 on 890322.List of 
attendees,6vents discussed A significant elements,summary of reactor scrams A com- 
parison of weekly statistics w/industry averages for wk ending 890319 end. 
LANNING,W.D. Events Assessment Branch. OREM-89-012. 89/03/24. ROSSI, C.E. Di- 
vision of Operational Events Assessment (Post 870411). 13pp. 49183:154-49183:166. 

8904030475 “Final Radiological Emergency Preparedness Exercise Rept." 

* Federal Emergency Management Agency. 89/01/09. 46pp. 49183:056-49183:102. 

8904030498 Forwards 1988 annual repLFoldout section on key indicators of nuclear 
plant performance included.W/o end. 

PATE,Z.T. Institute of Nuclear Power Operations. 89/03/20. EBNETER.S.D. Region 2, 
Ofc of the Director. 1p. 49166:357-49165:357. 

8904040025 Forwards “Exerdse Evaluation of Implementation of State A Local Radio- 
logical Emergency Response Plans Conducted 880831 for Quad Cities Nuclear Power 
Station." Approval of offsite plans for plant granted under 44CFR350 in effect, 
KWIATKOWSKI.D, Federal Emergency Management Agency. 89/03/20. CONGEL,F.J. 
Division of Radiation Protection A Emergency Preparedness (Post 870411). 5pp. 
49194:283-49194:346. 

-8904040028 "Exercise Evaluation of Implementation of State A Local Radiological 
Eme^ncy Response Plans for Quad Cities Nuclear Power Station.” 

OVERSTREET, J.D. Federal Emergency Management Agency. 88/11/02. 58pp. 
49194:288-49194:346. 
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8904040413 Responds to 890309 Itr requesting review of final EIS mgt plan.No potential 
impacts identified in review & no comments forthcoming. 

RUBENSTEiN,L.S. Assistant Director for Region IV Reactors & Special Projects. 89/ 
03/29. URAVITCH.J.A. Commerce, Dept. of. National Oceanic & Atmospheric Admin- 
istration. 3pp. 49191:259-49191:261. 

8904050259 FOIA request for records re emergency plan dtd Sept 1988 or after. 
BELAIR.R.R. Kirkpatrick & Lockhart. 89/03/02. Federal Emergency Management 
Agency. 2pp. 49205:167-49205:168. 

8904050298 Responds to FOIA request for records.App documents end & available in 
PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/31. BELAIR.R.R. Kirkpatrick & Lockhart 2pp. 49205:169-49205:172. 

-8811100216 Forwards util 881101 Itr transmitting support documentation re ingestion 
pathway brochure for local offsite radiological emergency response plan. 

CONGEL.F.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 88/11/07. KRIMM.R.W. Federal Emergency Management Agency. Ip. 
49205:171-49205:171. 

-8812060266 Requests advisement as to whether util responses adequately address 
areas requiring corrective action as identified during exercise & outstanding plan 
inadequacies. Licensee responses to 880607 post-exercise assessment encl.W/o end. 
CONGEL.F.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 88/12/05. KRIMM.R.W. Federal Emergency Management Agency. 1p. 
49205:172-49205:172. 

8904050515 SuppI 3 to NRG Bulletin 88-008, “Thermal Stresses in Piping Connected to 
RCS.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEB-88-008. 
89/04/11. Consolidated Edison Co. of New York, Inc. 109pp. 49388:037-49388:145. 

8904060461 Advises that proper forum for addressing Authorized Nuclear Inspector har- 
assment & intimidation is NRC/ASME/NB coordinating committee. 

GRIMES.B.K. Division of Reactor Inspection & Safeguards (Post 870411). 89/03/21. 
MCDONALD.D.J. National Board of Boiler & Pressure Vessel Inspectors. Ip. 
49226:321-49226:323. 

“8904060467 Expresses concern re allegations of Authorized Nuclear Inspector haras- 
sement & intimidation at TVA sites & other nuclear projects. 

MCDONALD,D.J. National Board of Boiler & Pressure Vessel Inspectors. 89/02/28. 
GRIMES.B.K. Division of Reactor Inspection & Safeguards (Post 870411). 2pp. 
49226:322-49226:323. 

8904070202 Partial response to FOIA request for records.App C & D records available 
in PDR.App D records end. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/06. BELAIR.R.R. Kirkpatrick & Lockhart. 3pp. 49220:018-49220:037. 

-8809160127 Submits daily highlightOn 880909,FEMA provided evaluation of util offsite 
emergency plan & June exercise of that plan. No deficiencies identified.although util 
will be required to make minor corrections in certain areas. 

BROWN.W.R. Project Directorate 1-2. 88/09/12. MURLEY.T., SNIEZEK.J.. 

MIRAGLIA,F. NRC - No Detailed Affiliation Given. Ip. 49220:023-49220:023. 

-8809190369 Requests end FEMA 880909 Itr & rept re review of plant emergency plan 
be sent to licensee.Although seven plant elements rated inadequate, exercise held on 
880607-09 demonstrated adequate overall preparedness. 

TRAVERS, W.D. Emergency Preparedness Branch. 88/00/14. BUTLER, W.R. Project 
Directorate I-2. 2pp. 49220:024-49220:026. 

8904100376 NRC Info Notice 80-040, “Unsatisfactory Operator Test Results & Effect on 
Requalificatlon Program." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). CAL, 89/04/ 
14. Consolidated Edison c5o. of New York, Inc. lOOpp. 49335:001-49335:107. 

8904100382 Fonvards Feb 1989 issue of quarterly performance indicator rept containing 
data through Dec 1988. 

SINGH.R. Trends & Patterns Analysis Branch. 89/04/03. SKOCZLAS.J.A. Document 
Control Branch (Document Control Desk). Ip. 49244:170-49245:274. 

-8904100387 “Performance Indicators for Operating Commercial Nuclear Power 
Reactors, Data Through Dec 1988." 

BURTON.W., DRESCHLER.R., HESS.M. Office for Analysis & Evaluation of Operation- 
al Data, Director. 89/02/28. 200pp. 49244:171-49245:274. 

8904110020 Fonvards “Exercise Evaluation of Implementation of State & Local Radio- 
logical Emergency Response Plans,” for 881109 offsite exercise for plantState of lA 
&Linn & Benton Counties fully participated in exercise. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 89/03/28. CONGEL,F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 

-8904110024 “Exercise Evaluation of Implementation of State & Local Radiological 
Emergency Response Plans.” 

* Federal Emergency Management Agency. 89/01/09. 57pp. 

8904110183 SuppI 1 to NRC Info Notice 88-075, “Disabling of Diesel Generator Output 
Circuit Breakers by Anti-Pump Circuitry.” Svc list end, 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). IEIN-88-075. 
89/04/17. Consolidated Edison Co. of New York, Inc. 106pp. 49393:001-49393:106. 

8904120293 Forwards Rev 1 to “Project Managers Handbook." Rev emphasizes project 
manager as focal point for assigned unit Responsibility for periodic rev & publication 
of handbook delegated to Project Managers Handbook Committee. 

VARGA,S.A. Associate Director for Projects (Post 870411). TAC 72000. 89/03/30. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 4pp. 49296:030- 
49296:033. 

8904130114 Commonwealth of MA atty general motion to compel produdion of docu- 
ments from FEMA.* Certificate of Svc end. 

TRAFICONTE,J. Massachusetts. Commonwealth of. #289 8405. OL. 89/04/05. 
Atomic Safety and Licensing Board Panel. 52pp. 49233:174-49233:225. 

8904140042 NRC Info Notice 89-041, “Operator Response to Pressurization of Low 
Pressure Interfacing Sys." Svc list end, 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/20. 
Consolidated Edison Co. of New York, Inc. 106pp. 49397:001-49397:106. 


8904170161 Notifies that generic Itrs issued by NRC can now be purchased through 
subscription svc from GPO at listed address. 

LARKINS, J.T. Planning, Program & Management Support Branch (Post 870411). 89/ 
04/06. Ip. 49371:144-49371:144. 

8904170256 Forwards info re natl atomic energy authorities in foreign countries, per re- 
quest. 

PETERSON,M.R. Assistant Director for International Security. 89/04/04. RYGE.P. Sci- 
ence Applications International Corp. (formerly Science Applications, Inc,). 34pp. 
49350:176-49350:209. 

8904170316 Summary of Operating Reactors Events Meeting 89-014 on 890405.List of 
attendees,events discussed & significant elements of events & summary of reactor 
scrams for wk ending 890402 end. 

LANNING.W.D. Events Assessment Branch. OREM-89-014. 89/04/10. ROSSI,C.E. Di- 
vision of Operational Events Assessment (Post 870411). 12pp. 49369:281-49369:292. 

8904170372 Forwards quarterly list of shipments of spent fuel between Oct-Dec 1988. 
MACDONALD, C.E. Transportation Branch. 89/04/05. ROBERTS,A.I. Transportation, 
Dept. of. 4pp. 49507:031-49507:034. 

8904180193 NRC Info Notice 89-042, “Failure of Rosemount Models 1153 & 1154 
Transmitters.” Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 

8904190036 Forwards rept on 890222 unannounced drill for offsite radiological emer- 
gency response plans for plant.No deficiencies observed during drill.Two areas requir- 
ing corrective action identified at listed location. 

KWIATKOWSKI,D. Federal Emergency Management Agency. 89/04/07. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
49394:100-49394:117. 

-8904190042 “Evaluation of Unannounced Drill Testing Mobilization & Activation Por- 
tions of State & Local Radiological Emergency Response Plans for Callaway Nuclear 
Power Plant, Drill Conducted on 890222,” 

* Federal Emergency Management Agency. 89/03/13. 17pp. 49394:101-49394:117. 

8904190353 Forwards Commission biweekly notice of applications & amends to OLs in- 
volving NSHC published In FR on 890322. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/04/ 
07. BREAUX,J.B. Senate, Environment & Public Works. 2pp. 49385:260-49385:261. 

8904200190 Expresses appreciation for communicating Nuclear Util Backfitting & 
Reform Group concerns re proposed generic Itr on fraudulent matl.in response to 
890207 Itr. 

JORDAN,E.L. Office for Analysis & Evaluation of Operational Data, Director. 89/04/ 
04. REYNOLDS,N., STENGER,D. Nuclear Utility Backfitting & Reform Group. Ip. 
49432:301-49432:301. 

8904200228 Final response to FOIA request for records.App E record end & available 
in PDR./^p F records partially withheld (ref FOIA Exemption 5). 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/17. BELAIR.R.R. Kirkpatrick & Lockhart. 4pp. 49358:305-49358:316. 

-8904200232 Advises that FEMA testimony in upcoming hearing on 1988 emergency 
planning exercise should discuss listed matters in detail. 

REIS.E.J. Assistant General Counsel for Hearings. OL-5. 89/02/01. CUMMINQ,W.R. 
Federal Emergency Management Agency. 3pp. 49358:311-49358:313. 

-8904200242 Forwards comments on util response to FEMA post-exercise assessment 
880607-09 of local offsite radiological emergency response plan, RAC review com- 
ments for Rev 1 0 of plan & ingestion pathway brochure. 

FOX,E.F. Region 1, Ofc of the Director. 88/12/15. HUSAR.I.W. Region 1, Ofc of the 
Director. 2pp. 49358:315-49358:316. 

8904200313 Forwards FEMA exercise evaluation rept update for plant Aug 1987 
exercise.Rept describes results of remedial drill conducted on 880830. 

CALLAN,L.X Region 4, Ofc of the Director. 89/04/14. WILLIAMS, R.O. Public Service 
Co. of Colorado. 2pp. 49401:221-49401:288. 

-8903310203 Forwards FEMA 890313 memo transmitting FEMA Region VIII update 
rept of 870805 exercise.Rept includes results of remedial drill conducted on 880830 & 
status of areas requiring corrective action. 

TRAVERS,W.D. Emergency Preparedness Branch. 89/03/27. BANGART.R.L Region 
4, Ofc of the Director. Ip. 49401:223-49401:288. 

-8903310208 Forwards exercise rept update on 870805 joint exercise of offsite radio- 
logical emergency preparedness plans for plant. Rept includes remedial drill conduct- 
ed on 880830 & status of correction of areas requiring corrective action.W/o end. 
KWIATKOWSKI,D. Federal Emergency Management Agency. 89/03/13. CONGEL,F.J. 
Emergency Preparedness Branch. Ip. 49401:224-49401:288. 

8904210035 Order.* Denies SB Comely motion to quash subpoena duces tecum issued 
on 890324 during internal NRC investigation & reaffirms subpoena, per stated 
mods.W/Certificate of Svc. 

CHILK,S.J. Office of the Secretary of the Commission. #289 8472. 89/04/17. 10pp. 
49352:349-49352:358. 

8904210130 Notification of 890509 meeting w/INPO in Chattanooga,TN to discuss 
topics of mutual interest re radiation protection at nuclear power reactors. 
CUNNINGHAM, L.J. Radiation Protection Branch. 89/04/12. CONGEL.F.J. Division of 
Radiation Protection & Emergency Preparedness (Post 870411), 2pp. 49443:185- 
49443:186. 

8904210252 Summary of Operating Reactors Events Meeting 89-13 on 890329 to dis- 
cuss events occumng since last meeting on 890322.Summary of reactor scrams for 
wk ending 890326 end. 

LANNING.W.D. Division of Operational Events Assessment (Post 870411). OREM-89- 
013. 89/04/12. ROSSI.C.E. Events Assessment Branch. 13pp. 49430:262-49430:274. 

8904210260 Approves state & associated local plans for radiological emergencies subj 
to approval of notification sys by FEMA. 

PETERSON.G.C. Federal Emergency Management Agency. 89/03/28. STELLO.V. 
Ofc of the Executive Director for Operations, ip. 49443:046-49443:046. 
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8904210275 Ltr to all licensees of OLs & CPs forwarding questionnaire to obtain & 
evaluate industry views on conduct of backlit process. Response requested by 
890519. 

JORDAN,E.L. Office for Analysis & Evaluation of Operational Data, Director. 89/04/ 
07, Affiliation Not Assigned. 3pp. 49432:341 -49432:343. 

8904240073 Notification of 890413 meeting w/Rosemount,NUMARC & Northeast Utils 
in Rockville, yD to discuss recent malfunction of Rosemount Models 1153 & 1154 
pressure & differential pressure transmitters & industry actions. 

BERLINGER.C.H. Generic Communications Branch. 89/04/12. ROSSl.C.E. Division of 
Operational Events Assessment (Post 870411). Ip. 49452:221-49452:221, 

8904240146 Forwards comments on EPA 40CFR61 rulemaking re establishing environ 
stds for radionuclides as hazardous air pollutants. Alternative approach to determine 
compliance w/std would be to determine exposure of critical group. 

CONGEL,F.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 89/04/14. MALSCH.M.G. Deputy General Counsel for Licensing & Regula- 
tion (Pre 890423). 8pp. 49445:103-49445:110. 

8904240149 Responds to questions from Commissioner Curtiss 890313 memo re pro- 
posed EPA Clean Air Act stds for radionuclides. Discussion of differentiation between 
four options proposed by EPA & regulatory limits already imposed by NRC included. 
CONGEL,F.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 89/04/10. BERNERO,R.M. Office of Nuclear Material Safety & 
Safeguards, Director. 3pp. 49450:001-49450:003. 

8904240277 Advises that State of KS & local plans & preparedness for plant deemed 
adequate to protect health & safety of public, per 44CFR350.12. 

PETERSON, G.C. Federal Emergency Management Agency. 89/04/04. STELLO.V. 
Ofc of the Executive Director for Operations. Ip. 49452:248-49452:248. 

8904240386 Summary of Operating Reactors Events Meeting 89-015 on 89041 2.Discus- 
sion of events, list of attendees & three significant items identified for input into NRC 
Performance Indicator Program & summary of reactor scrams also end, 

LANNING.W.D. Events Assessment Branch. OREM-89-015. 89/04/12. ROSSl.C.E. Di- 
vision of Operational Events Assessment (Post 870411). 16pp. 49449:086-49449:101. 

8904260266 Partial response to FOIA request for records.App H/H records available In 
PDR.App I/I records end & available in PDR.App J/J & K/K records partially & com- 
pletely withheld, respectively (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/19. JOHNSON, G.E. Swidler & Berlin. 16pp. 49501:326-49502:195. 

“8707230491 Forwards RG Bird 870630 ltr to PW Agnes providing repts on offsite 
emergertcy planning issues. 

CONGEL,F.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 87/07/16. KRIMM.R.W. Federal Emergency Management Agency. 6pp. 
49503:341-49503:348. 

8904270446 Final response to FOIA request for documents, Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/24. O'BRIEN, J.H, Affiliation Not Assigned. 3pp. 49520:092- 
49521:112. 

“8904280096 Responds to 850906 ltr requesting NRC to review position on use of Cs- 
137 waste encapsulation storage facility capsules in wet storage irradiators. 
CUNNINGHAM, R.E. Division of Fuel C^cle & Material Safety (Pre 870413). 85/10/21. 
JiCHA,J.J. Energy, Dept. of. 2pp. 49520:276-49520:279. 
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8903270230 "Extension of Time for Implementation of Decontamination Priority & Trust- 
eeship Provisions of Property Insurance Requirements,” 10CFR50 final rule.Rule 
amends implementation schedule to change effective date. 

STELLO.V. Ofc of the Executive Director for Operations. 53FR36338. 89/03/10. 
10pp. 49242:078-49242:087. 

89032^73 Forwards answers to questions asked in recipient 880629 ltr. NRC will 
keep subcommittee informed of NRC action on proposed Standardization 
RulaCommission received briefing on proposal at 880627 public meeting. 
PARLER.W.C. Office of the General Counsel (Post 860701). CCS. 88/07/11. 
SHARP, P.R. House of Rep., Energy & Commerce. 11pp. 49181:052-49181:067. 

“8903290076 Requests clarification of several elements of recipient testimony at sub- 
committee hearing on licensing reform by answering listed questions.Answers to ques- 
tions expected by 880721 for inclusion in hearing record. 

SHARP, P.R. House of Rep., Energy & Commerce. 88/06/29. PARLER.W.C. Office of 
the General Counsel (Post 860701). 2pp. 49181:063-49181:067. 

8903290420 Responds to constituent J Boyd inquiries re proposed amend to "Educ & 
Experience Requirements for Senior Reactor Operators & Supervisors at Nuclear 
Power Plants.” w/o end. 

STELLO.V. Ofc of the Executive Director for Operations. C(^. 89/02/22. EXON,J.J. 
Senate. 2pp. 49309:114-49309:126. 

8904030137 Forwards comments on rev to 10CFR20. 

PETERSON.H. Office of Nuclear Regulatory Research, Director (Post 860720). 
50FR51992. 89/04/03. Document Control Branch (Document Control Desk). 8pp. 
49183:224-49183:231. 

8904040003 Comment supporting proposed rules 10CFR50 & 55 re educ experience re- 
quirements for senior reactor operators & supervisors at nuclear power plants. 

CREEL, G.C. Baltimore Gas & Electric Co. 53FR52716 00207. 89/03/24. Docketing & 
Services Branch. 9pp. 49168:344-49168:352. 

8904040010 Comment opposing proposed rules 10CFR50 & 65 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
BRAM,S.B. Consolidated Edison Co. of New York, Inc. 53FR52716 00220. 89/03/29. 
CHILK.S.J. Office of the Secretary of the Commission. 3pp. 49168:359-49168:361. 

8904040031 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 53FR52716 00219. 89/ 
03/29. Docketing & Services Branch. 6pp. 49168:353-49168:358. 


8904040033 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear plants.Suggests 
creation of special program at univ such as 2-yr associate program. 
SCHOENBACH,B.G. Affiliation Not Assigned. 53FR52716 00218. 89/03/24. Docketing 
& Services Branch. 1p. 49196:148-49196:148. 

8904040047 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for plant senior reactor operators & supervisors.Suggests training sys al- 
lowing for industry identification of specific knowledge & skill items needed. 

METTE.R. Affiliation Not Assigned. 53FR52716 00217. 89/03/22. Office of the Secre- 
tary of the Commission. Ip. 49196:147-49196:147. 

8904040209 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for plant senior reactor operators & supervisors.Rulemaking record 
pointed out as clearly militating against imposition of college degree requirement 
REYNOLDS,N.S. Bishop. Cook, Purcell & Reynolds. REYNOLDS, N.S. Duke Power Co. 
REYNOLDS.N.S. Florida Power & Light Co. 53FR52716 00216. 89/03/29. CHILK.S.J. 
Office of the Secretary of the Commission. 11pp. 49196:154-49196:165. 

8904040228 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for plants.Commissioners urged to consider existing financial incen- 
tives for good performance & lack of demonstrated general problem. 

DRAPER,E.L. Gulf States Utilities Co. 53FR47822 00072. 89/03/22. ZECH.L.W. Com- 
missioners. 2pp. 49196:149-49196:150. 

8904040260 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

DROBISH,L.J. Affiliation Not Assigned. 53FR49886 00214. 89/03/23. Office of the 
Secretary of the Commission. Ip. 49196:151-49196:151. 

8904040275 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. Suggests that NRC-mandated maint std 
would retard current industry initiatives & improvement in plant maint practices. 
BERRY,K.W. Consumers Power Co. 53FR47822 00073, 89/03/27. Docketing & Serv- 
ices Branch. 2pp. 49196:137-49196:138. 

8904040313 Comment opposing proposed rules 10CFR21 & 50 re establishing criteria & 
procedures for reporting defects.Proposes that rule be modified to specifically identify 
entities which must perform evaluations. 

LEVINE, LH. Latham & Watkins. LEVINE, LH. Emerson Electric Co. 53FR44594 
00036. 89/03/24. Docketing & Services Branch. 8pp, 49196:139-49196:146. 

8904040470 Comment opposing proposed rules 1 0CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants-Agrees that imposition of degree requirement could impair public safety. 
MEDFORD, M.O. Southern California Edison Co. 53FR52716 00211. 89/03/27. 
CHILK,S.J. Office of the Secretary of the Commission. 2pp. 49196:152-49196:1 53. 

8904050021 Comment supporting proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
COTTLE,W.T. System Energy Resources, Inc. 53FR52716 00213. 89/03/27, Docket- 
ing & Services Branch. 1p. 49196:166-49196:166. 

8904050032 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 

plants.Proposed formal educ requirements have no obvious or demonstrated safety 
benefit. 

DRAWBRIDGE,B.L Yankee Atomic Electric Co. 53FR52716 00212. 89/03/27. Dock- 
eting & Services Branch. 14pp. 49196:167-49196:180. 

8904050057 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 

piants.College degree almost totally irrelevant to operators knowledge, virtues & traits. 
BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 53FR52716 00210. 89/03/24. Docketing & Services Branch. 7pp. 49196:181- 
49196:196. 

“8904050074 Summarizes comments opposing proposed rules 10CFR50 & 55 re educ 
& experience requirements for senior reactor operators & supervisors at nuclear 
power plants. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 53FR52716 00210. 86/09/24. Docketing & Services Branch. 9pp. 49196:188- 
49196:196. 

8904050091 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
■ requirements for senior reactor operators & supervisors at nuclear power 
plants.CRGR concluded that rule could not satisfy hackfitting requirements. 
REYNOLDS.N.S., STENGER.D.F., MEINDERTSMA.C. Nuclear Utility Backfitting & 
Reform Group. 53FR52716 00209. 89/03/24. CHILK.S.J. Docketing & Services 
Branch, 7pp. 491 96:1 97-491 96:203. 

8904050155 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control.Generally, requirement need only be that operation will not 
result in exposure of public to levels exceeding limit for exemption to be granted. 
TSENG. J.C. Energy, Dept. of. 53FR49886 00215. 89/03/27. Docketing & Services 
Branch. 3pp. 49196:205-49196:207. 

8904050172 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Rule 
would adversely affect all career paths & be counterproductive. 

LEE,B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 53FR52716 00214. 89/03/29. CHILK.S.J. Office of the Secretary of the 
Commission. 69pp. 49196:208-49196:276. 

8904070111 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

STRASSER,M. Affiliation Not Assigned. 53FR49886 00213. 89/03/21. Office of the 
Secretary of the Commission. 2pp. 49219:058-49219:069. 

8904070150 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
LOFLIN,L.I. Carolina Power & Light Co. 53FR52716 00215. 89/03/29. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 49219:061-49219:062. 
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8904070152 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
LANDRUM, R.E. Affiliation Not Assigned. 53FR52716 00204. 89/03/24. Docketing & 
Services Branch. 7pp. 49219:063-49219:069. 

8904070215 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
YOUNG, B. Affiliation Not Assigned. 53FR52716 00198. 89/03/21. Docketing & Serv- 
ices Branch. 3pp. 49219:072-49219:074. 

8904070221 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
BERRY, K.W. Consumers Power Co. 53FR52716 00197. 89/03/20. Docketing & Serv- 
ices Branch. 2pp. 49219:075-49219:076. 

8904070227 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
CONSERIERE.R.W. Affiliation Not Assigned. 53FR52716 00199. 89/03/21. Docketing 
& Services Branch. 3pp. 49219:079-49219:081. 

8904070231 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
CAMPBELUT.G. Arkansas Power & Light Co. 53FR52716 00200. 89/03/21. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 49219:077-49219:078. 

8904070249 Comment supporting proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
BOLEY,K. Public Citizen’s Critical Mass Energy Project. 53FR52716 00205. 89/03/24. 
Docketing & Services Branch, 3pp. 49219:082-49219:084. 

8904070255 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
FUHLAGE.C.H. Affiliation Not Assigned. 53FR52716 00201. 89/03/22. Docketing & 
Sen/ices Branch. 7pp. 49219:085-49^219:091. 

8904070262 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants, 
K02INSKY,E.J. Affiliation Not Assigned. 53FR52716 00206. 89/03/24. Office of the 
Secretary of the Commission. 1p. 49219:092-49219:092. 

8904070267 Comment suipporting NUMARC comments on proposed rules 10CFR50 & 
55 re educ & experience requirements for senior reactor operator & supervisors at 
nuclear power plants. 

HAIRSTON.W.G. Affiliation Not Assigned. 53FR52716 00202. 89/03/23. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 49219:093-49219:093. 

8904070275 Comment opposing proposed rule 10CFRS0 re ensuring effectiveness of 
maint programs for nuclear power plants. 

MAULDEN.J.L. Arkansas Power & Light Co. 53FR47822 00071. 89/03/20. ZECH.LW. 
NRC - No Detailed Affiliation Given. 3pp. 49219:094-49219:096. 

8904070291 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

CONNER,J.B. Conner & Wetterhahn. 53FR47822 00074. 89/02/23. CHILK.S.J. Office 
of the Secretary of the Commission. 51 pp, 49219:097-49219:147. 

8904100086 Responds to constituent M Metzner inquiry re pr<^osed amend to regula- 
tions entitled. “Educ & Experience Requirements for Senior Reactor Operators & Su- 
pervisors at Nuclear Power Plants.” FR pages on sub] end. 

STELLO.V. Ofc of the Executive Director for Operations. CCS. 89/03/21. DIXON, A. J. 
Senate. 14pp. 49295:022-49295:055. 

-8904120349 Requests that all correspondence re matter discussed in end WC 
Metzner Itr concerning NRC proposed rule on educational qualifications of senior re- 
actor operators &/or supervisors at nuclear plants, be directed to DD Hansen. 

DIXON, A.J. Senate. 89/02/24. NRC - No Detailed Affiliation Given. 3pp. 49295:036- 
49295:055. 

8904100118 Forwards final rule re reactivity control capacity for BWR standby liquid 
control sys (SLCS).Commission believes that proposed rule adequately clarifies reac- 
tivity control conditions of BWR SLCS. Final rule adopts proposed rule. 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Diredor (Post 860720). CCS. 
89/04/06. SHARP.P.R. House of Rep., Energy & Commerce. BREAUX,J.B, ^nate, 
Environment & Public Works. UDALL,M.K. House of Rep., Interior & Insular Affairs. 
5pp. 49278:146-49278:156. 

-8904100121 “Flow Control Conditions for Standby Liquid Control Sys in BWRs,” final 
rule.Regulations amended to set forth conditions for determining reactivity control ca- 
pacity for BWR standby liquid control sys. 

STELLO.V. Ofc of the Executive Director for Operations. AC72-2 7. 89/03/21. 6pp. 
49278:151-49278:156. 

8904100153 Ack receipt of 890223 Itr re NRC revs to sys of records, NRC-20, “Official 
Travel Records” & NRC-21, “Payroll Accounting Records.” Revised FR notice reflect- 
ing changes in routine use section of sys records end. 

STELLO.V. Ofc of the Executive Director for Operations. CCS. 89/04/06. WISE.B. 
House of Rep., Government Operations. Ip. 49278:181-49278:194. 

-8904100168 Notice of dIsclosures.NRC proposing to amend Sys of Records NRC-20 & 
NRC-21 to reflect Debt Collection Act of 1982 requirement that notice under Privacy 
Act be made indicating that info in records may be disclosed to reporting agen^. 
STELLO.V. Ofc of the Executive Director for Operations. 89/04/05. 8pp. 492/8:182- 
49278:191. 

-8904100170 Advises that 890214 Itr to Committee on Govt Operations transmitting 
changes in Privay Act sys of records notices ref to subcommittee.Recommends that 
routine uses be eliminated & consumer reporting notices be recast. 

WISE.B. House of Rep., Government Operations. 89/02/23. NORRY.P.G. Office of 
Administration (Post 890205). 2pp. 49278:192-49278:193. 

-8904100172 Advises that NRC proposing to make changes to Privacy Act Sys of 
Records NRC-20, “Official Travel Records” & NRC-21. “Payroll Accounting Records,” 
to add new routine to reflect Debt of Collection Act of 1982 requirement. 

NORRY.P.G. Office of Administration (Post 890205). 89/02/14. CONYERS, J. House 
of Rep., Government Operations. Ip. 49278:194-49278:194. 


8904100202 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants.Staffing would be adversely affected.Addl experience requirements necessary. 
KROGH.G.D. Affiliation Not Assigned. 53FR52716 00222. 89/03/27. Docketing & 
Services Branch. 2pp. 49236:022-49236:023. 

8904100215 Comment on proposed rules 10CFR50 & 55 re educ & experience require- 
ments for senior reactor operators & supervisors at nuclear power plants.Degree good 
when backed up by experience. Experience key to safe & reliable operations. 
LEAHY.P.M. Affiliation Not Assigned. 53FR52716 00221. 89/03/25. Docketing & 
Services Branch, 2pp. 49236:024-49236:025. 

8904100230 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Rules 
would result in less attentiveness to duties. 

PUTTHOFF.S.M. Affiliation Not Assigned. 53FR52716 00223. 89/03/27. Office of the 
Secretary of the Commission. 3pp. 49236:026-49236:028. 

8904100233 Discusses constituent,CT Gorton inguiry about NRC proposed amend to 
regulations entitled, “Educ & Experience Requirements for Senior Reactor Operators 
& Supervisors at Nuclear Power Plants.” FR pages on subj end. 

STELLO,V. Ofc of the Executive Director for Operations. CCS. 89/03/16. UPTON, F. 
House of Rep. 13pp. 49295:001-49295:017. 

-8904100237 Forwards constituent,CT Gorton 890128 Itr expressing concern about 
NRC proposed amend to regulations re degree requirement for senior reactor 
operators.Response to constituent concerns requested. 

UPTON,F. House of Rep. 89/02/17. BRADBURNE,J.C. NRC - No Detailed Affiliation 
Given. 2pp. 49295:014-49295:015. 

-8904100239 Comment opposing proposed rule re educ & experience requirement for 
senior reactor operators & supen/isors. 

GORTON,C.T. Affiliation Not Assigned. 89/01/26. Office of the Secretary of the Com- 
mission. 2pp. 49295:016-49295:017. 

8904100243 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Rule 
would force higher turnover & lesser-experienced on-shift individuals. 

MECREDY,R.C. Rochester Gas & Electric Corp. 53FR62716 00224. 89/03/27. Dock- 
eting & Services Branch. Ip. 49236:029-49236:029. 

8904100250 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 

plants.Compliance could potentially reduce level of operating experience available. 
THOMAS, G.S. Public Service Co. of New Hampshire. 53FR52716 00225. 89/03/29. 
CHILK,S.J. Office of the Secretary of the Commission. Ip. 49236:030-49236:030. 

8904100296 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 

plants.Requirement will make dedicated operators leave nuclear power field. 
DRASKA,K. Affiliation Not Assigned. 53FR52716 00226. 89/03/31. Office of the Sec- 
retary of the Commission. Ip. 49236:021-49236:021. 

8904100302 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.No 
relationship exists between operator w/technical degree & diagnostic ability. 

SABO,A.T. Westinghouse Electric Corp. 53FR52716 00227. 89/03/29. CHILK,S.J. 
Office of the Secretary of the Commission. 6pp. 49236:031-49236:035. 

8904100408 Comment on proposed rule 10CFR35 re specific training &/or certification 
requirements for technologists & dosimetrists involved w/ medical use of isotope matl 
in diagnostic & teletherapy usage.State programs should be recognized. 

ALLEN,D.R. Mid-Maine Medical Center. Waterville, ME. 53FR18845 00097. 89/03/23. 
Docketing & Services Branch. 1 p. 49236:039-49236:039. 

8904100411 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power 
plants.Degree requirement would prove counterproductive to safe & effective plant op- 
eration. 

MINECK.D.L. Iowa Electric Light & Power Co. 53FR52716 00208. 89/03/28. 
CHILK,S.J. Office of the Secretary of the Commission. 2pp. 49236:040-49236:041. 

8904110013 Responds to constituent W Baruth Itr re proposed amend to NRC regula- 
tion entitled, “Educ & Experience Requirements for Senior Reactor Operators & Su- 
pervisors at Nuclear Power Plants.” FR pages on subj end. 

STELLO.V. Ofc of the Executive Director for Operations. CCS. 89/03/14. 
COLEMAN,E.T. House of Rep. 13pp. 49278:219-49278:233. 

—8904120367 Requests investigation of info in end W Baruth Itr expresing concerns re 
NRC proposed amend to regulation concerning degree requirement for senior opera- 
tors. 

COLEMAN.ET. House of Rep. 89/02/09. NRC - No Detailed Affiliation Given. 2pp. 
49278:232-49278:233. 

8904110276 Responds to constituent KR Baker concerns re NRC proposed amend to 
regulations entitled, "Educ & Experience Requirements for Senior Reactor Operators 
& supervisors at Nuclear Power Plants.” 

STELLO.V. Ofc of the Executive Director for Operations. CXJS. 89/03/22. UPTON.F. 
House of Rep. 13pp. 49278:203-49278:218. 

8904110299 Responds to MG LaFleur inquiries re proposed amend to NRC regulations 
entitled, “Educ & Experience Requirements for senior Reactor Operators & Supervi- 
sors at Nuclear Power Plants." FR pages on subj end. 

STELLO.V. Ofc of the Executive Director for Operations. CCS. 89/03/29. 
GEJDENSON.S. House of Rep. 14pp. 49278:308-49278:324. 

-8904110301 Forwards M LaFleur Itr expressing opposition to NRC Proposals 50 & 55 
re educ requirements for senior reactor operators. 

GEJDENSON.S. House of Rep. 89/03/09. ZECH,L.W. Commissioners. 3pp. 
49278:322-49278:324. 

8904120030 Comment on proposed rule 10CFR50 re ensuring effectiveness of maint 
programs for nuclear power plants. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 53FR47822 00077. 89/04/04. ZECH.LW. Commissioners. 5pp. 49238:267- 
49238:271. 
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8904120064 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plant. Data end supporting position that regulatory 
analysis & justification for rule are flawed. 

LEE,B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 53FR47822 00076. 89/03/29. CHILK.S.J. Office of the Secretary of the 
Commission. 15pp. 49238:272-49238:285. 

8904120094 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

CAVANAUGH, W. System Energy Resources, Inc. 53FR47822 00075. 89/03/21. 
ZECH.LW. Commissioners. 4pp. 49238:185-49238:188. 

8904120139 Comment opposing proposed rules 1OCFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants.Urges 
that NRC proceed w/withdrawa! of rule. 

SORENSEN.G.C. Washington Public Power Supply System. 53FR52716 00240. 89/ 
03/29. CH!LK,S.J. Office of the Secretary of the Commission. 2pp. 49238:168- 
49238:169. 

8904120151 Comment opposing proposed rules 1OCFR50 & 55 re educ & experience 
requirements for senior reactor operators & supen«nsors at nuclear power plants. 
KAPLAN,A. Cleveland Electric illuminating Co. 53FR52716 00238. 89/03/29. Docket- 
ing & Senrices Branch. 2pp. 49238:170-49238:171. 

8904120152 Comment opposing proposed rules 1OCFR50 & 55 re educ & experience 
requirements for senior reactor operators & suf>eivisors at nuclear power plants. 
MORRIS, KJ. Omaha Public Power District 53FR52716 00242. 89/03/30. Docketing 
& Services Branch. 10pp. 49238:158-49238:167. 

8904120159 Comment opposing proposed rules 1OCFR50 & 55 re educ & experience 
requirements for senior reactor operators & superwsors at nuclear power plants. 
BRADHAM.O.S. South Carolina Electric & Gas Co. 53FR52716 00236. 89/03/28. 
CHILK,SJ. Office of the Secretary of the Commission. 4pp. 49238:056-49238:059. 

6904120165 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 53FR52716 00235. 89/03/28. 
Docketing & Services Branch. 6pp. 49238:060-49238:065. 

8904120167 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp,). 53FR52716 
00239. 89/03/29. Docketing & Services Branch. 3pp. 49238:172-49238:174. 

8904120169 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
TUCKER.H.B. Duke Power Co. 53FR52716 00234. 89/03/27. Docketing & Services 
Branch. 3pp. 49238:066-49238:068. 

8904120192 Comment supporting proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 

* Affiliation Not Assigned. 53FR52716 00237. 89/04/05. CHILK.S.J. Office of the Sec- 
retary of the Commission. 2pp. 49238:175-49238:176. 

8904120195 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

FERLAND.EJ. Public Sendee Electric & Gas Co. of New Jersey. 53FR47822 00078. 
89/03/29. ZECH,L.W. Commissioners. 4pp. 49238:247-49238:250. 

8904120204 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
CONWAY, W.F. Florida Power & Ught Co. 53FR52716 00231. 89/03/29. CH1LK,S.J. 
Office of the Seaetary of the Commission. 5pp. 49238:177-49238:181 . 

8904120206 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 

SMITH, W.G. Affiliation Not Assigned. 53FR52716 00228. 89/03/28. ZECH.L. Commis- 
sioners. 5pp. 49238:074-49238:078. 

8904120212 Comment opposing proposed rules 10CFR5O & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
WASEM.M.L Affiliation Not Assigned. 53FR52716 00233. 89/03/09. Docketing & 
Services Branch. 2pp. 49238:182-49238:183. 

8904120215 Comment re proposed rule 10CFR26 re “Fitness-for-Duty Program." 

LEE,B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 53FR36795 00381. 89/03/30. STELLO.V. Ofc of the Executive Director for 
Operations. 4pp. 49238:259-49238:262. 

8904120219 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & & supervisors at nuclear power plants. 
DEDDENS.J.C. Gulf States Utilities Co. 53FR52716 00229. 89/03/29. Docketing & 
Services Branch. 6pp. 49238:082-49238:087. 

8904120237 Comment opposing proposed rules 10GFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
SHELTON, D.C, Toledo Edison Co. 53FR52716 00230. 89/03/29. CHILK.S.J. Office of 
the Secretary of the Commission. 2pp. 49238:166-49238:157. 

8904120240 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
GEJDENSON,S. House of Rep. 53FR52716. 89/03/09. ZECH.LW. Commissioners. 
3pp. 49238:286-49238:288. 

8^120247 Comment opposing proposed rules 10CJFR50 & 56 re educ & experience 
requirement for senior reactor operators & supervisors at nuclear power plants. 
MROCZKA,E,J, Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 
53FR52716 00241. 89/03/29. Docketing & Services Branch. 17pp. 49238:088- 
49238:155. 

8^120254 Comment endorsing NUMARC comments on proposed rules 1 0CFR50 & 
55, educ & experience requirements for senior reactor operators & supervisors at nu- 
clearMwer plants. 

WhliTTIER.G.D. Maine Yankee Atomic Power Co. 53FR52716 00232. 89/03/30. 
Office of the Secretary of the Commission. 1 p. 49238:289-49238:289. 


8904120436 Comment re proposed rules 10CFR50 & 55 re educ & experience require- 
ments for senior reactor operators & supervisors at nuclear power plants.Util in total 
agreement w/NUMARC comments on above subj. 

HAIRSTON.W.G. Georgia Power Co. 53FR52716 00203. 89/03/23. CHlLK,S.J. Office 
of the Secretary of the Commission. 2pp. 49238:254-49238:255, 

8904130596 Comment forwarding KR Baker 890209 comment opposing proposed rules 
1OCFR50 & 55 on educ & experience requirements for senior reactor operators at nu- 
clear power plants, for response. 

LEVIN.C. Senate. 53FR52716. 89/04/03. BRADBURNE,J.C. NRC - No Detailed Affili- 
ation Given. 3pp. 49347:205-49347:207. 

8904130600 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
BELLICH.J. Affiliation Not Assigned. 53FR52716 00246. 89/04/10. Office of the Sec- 
retary of the Commission. Ip. 49347:204-49347:204. 

8904140019 Comment on proposed rule 10CFR26 re NRC Fitness for Duty 
Program.Rule inadequately addresses most common means of invalidating random 
drug test, submission of naturally dilute urine,in anticipation of random test. 
TALLEY,A.E. Southern California Edison Co. 53FR36795 00380. 89/02/17. NRC - No 
Detailed Affiliation Given. 13pp. 49288:313-49288:325. 

8904170274 CDmment supporting proposed rule 10CFR52 re issuance of full power OL 
where all other licensing requirements met notwithstanding willful lack of participation 
in development of offsite emergency planning by state & local govts. 

BENNETT, G.A. Affiliation Not Assigned. 53FR32060 00081. 89/04/06. CHILK,S.J. 
Office of the Secretary of the Commission. Ip. 49323:006-49323:006. 

8904170277 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

CONNER J.B. Conner & Wetterhahn. 53FR47822 00081. 89/04/12. CHILK,S.J. Office 
of the Secretary of the Commission. 3pp. 49323:007-49323:009. 

8904170282 O^mment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

GLICK,R. Affiliation Not Assigned. 53FR49886 00217. 89/04/14. Docketing & Serv- 
ices Branch. Ip. 49323:010-49323:010. 

8904170286 Comment supporting proposed Chapter 1 on policy statement re exemp- 
tions from regulatory control. 

COLLINS, J.P. Navy, Dept. of. 53FR49886 00218. 89/04/07. Docketing S. Services 
Branch. Ip. 49323:004-49323:004. 

8904170295 Final rules 10CFR30,40 & 70, "Emergency Preparedness for Fuel Cycle & 
Other Radioactive Matl Ucensees." Rules would require that licensees maintain emer- 
o^ency plans. 

CHILK,S.J. Office of the Secretary of the Commission. 52FR12921. 89/04/04. 49pp. 
49323:011-49323:059. 

8904170308 Final rules 10CFR2, 50,51, 52 & 170, “Early Site Permits,Std Design Certifi- 
cations & Combined Licenses for Nuclear Power Reactors." Rules set out review pro- 
cedures & licensing requirements for applications for new licenses. 

CHILK,S.J. Office of the Secretary of the Commission. 53FR32060. 89/04/07. 1 35pp. 
49323:060-49323:194. 


8904180264 Forwards draft rept providing analysis of appropriate length of pre-duty al- 
cohol abstinence period & recommendation that period be 5 h. 

STELLO,V. Ofc of the Executive Director for Operations. 89/04/10. ZECH, ROBERTS, 
CARR Commissioners. 2pp. 49373:001 -49373:01 6. 

-8904180265 Draft “Appropriate Length of Pre-Duty Alcohol Abstinence Period.” 
MOORE, C.J.. BARNES, V.E. Battelle Memorial Institute. 89/03/28. 14pp. 49373:003- 
49373:016. 

8904190078 Proposed rule 10CFR35, "Pd-103 for Interstitial Treatment of Cancer.” Pro- 
posed regulation would add Pd-103 as sealed source in seeds to list of brachytherapy 
sources permitted for use in treatment of cancer. 

STELLO,V. Ofc of the Executive Director for Operations. 54FR 13892. 89/03/28. 8pp. 
49381:192-49381:199. 

8904190096 Comment on proposed rules 10CFR50 & 55 re educ & experience require- 
ments for senior reactor operators & supervisors at nuclear power plants.NRC should 
request comparison between degreed & non-degreed personnel pass rates. 
CHERBA.S. Affiliation Not Assigned. 53FR52716 00247. 89/04/12. ZECH.L. Commis- 
sioners. 2pp. 49381:190-49381:191. 

8904190131 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

HUD1BURG,J.J. Florida Power & Light Co, 53FR47822 00082. 89/04/10. ZECH.LW. 
Commissioners. 3pp. 49381:147-49381:149, 

8904210093 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
BIRD,R.G. Boston Edison Co. 53FR52716 00244. 89/03/31. CHILK.S.J. Office of the 
Secretary of the CJommission, Ip. 49406:198-49405:198. 

8904210327 Requests for advisory committee responses to questions from Commis- 
sioner CXirtiss re final rule proposed in SECY-89i27, "Final Rulemaking on Licensing 
Support Sys for High Level Waste Licensing Proceeding.” 

CHILK,S.J. Office of the Secretary of the Commission. 53FR44411. 89/02/24. 
BELLMAN, H.S. Consenration Foundation. 2pp. 49539:086-49539:112. 

—8904210340 Fonwards questions re final rule proposed In SECY-89-027, “Final Rule- 
making on Ucensing Support Sys for High Level Waste Licensing Proceeding.” 
CURTISS Commissioners. 53FR44411. 89/02/21. CHILK.S.J. Office of the Secretary 
of the Commission. 10pp. 49539:088-49539:097. 

—8904210348 Fonivards responses of members of licensing support sys advisory com- 
mittee to Commissioner Curtiss questions. 

BELLMAN.H.S. Ck)nseivation Foundation. 53FR44411. 89/03/10. CHILK.S. Office of 
the Secretary of the Commission. 2pp. 49539:098-49539:099. 
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->8904210365 Discusses State of NV response to questions re proposed rule on licens- 
ing support sys advisory committee from Commissioner Curtiss. 

MURPHY.M.R. Nevada. State of. MURPHY, M.R. Murphy & Davenport. 53FR44411. 
89/03/02. CHILK.S.J. Office of the Secretary of the Commission. .2pp. 49539:100- 
49539:101. 

-8904210368 Responds to questions from Commissioner Curtiss re proposed final 
rule.Advises that addi info may jeopardize consensus reached. 

KASSEN.M. Environmental Defense Fund. 53FR44411. 89/03/02. CH1LK.S.J. Office 
of the Secretary of the Commission. 2pp. 49539:102-49539:103. 

-8904210370 Advises that addl info cannot be provided to Commissioner Curtiss ques- 
tions w/o committee re convening since all participants agreed to text of rule & sup- 
plementary info. 

TOUSLEY.D.R. National Congress of American Indians, TOUSLEY.D.R. Harmon, 
Curran & Tousley. 53FR44411. 89/03/08. CHILK.S.J. Office of the Secretary of the 
Commission. 2pp. 49539:104-49539:105. 

-8904210373 Advises that Industry Coalition agrees w/‘'strawman" answers prepared 
by staff to questions & provides addl responses to some questions. 

SILBERGJ.E. Shaw, Pittman, Potts & Trowbridge. 53FR44411. 89/03/13. Office of 
the Secretary of the Commission. 4pp. 49539:106-49539:109. 

-8904210376 Advises that to answer questions on final rule as individual parties would 
create risk of interjecting personal interpretation to rule & eleminate 
consensus.Concurs w/ “strawman answers.” 

BECHTEL, D.A. Clark County, NV. 53FR44411. 89/03/09. CHILK.S.J, Office of the 
Secretary of the Commission. 2pp. 49539:110-49539:111. 

-8904210377 Advises that NRC strawman answers to questions on proposed rule rep- 
resents accurate elucidation of text agreed by negotiating committee w/exception of 
Industry coalition, per 890224 memo. 

SALT2MAN.J.D. Energy, Dept. of. 53FR44411. 89/03/04. CHILK.S.J. Office of the 
Secretary of the Commission. Ip. 49539:112-49539:112. 

8904240102 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

STEPHENS. W.B. Affiliation Not Assigned. 53FR49886 00216. 89/03/18. Docketing & 
Services Branch. Ip. 49438:331-49438:331. 

8904240169 Comment providing regulatory analysis of 10CFR35, ‘‘Pd-103 for Interstitial 
Treatment of Cancer.” 

TSE.A. Regulation Development Branch. 54FR13892. 89/04/17. 2pp. 49438:328- 
49438:329. 

8904240293 Comment opposing proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
KEISER.H.W. Pennsylvania Power & Light Co. 53FR52716 00243. 89/03/29. 
HOYLE, J-C. Office of the Secretary of the Commission. 9pp. 49507:239-49507:247. 

8904240298 10CFR2 final rule, “Rule on Submission & Mgt of Records & Documents 
Re Licensing of Geologic Repository for Disposal of High Level Radwaste." Rev es- 
tablishes basic procedures for licensing proceeding, including use of licensing sys. 
CHILK,S.J. Office of the Secretary of the Commission. 53FR44411. 89/04/07. 139pp. 
49507:100-49507:238. 

8904240348 Forwards responses to questions posed by Commissioner Curtiss & final 
Commission vote on licensing support sys rule. 

BELLMAN, H., MEALEY.T., LOW.M. Conservation Foundation. 89/03/31. Conservation 
Foundation. Ip. 49449:195-49449:222. 

8904250112 Comment opposing proposed rule 10CFR50 re ensuring effectiveness of 
maint programs for nuclear power plants. 

STOLL, L.M. Affiliation Not Assigned. 53FR47822 00083. 89/04/14. 2ECH.L.W. Com- 
missioners. 2pp. 49508:254-49508:255. 

8904250155 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

KEARNEY.J.J. Edison Electric Institute. 53FR49886 00220. 89/04/19. CHILK.S.J. 
Office of the Secretary of the Commission. 1 6pp. 49508:269-49508:284. 

8904250159 Comment supporting proposed rules 10CFR50 & 55 re educ & experience 
requirements for senior reactor operators & supervisors at nuclear power plants. 
CHERBA.S. Affiliation Not Assigned. 53FR52716 00248. 89/04/12. CURTISS, J. NRC 
- No Detailed Affiliation Given, 2pp. 49508:256-49508:257. 

8904250170 Comment opposing proposed Chapter 1 re Policy Statement on Exemption 
from Regulatory Control. 

DROBlSH,L.J. Affiliation Not Assigned. 53FR49886 00219. 89/04/10. Commissioners. 
Ip. 49508:265-49508:266. 

8904250300 Proposed rule 10CFR4, "Enforcement of Nondiscrimination on Basis of 
Handicap in Federally Assisted Programs; Correction." Address & hours of operation 
for PDR corrected. FR notice end, 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/03/10. 7pp. 49508:258-49508:264. 

8904270266 Comment opposing proposed Chapter 1 re nuclear waste disposal. 
TOBE.R.M. Buffalo. NY. 53FR49886 00221. 89/04/14. Docketing & Services Branch. 
2pp. 49518:290-49518:291. 

8904270277 Comment supporting proposed rule 1 0CFR4 re ref uniform federal accessi- 
bility stds for enforcement of Section 504 accessibility requirements. 

BERKO.F.G. New York, State of. 54FR9966 00001. 89/04/18. Docketing & Services 
Branch. 1 p, 495 1 8:289-495 1 8:289. 


PRM PETITION FOR RULEMAKING 

8904050112 Comment supporting petition for rulemaking PRM-20-19 re monitoring sys 
for radioactive emissions.Urges Commission to require injection of detectable odor & 
possibly color.into any & all radioactive emissions from nuclear power plants. 
TREPAL,C, Concerned Citizens of Cuyahoga, Portage & Summit Counties, OH. 
64FR5089 00017. 89/03/17. Docketing & Services Branch. 1p. 49196:204-49196:204. 


8904050122 Comment supporting petition for rulemaking PRM-20-19 re change requir- 
ing injection of detectable odor into radioactive emissions of nuclear power plants & 
all other facilities which NRC has jurisdiction. 

BURGESS,S.M., BURGESS, LL Affiliation Not Assigned. 54FR5089 00016. 89/03/14. 
Docketing & Services Branch. Ip. 49196:277-49196:277. 

8904070133 Comment on petition for rulemaking PRM-20-19 re adding odor to radioac- 
tive emissions from nuclear plants. 

JONES, H. Affiliation Not Assigned. 54FR5089 00013. 89/03/21. Docketing & Services 
Branch. Ip. 49219:060-49219:060. 

8904070195 Comment supporting petition for rulemaking PRM-20-19 re requirement of 
detectable odor injected into radioactive emissions from nuclear power plants & weap- 
ons production plants. 

HARRINGTON,R.J. Affiliation Not Assigned. 54FR5089 00014. 89/03/27. Docketing & 
Services Branch. Ip. 49219:070-49219:070. 

8904070208 Comment supporting petition for rulemaking PRM-20-1 9 re requirement of 
detectable odor to radioactivity of nuclear plants. 

YOUNG, F. Concerned Citizens of Tennessee. 54FR5089 00015. 89/03/25. NRC - No 
Detailed Affiliation Given. Ip. 49219:071 -49219:071. 

8904100320 Comment supporting petition for rulemaking PRM-20-19 re injection of de- 
tectable odor into radioactive emissions of nuclear power plants & all other facilities 
over which NRC has jurisdiction. 

ELROD, D. Affiliation Not Assigned. 54FR5089 00021 . 89/03/29, Office of the Secre- 
tary of the Commission. 1 p. 49236:036-49236:036. 

8904100340 Comment supporting petition for rulemaking PRM-20-19 re injection of de- 
tectable odor into radioactive emissions of nuclear power plants & all other facilities 
under NRC jurisdiction. 

HEINONEN.V. Dominican Sisters of the Sick Poor. 54FR5089 00020. 89/03/27. 
Docketing & Services Branch. Ip. 49236:042-49236:042, 

8904100359 Comment supporting petition for rulemaking PRM-20-19 re injection of de- 
tectable odor into radioactive emissions of nuclear power plants & all other facilities 
under NRC jurisdiction. 

HEINONEN.V. Affiliation Not Assigned. 54FR5089 00019. 89/03/27. Docketing & 
Services Branch. 1p. 49236:037-49236:037. 

8904100366 Comment supporting petition for rulemaking PRM-20-1 9 re injection of de- 
tectable odor into radioactive emissions of nuclear power plants & all other facilities 
under NRC jurisdiction. 

INGALLS, W.L Affiliation Not Assigned. 54FR5089 00018. 89/03/14. Docketing & 
Services Branch. 1 p. 49236:038-49236:038. 

8904110538 Comment on petition for rulemaking PRM-20-19 re adding odor to radiac- 
tive emissions from nuclear plants. 

GRUNEWALD.R. Affiliation Not Assigned. 54FR5089 00029. 89/03/30. Docketing & 
Services Branch. 4pp. 49237:001 -49237:004. 

8904120044 Comment supporting petition for rulemaking PRM-20-19 re injection of de- 
tectable odor into radioactive emissions. 

EMERTON.D., EMERTON.C. Affiliation Not Assigned. 54FR5089 00024. 89/04/03. 
Office of the Secretary of the Commission. Ip. 49238:251-49238:251. 

8904120077 Comment supporting petition for rulemaking PRM-20-19 re requirement of 
odorizing radioactive emissions from nuclear power plants. 

HARRIS,J.J. Affiliation Not Assigned. 54FR5089 00023. 89/03/30. Docketing & Serv- 
ices Branch. 1 p. 49238:256-49238:256. 

8904120129 Comment opposing petition for rulemaking PRM-20-19 re injection of odor- 
ants into emissions of nuclear power plants & other nuclear processes.Matl data 
sheets & other toxicological info end. 

ALEXICH.M.P. American Electric Power Co., Inc. ALEXICH.M.P. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 54FR5089 00032. 89/03/31. 
CHILK.S.J. Office of the Secretary of the Commission. 56pp. 49238:191-49238:246. 

8904120164 Comment supporting petition for rulemaking PRM-20-19 re adding odor to 
radioactive emissions from nuclear weapons & power plants.waste sites & labs. 
HARTZLER.E. Affiliation Not Assigned. 54FR5089 00022. 89/03/28. NRC - No De- 
tailed Affiliation Given. Ip. 49238:184-49238:184. 

8904120178 Comment opposing petition for rulemaking PRM-20-19 re injection of de- 
tectable odor into emissions of nuclear power plants.Urges NRC to deny petition & to 
carefully weigh rulemaking activities. 

EDWARDS, D.W. Yankee Atomic Electric Co. 54FR5089 00034. 89/04/03. Docketing 
& Services Branch. 2pp. 49238:069-49238:070. 

8904120183 Comment opposing petition for rulemaking PRM-20-19 re injection of warn- 
ing odor into emissions of nuclear power plants. 

POPEO.D.J., KAMENAR.P.D., HOUSTON, R.B. Washington Legal Foundation. 
54FR5089 00033. 89/04/03. CHILK.S.J. Office of the Secretary of the Commission. 
3pp. 49238:071-49238:073. 

8904120186 Comment supporting petition for rulemaking PRM-20-19 re attaching an 
odor to radioactive effluents from nuclear power plants. 

BOLEY.K. Public Citizen's Critical Mass Energy Project. 54FR5089 00025. 89/04/03, 
Docketing & Services Branch. 2pp. 49238:189-49238:190. 

8904120214 Comment opposing petition for rulemaking PRM-20-19 re injection of de- 
tectable odor into emissions of nuclear power plants & other nuclear processes over 
which NRC has jurisdiction. 

LEE,B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage, 64FR5089 00035. 89/04/03. CHILK.S.J. Office of the Secretary of the Com- 
mission. 3pp. 49238:079-49238:081. 

8904120230 Comment opposing petition for rulemaking PRM-20-19 re requirement to 
have detectable odor injected into emissions of nuclear power plants & other nuclear 
processes of which NRC has jurisdiction. 

LEONARD.J.D. Long Island Lighting Co. 54FR5089 00031. 89/03/31. Office of the 
Secretary of the Commission. 2pp. 49238:265-49238:266. 

8904120235 Comment opposing petition for rulemaking PRM-20-19 re adding detectable 
odor to radioactive emissions of nuclear power plants. 

ZICKGRAF.E. Affiliation Not Assigned. 54FR5089 00030, 89/03/31. Docketing & 
Services Branch. 2pp. 49238:252-49238:253. 
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0904120266 Comment opposing petition for rulemaking PRM-20-19 re requirement that 
detectable odor be injected into emissions of nuclear power plants & other nuclear 
processes of which NRC has jurisdiction. 

TUCKER.H.B. Duke Power Co. 54FR5089 00027. 89/03/29. Docketing & Services 
Branch. 2pp. 49238:257-49238:258. 

8904120420 Comment opposing petition for rulemaking PRM-20-19 re requirement that 
detectable odor be injected into emissions of nuclear power plants & other nuclear 
processes over which NRC has jurisdiction. 

GALLAGHER.J.W. Philadelphia Electric Co. 54FR5089 00026. 89/03/29. CHILK.SJ. 
Office of the Secretary of the Commission. 2pp. 49238:263-49238:264. 

8904120450 Comment supporting petition for rulemaking PRM-20-19 re requirement that 
detectable odor be plac^ into nuclear power plant emissions in order to smell radi- 
ation releases. 

MARIOTTE,M. Nuclear Information & Resource Service. 54FR5089 00028. 89/03/30. 
Docketing & Services Branch. 2pp. 49238:290-49238:291. 

8904130492 Comment on petition for rulemaking PRM-20-19 re requirement that detect- 
able odor be injected into emissions of nuclear power plants & other nuclear process- 
es over which NRC has jurisdiction-Benefit to be gained by proposal not apparent. 
SYLV1A.B.R. Detroit Edison Co. 54FR5089 00040. 89/04/03. Docketing & Services 
Branch. 2pp. 49347:209-49347:210. 

8904130530 Comment supporting petition for rulemaking PRM-20-19 re requirement that 
detectable odor to be injected into radioactive emissions of nuclear power plants & 
other facilities under NRC jurisdiction. 

PHILLIPS Affiliation Not Assigned. 54FR5089 00041. 89/04/10. NRC - No Detailed 
Affiliation Given. 1 p. 49347:208-49347:208. 

8904130616 Comment on petition for rulemaking PRM-20-19 re requirement that detect- 
able odor be injected into emissions of nuclear power plants.Extension of comment 
period for 1 yr requested. 

SAILOR, V.L. Affiliation Not Assigned. 54FR5089. 89/03/19. Docketing & Services 
Branch. 2pp. 49347:202-49347:203. 

8904140299 Comment opposing petition for rulemaking PRM-20-19 re Injection of de- 
tectable odor into emissions of nuclear power plants & other nuclear processes under 
NRC jurisdiction. Potential for decreased safety evident. 

WHEELER.T.S. Affiliation Not Assigned. 54FR5089 00042. 89/04/06. CHILK.S.J. 
Docketing & Services Branch. 2pp. 49347:357-49347:358. 

8904170302 Comment supporting petition for rulemaking PRM-20-19 re rule requiring 
detectable odor & nontoxic visible colorant added to all emissions from nuclear power 
plants. 

SLIVE.H.W. Affiliation Not Assigned. 54FR5089 00043. 89/04/14. Docketing & Serv- 
ices Branch. Ip. 49323:005-49323:005, 

8904190105 Petition for rulemaking PRM-35-7 to allow use of Pd-103 as sealed source 
in seeds for interstitial treatment of cancer. Supporting documentation end, 
CCKDPER.H.T. Theragenics Corp. 54FR13892. 88/11/30. Commissioners. 33pp. 
49381:157-49381:189. 

8904190116 Notice of denial of Public Interest Research Group petition for rulemaking 
PRM-100-2 to prohibit const of nuclear power reactors where population In surround- 
ing area exceeds specified numerical limits. Reasons for denial listed. 

STELLO.V. Ofc of the Executive Director for Operations. 41FR27141. 88/11/29. 7pp. 
49381:150-49381:156. 

8904240182 Comment supporting petition for rulemaking PRM-20-19 re requirement for 
detectable odor to be injected into radioactive emissions from all nuclear power plants 
& all other facilities under NRC jurisdiction. 

TREPAL,C. Sierra Club. 54FR5089 00044. 89/04/12. Docketing & Services Branch. 
Ip. 49438:330-49438:330. 

8904250166 Comment opposing petition for rulemaking PRM-20-19 re injection of de- 
tectable odor into emission of nuclear power plants.Odor would be objectionable than 
very small increase in radiation exposure received from plant. 

PADGETT, J.A. Affiliation Not Assigned. 54FR5089 00045. 89/04/03. LESAR.M.T. 
NRC - No Detailed Affiliation Given. 2pp. 49508:266-49508:267. 

8M4250180 Comment requesting extension of time to comment on proposed rulemak- 
ing PRM-20-19 re radiological release from nuclear facilities in order to more fully 
evaluate proposal 

FLETCHER, R.G. Maryland. State of. 54FR5089. 89/04/05. Docketing & Services 
Branch. Ip. 49508:268-49508:268. 


PROJ PROJECTS - PREDOCKET LICENSING 


8903300028 Requests review of Chapter 7, “Fueling & Refueling Sys,” of advanced 
LWR requirements documentSchedule for review listed. 

LONG.W.O. Standardization & Non-Power Reactor Project Directorate, TAC 72244, 
89/03/22. CHENG, C.Y. Materials Engineering Branch. MARSH, T. Mechanical Engi- 
neering Branch, BAGCHI.C. Structural & Geosciences Branch. 4pp. 491 29:1 W- 
49129:167. 

8903300064 Forwards request for addi info re advanced LWR requirements 
documents, Chapters 8,9,12 & 13, for response within 60 days. Many questions request 
info beyond scope & intent of document, per Reg Guide 1.70 for SAR. 

LONG.W.O, Standardization & Non-Power Reactor Project Directorate. 89/03/22. 
KINTNER.E.E. ALWR Utility Steering Committee. KINTNER,E.E. General Public Utili- 
ties Corp. - GPU Service Corp. 10pp. 49129:131-49129:140. 

89033(M>069 Discusses basis for belief that basket has adequate margin against buck- 
ling for side impact from 18 Inch height on to any surface, per basket analysis in sup- 
port of TN-24, “Dry Storage Cask.” 

N0LAN,D.J. Transnuclear, Inc. E-10795. 89/03/16, ROUSE, LC. Division of Industrial 
& Medical Nuclear Safety (Post 870729). 4pp. 49195:159-49195:162. 

8903300211 Forwards nonproprietaiy Vol 1 & proprietary Vol 2 to Rev 0 of “Topical 
SAR for Ventilated Storage Cask Sys.” Meeting requested by 890415 to review initial 
comments In lieu of utils planning to ref rept.Proprietary rept withheld. 

MASSEY,J.V. Pacific Sierra Nuclear Associates. PSN-89-007. 89/02/24. 

ROBERTS, J.P, Document Control Branch (Document Control Desk). 16pp. 49128:043- 
49128:263. 


-8903300294 Forwards application fee for Ventilated Storage Cask Sys topical rept. 

MASSEY, J.V. Pacific Sierra Nuclear Associates. PSN-89-021. 89/03/22. WEISS.D. Li- f 

cense Fee Management Branch (Post 890205). Ip. 49128:056-49128:056. ^ 

-8903300215 Ack receipt of 890224 application for approval of “Ventilated Storage 
Cask Sys Topical Rept." Application fee requested. > 

WEISS,D. License Fee Management Branch (Post 890205). 89/03/08. Pacific Sierra 
Nuclear Associates. 1 p. 491 28:057-491 28:057. 

-8903300226 PSN-89-001 V01 ROO Nonproprietary Rev 0 to Vol 1 of “Topical SAR for . 

Ventilated Storage Cask Sys for Irradiated Fuel." 

MASSEY, J.V. Pacific Sierra Nuclear Associates. 89/02/28. 200pp, 49128:058- 
49128:263. 

8903300376 Summary of 890315 meeting w/EPRI & contractors in Palo Alto,CA re ad- / 

vanced LWR issues. List of attendees & handouts end. 

LONG,W.O. Standardization & Non-Power Reactor Project Directorate. 89/03/21. ^ 

MILLER, C.L, Standardization & Non-Power Reactor Project Directorate. 100pp. 
49134:251-49135:029. ^ 

6903310034 Forwards comments on digital instrumentation & control console for sta- 
tionary neutron radiography sys, per 881202 requestFinal recommendations to be pro- 
vided to Air Force under separate cover In near future. ’ 

ADAMS, A. Standardization & Non-Power Reactor Project Directorate. 89/03/21. 

NELSON, R.C. Air Force, Dept. of. 4pp. 49162:227-49162:230. 

8904030155 Forwards Rev 2 to Operational Safety Requirement Manual TR/IRTS-7, » 

“Operational Safety Requirements.” 

SCHIFFHAUER.C. West Valley Nuclear Services Co., Inc. HF:89:0129. 89/03/16. 

HURT.R.D. NRC - No Detailed Affiliation Given. 1 1 pp. 491 56:288-491 56:31 7. i 

-8904030159 Rev 2 to TR/IRTS-7, “Operational Safety Requirements.” ’ 

* West Valley Nuclear Services Co.. Inc. 89/03/16. 19pp. 49156:299-49156:317. 

8904050456 Notifies of plan to visit West Valley Demonstration Project on 890419-21 
w/listed contractors.Specific issues scheduled for each day of visit also listed. 

HURT.R.D. Fuel Cycle Safety Branch. 89/03/30. BIXBY.W.W. Energy, Dept. of. Ip. 
49213:248-49213:248. 

8904060250 Advises that NRC planning to close review of topical safety analysis rept re 
NuPac CP-9 concrete storage cask in view of indefinite nature of vendor-propose 
delay. 

ROBERTS.J.P. Fuel Cycle Safety Branch. 89/03/29. KAPINOS.L.E. Nuclear Packag- 
ing, Inc. Ip. 49216:032-49216:032. 

8904070018 Comments on Rev 5 to Supernatant Treatment Sys SAR.Rev describes 
changes to permit use of new procedure for removing cesium-loaded zeolite from ion- 
exchange columns. 

HURT.R.D. Fuel Cycle Safety Branch. 89/03/31. BIXBY.W.W. Energy, Dept. of. 2pp. 
49235:093-49235:094. 

8904070313 Forwards proprietary Deviation Rept QS 89-105 for CASTOR V/21 cask 
fuel basket matl.Tests determined that matl properties of yield & ultimate strength 
below properties required.Sufficient factor of safety provided.EncI withheld. 

PAQUIN.P.L. General Nuclear Systems, Inc. 611-0113-89. 89/04/03. ROBERTS.J.P. 

Fuel Cycle Safety Branch. 4pp. 49242:172-49242:175. 

8904070319 Forwards comments sent to Transnuclear, Inc from LLL re TN Ltr E-10795 
dtd 89031 6.Tip-over accident & 18-inch side drop discussed. 

RUFFIN.S.R. NRC - No Detailed Affiliation Given. 89/04/04. NRC - No Detailed Affili- 
ation Given. 3pp. 49236:008-49236:010. 

8904110038 Authorizes release of Topical Rept NUHOMS-24P, including NUTECH pro- 
prietary info to State of MD, precluding public disclosure of proprietary info provided by 
NRC. 

MCCONAGHY,W.J. Nutech, Inc. DUK-03-458. 89/03/03. ROBERTS.J.P. Fuel Cycle 
Safety Branch. 2pp. 49290:113-49290:114. 

8904130024 Forwards "Design Certification Licensing Review Basis,” for review & con- 
currence. 

SCHERER,A.E. Combustion Engineering, Inc. LD-89-033. 89/03/30. KENYON, T.J. 

Office of Nuclear Reactor Regulation. Director (Post 870411). 2pp. 49294:278- 
49294:349. 

—8904130025 “Design Certification Licensing Review Basis." 

* Combustion Engineering, Inc. 89/03/31. 70pp, 49294:280-49294:349. 

8904180252 Concurs w/comments on 890224 topical rept re ventilated storage cask 
sys.including that util provide QA program description similar to one used in NuPac 
topical rept & QA info in Vol 2 need not be proprietary. 

ROBERTS, J.P. Fuel Cycle Safety Branch. 89/04/11. MASSEY, J.V. Pacific Sierra Nu- 
clear Associates. Ip. 49375:162-49375:162. 

8904180341 Informs that util preparing SAR & environ rept for ISFSI to be constructed 
onsite. Util intends to ref Pacific Sierra Nuclear Assoc ventilated storage cask sys in 
SAR.License application anticipated for submittal in early 1990. 

FAY,C.W. Wisconsin Electric Power Co. NRC-89-040. 89/03/31. ROUSE, L.C. Fuel 
Cycle Safety Branch. 2pp. 49381:212-49381:213. 

8904200354 Forwards proprietary NUH002.0301 & NUH002.0311 supporting matl in 
NUHOMS-24P topical rept re offsite doses due to direct & air-scattered radiation.Matl 
requested to close out QA activities for subject topical rept review. 

LEHNERT.R.A. Nutech. Inc. DUK-03-526. 89/04/10. ROBERTS.J.P. Fuel Cycle Safetv 
Branch. 5pp. 49426:189-49426:193. 

8904250094 Forwards response to six questions posed by NRC to West Valley Nuclear 
Svcs Co,lnc, including PNL technical rept re vitrification facility offgas sys performance 
for use at 890416-21 discussions. 

MAESTAS.E. Energy, Dept. of. 25416. 89/04/12. HURT.R.D. NRC - No Detailed Affili- 
ation Given. 30pp. 49491:280-49492:061. 

-8904280308 “West Valley Pilot-Scale Melter Experiment PSCM-19/19E Run Summa- 
ry.” 

PEREZ, J.M., ETHR1DGE,L.J., GOLMAN.D.S. Battelle Memorial Institute, Pacific North- 
west Laboratory. 85/01/31. 112pp. 49491:311-49492:061. 
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PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


8903300187 Informs that NRC received 10CFR21 notification from Niagara Mohawk 
Power Corp re potential defect in safety relief valves mfg by Dikkers & Co.Requests 
that util examine subj valves during third refueling outage.Part 21 rept end. 
KINTNER.LL. Project Directorate 11-1. 89/03/23. COTTLE.W.T. System Energy Re- 
sources, Inc. 2pp. 49132:356-49132:360. 

8904030125 Part 21 rept listing locations where valves w/Control Components w/pres- 
surized seat design similar to APS valves S/N 21408-1 installed in same svc IE modu- 
lating atmospheric dump valve upstream of MSIV.Proprietary drawing end. 

STERUD.C. Control Components. Inc. 89/03/17. LANNING.W. NRc5- No Detailed Af- 
filiation Given. Ip. 49182:110-49182:110. 

8904040163 Deficiency & Part 21 rept re failed motor pinion keys & motor shafts in Li- 
mitorque operators.Initially reported on 861 009. Vendor tests resulted In keyway defor- 
mations but yielded definitive conclusions.Next rept expected by 891115. 

GRIDLEY.R. Tennessee Valley Authority. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 49186:242-49186:244. 

8904040175 Part 21 rept re hydro test of inboard isolation valve.Disc in valve in RHR 
sys not tested for pressure retention capability during ASME test.ltem not reportable 
per Part 21. 

M1TCHELL.R.C. General Electric Co. MFN-008-089. 89/02/06. BERLINGER.C.H. Ge- 
neric Communications Branch. 12pp. 49194:347-49194:358. 

8904060293 Part 21 rept re deficiencies in first 10-yr interval inservice insp 
program.lnitially reported on 890224.Review of original assessment of first 10-yr inter- 
val expected within several wks as add! data being developed. 

MANION,W.J. Nuclear Energy Services (NES) Manufacturing. NSG-4419. 89/03/23. 
RUSSELL, W.T. Region 1, Ofc of the Director. 2pp. 49225:194-49225:195. 

8904070001 Part 21 rept re atmospheric dump valves.Cause of failure speculative but 
result of piston ring that failed to seal. Resolution to problem requires increasing pilot 
valve capacity & reworking of plug to enlarge pilot flow area. 

MILLER, H.L. Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. 2pp. 49235:279-49235:281. 

—8904070002 Forwards Itr In which concerns for potential significant deficiency under 
10CFR21 expressed. 

M!LLER,H.L Control Components, International (subs, of Babcock & Wilcox Co.). 89/ 
04/04. LOBEL,R. Events Assessment Branch. Ip. 49235:281-49235:281. 

8904070025 Part 21 rept re EMD Air Start Motors Ingersoll Rand 150 BMP Model D 
furnished to util as spare parts for emergency power generators.Sub] items returned 
from stores & had not been installed on generators. Problem being investigated. 
KULCHAK,R.D. Morrison-Knudsen Co., Inc. 89/04/04. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 1p. 49285:043-49285:043. 

8904070296 LER 89-007-00:on 8901 27, turbine driven auxiliary feedwater pump 
failed.Caused by stress corrosion cracking at key slot of final stage shaft sleeve.Shaft 
replaced & feedwater pump returned to svc.W/890330 Itr. 

WHITE,R.L, TUCKER,H.B. Duke Power Co. 89/03/30. 7pp. 49242:251-49242:257. 

8904130266 Part 21 rept re replacement of circuit boards for safeguard battery 
chargers. Initially reported on 890323.C&D Power Sys provided instructions to change 
out 600 ohm fixed resistor w/500 ohm variable resistor in charger circuitry. 
LE1TCH.Q.M. Philadelphia Electric Co. 89/03/28. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 3pp. 49317:303-49317:305. 

8904130351 Part 21 rept re defect in two safety relief valves for core spray sys supplied 
by Lonergan. Relief valves ordered & received for installation & two valves lifted pre- 
maturely removed from sys & sent to offsite test facility. 

CLARK, P.R. General Public Utilities Corp. - GPU Service Corp. 89/04/04. Document 
Control Branch (Document Control Desk). 4pp. 49298:155-49298:158. 

8904130505 Part 21 rept re random drift of set point on power relays. Circuitry on one 
PC card revIsed.Rev uses components addressed in relay qualification.Vendor will 
notify all three organizations of deficiency. 

LEIRD,E.E. Basler Electric. 89/02/23. STRASMA.J. Region 3, Ofc of the Director. 1p. 
49318:006-49318:006. 

8904140163 Part 21 rept re dampers supplied w/ITT actuators.Ruskin completed eval- 
uation & determined that Loctite 277 compound applied to threads will prevent rota- 
tion of extension shaft into or out of yoke.Procedure MOD321 89 end. 

YARGES,R,J. Phillips Industries, Inc. 89/03/27. NRC - No Detailed Affiliation Given. 
Ip. 49291:308-49291:310. 

-8904140164 Rev 0 to Procedure MOD32189, "Mod of Linkage to Prevent Damper 
Misadiustment During Cycling.” 

STRAIT, R. Phillips Industries, Inc. 89/03/24. 2pp. 49291:309-49291:310. 

8904140221 Part 21 rept re defects in circuit breakers used in new switch gear 
bldg.lnitially reported on 890403.Various corrective actions completed to restore 480- 
volt load ctr to suitable design condition. 

MROCZKA,E.J., SEARS,C.F. Connecticut Yankee Atomic Power Co, MROCZKA,E.J. 
Northeast Utilities. B13203. 89/04/04. RUSSELL, W.T. Region 1, Ofc of the Director. 
4pp. 49348:034-49348:037. 

8904140263 Part 21 rept re Rockbestos low cable insulation resistance which, drives 
amplifier output negative.Cable used w/Sorrento Electronics high-range radiation 
monitor.Heat transfer calculations performed to determine max temp for cable, 
NAU,D.C. Sorrento Electronics, Inc. 89/03/28. NRC - No Detailed Affiliation Given. 
3pp. 49367:269-49367:271. 

8904140510 LER 89-005-00:on 890313, HPCI removed from svc due to LImitorque 
torque switches set too hIgh.Caused by software error which caused indicated ou^ut 
torque to read high. Setting adjusted,Also reported per Part 21.W/890407 Itr, 

JONES, T.M., HARNESS. J.L. Carolina Power & Light Co, BSEP/89-0309. 89/04/07. 
8pp, 49334:336-49334:343. 

8904180193 NRC Info Notice 89-042, "Failure of Rosemount Models 1153 & 1154 
Transmitters." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/04/21. 
Consolidated Edison Co. of New York, Inc. 106pp. 49451:001-49451:107. 


8904190128 LER 87-081 -00:on 870505, discovered that excessive Anchor Darling (AD) 
valve weight could have prevented fulfillment of safety sys function.Caused by failure 
of AD to notify Bechtel of change in weights.Valves reviewed. W/890405 Itr. 
ODOM.R.M., HAIRSTON, W.G. Georgia Power Co. ELV-00409. 89/04/05. 5pp. 
49385:353-49385:357. 


8904210380 Part 21 rept re Level It! examiner personnel not certified per ANSI N45.2.6- 
1 978.lnitially reported on 890406.Stop work order issued to prevent addi insps from 
being performed by unqualified personnel & qualification procedure revised. 

WEED.J.F. Quality Service International. 89/04/10. Office of Nuclear Reactor Regula- 
tion. Director (Post 870411). 3pp. 49482:072-49482:074. 

8904240034 Part 21 rept re potential defect in component of DSRV standby diesel gen- 
erator noted at plant.Vendor unable to determine how condition could have 
occurred.Case appears unique to plant.High spots rubbed down. 

GUNTRUM.B.C. Cooper Industries, Inc. 89/04/11. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). 2pp. 49507:248-49507:249. 

8904240078 Part 21 rept re recommendation that NRC clarify or define certain aspects 
of commercial grade item “dedication process" for "conversion" of commercial grade 
items to basic components. 

GRADIN.LP. EcoTech. Inc. IEB-88-010. 89/04/11. GRIMES, B.K. Division of Reactor 
Inspection & Safeguards (Post 870411). 9pp. 49495:001-49495:028. 

-8904240083 Recommends that NRC clarify or define certain aspects of commercial 
grade item “dedication process” for "conversion” of commercial grade items to basic 
components. 

GRADIN,LP. EcoTech, Inc. GL-89-02. 89/04/07. GRIMES, B.K. Division of Reactor In- 
spection & Safeguards (Post 870411). 19pp. 49495:010-49495:028. 


8904240128 Part 21 rept re failure of Rosemount transmitters. All failed transmitters 
replaced,inservice test procedure prepared & monthly test of all 12 transmitters in 
RuS throughout Cycle 2 operation will be performed.Review continuing. 
MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 89/04/13. Document Control 
Branch (Document Control Desk). 10pp. 49449:185-49449:194. 


QA999 QUALITY ASSURANCE INSPECTIONS 


8904050104 Forwards QA Insp Rept 99900505/89-01 on 890123-27 & notices of viola- 
tion & nonconformance. 

BRACH,E.W. Vendor Inspection Branch. 89/03/31, HEALY,C.R. Ebasco Services, Inc. 
(subs, of Enserch Corp.). 2pp. 49214:076-49214:094. 

-8904050107 Notice of violation from insp on 8901 23-27.Violations noted: vendor 
placed two purchase orders for safety-related electrical matl for Waterford w/o impos- 
ing 10CFR21 requirements on supplier. 

* Vendor Inspection Branch. 89/03/31. Ip. 49214:078-49214:078. 

-8904050109 Notice of nonconformance from insp on 890123-27. Nonconformance 
notedivendor initiated 35 purchase orders for safety-related electrical matl w/Gismo 
Co w/o supplier listed on Ebasco Waterford 3 approved supplier list. 

* Vendor Inspection Branch. 89/03/31. Ip. 49214:079-49214:079. 

-8904050114 Insp Rept 99900505/89-01 on 8901 23-27.Violations & nonconformance 
noted.Major areas in8pected:review of records & procedures re Ebasco procurement 
activities at Waterford 3 during 1961-1983. 

PETTIS, R.L, BAKER, E. Vendor Inspection Branch. 89/03/23. 15pp. 49214:080- 
49214:094. 


8904060281 Submits followup to 880418 Itr re purchase of matls from US Steel 
Supply, Co for safety-related sales for 10CFR50, App B applications.Determined that 
insufficient documentation or traceability exist for listed reasons. 

MITCHELL,M,R. Energy Steel & Supply Co. 89/03/23. PARTLOW,J. NRC - No De- 
tailed Affiliation Given. 2pp. 49226:008-49226:009. 

8904170339 Forwards Insp Rept 99900742/89-01 on 890123-27 & notice of 
nonconformance.Deficiencies identified in corrective action program in that measures 
not established to assure action is taken to address external audit findings. 
BRACH,E.W. Vendor Inspection Branch. 89/04/07. JAMES, C. Robert Irsay Co. 3pp. 
49353:336-49353:358. 


“8904170340 Notice of nonconformance from insp on 890123-27. Nonconformances 
noted:company shipped ductwork w/3/16 inch by 2 Inch welds attaching stiffeners to 
ducts which were spaced more than 6 inch apart. 

• Vendor Inspection Branch. 89/04/07. 2pp. 49353:339-49353:340. 

-8904170342 Insp Rept 99900742/89-01 on 8901 23-27.Nonconformances noted. Major 
areas inspected:reviewed implementation of company QA program in several 
areas, observed mfg activities & installation of HVAC. 

BAKER, E.T., NAIDD.K.R. Vendor Inspection Branch. 89/04/06. 18pp. 49353:341- 
49353:358. 


8904190357 Ack receipt of 880916 & 1103 Itrs Informing NRC of steps taken to correct 
violations noted in insp Rept 99901105/88-01. 

BRACH,E.W. Vendor Inspection Branch. 89/04/10. BECKER, V.J. Amersham Corp. Ip. 
49385:234-49385:234. 


8904190364 Ack receipt of 890228 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 99900080/88-01. Requests that vendor provide to NRC copy of 
each of customer notification Itrs for subsequent NRC follow-up. 

BRACH,E.W. Division of Reactor Inspection & Safeguards (Post 870411). 89/04/11. 
DICARLO, J.T. White Consolidated Industries. 4pp. 49385:176-49385:179. 

8904240105 Requests Investigation to determine if components mfg by Control Valve 
Specialists, Inc supplied or used at nuclear power plants.Ust of parts mfg by vendor & 
procured for use in nuclear plants end. 

GRIMES,B.K. Division of Reactor Inspection & Safeguards (Post 870411), 89/04/11. 
MOATE,R.H. Affiliation Not Assigned. 7pp. 49467:073-49467:080. 
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eEGGD REGULATORY GUIDES 

8903290119 Comment on Rev 3 to draft Reg Guide 1.9 re selection, design, 
qualification, testing & reliability of diesel generator units as onsite electric power sys 
at plants.Utii plans to base resolution on USI A‘44. 

SORENSEN, G.C. Washington Public Power Supply System. 53FR45831 00014. 89/ 
03/17. NRC - No Detailed Affiliation Given. 4pp. 49119:299-49119:302. 

8903300064 Fomvards request for add! info re advanced LWR requirements 
documents, Chapters 8,9,12 & 13, for response within 60 days. Many questions request 
info beyond scope & intent of documentper Reg Guide 1.70 for SAR. 

LONG,W.O. Standardization & Non-Power Reactor Project Directorate. 89/03/22. 
KINTNER.E.E. ALWR Utility Steering Committee. KINTNER,E.E. General Public Utili- 
ties Corp. - GPU Service C^. 10pp. 49129:131-49129:140. 

8903300181 Application for amend to License NPF-21 .implementing requirements of 
Reg Guide 1.97.Rev 2 for flux monitoring prior to startup following fourth refueling 
outage. 

SORENSEN.G.C. Washington Public Power Supply System. GO2-89-047. 89/03/24. 
Document Control Branch (Document Control D^k). 5pp. 49131:285-49131:289. 

8904030469 Forwards Insp Repts 50-269/89-07,50-270/89-07 & 50-287/89-07 on 
890213-17 & notice of deviation. 

JULIAN.C.A. Region 2. Ofc of the Director. 09/03/16. TUCKER.H.B. Duke Power CO. 
2pp. 49183:167-49183:183. 

-8904030471 Notice of violation from insp on 89021 3-1 7.Deviatlon noted: dedicated 
control board displays for instruments not specifically identified & Trend info for four 
variables not available on dedicated recorders nor stored in computer. 

JULIAN.C.A. Region 2, Ofc of the Director. 50-287/89-07. 89/03/16. 2pp. 49183:169- 
49183:170. 

-8904030472 Insp Repts 50-269/89-07,50-270/89-07 & 50-287/89-07 on 890213- 
l7.Deviation noted.Major areas inspected.-conformance to Reg Guide 1.97 re instru- 
mentation for light-water-cooled plants to assess conditions during & following acci- 
dent. 

FILLION,P.J. Region 2. Ofc of the Director. 50-287/89-07. 89/03/10. 13pp. 
49183:171-49183:183. 

8904040214 Forwards response to NRC request for add! info re FSAR (Chapter 7 issues 
& Rev 2 to Reg Guide 1.97.Proprietary WCAP-12228 & nonproprietary WCAP-12229, 
‘Transit Time ..." end. Proprietary WCAP-12228 withheld (ref 10CFR2.790). 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). TXX-89151. 89/03/ 
31. Document Control Branch (Document Control Desk). 15pp. 49280:295-49280:322. 

8904040222 Comment opposing proposed Rev 3 to Reg Guide 1.9, 
"Selection,Oesign,Qualification.Testing & Reliability of Diesel Generator Units Used as 
Onsite Electric Power Sys at Nuclear Power Plants." 

BOOKER. J.E. Gulf States Utilities Co. 53FR45831 00015. 89/03/13. NRC - No De- 
tailed Affiliation Given. 3pp. 49212:277-49212:279. 


8904070260 Forwards results of fracture toughness analysis completed for Unit 2 using 
methods approved in Reg Guide 1.99,Rev 2. Util authorized rev of pressure/temp 
curves per Rev 2.FSAR will be amended following NRC approval of analysis. 

KEMPER, J.S. Philadelphia Electric Co. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 25pp. 49234:273-49234:297. 

8904070307 Provides evaluation of effects of neutron radiation on reactor vessel matls 
(RVM) using methods in Rev 2 to Reg Guide 1 .99, per Generic Ltr 88-1 1 , “NRC Posi- 
tion on Radiation Embrittlement of RVMs & Impact on Plant Operations.” 
CROLEY.B.G. Sacramento Municipal Utility District. GL-88-11. 89/03/29. 

KNIGHTON, G. NRC - No Detailed Affiliation Given. 3pp. 49235:221-49235:223. 

89041CK)035 Forwards addi Info re preservice insp program Spec 8031 -P-504, per NRC 
890308 telcon.Rev 1 of Code Case N307 approved by NRC per Reg Guide 1.1 47, Rev 
6 . 

KEMPER,J.S. Philadelphia Electric (Do. 89/03/31. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49250:346-49250:349. 

8904110099 Advises that 881128 response to Generic Ltr 88-11 guidance re Rev 2 to 
Reg Guide 1.99, “Radiation Embrittlement of Reactor Vessel Matls.” acceptable.NRC 
agrees that operation w/existing curves will provide satisfactory safety margin. 

KELLY, L Project Directorate 111-1. GL-88-11. 89/03/29. SYLVIA.B.R. Detroit Edison 
Co. 3pp. 49290:177-49290:179. 

8904120123 Discusses progress of procurement & evaluation activities for sys meeting 
Reg Guide 1.97 neutron monitoring requirements. Bid spec currently on hold.Util pre- 
amend request to extend license condition to future date. 

ER,J.E. Gulf States Utilities Co. RBG-30453. 89/03/31. Document Control 
Branch (Document Control Desk), 2pp. 49295:359-49295:360. 

8904120188 Informs that util response to Generic Ltr 88-1 1 , “Radiation Embrittlement of 
Reactor Vessel Matls & Impact of Plant Operations" acceptable.Summary of results of 
low-pressure- overpressure protection analysis requested when completed. 

MILANO, P.D. Project Directorate IV. GL-88-11. 89/03/24. MORRIS.K.J. Omaha Public 
Power District. 3pp. 49282:223-49282:225. 

8904120449 Discusses util 890109 & 0228 submittals of results of analyses of reactor 
vessel pressure-temp limits, based on Rev 2 to Reg Guide 1.99 & Generic Ltr 88- 
11. Analyses under review.Present limits should be restricted to 10 EFPY. 

K(NTNER,LL Project Directorate 11-1. GL-88-11. 89/04/04. COTTLE, W.T. System 
Energy Resources. Inc. 2pp. 49296:028-49296:029. 

8904140334 Responds to violations noted in Insp Rept 50-335/89-02. Corrective 
actions:addi mgt controls will be placed in effect to further coordinate activities & 
scheduling techniques for maintenance on Reg Guide 1.97. 

CXONWAS^W.F. Florida Power & Light Co. L-89-129. 89/04/03. Document Control 
Branch (Document Control Desk). 3pp. 49335:309-49335:311. 

8904140484 “1988 Annual Exposure Rept." W/890328 ltr. 

KEUTER.D.R. Sacramento Municipal Utility District. AGM/NPP 89-149. 88/12/31. 
MARTIN, J.B. Region 5, Ofc of the Director. 2pp. 49347:361-49347:352. 


8904040223 Forwards application for amend to Ucense DPR-22,changing Tech Specs 
to reflect revised pressure-temp limit curves in Reg Guide 1.99, Rev 2 & to incorporate 
new requirement for augmented Insp of piping as required by Generic Ltr 88-01. 
MUSOLF.D. Northern States Power Co. GL-88-01. 89/03/31. Document Control 
Branch (Document Control Desk). 2pp, 49180:213-49180:288. 


-8904040224 Application for amend to Licenae DPR-22.reviaing Tech Specs to reflect 
revised pressure-temp limit curves to meet requirements of Rm Guide 1.96, Rev 2 & 
new requirement for augmented insp of pipe susceptible to IQScC. 

MUSOI>.D. Northern States Power Co. 89/03/31. 8pp. 491 80*.21 5-491 80:222. 


8904180230 Advises that util 881128 response to Generic Ltr 88-11 re radiation embrit- 
tlement of reactor vessel matls acceptable. Pressure-temp curves calculated per Feb 
1986 draft Reg Guide 1.99, Rev 2, 

PATEUC.P. Project Directorate III-2. GL-88-11. 89/04/06. BLISS, H.E. Commonwealth 
Edison Co. 3pp. 49372:067-49372:069. 

8904200289 Responds to station blackout rule 10CFR50.63. Review of existing battery 
capacity calculations verifies that batteries have sufficient capacity to meet station 
black(^ loads for 1 h. 

DRAWBRIDGE, B.L Yankee Atomic Electric Co. 6YR 89-70. 89/04/13. Document 
Control Branch (Document (Control Desk). 6pp. 49402:235-49402:240. 


-8904040226 SASR 88-99 DRFT R01 Rev 1 to “implementation of Reg Guide 1.99.Rev 
2, for Monticello Nuclear Generating Plant” 

CAINE, T.A., PAPANDREA.C.J., RANQANATH.S. General Electric Co. 89/01/31. 43pp. 
49180:246-49180:288. 

8904050144 Forwards update to long-term plan as part of semiannual reptconsisting of 
commitment description, progress since Mar 1986 update & summary of changes & 
reasons associated w/regulatory requirements. 

BIRD.R.G. Boston Edison Co. BECJO 89-040. 89/03/27. Document Control Branch 
(Document Control Desk). 19pp. 49210:325-49210:343. 


8904210084 Requests submittal of Tech Spec amend re use of criteria other than Reg 
Guide 1,108 when determining emergency diesel generator demands.Reg Guide 
I.OO.Rev 3 should be issued by end of yr. 

OLSHAN.LN. Project Directorate III-2. TAC 71422. 89/04/07. BLISS, H.E. Common- 
wealth Edison Co. 3pp. 49444:301-49444:303. 

8604210112 Forwards response to station blackout rule 10CFR50.63. Air-operated 
valves relied upon to ccwe w/station blackout for 4 h can be operated manually. 
CREEL, G.C. Baltimore Gas & Electric Co. 89/04/14. Document Control Branch (Doc- 
ument Control Desk). 5pp. 49427:356-49427:360. 


8904050337 Forwards Insp Rept 50-352/89-01 on 890117-20.No violations 
noted.Previous violation re enwron qualification of cable splices no longer considered 
violation. 

MARTIN, T.T. Region 1, ac of the Director. 89/03/23. MCNEILL, C.A. Philadelphia 
Electric Co. 2pp. 49198:087-49198:103. 

-8904050340 Insp Rept 50-352/89-01 on 890117-20.No violations noted. Major areas 
inspectedrimplementation of post-accident monitoring instrumentation in acoirdance 
w/Reg Guide 1.97, Rev 2. 

CHEUNG, L, DELLA GRECCA.A., ANDERSON, C.J. Region 1, Ofc of the Director. GL- 
82-33. 89/02/22. 16pp. 49198:089-49198:103. 

890406(M)13 Forwards summary of status of each of six licensing items identified in V 
Nerses 890318 ltr,including expected date of completion.Required work to complete 
items will be accomplished by 890930.Position re Reg Guide 1.68 confirmed. 

THOMAS, (a.S. Public Service Co. of New Hampshire. NYN-89032. 89/03/30, Docu- 
ment Control Branch (Document (^trol Desk). 8pp. 4921 6d292-4921 6:358. 

8904070009 FOIA request for documentation/info used by NRC to support attenuation 
factor in Rev 2 to Reg Guide 1.99. 

CONNOR, L Doc-Search Associates. 88/08/26. Division of Freedom of Information & 
Publications Services (880515-890204). Ip. 49219:162-49219:162. 

8904070013 Rnal response to FOiA request for record8.App A 5 B records available in 
PDR.App B records end. 

PHILIPS, J. NRC - No Detailed Affiliation Given. 89/03/29. CONNOR, L Doc-Search 
Associates. 4pp. 49219:163-49220:017. 

8904070121 Forwards annual diesel generator reliability data rept for 1988. 

HAIRSTON, W.G. Alabama Power Co. 89/03/29. Document ConW Branch (Docu- 
ment Control Desk). 3pp. 49235:282-49235:284. 


8904210258 Responds to request for addI info re Rev 3 to Reg Guide 1 .97, “Emergen- 
cy Response Ciapabiiity.” Instrumentation used to monitor status of standby power sys 
& enemy sources important to safety listed. 

BIRD.R.G. Boston Edison Co. GL-82-33. 89/04/11. Document Control Branch (Docu- 
ment Control Desk). 7pp. 49430:353-49430:359. 

8904210263 Forwards response to 890301 request to provide schedule for reevaluating 
application of ASME Code Case N-41 1 damping values to previous seismic analysis of 
Class 1.2 & 3 piping. Util concluded from review that no reevaluations needed. 
SILADY,JA Commonwealth Edison Co. 89/04/11. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 49482:081-49482:085. 

8M4240284 Requests that Region V conduct termination survey to verify that residual 
radioactiviW & contamination levels comply w/ Reg Guide 1 .86. 

MICHAELS.T.S. Standardization & Non-Power Reactor Project Directorate. 89/04/18. 
YUHAS.G.P. Region 5, Ofc of the Director. 2pp. 49449:270-49449:271. 

8904240377 Forwards executive summary & rept discussing capability of plant to cope 
w/station blackout. 

HAIRSTON, W.G. Georgia Power Co. HL-396. 89/04/12. Document Control Branch 
(Document Control Desk). 6pp. 49468:166-49466:198. 

8904240484 Fonvards SER supporting util post-accident monitoring instrumentation re- 
quired by Reg Guide 1.97, Rev 2.Technical evaluation rept also enci.Addl info request- 
ed re containment isolation valve position indication. 

PATEL, C.P. Project Directorate III-2. TAC 51367. 89/04/14. BLISS.H.E. Common- 
wealth Edison Co. 4pp. 49448:258-49448:291 . 

-8904240470 Safety evaluation supporting util post-accident monitoring instrumentation 
per Reg Guide 1.97 & Generic Ltr 82-33. 

* NR(5 - No Detailed Affiliation Given. GL-82-33. 89/04/14. 5pp. 49448:262- 
49448:266. 
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-8904240473 EGG-NTA-7368 “Technical Evaluation Rept, Conformance to Reg Guide 
1.97, Zioni &2.’’ 

STOFFEL,J.W.. UDY.A.C. Idaho National Engineering Laboratory. FIN A-6483. TAG 
51367. 88/07/31. NRC - No Detailed Affiliation Given. 25pp. 49448:267-49448:291. 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


8903280065 Fonvards documents for DCS & PDR re preliminary analytical results on 
antistatic devices Po-210 release measurements. Advises that J Rathje, PDR.has re- 
quested that document be categorized “Review Group 3M,’’ & indexed individually. 
BEVERIDGE, G.G. Program Implementation Branch (post 870729). 89/03/21. 
MCKNIGHT.J.C. Document Control Branch (Document Control Desk). 5pp. 49064:016- 
49064:020. 

8903290078 Forwards “Design Document Survey Plan,” used as basis for industry 
survey being conducted over cross section of power plants, per conversation w/ A 
Pietrangelo. Exchange of info w/ groups working in area suggested. 

GRIMES, B.K. Division of Reactor Inspection & Safeguards (Post 870411). 89/03/23. 
RAISIN, W. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 2pp. 49120:256-49120:293. 

-8903290081 “Design Document Survey Plan." 

IMBRO,E. Division of Reactor Inspection & Safeguards (Post 870411). 89/03/22. 
36pp. 49120:258-49120:293. 

8903310212 Notification of 890406 meeting w/NUMARC in Rockville,MD to discuss 
design document reconstitution. 

IMBRO.E.V. Special Inspection Branch. 89/03/24. GRIMES, B.K. Division of Reactor 
Inspection & Safeguards (Post 87041 1 ). 2pp. 491 95:31 7-491 95:31 8. 

8904050266 Summary of 890216 meeting w/NUMARC STS Improvement Coordination 
Group re progress of work on Tech Specs improvement program. 

FISCHER, D.C. Technical Specifications Branch. 89/03/27. BUTCHER,E.J. Technical 
Specifications Branch. 4pp. 49214:154-49214:157. 

8904050277 Notification of 890510 meeting w/NUMARC in Rockville,MD to discuss 
status of Tech Spec improvement program. 

BUTCHER, E.J. Technical Specifications Branch. 89/03/28. ROSSI, E.J. Division of 
Operational Events Assessment (Post 870411). 2pp. 49213:155-49213:156. 

8904110046 Summary of 890308 CRGR Meeting 159 re proposed generic Itr on new 
staff position concerning limits on occupational exposure of skin to radiation emitted 
from hot particles. 

JORDAN,E.L. Committee to Review Generic Requirements. 89/03/20. STELLO,V. Ofc 
of the Executive Director for Operations. 1 p. 49290:1 1 5-49290:1 1 5. 

8904110506 Summary of CRGR Meeting 157 on 890208.ltems reviewed include pro- 
posed generic Itr requesting licensees to develop & implement programs to preclude 
introduction of nonconforming products into plants. Related info encl.W/o ends. 
JORDAN,E.L. Committee to Review Generic Requirements. 89/03/30. STELLO.V. Ofc 
of the Executive Director for Operations. 2pp. 49268:275-49268:276. 

8904170030 Notifies of CRGR Meeting 161 scheduled for 890412 in Rockville, MD re 
proposed final maint rule & implementing reg guide. 

JORDAN, E.L Committee to Review Generic Requirements. 89/04/05. 
BERNERO,R.M. Office of Nuclear Material Safety & Safeguards. Director. 
GOLDBERG, J.R. Office of the General Counsel (Post 860701). PAPERIELLO,C.J. 
Region 3, Ofc of the Director. 2pp. 49367:134-49357:136. 

8904170147 Summary of CRGR Meeting 158 on 890222 re effects of multiple relax- 
ations of plant Teen Specs on equipment surveillance intervals & allowable outage 
times. 

JORDAN, E.L. Committee to Review Generic Requirements. 89/03/28. STELLO.V. Ofc 
of the Executive Director for Operations. 2pp. 49371:015-49371:016. 

8904210173 Addresses comments In 890126 Itr re industry Initiative on NSR molded 
case circuit breakers, per IE Bulletin 88-010. 

RASIN.W.H, Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. IEB-88-010. 89/03/29. MIRAGLIA.F.J. Associate Director for Inspec- 
tion & Technical Assessment (Post 870411). 3pp. 49427:020-49427:022. 


SECY POSITION PAPERS BEFORE THE COMMISSION 


8902150302 SECY-89-033 Informs Commission of status of development & testing of 
explosive detection sys using thermal neutron activation for airline baggage insp. 
DENTON, H.R. Office of Governmental & Public Affairs (Post 870413). 89/02/01. 9pp. 
49451:108-49451:191. 

8903020409 SECY-89-058 Provides status rept & preliminary results of NUREG-1150. 
STELLO.V. Ofc of the Executive Director for Operations. 89/02/17. 25pp. 49280:344- 
49281:008. 

8904190400 Final response to FOIA request for SECY-87-228,Releasabie portions of 
App A documents end & available in PDR.Listed App A records withheld in whole or 
in part (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/14. DARKE, J. Affiliation Not Assigned. 3pp. 49358:294-49358:300. 

-8904190405 SECY-87-228 Partially withheld Request for hearing by Atlas Corp on 
denial of application to renew source matl license. 

MALSCH,M.G. Deputy General Counsel for Licensing & Regulation (Pre 890423). 87/ 
09/11. 4pp. 49358:297-49358:300, 

8904260266 Partial response to FOIA request for records.App H/H records available in 
PDR.App I/I records end & available in PDR.App J/J & K/K records partially & com- 
pletely withheld, respectively (ref FOIA Exemption 5). 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/19. JOHNSON.G.E. Swidler & Berlin. 16pp. 49501:326-49502:195. 

“8904270167 SECY-85-338 Partially withheld Commission paper providing staff analysis 
& recommendations re environ qualification of extension request post-851130 for Pii- 

g rim. 

i|RCKS,W.J. Ofc of the Executive Director for Operations. GL-85-15. 85/10/24. 4pp. 
49505:321-49505:324. 


—8904270172 SECY-85-338A Partially withheld Commission paper providing staff posi- 
tion & recommendation for revised environ qualification extension request post- 
851130 for Pilgrim, 

DIRCKS,W.J. Ofc of the Executive Director for Operations. 85/1 1 /22. 8pp. 49505:325- 
49506:154. 

8904260272 Final response to FOIA request for documents. Forwards App D documents 
& partially withheld Ap^p E documents (ref Exemptions 4,5 & 6).Subj documents also 
available in PDR.App F document totally withheld (ref Exemption 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/21. POTTSCHMIDT.F. Morgan. Lewis & Bockius. 6pp. 49501:074- 
49501:325. 

-8904260305 SECY-79-100 Recommends to Commission issuance of proposed license 
to export parts & components to Philippine Nuclear Power Plant Unit 1 (License Appli- 
cation XCOM-001 3). 

SHEA, J.R. Office of International Programs, Director (Pre 870413). 79/02/08. 7pp. 
49501:084-49501:090. 

—8904260286 SECY-79-1 OOE Seeks Commission concurrence in proposed Itr to Wes- 
tinghouse re export of reactor components to Philippines. 

SHEA, J.R. Office of International Programs, Director (Pre 870413). 79/06/11. 2pp. 
49501:081-49501:082. 

-8904260294 Draft Commission paper informing Commission about receipt of environ 
document for Philippine nuclear power project. 

SHEA, J.R. Office of International Programs, Director (Pre 870413). 79/09/11. Ip. 
49501:083-49501:083. 

—8904260342 SECY-79-1 OOH Partially withheld Commission paper seeking Commission- 
er concurrence on attached proposed Itr to Helfrich re environ discussions for Philip- 
pine nuclear power project. 

SHEA, J.R. Office of International Programs, Director (Pre 870413). 79/09/24. 2pp. 
49501:311-49501:312. 


STATE PROG STATE PROGRAMS 


8903290016 Confirms 890105 discussion re review visit to State of TN radiation control 
program.Advises that Agreement State regulations will be updated to maintain com- 
patibility w/NRC regulations. 

KAMMtRER.C. State, Local ^ Indian Tribe Programs. 89/03/21. LUNA,J.W. Tennes- 
see, State of. 3pp. 49081:069-49081:081. 

8903290063 Responds to 890307 & 09 Itrs re hearing to consider approval of agree- 
ment between util & Long Island Power Authority to transfer plant to Long Island 
Power Authority. 

STELLO.V. Ofc of the Executive Director for Operations. 89/03/21. MCFARLAND, J.T. 
New York, State of. 4pp. 49081:275-49081:278. 

8903290281 Responds to 881129 Itr re Itr from WL Manka of Waco.TX concerning li- 
cense renewal process for Panna Maria U project in Karnes County, TX.Detailed info 
re licensing action available from State of TX, bureau of radiation control. 

STELLO.V. Ofc of the Executive Director for Operations. CCS. 88/12/16. 
BENTSEN.L Senate. Ip. 49181:036-49181:036. 

8903300094 Forwards State of NM discharge plan for facility. 

PELIZZA,M.S. HRI, Inc. (Hydro Resources, Inc.). 89/03/07. OLSON.T. NRC - No De- 
tailed Affiliation Given. 3pp. 49195:163-49195:166. 

8903300122 Forwards technical comment & recommendation for State of KS radiation 
control program & application of guidelines. Program deemed adequate to protect 
public health & safety & compatible w/NRC program for regulation of similar matls. 
KAMMERER.C. State, Local & Indian Tribe Programs. 89/03/20. GRANT, S.C. 
Kansas, State of. 4pp. 49123:132-49123:135. 

8903300265 Notification of contract execution, Mod 10, to "Radiation Monitoring Program 
Requirements.” ContractonState of MO, Dept of Health. 

EDGEWORTH, P.J. Contract Administration Branch. NRC-30-83-643. 89/03/03. 
NORELIUS.C.E. Region 3. Ofc of the Director. CANIANO.R.J. NRC - No Detailed Af- 
filiation Given. 1p. 49122:320-49122:321. 

-8903300275 Mod 10,changing name of technical representative, to “Radiation Monitor- 
ing Program Requirements." 

* Missouri, State of. EDGEWORTH,P.J. Contract Administration Branch. NRC-30-83- 
643. 89/03/03. Ip. 49122:321-49122:321. 

8903300365 Forwards response to B Molter 880830 petition expressing concern re con- 
tinued operation of plant, per 880907 request. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
27. CONNELLY, L.G. California, State of. 3pp. 49129:250-49129:278. 

-8903300369 Requests response to end 6 Moller 880830 petition, per 10CFR2.206,to 
show cause why facility should be shutdown based on poor mgt & release of radioac- 
tive water to environ. 

CONNELLY.LG. California, State of. 2.206. 88/09/07. 2ECH.LW. Commissioners. Ip. 
49129:253-49129:278. 

8903310068 Notification of contract execution.Mod 5,to “Radiation Monitoring Program 
Requirements.” Contractor:State of IL. 

HUGHES,A. Contract Administration Branch. NRC-30-86-359. 89/03/03. 

NORELIUS.C.E. Region 3, Ofc of the Director. CANIANO.R.J. NRC - No Detailed Af- 
filiation Given. Ip. 49162:340-49162:341. 

—8903310071 Mod 5,changing name of technical representative.to “Radiation Monitor- 
ing Program Requirements.*’'^ 

• Illinois, State of. EDGEWORTH, P.J. Division of Contracts & Property Management 
(Post 890205). NRC-30-86-359, 89/03/03. Ip. 49162:341-49162:341. 

8903310078 Forwards correspondence from listed utils & law firms in response to re- 
quest for comments on NUREG-1317.W/o ends. 

(;LEARY,D.P. Reactor Plant Safety Issues Branch. 89/03/13. PRINS.H. New York, 
State of, 1p, 49146:328-49146:328. 
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8903310091 Notification of contract execution, Mod 13, to “Radiation Monitoring Program 
Requirements." ContractonState of Wl.div of health. 

HUGHES, A. Contract Administration Branch. NRC-30-83-647. 89/03/03. 
NOREL1US.C.E. Region 3, Ofc of the Director. CANIANO.R.J. NRC - No Detailed Af- 
filiation Given. Ip. 49148:046-49148:047. 

~a®033100©3 Mod 13, changing name of technical representative to RJ Caniano.to "Ra- 
diation Monitoring Program Requirements.” 

* Wisconsin, State of. EDGEWORTH,PJ. Division of Contracts & Property Manage- 
ment (Post 890205). NRC-30-83-647. 89/03/03. Ip. 49148:047-49148:047. 

8904030035 Discusses 890227 submittal re agreement between Commonwealth of PA 
& util concerning plantConcems raised that some agreements inconsistent w/NRC 
regulations.Meeting to resolve inconsistencies suggested, 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/03/ 
29. DAVIS, A.A. Pennsylvania. Commonwealth of. MCNEILL,C.A- Philadelphia Electric 
Co. 3pp. 49168:096-49168:159. 

-8904030036 Forwards Exhibit A consisting of proposed app to updated 
FSAR, reflecting agreements reached between Commonwealth of PA & util & info 
agreement between parties permitting state access to plant info. 

DAVIS, A.A. Pennsylvania, Commonwealth of. MCNEILL, C.A. Philadelphia Electric Co. 
89/02/27. RUSSELL, W.T. Region 1, Ofc of the Director. 61pp. 49168:099-49168:159. 

8904040054 Forwards State of GA Environ Monitoring Appraisal NRC-29-83-625 on 
8902025.State met all obligationsin 1 987 contract & overall performance considered 
good.Increase in air sample collecting from monthly to weekly suggested. 

COLLINS, D.M. Region 2. Ofc of the Director. NRC-29-83-625. 89/03/07. 
LEDBETTER. J.L Georgia. State of. 1p. 49191:203-49191:208. 

-8904040067 Performance appraisal rept for NRC Contract NRC-29-83-625 on 
890202-Major areas inspectedzoverall program status, staffing.facllities & 

equIpment-Continuation of program recommended. 

BERMUDEZ.H., KAHLE.J.B. Region 2, Ofc of the Director. NRC-29.83-625. 89/03/07. 
5pp. 49191:204-49191:208, 

8904050052 Discusses Insp 15000015/88-02 on 881115 & 890216 telcon enforcement 
conference & forwards notice of violation. Response to violation not necessary since 

company no longer doing business as Barnett Industrial X-Ray. 

FISHER, W.L. Region 4, Ofc of the Director. 89/03/30. BARNETT, R.L. Barnett Indus- 
trial X-Ray. 3pp. 49214:184-49214:187. 

-8904050056 Notice of violation from insp on 881 1 1 5, Violations noted: licensee did not 
maintain ofc in Agreement State where licensee held specific license & radiographic 
activities conducted in 1988 in Non-Agreement State of OK. 

* Region 4, Ofc of the Director. 89/03/30. 1p. 49214:187-49214:187. 

8904050096 Confirms discussion w/B Youngberg re 890425-28 review of radiation con- 
trol program & forwards list of questions on evaluation of Agreement State radiation 
control programs. 

MCGRATH,J.R. Region 1, Ofc of the Director. 89/03/23. MERGES.P.J. New York. 
State of. 40pp. 49210:272-49210:311. 

8904050129 "Rept on Discharge Monitoring at Diablo Canyon Power Plant During 
Month of Feb 1 989." W/890320 Itr. 

TOWNSEND.J.D. Pacific Gas & Electric Co. 89/02/28. LEONARD, W. California, State 
of. 44pp, 49206:254-49205:297. 

89040S0308 "Alabama Dept of Environ Mgt Discharge Monitoring Rept, Feb 1989." 

* Tennessee Valley Authority. 89/03/28. 12pp. 49214:254-49214:265. 

8904070132 Discusses environ monitoring results obtained at facility. Evaluation con- 
firms that results within site background levels & in compliance w/ALARA & regulatory 
requirements. 

COLEMAN, C. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 89/04/03. 
ROBERTSON, G, Washington. State of. 2pp. 49235:277-49235:278. 

8904100393 Forwards, for info & review, "Conceptual Considerations of Death Valley 
Groundwater Sys W/Special Emphasis on Adequacy of Sys to Accommodate High 
Level Nuclear Waste Repository.” 

LOUX,R.R. Nevada, State of. FIN D-1021. 88/02/02. BROWNING.R.E. Division of 
High Level Waste Management (Post 870413). 8pp. 49310:268-49311:237. 

8904110254 Responds to 890223 Itr re issues associated w/selection of low level 
waste disposal site in Texas.Comments of NRC Agreement States staff end. 
BRADBURNE,J,C. Congressional Affairs. CCS. 89/03/24, COLEMAN, R.D. House of 
Rep. 3pp. 49279:21 7-49279:221 . 

--8904 110263 Summarizes points discussed w/R Bordie re site selection of low level 
nuclear dump site in Texas.Texas low level nuclear authority solely responsible for 
site-selection process & development of applications for licensing. 

COLEMAN.R.D. House of Rep. 89/02/23. BRADBURNE.J. NRC - No Detailed Affili- 
ation Given. 2pp. 49279:220-49279:221 . 

8904170047 Advises that documents filed by licensee & NRC will continue to be made 
available in NRC PDR & LPDR at California Polytechnic State Univ Library in San Luis 
Obispo.CA. 

RCX)D,H. Project Directorate V. 89/04/04. KERR.J.E. California, State of. 3pp. 
49357:056-49357:058. 

8904180069 Advises that name will be removed from mailing list re Info on plant unless 
request to remain on list received within 30 days. 

SEARSp.M. Project Directorate 1-3. 89/04/07. Maine, State of. 1p. 49380:189- 
49380:189. 

8904180079 Confirms 890127 discussion following review & evaluation of State of NH 
radiation control program conducted during 890124-27.NRC unable to offer finding 
that state program adequate to protect public health & safety. 

KAMMERER.C. State, Local & Indian Tribe Programs. 89/04/10. WALLACE, W.T. New 
Hampshire, State of. 8pp. 49371:231-49371:238. 

8904180082 Notification of contract execution, Mod 8, to "Radiation Monitoring Program 
Requirements.” ContractonState of NJ, Bureau of Radiation Protection. 

HUGHES, A. Contract Administration Branch. FIN B-8354. NRC-28-83-809. 89/02/22. 
MARTIN.T.T. Region 1. Ofc of the Director. KOTTAN,J. NRC - No Detailed Affiliation 
Given. Ip. 49357:168-49357:180. 


-8904180085 Mod 8, extending period of performance to 9 11 231, providing CY89 
funds, revising Article V, incorporating revised statement of work & changing accounting 
& appropriation data, to “Radiation Monitoring Program Requirements." 

DEIESO,D.A. New Jersey, State of. EDGEWORTH,P.J. NRC - No Detailed Affiliation 
Given. FIN B-8354. NRC-28-83-609. 89/02/22. 12pp. 49357:169-49357:180. 

8904190051 Notifies of util intent to use chlorine in spray pond at plant to control 
algae. Forwards Itr from station detailing chlorination program & what steps will be 
taken to prevent discharge from spray pond during chlorination. 

W1LLSEY,W.B. Philadelphia Electric Co. 89/04/05. FEOLA.J.A. Pennsylvania, Com- 
monwealth of. 4pp. 49394:125-49394:128. 

8904200338 “Rept to NRC re Environ Monitoring at Grand Gulf Nuclear Station for 
CY88." W/890411 Itr. 

SMITH,S.A., FUENTE,E.S. Mississippi, State of. NRC-29-83-621. 88/12/31. 31pp. 

8904240024 Submits followup to performance audit insp conducted on 890329-31 .Moni- 
toring discontinued after 1985 since no changes occurred in plant operations that sug- 

§ est some alteration of Chickamauga reservoir water quality. 

CHMIERBACH.M. Tennessee Valley Authority. 89/04/10. STEWART. P.L Tennes- 
see, State of. 2pp. 49468:090-49468:097. 

8904240092 Confirms withdrawal of latest application for amend to License NS-1 
requesLLegible environ surveillance data for 1988 annual rept end. 

AUTRY, V.R. South Carolina, State of. 89/04/10. ADAMS, A. Office of Nuclear Reactor 
Regulation, Director (Post 870411). Ip. 49450:268-49450:275. 

-8904280093 Environ surveillance data for Third & Fourth Quarters 1 988. 

* South Carolina. State of. 88/12/31. 7pp. 49450:269-49450:275. 

8904240242 Confirms telcon re NRC visit to review State of KY radiation control pro- 
gram for agreement matls on 890418-21. Inspector accompaniments planned for 
890419 & 20. 

WOODRUFF, R.L. Region 2. Ofc of the Director. 89/04/12. HUGHES, D.R. Kentucky, 
Commonwealth of. Ip. 49482:249-49482:249. 

8904250180 Comment requesting extension of time to comment on proposed rulemak- 
ing PRM-20-19 re radiological release from nuclear facilities in order to more fully 
evaluate proposal. 

FLETCHER.R.G. Maryland. State of. 54FR5089. 89/04/05. Docketing & Services 
Branch. Ip. 49508:268-49508:268. 

8904270277 Comment supporting proposed rule 10CFR4 re ref uniform federal accessi- 
bility stds for enforcement of Section 504 accessibility requirements. 

BERKO, F.G. New York. State of. 54FR9966 00001. 89/04/18. Docketing & Services 
Branch. Ip. 49518:289-49518:289. 

8904270446 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/24. O’BRIEN.J.H. Affiliation Not Assigned. 3pp. 49520:092- 
49521:112. 

-8904280090 Provides NRC views on A Chin 850816 request to add C8-137 stated 
capsule to State of QA iicense.Recommends State of GA take no action on request at 
this time. 

NUSSBAUMER,D.A. Assistant Director for State Agreements Programs. 85/09/19. 
HILUT.E. Georgia, State of. 2pp. 49520:275-49520:276. 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


8903290370 Forwards changes to Rev 11 to ANF-1A, "QA Program for Nuclear Fuels." 
PERRY.D.K. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
DKP:89:31. 89/03/20, SPRAUL,J. NRC - No Detailed Affiliation Given. Ip. 49080:239- 
49080:248. 

-8903290374 Replacement pages to Rev 11 to ANF-1A, "QA Program for Nuclear 
Fuels.” 

PERRY, D.K. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc,). 89/ 
03/20. 9pp. 49080:240-49080:248. 

8903290434 Forwards request for addi info re Topical Rept DPC-NE-2003, “Core Ther- 
mal-Hydraulic Methodology Using VIPRE-01." Info requested within 60 days of Itr 
date. 

HOOD.D.S. Project Directorate II-3. TAC 69378. 89/03/22. TUCKER, H.B. Duke Power 
Co. 5pp. 49080:162-49080:166. 

8903300042 Grants exemption under 10CFR0.735-21 for interest In S&W pension plan 
& notice to file for exemption for ownership of prohibited stock. 

GUTIERREZ.J.M. Region 1, Ofc of the Director. 89/02/27. DELLA GRECA,A. Region 
1, Ofc of the Director, Ip. 49431:290-49131:290. 

8903300116 Notification of 890406 meeting w/BWR Owners Group in Rockville, MD to 
discuss completed stability analyses & future plans for analysis & problem resolution. 
RICHINGS.H. Reactor Systems Branch. 89/03/23. HODGtS.M.W. Reactor Systems 
Branch. 2pp. 49129:321-49129:322, 

8903310006 Forwards Rev A to WCAP-12159, "MERITS Program Phase II Tech Specs 
& Bases." M Reinhart 890330 release memo end. 

NEWTON,R.A. Westinghouse Operating Plants Owners Group. OG-89-15. 89/03/30. 
Document Control Branch (Document Control Desk). 12pp. 49149:001-49153:269. 

-8903310008 WCAP-12159 R A Rev A to “MERITS Program Phase II Tech Specs & 
Bases." 

* Westinghouse Electric Corp. * Westinghouse Operating Plants Owners Group. 89/ 
03/31. 3,000pp. 49149:009-49153:269. 

8903310115 Forwards Change Notice 30 to QA Program SCE-1-A,reflecting clarifica- 
tions to nonconformance control sys.Notice will be incorporated in next amend to topi- 
cal r^t 

MEDFORD.M.O. Southern California Edison Co. 89/03/21. Document Control Branch 
(Document Control Desk). Ip. 49159:078-49159:078. 
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-8904060363 SCE-1-A A 11 R30 Change Notice 30 to Amend 11 to QA Topical Rept 
SCE-1-A, changing process for control of nonconformances discovered during engi- 
neering const project. 

BASKIN, K.P. Southern California Edison Co. 89/03/21. 9pp. 49159:079-49159:087. 

8903310304 Forwards BAW-10173P, “Mark-BW Reload Safety Analysis for Catawba & 
McGuire.” Rept contains safety analysis calculation results to be used in licensing for 
B&W fuel. Rept withheld (ref 10CFR2.790). 

TUCKER, H.B. Duke Power Co. 89/03/30. Document Control Branch (Document Con- 
trol Desk). 10pp. 49148:017-49148:026. 

8903310329 Grants 890222 request to withhold WCAP-11914. “Safety Evaluation Sup- 
porting More Negative EOL Moderator Temp Coefficient Tech Spec...Aug 1988.” per 
10CFR2.790). 

BECKER, R.A. Project Directorate 11-1. 89/03/28. UTLEY.E.E. Carolina Power & Light 
Co. 3pp. 49127:358-49127:360. 

8903310335 Suppis clarification of content & schedule of B&W Owners Group actions 
on NRC Bulletin 88-01 1 , “Pressurizer Surge Line Thermal Stratification,” per 890224 
Itr.AddI details of stress & fatigue analyses will be provided upon completion. 
SPOND.D.F. Babcock & Wilcox Operating Plants Owners Group. IEB-88-011. 89/03/ 
22. ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 2pp. 
49125:068-49125:069. 

8904030015 Forwards nonproprietary WCAP-12157 & proprietary WCAP-12156, “Wes- 
tinghouse Owners Group Bottom Mounted Instrumentation Program,” per 
requestProprietary rept withheld (ref 10CFR9.5).Affidavit end. 

JOHNSON.W.J. Westinghouse Electric Corp. NS-NRC-89-3416. 89/03/09. 

MURLEY.T. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 
49155:227-49155:250. 

-8904030017 Requests that proprietary WCAP-12156. “Westinghouse Owners Group 
Bottom Mounted Instrumentation Program” be withheld from public disclosure (ref 
10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-89-036. 89/03/09. MURLEY.T. 
NRC - No Detailed Affiliation Given. 10pp. 49155:229-49155:238. 

—8904030019 WCAP-12157 "Westinghouse Owners Group Bottom Mounted Instrumen- 
tation Program.” 

* Westinghouse Electric Corp. 89/01/31. 13pp. 49155:239-49155:250. 

8904030023 Forwards safety evaluation stating that BAW-1976 satisfies TMI Item 
II.K.3.31 re small break LOCA.NRC agrees w/ conclusion that analyses confirm B&W 
177FA lowered-loop reactor plant conformance to criteria of 10CFR50.46. 
HERNAN.R.W. Project Directorate 1-4. TAC 48208. 89/03/28. HUKILL,H.D. General 
Public Utilities Corp. - GPU Service Corp. 32pp. 49156:072-49156:104. 

8904030050 Forwards listed proprietary & nonproprietary Westinghouse repts re resist- 
ance temp detector bypass elimination audit readiness.Three proprietary repts with- 
held (ref 10CFR2.790(b)(4)). 

GRIDLEY.R. Tennessee Valley Authority. 89/03/24, Document Control Branch (Docu- 
ment Control Desk). 13pp. 49176:256-49177:229. 

-8904030152 WCAP-8587 S01 ROO Nonproprietary SuppI 1,EQDP-ESE-69A.Rev 0. 
"Eqiuipment Qualification Data Package, Eagle 21 Process Protection Sys (Environ & 
Seismic Testing).” 

RYGG.D.E., BAUER.J.S., RILING.R.W. Westinghouse Electric Corp. EQDP-ESE-69A. 
88/05/31. 25pp. 49176:269-49176:293. 

8904030092 Summary of 890213 meeting w/C-E Owners Group in Rockville,MD re ther- 
mal stratification in pressurizer surge line, per NRC Bulletin 88-011. List of attendees & 
viewgraphs end. 

CHAN,T.L. Project Directorate V. IEB-88-011. 89/03/16. Project Directorate V. 23pp. 
49155:251-49155:273. 

8904030195 Forwards proprietary & nonproprietary WCAP-12218 & WCAP-12219, 
"Evaluation of Thermal Stratification for Vogtle Unit 2 Pressurizer Surge Line." Propri- 
etary rept withheld (ref 10CFR2.790).Westinghouse authorization Itr also end. 
BAlLEY,J.A. Georgia Power Co. GN-1585. 89/03/22. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49164:155-49165:048. 

-8904030197 Requests that proprietary WCAP-12218. "Evaluation of Thermal Stratifica- 
tion for Vogtle Unit 2 Pressurizer Surge Line” be withheld from public disclosure (ref 
10CFR2.790). 

WIESEMANN,R.A. Westinghouse Electric Corp. CAW-89-046. 89/03/21. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 10pp. 49164:157-49164:166. 

-8904030201 WCAP-12219 "Evaluation of Thermal Stratification for Vogtle Unit 2 Pres- 
surizer Surge Line.” 

CHANG, K.C., SCHMERTZ,J.C.. PATEL, R.B. Westinghouse Electric Corp. 89/03/31. 
242pp. 49164:167-49165:048. 

8904040022 TP-07-NP R01 Rev 1 to “Enviralloy High Integrity Containers.” 

* Nuclear Packaging, Inc. 88/07/31. 175pp. 49178:264-49179:078. 

8904040107 Forwards proprietary GE NEDC-31629P, "Single-Loop Operation Analysis 
for Limerick Generating Station Unit 2." Util will continue to work w/NRC to develop 
appropriate Tech Specs to reflect analysis.Rept withheld (ref 10CFR2.790(b)(1)). 
KEMPER, J.S. Philadelphia Electric Co. 89/03/29. Document Control Branch (Docu- 
ment Control Desk). 4pp. 49191:180-49191:183. 

8904040110 Fonvards Topical Rept WCAP-10903, “Reactor Cavity Neutron Dosimetry 
Program for Brunswick Unit 2” & other supporting info,in response to NRC 890213 
request for addi info to support util 881026 application for amend. 

LOFLIN,L.I. Carolina Power & Light Co. TAG 71112. 89/03/30. Document Control 
Branch (Document Control Desk). 18pp. 49186:115-49186:211. 

-8904040112 WCAP-10903 "Reactor Cavity Neutron Dosimetry Program for Brunswick 
Unit 2." 

ANDERSON,S.L., LIPPINCOTT,E.P., SEJVAR,J. General Electric Co. 86/12/31. 78pp. 
49186:133-49186:211. 

8904040172 Forwards proprietary responses to questions re Topical Rept DPC-NE- 
201 1 P, “Nuclear Design Methodology for Core Operating Limits of Westinghouse Re- 
actors.” Responses withheld. 

TUCKER, H.B. Duke Power Co. 89/03/28. Document Control Branch (Document Con- 
trol Desk). 1 p. 491 91 :071 -491 91 :071 . 


8904040214 Forwards response to NRC request for addl info re FSAR Chapter 7 issues 
& Rev 2 to Reg Guide 1 .97.Proprietary WCAP-12228 & nonproprietary WCAP-12229, 
“Transit Time ...” encl.Proprietary WCAP-12228 withheld (ref 10CFR2.790), 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). TXX-89151. 89/03/ 
31. Document Control Branch (Document Control Desk). 15pp. 49280:295-49280:322. 

-8904040216 Application for withholding proprietary WCAP-12228, “Transit Time Flow 
Meter Calculation” (ref 10CFR2.790). 

WIESEMANN,R.A. Westinghouse Electric Corp. CAW-89-047. 89/03/22. MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 9pp. 49280:310- 
49280:318. 

—8904040219 WCAP-12229 "Transit Time Flow Meter Calculations.” 

TULEY,C.R. Westinghouse Electric Corp. 89/03/31. 5pp. 49280:319-49280:322. 

8904040250 Forwards proprietary BAW-10175P, “Rod Exchange Methodology,” devel- 
oped for calculating parameters while performing control rod measurements using rod 
exchange technique to be used at plants.Rept withheld (ref 10CFR2.790). 

TAYLOR,J.H. Babcock & Wilcox Co. JHT/89-65. 89/03/30. NORBERG,J.A. Division 
of Engineering & Systems Technology (Post 870411). 9pp. 49242:067-49242:075. 

8904040265 Application for amends to Licenses DPR-62 & DPR-71. implementing ex- 
panded operating domain for plant. Expansion requires APRM mods designed to up- 

g rade rod-block monitor sys to permit more direct thermal limits administration. 
;UTTER,A.B. Carolina Power & Light Co. NLS-89-060. 89/03/29. Document Control 
Branch (Document Control Desk). 18pp. 49183:263-49183:336. 

8904040317 Forwards proprietary GE NEDC-31624P, “Brunswick Steam Electric Plant 
Units 1 & 2 SAFER/GESTR-LOCA LOCA Analysis,” to support use of max extended 
operating domain mods.per 890329 submittaI.Rept withheld. 

CUTTER.A.B. Carolina Power & Light Co. NLS-89-072. 89/03/29. Document Control 
Branch (Document Control Desk). 3pp. 49191:148-49191:150. 

8904040398 Fonvards nonproprietary WCAP-12012 & proprietary WCAP-12011, “Tech- 
nical Justification for Eliminating Large Primary Loop Pipe Rupture as Structural 
Design Basis for Sequoyah Units 1 & 2.” 

GRIuLEY.R. Tennessee Valley Authority. 89/03/30. Document Control Branch (Docu- 
ment Control Desk). 5pp. 49204:190-49204:286. 

-8904040399 Submits application for withholding proprietary WCAP-12011, “Technical 
Justification for Eliminating Large Primary Loop Pipe Rupture as Structural Design 
Basis for Sequoyah Units 1 & 2,” from public disclosure.Affidavit end. 
WIESEMANN,R.A. Westinghouse Electric Corp. CAW-88-113. 88/11/04. MURLEY,T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). lipp. 49204:195- 
49204:205. 

-8904040407 WCAP-12012 “Technical Justification for Eliminating Large Primary Loop 
Pipe Rupture as Structural Design Basis for Sequoyah Units 1 & 2." 

WITT.F.J., SWAMY,S.A,, KIM.C.C. Westinghouse Electric Corp. 88/10/31. 80pp. 
49204:206-49204:286. 

8904050234 Fonvards annotated FSAR pages necessary to describe WRB-1 correlation 
per WCAP 8762-P-A, "New Westinghouse Correlation WRB-1 for Predicting Critical 
Heat Flux (CHF) In Rod Bundles W/Mixing Vane Grids.” 

MCBURNETT,M.A. Houston Lighting & Power Co. ST-HL-AE-3021. 89/03/30. Docu- 
ment Control Branch (Document Control Desk). 57pp. 49210:167-49210:223. 

8904050419 Forwards proprietary & nonproprietary Rev 1 to WCAP-12123 & 12230, 
“Westinghouse Setpoint Methodology for Protection Sys,” respectively. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). TXX-89170. 89/03/ 
31. Document Control Branch (Document Control Desk). 2pp. 49226:001-49225:099. 

—8904050424 Requests withholding of proprietary Rev 1 to WCAP-12123, "Westing- 
house Setpoint Methodology for Protection Sys," from public disclosure (ref 
10CFR2.790). 

WIESEMANN,R.A. Westinghouse Electric Corp. CAW-89-052. 89/03/27. MURLEY,T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 10pp. 49225:003- 
49225:012. 

-8904050429 WCAP-12230 R01 Nonproprietary Rev 1 to WCAP-12230, “Westinghouse 
Setpoint Methodology for Protection Sys." 

TULEY.C.R. Westinghouse Electric Corp, 89/03/31 . 86pp. 49225:013-49225:099. 

8904060472 Fonvards Cycle 9 radial peaking factor limit rept.Concurs w/ rept in accord- 
ance w/Westinghouse methodology, “Power Distribution Control & Loading Following 
Procedures," WCAP-8385. 

MILTENBERGER,S. Public Service Electric & Gas Co. of New Jersey. NLR-N89053. 
89/03/27. Document Control Branch (Document Control Desk). 4pp. 49226:096- 
49226:099. 

8904070028 Forwards proprietary NEDE-31152P, "GE Fuel Bundle Designs” & NEDE- 
31151P, “GE Electric Fuel Bundle Designs Evaluated w/TEXICO/CLAM Analyses 
Bases.” Repts withheld. 

CHARNLEY,J.C. Genera! Electric Co, MFN-026-89. 89/04/03. HODGES, M.W. Reactor 
Systems Branch. Ip. 49236:011-49236:011. 

8904070146 Fonvards proprietary rev to Table 6-1 of 8AW-10159P, correcting specified 
ranges to actual limits of correlation data base.EncI withheld. 

TAYLOR,J.H. Babcock & Wilcox Co. JHT/89-60. 89/03/29. NORBERG,J.A. Division 
of Engineering & Systems Technology (Post 870411), 2pp. 49242:170-49242:171. 

8904100132 Notification of 890407 meeting w/B&W Owners Group in Rockville,MD to 
discuss justification for continued operations & bounding analyses re NRC Bulletin 88- 
01 1 concerning pressurizer surge line thermal stratification. 

CHAN.T.L. Project Directorate V. IEB-88-011. 89/03/31. KNlGHTON,G.W. Project Di- 
rectorate V. 4pp. 49332:030-49332:033. 

8904100402 Application for amend to License NPF-43, changing Tech Specs for Reload 
1, Cycle 2 of^rations for plant.GE nonproprietary & proprietary Rev 0 & Rev 0, Supp1 1 
to 23A5949 reload repts encl.Proprietary rept withheld (ref 10CFR2.790). 

SYLVIA,B.R. Detroit Edison Co. NRC-89-0052. 89/04/03. Document Control Branch 
(Document Control Desk). 26pp. 49282:122-49282:218. 

—8904140451 "Supplemental Reload Licensing Submittal for Fermi Plant Unit 2, Reload 
1, Cycle 2.” 

RASH,J.L, PLOTYCIA,G.D., CHARNLEY,J.S. General Electric Co. NRC-89-0052. 89/ 
03/31. 30pp. 49282:189-49282:218. 
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8904110017 Clarifies content & schedule of B&W Owners Group actions re NRC Bulle- 
tin 88-011, "Pressurizer Surge Line Thermal Stratification.” Expected life of surge line 
extends beyond next 2 yrs, based upon preliminary bounding analyses. 

SPOND.D.F. Babcock & Wilcox Operating Plants Owners Group. IEB-88-011. 89/03/ 
22. ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 3pp. 
49290:119-49290:123. 

8904120092 Notification of 890406 meeting w/Westinghouse Owners Group In 
Rockville, MD to discuss new STS. 

BUTCHER, E.J. Technical Specifications Branch. 89/04/04. ROSSI.C.E. Division of 
Operational Events Assessment (Post 87041 1). 2pp. 49286:060-49286:061. 

8904120105 Notification of 890421 meeting w/owners groups in Bethesda, MD to dis- 
cuss ACRS Subcommittee on ATWS implementation (10CFR50.62). 

LYNCH, M.D. Project Directorate 111-3. 89/03/30. HANNON,J.N. Project Directorate III- 
3. 3pp. 49286:068-49286:070. 

8904120388 Forwards proprietary WCAP-12141 & nonproprietary WCAP-12142, 
"Beaver Valley Unit 2 Evaluation for Tube Vibration Induced Fatigue,” for review & 
approval & application for withholding proprietary rept (ref 10CFR2.790). 

SIEBER,J.D. Duquesne Light Co. I&-88-002. 89/04/06. Document Control Branch 
(Document Control Desk). 2pp. 49286:296-49287:096. 

-8904120390 Application for withholding proprietary WCAP-12141, "Beaver Valley Unit 
2 Evaluation for Tube Vibration Induced Fatigue" (ref 10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. CAW-89-038. 89/03/01. MURLEY,T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 9pp. 49286:298- 
49286:306. 

-8904120396 WCAP-12142 “Beaver Valley Unit 2 Evaluation for Tube Vibration Induced 
Fatigue.” 

PITfERLE,T.A. Westinghouse Electric Corp. 89/02/28. 150pp. 49286:307-49287:096. 


8904190137 Forwards revised, “Hafnium Rod Cluster Control Assembly Exam Guide- 
lines,” per 890317 telcon. 

JOHNSON,W.J. Westinghouse Electric Corp. NS-NRC-89-3421 . 89/03/30. 

BERLINGER,C.H. Generic Communications Branch. 3pp. 49392:001-49392:003. 

8904210199 Requests exemption from rept review fees for generic repts submitted by 
C-E Owners Group.Until exemption granted, suspend NRC review of C-E Owners 
Group repts when max fee reached. 

STERLING, E.C. C-E Operating Plants Owners Group. CEOG-89-233. 89/04/05. 
HOLLOWAY.C.J. NRC - No Detailed Affiliation Given. 4pp. 49453:188-49453:191. 

8904210206 Forwards SuppI 1 to proprietary WCAP-12151 & nonproprietary WCAP- 
12152, "AddI Info in Support of Assessment of Thermal Stratification for Seabrook 
Unit 1 Pressurizer Surge Line.” Westinghouse authorization Itr also end. 

THOMAS,G.S. Public Service Co. of New Hampshire. NYN-89037. 39/04/10. Docu- 
ment Control Branch (Document Control Desk). 3pp. 49451:242-49451:276. 

—8904260336 WCAP-12152 SOI Supp! 1 to “AddI Info in Support of Assessment of 
Thermal Stratification for Seabrook Unit 1 Pressurizer Surge Line.” 

CX)SLOW,B.J., GnAY,M.A., CHANG, K.C. Westinghouse Electric Corp. 89/04/30. 
21 pp. 49451 :257-49451 :276. 

8904240345 Forwards Endorsement 128 to NELIA Policy NF-111. 

SAMUELS, J.L Marsh & McLennan, Inc. 89/03/23. DINITZ.l. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 2pp. 49448:041-49448:042. 

8904240376 Forwards Endorsements 129 & 65 to NELIA Policy NF-111 & MAELU 
Policy MF-85.respectively & Endorsements 123 & 54 to NELIA Policy NF-83 & MAELU 
Policy MF-84,respectively. 

SAMUELS, J.L. Marsh & McLennan, Inc. 89/04/06. DINITZ.l. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 5pp. 49453:247-49453:251. 


8904120437 Forwards response to NRC 890113 & 0213 requests for info re 880519 
application for certification of Model 2000 shipping container. Additions & replacement 
pages to NEDO-31581 , proprietary drawings & schematic drawing end. 
CUNNINGHAM.G.E. General Electric Co. 25378. 89/03/29. MACDONALD.C.E. Office 
of Nuclear Material Safety & Safeguards, Director. 30pp. 49296:331-49298:125. 

-8904170318 NEDO-31581 ERR Errata & addenda to "Model 2000 Radioactive Mat! 
Transport Package SAR." Attachment C drawings withheld. 

* General Electric Co. 89/03/29. 486pp. 49297:001-49298:125. 

8904130056 Forwards supplemental application for amend to License DPR-26 to in- 
crease authorized power level up to 3,083.4 MWt. Rev 1 to WCAP-11972, “Indian 
Point 2 NSSS Stretch Rating- 3,083.4 MWt Licensing Rept,” also end. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. TAC 69542. 89/03/30. Docu- 
ment Control Branch (Document Control Desk). 2pp. 49300:067-49300:299. 

-8904130061 WCAP-11972 R01 "Indian Point 2 NSSS Stretch Rating-3,083.4 MWt Li- 
censing Rept." 

* Westinghouse Electric Corp. 89/03/31. 183pp. 49300:083-49300:264, 

8904170155 Notification of 890412 meeting w/B&W In Rockville, MD to discuss emer- 
gency operating procedures guidelines. 

LYON,W. Reactor Systems Branch. 89/04/06. HODGES, M.W. Reactor Systems 
Branch. 2pp. 49369:358-49369:359. 


WASTE MGT NUCLEAR WASTE MANAGEMENT 

8902280359 Responds to 881222 Itr re financial responsibility & liability for low level 
radwaste disposal facility after 100 yrs of institutional control, especially in situation 
where Class C waste disposed in facility. 

STELLO,V. Ofc of the Executive Director for Operations. CCS. 89/01/25. 
MITCHELUG.J. Senate. 3pp. 49181:024-49181:026. 

8903280280 Forwards DOE memo designating UMTRAP manager to be contracting offi- 
cer representative for UMTRAP contracts & agreements. 

MATTHEWS,M.L. Energy, Dept. of. 89/03/23. LOHAUS,P.H. Division of Low Level 
Waste Management & Decommissioning (Post 870413). 5pp. 49064:179-49064:183. 

8903290269 Responds to 881104 Itr re responsibility for low level radwaste disposal 
sites after 100 yrs of institutional controI.Responsible party would be federal or state 
govt agency that owns low-level waste disposal facility. 

STELLO.V. Ofc of the Executive Director for Operations. CCS. 88/12/16. 

BRENNAN, J.E. House of Rep. 2pp. 49181:041-49181:042. 

8903290276 Responds to 881108 Itr re liability for safe operation of site after 100 yrs of 
institutional controI.Responsible party would be federal or state govt agency that owns 
low level waste disposal facility. 

STELLO.V. Ofc of the Executive Director for Operations. CCS. 88/12/16. 

COHEN, W.S. Senate. 2pp. 49181:050-49181:051. 


8904170176 Notification of 890504 meeting w/Advanced Nuclear Fuels Corp in 
Rockville, MD to discuss & answer questions on new critical power correlation. 

LOIS.L Reactor Systems Branch. 89/04/07. HODGES,M.W. Reactor Systems 
Branch. 3pp. 49357:1 31 -49357:1 33. 

8904170182 Notification of 890426 meeting w/Westinghouse In Rockville, MD to discuss 
ref safety rept for BWR fuel. 

MCCX)Y,M. Reactor Systems Branch. 89/04/07. HODGES,M.W. Reactor Systems 
Branch. 2pp. 49357:046-49357:047. 

8904180026 Forwards nonproprietary ANF-84-093(NP)(A) & SuppI 1 & proprietary ANF- 
84-093(P)(A) & SuppI 1, “Steamline Break Methodology for PWRs,” 

respectively.Proprietary rept withheld (ref 10CFR2.790(b)). 

COPELAND,R.A. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
RAC:017:89. 89/03/31. Office of Nuclear Reactor Regulation, Director (Post 870411). 
2pp. 49393:112-49393:275, 

-8904180029 ANF-84-093(NP)(A) Nonproprietary "Steamline Break Methodology for 
PWRs" & Supp1 1. 

O’DELL, L.D. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 89/ 
03/29- 162pp. 49393:114-49393:275. 

8904180062 Notification of cancellation of 890412 meeting w/B&W In Rockville, MD to 
discuss emergency operating procedure guidelines. 

LYON,W. Reactor Systems Branch. 89/04/10. HODGES, M.W. Reactor Systems 
Branch. 2pp, 49371 :267-49371 :268. 

8904180081 Informs that Tech Spec for Westinghouse Owners Group ATWS mitigation 
sys actuation circuitry does not meet screening criteria presented In NRC policy state- 
ment on Tech Spec improvements.ATWS not dominant risk contributor for PWRs. 
NEWTON.R.A. Westinghouse Operating Plants Owners Group. OG-89-19. 89/04/06. 
MURLEY,T.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 6pp- 
49375:327-49375:335. 


8903290309 Advises that review of 890308 radiological & engineering assessment for 
commercial vicinity property completed.NRC concurs w/proposed remedial action of 
no removal of contaminated soils for property designated at location. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/03/20. TUCKER.M.K. Enerqv, Dept 
of. 2pp. 49081:126-49081:127. 

8903290310 Recommends that concurrence be granted for 890308 application of sup- 
plemental stds at vicinity Property GJ-97010-OT & that there be no removal of con- 
taminated soils at property. 

HEYER.R.S., SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/03/20. Uranium Re- 
covery Field Ofc, R4. 5pp. 49081:121-49081:125. 

8903290337 Discusses items requiring mod to Rev 2 to “Lakeview Remedial Action 
Insp Plan (RAIP)," dtd 880901, or further justification before NRC can concur in 
documentTesting requirement for stockpiled bedding matl should be included 
HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/03/22. MATTHEWS.M.L. Energy 
Dept. of. 3pp. 49120:121-49120:123. 

8903310185 Forwards Rev 2 to Lakeview.OR remedial action insp plan (RAIP),for 
review & concurrence.RAlP adequately addresses insp activities & consistent w/reme- 
dial action plan design specs.W/o end. 

MATTHEWS.M.L. Energy. Dept. of. 89/02/28. HAWKINS.E.F. Uranium Recovery Field 
Ofc, R4. Ip- 49163:001-49163:001. 


8904030039 Forwards SAIC-87-8010, “Environ Pathway Analysis Scoping Study for 
Yucca Mountain Project." 

CARTER, N.E. Science Applications International Corp. (formerly Science Applications 
Inc.). HLWR- 89/03/24. GERTZ.C.P. Energy, Dept. of. 4pp. 49182:301-49183:016. 


—8904030045 SAIC-87-8010 “Environ Pathway Analysis Scoping Study for Yucca Moun- 
tain Project.” 

WOOLFOLK,S., FOLEY,M. Science Applications International Corp. (formerly Science 
Applications, Inc.). 89/03/13. 72pp. 49182:305-49183:016. 


89041^264 Forwards draft rept providing analysis of appropriate length of pre-duty al- 
cohol abstinence period & recommendation that period be 5 h. 

STELLO.V. Ofc of the Executive Director for Operations. 89/04/10. ZECH. ROBERTS, 
CARR Commissioners. 2pp. 49373:001-49373:016. 


8904030043 Forwards updated listing of publications on file in Las Vegas library. 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/23. TANA E Re- 
pository Licensing & Quality Assurance Project Directorate (881120). 7pp. 49182*103- 

./lQ*IOO-inO 


Appropriate Length of Pre-Duty Alcohol Abstinence Period,” 
MOORE, C.J,, BARNES, V.E. Battelle Memorial Institute. 89/03/28. 14pp. 49373:003- 
49373:016. 


8^4180352 Summary of 89031 5 meeting w/Westinghouse re Westinghouse process 
for communicating findings on field performance of vendor equipment covering mfg/ 
QA problems w/circuit breakers. 

LOBEL.R. Division of Operational Events Assessment (Post 870411). 89/03/31. 
LANNING.W.D. Events Assessment Branch. 3pp. 49371^264-49371:266. 


8904030044 Fonwards draft EPA document. "Suggested Guidelines for Disposal of Nat- 
urally Occurring Radionuclides Generated by Drinking Water Treatment Plants ” for 
r0viow ’ 

COTRUVO.J.A. Energy. Dept. of. 89/03/28. GREEVES.J.T. Division of Low Level 
Waste Management & Decommissioning (Post 870413). 1p. 49165:151-49165:214. 

-8904030048 Draft "Suggested Guidelines for Disposal of Naturally Occurring Radionu- 
clides Generated by Drinking Water Treatment Plants.” 

* Environmental Protection Agency. 89/03/31. 63pp. 49165:152-49165:214 
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8904030051 “Yucca Mountain Project Quality Procedures Manual." 

BRYAN, B- Lawrence Livermore National Laboratory. HLWR. 89/03/21. 293pp. 
49163:108-49164:040. 

8904030055 Forwards comments re proposed closure of Dawn Mining Co & U millsite & 
EIS review process.Support of environ impact analysis initiative encompassing Gover- 
no r pol icy of govt to govt relationship requested. 

FLETT.J-V. Spokane Tribe of Indians. 89/03/22. THOMPSON.D, Washington. State 
of. 6pp. 491 81 :338-491 81 :343. 

8904030072 Submits comments on NNWSi CDSCP.Subtask 1 .6.Set of 43 point papers 
also encl.Point papers address questions, comments & objections in areas of ground- 
water hydrology, hydrogeochemistry & meteorology. 

LOGSDON, M.J. Adrian Brown Consultants, Inc. (formerly Nuclear Waste Consultants. 
Inc.). FIN D-1021. RS-NMS-85-009. 88/02/12. POHLE.J. NRC - No Detailed Affiliation 
Given. 51pp. 49156:110-49156:160. 

8904030077 Forwards updated list of recipients for DOE & DOE contractor repts re 
waste isolation pilot plant activities. 

LINEMAN, J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/30. GEORGE, C. Energy. Dept. of. 2pp. 49154:030-49154:031. 

8904030085 Forwards QA Audit 8705 on 871109-20.Full assessment of quality program 
implementation can only be made after lifting of Stop Work Order 86-002 as stop 
work was in effect at time of audit. 

ANTTONEN.J.H. Energy, Dept. of. 88-QSD-036. 88/01/28. Westinghouse Hanford Co. 
2pp. 49168:198-49168:251. 

-8904030095 “BWIP Audit Rapt for 871109-20." 

SUBRAMANIAN.T. Energy, Dept. of. 88/01/28. 52pp. 49168:200-49168:251. 

8904030088 Forwards comments on draft NUREG/CR-4735, “Evaluation & Compilation 
of DOE Waste Package Test Data.” Extensive revs will be required.Lab studies at Natl 
Inst of Stds & Technology undenway re pitting corrosion of steel. 

PETERSON.C.H. Engineering Branch (Post 880911). FIN A-4171. HLWR. 89/03/30. 
INTERRANTE.C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. 16pp. 49155:279-49155:294. 

8904030093 Requests incoming correspondence re Yucca Mountain Repository Project 
be sent to Document Control Desk. 

LINEMAN, J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/30. STEIN.R. Energy, Dept. of. Ip. 49168:086-49168:086. 

8904030110 Submits meeting notes from 880322 telcon w/CNWRA re recommended 
program architecture procedural revs.Revs based on lessons learned experience re 
developmental process. 

LEE.M. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/30. Repository Licensing & Quality Assurance Project Directorate 
(881120). 2pp. 49159:118-49159:119. 

8904030117 Forwards DOE weekly rept for wk ending 890317. 

PRESTHOLT,P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/27. 
LINEMAN, J.J. Division of High Level Waste Management (Post 870413). 5pp. 
49155:274-49155:278. 

8904030121 Trip rept of attendance at 871207-10 workshop in Richland,WA re stratigra- 
phy of Columbia River & Ellensburg formation. 

GALSTER.R.W. Galster, R.W. 88/01/25. Galster, R.W. 21pp. 49288:266-49288:286. 

8904030127 Forwards weekly activity rept for prototype testing for wks ending 890219 & 
26. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/27. 
LINEMAN, J.J. Division of High Level Waste Management (Post 870413). 5pp. 
49154:091-49154:095. 

8904030134 Informs that comments on Rev 2 to State of OR remedial action insp plan 
not received.Written comments should be provided within 21 days.QA team will con- 
tinue to perform field surveillances per approved Rev 1 . 

AUTHUR.W.J. Energy, Dept. of. 88/12/22. HAWKINS, E.F. Uranium Recovery Field 
Ofc, R4. Ip. 49153:359-49153:359. 

8904030138 “Evaluation & Compilation of DOE Waste Package Test Data.” monthly 
progress rept for Nov 1988.Encl financial data available in Central Files. 
INTERRANTE.C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. FIN A-4171 -7. HLWR. 89/03/30. PETERSON.C. Division of High 
Level Waste Management (Post 870413). 42pp. 49166:120-49166:161. 

8904030144 Forwards final technical rept for Green River UMTRA project. NRC cannot 
concur w/actions proposed by DOE in final design documents & remedial action plan 
until listed Issues resolved, 

TOKAR.M. Technical Branch. 89/03/27. FLIEGEL.M. Operations Branch. 26pp. 
49183:198-49183:223. 

8904030196 Requests submittal of missing Activities 8.3.1 -4.2.2.3 & 8.3,1. 4.2.2.5 from 
“Characterization of Structural Features.^’ Subjs include, borehole evaluation of frac- 
tures & seismic tomography & vertical seismic profiling. 

LINEMAN, J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/27. STEIN.R. Energy, Dept. of. 2pp. 49154:036-49154:037. 

8904030286 “Coupled Thermal-Hydrological-Mechanical Assessments & Site Character- 
ization Activities for Geologic Repository," monthly rept for Dec 1987.Encl financial 
data available in Central Files. 

CRANWELUR.M. Sandia National Laboratories. FIN A-1755. 88/01/15. PESHEL.J. 
NRC - No Detailed Affiliation Given. 2pp. 49190:159-49190:160. 

8904030295 Submits rev status of HQ/OGR QA plan per request at 871222 NRC/DOE 
meeting.Draft rev will be ready for submittal to NRC on 880219. 

STEIN,R, Energy, Dept. of. HLWR. 88/01/08. YOUNGBLOOD,B.J. Division of High 
Level Waste Management (Post 870413). 2pp. 49195:353-49195:354, 

8904030374 Monthly rept for Jan 1988 for FIN A-1165.Financial Info available in Central 
Files, 

CRANWELL,R.M. Sandia National Laboratories. FIN A-1165. 88/02/15. GALSON.D. 
NRC - No Detailed Affiliation Given. 1 5pp. 491 90:1 24-491 90:1 38. 


8904040009 Discusses mini audit of NNWSI project activities in LASL during wk of 
870608 in support of high level waste program. Next series of audits should com- 
mence in Feb/ Mar 1988. 

STEIN.R. Energy. Dept. of. 88/01/20. BROWNING, R.E. Office of Nuclear Material 
Safety & Safeguards, Director, 3pp. 49192:043-49192:045. 

8904040086 “Technical Assistance in Hydrogeology - Project B - Analysis,” monthly 
progress rept for Feb 1 989.Encl financial info available in Central Files. 

LOGSDON, M.J. Adrian Brown Consultants, Inc. (formerly Nuclear Waste Consultants, 
Inc.). FIN D-1021. RS-NMS-85-009. 89/03/25. POHLE.J. Technical Review Branch 
(870413-880910). 11pp. 49192:169-49192:179. 

8904040096 Forwards monthly issuance of schedules for selected UMTRA project 
sites.Schedules reflect all current & future key project activities in areas of site 
characterization, NEPA compliance, design development & remedial action const. 
MATTHEWS.M.L Energy, Dept. of. 89/03/27. LOHAUS.P. NRC - No Detailed Affili- 
ation Given. HAWKINS,E. Uranium Recovery Field Ofc, R4. FREUDENTHAL.N. Wyo- 
ming, State of. 33pp. 49194:223-49194:255. 

8904040105 “Technical & Mgt Support Svcs QA Program Plan & Supporting Docu- 
ments.” 

* Science Applications International Corp. (formerly Science Applications, Inc.). 
HLWR. 89/03/27. 170pp. 49194:043-49194:212. 

8904040122 Informs NRC that surveillance of Yucca Mountain Project implementation 
of Rev 2 to NNWSI/88-9,Sections ll,V,Vl & XVII scheduled for 890403-06. 
BARRETT.LH. Energy. Dept. of. HLWR. 89/03/30. KENNEDY, J. NRC - No Detailed 
Affiliation Given. 2pp. 49194:213-49194:214. 

8904040128 Notifies of 11th annual DOE Low Level Waste Mgt Conference in 
Pittsburgh,PA on 890822-24.Conference will provide mechanism for info exchange be- 
tween various parties actively involved in mgt of US low level radwaste. 

SHUPE,M.W. Energy, Dept. of. 89/03/30. KNAPP, M. Division of Low Level Waste 
Management & Decommissioning (Post 870413). COSTANZI,F. Waste Management 
Branch. ALEXANDER.R. Division of Regulatory Applications (Post 870413). 3pp. 
49204:184-49204:186. 

8904040135 Press release advising that Nuclear Waste Board & Nuclear Advisory 
Council meetings on 890421 cancelled. 

BISHOP,W.A. Washington, State of. 89/03/28. 3pp. 49192:037-49192:039. 

8904040142 Forwards comments on draft, “QA Procedure for Auditing DOE High Level 
Waste Repository Program QA Audits.” Procedure generally agrees w/consensus 
reached at Apr 1987 QA Coordinating Group meeting & policy statement on subj. 
STEIN.R. Energy, Dept. of. 88/01/21, YOUNGBLOOD,B.J. Operations Branch 
(870413-880910). 5pp. 49187:355-49187:359. 

8904040160 Forwards comments on draft SCP. 

WILLIAMS.R.E. Williams & Associates. FIN D-1020. NRC-02-85-008. 88/02/05. 
FORD,B. NRC - No Detailed Affiliation Given. 29pp. 49191:322-49191:350. 

8904040177 Forwards, for review,two documents re Deaf Smith County Site. TX on hy- 
drogeologic testing plan for shallow hydro nests test wells & exploratory shaft monitor- 
ing wells. 

wTnTER.G.V. Williams & Associates. FIN D-1020. NRC-02-85-008. 88/01/12. 
POHLE,J. NRC - No Detailed Affiliation Given. 42pp. 49187:251-49187:292. 

8904040180 Forwards DOE weekly rept for wk ending 880122. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 88/01/29. BROWNING, R.E. 
NRC - No Detailed Affiliation Given. 5pp. 49194:218-49194:222. 

8904040185 Forwards NNWSI waste mgt proj ofc verification & closure of std deficiency 
repts (SDR).Total of eight deficiency documents reviewed In course of 880107 
meeting. Listed SDRs considered closed. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 88/01/26. KENNEDY.J.E. NRC 
- No Detailed Affiliation Given. 17pp. 49191:236-49191:252. 

8904040193 Forwards DOE weekly rept for wk ending 880115, 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 88/01/16. BROWNING.R.E. 
NRC - No Detailed Affiliation Given. 5pp. 49180:351-49180:355. 

8904040197 Discusses review of remedial action insp plan.Rev B for Green River 
UMTRAP.PIan not current since DOE changed cover design philosophy for complying 
w/groundwater protection stds. 

TOkAR.M. Technical Branch. 89/03/24. FLIEGEL,M. Operations Branch. 2pp. 
49185:183-49185:184. 

8904040199 Forwards responses to NRC comments on Rev 4 to NVO-196-17, “NNWSI 
QA Plan" & Procedure SOP-02-1 ,Rev 1 ,for review. 

STEIN.R. Energy. Dept. of. HLWR. 88/01/20. YOUNGBLOOD, B.J. Operations Branch 
(870413-880910). 49pp. 49190:332-49191:020. 

8904040200 Forwards listed abstracts for presentation at Twenty-Eighth Hanford Life 
Sciences Symposium scheduled for 891016-19. Subjs include.dose assessment & en- 
viron monitoring to demonstrate compliance w/EPA radiation stds. 

SHUM.E.Y. Technical Branch. 89/03/27. GRAY.R.H. Battelle Memorial Institute, Pacif- 
ic Northwest Laboratory. 6pp. 49196:131-49196:136. 

8904040203 Ack receipt of 890316 request for branch technical position paper on envi- 
ron monitoring program adequate to meet requirements of 10CFR61.53.Final version 
of document will be available within next 3 months. 

STARMER.R.J. Technical Branch. 89/03/27. MASSEY, C.D. Oak Ridge National Labo- 
ratory. Ip. 49196:129-49196:130. 

—8904040204 Requests branch technical position paper on environ monitoring programs 
adequate to meet requirements of 10CFR61.53 & other papers re environ monitoring 
of low level waste activities. 

MASSEY,C.D. Oak Ridge National Laboratory, 89/03/16. STARMER,R.J. Division of 
Low Level Waste Management & Decommissioning (Post 870413). Ip. 49196:130- 
49196:130. 

8904040244 Forwards review of 890307-09 meeting notes & DOE responses to NRC 
observations.Conclusions modified to state that DOE may wish to reconsider current 
reliance on low fluxes in demonstrating compliance w/EPA groundwater protection 
stds. 

FLIEGEL.M. Operations Branch. 89/03/23. CORMIER,C. Energy, Dept. of. p. 
49196:128-49196:128. 
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8904040249 Responds to 890123 Itr re list of Yucca Mountain Project Ofc administrative 
procedures & branch technical procedures concerning core handling.Procedures re- 
quested for NRC as they become av^lable. 

LINEHAN.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/03/27. STEIN.R. Energy, Dept. of. Ip. 49191:253-49191:253. 

8904040254 Forwards final draft Topical Rept 006-01-T5, “Analysis to Define Distrubed 
Zone Around Nuclear Waste Repository in Welded Tuff,” prepared under Contract 
NRC-02-85-002,Task Order 006, Task 1. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. HLWR. 89/03/31. 
TANIOUS.N. NRC - No Detailed Affiliation Given. 2pp. 49179:345-49180:084. 

-8904040289 006-01-T5 DRFT Draft “Analysis to Define Disturbed Zone Around Nucle- 
ar Waste Repository in Welded Tuff.” 

MACK.M.. BRANDSHAUG.T., BRADY, B. ITASCA Consulting Group. Inc. FIN D-1016. 
NRC-02-85-002. 89/03/31. NRC - No Detailed Affiliation Given. 98pp. 49179:347- 
49180:084. 

8904040257 Forwards open issues from NNWSI or monthly repts. 

PRESTHOLT,P.T. NRC - No Detailed Affiliation Given. 88/02/12. STABLEIN.K. NRC - 
No Detailed Affiliation Given. 2pp. 49191:111-49191:115. 

8904040269 Forwards addi info.including Rev 3 to BWIP QA plan & Rev 3 to BWIP 
“BOARD,” per NRC request for addI info. 

STEIN.R. Energy, Dept. of. 88/02/04. YOUNG BLOOD.B.J. Operations Branch 
(870413-880910). 18pp. 49193:171-49194:042. 

-8904040273 Rev 3 to BWIP QA plan. 

SAGET.R.P., ANTTONEN,J.H. Energy, Dept. of. 88/01/12. 87pp. 49193:189- 
49193:275. 

-8904040279 Rev 3 to BWIP QA requirements document. 

KASCH.C.K., SAGET,R.P., ANTTONEN,J.H. Energy. Dept. of. 87/12/31. 127pp. 
49193:276-49194:042. 

8904040286 FonArards “Conceptual Considerations of Death Valley Groundwater Sys 
W/Sp^ial Emphasis on Adequacy of Sys to Accomodate High-Level Nuclear Waste 
Repository." 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 88/01/21. STABLEIN.K. NRC - 
No Detailed Affiliation Given. Ip. 49189:022-49189:350. 

8904040290 “Coupled Thermal-Hydrological-Mechanicat Assessments & Site Character- 
ization Activities for Geologic Repositories,” monthly rept for Jan 1 989.Encl financial 
info available in Central Files. 

CRANWELL.R.M. Sandia National Uboratories. 88/02/15. PESHEL.J. NRC - No De- 
tailed Affiliation Given. 2pp. 49204:288-49204:289. 

8904040303 Forwards updated pages for Las Vegas,NV library content list. 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 88/02/12. STABLEIN.K. NRC - 
No Detailed Affiliation Given. 9pp. 49192:134-49192:142. 

8904040342 Discusses development of Version 3.0 of FLAC.Updated info 
includes, transient fluid flow & consolidation,axisymmetry. boundary element far-field 
coupling & improvements to mesh generator & graphic input for postscript laser print- 
ers. 

BOARD, M. ITASCA Consulting Group. Inc. FIN D-1016. 88/02/15. TIKTINSKY.D. 
NRC - No Detailed Affiliation Given. 2pp. 49186:256-49186:257. 

8904040367 “Specs for Tuff Engineered Barrier Sys Test Problem," progress rept for 
880111-20. 

STEPHENS.K.W. Stephens & Associates. FIN A-4165. 88/01/20. CHANG, K.C. NRC - 
No Detailed Affiliation Given. 9pp. 49192:143-49192:151. 

8904040373 Fonvards updates of three listings of regulatory requirement 
contents, including 10CFR60 Subpart B & E. 

ROMINE.T. Center for Nuclear Waste Regulatory Analyses. HLWR. 89/03/21. 
ALTOMARE.P. NRC - No Detailed Affiliation Given. 31pp. 49187:300-49187:330. 

8904040381 Advises that certain BWIP controlled documents will no longer be updated 
& should be destroyed or identified as uncontrolled. 

ANTTONEN.J.H. Energy, Dept. of. 88-QSD-022. 88/01/15. COOK,F.R. NRC - No De- 
tailed Affiliation Given. 4pp. 49191:262-49191:265. 

8904040393 Fonvards “SCP Ref Status Rept,” providing ref cited in Jan 1 988 consulta- 
tion draft for NNSWI Project. 

GERTZ.C.P. Energy, Dept. of. 88/01/08. LINEHAN,J.J. Division of High Level Waste 
Management (Post 870413). 81pp. 49192:046-49192:126. 

8^4040395 Ack receipt of “Program Architecture Comment & Resolution & Related 
Metis." Document consistent w/890323 conversation re proposed revs to Technical 
Operating Procedure TOP-001-02, “Program Architecture Rejational Data 
Base...lnstruction.” 

ALTOMARE.P.M. Engineering Branch (Post 880911). HLWR. 89/03/30. 
WHITING,A.R. Center for Nuclear Waste Regulatory Analyses. 1p. 49184:002- 
49184:002. 

8904040401 Request that listed work under Task Order 006 of Contract NRC-02-85- 
002, “Technical Assistance for Design Review" be performed. 

TANIOUS.N.S. Engineering Branch (Post 880911). FIN D-1016. HLWR. 89/03/28. 
HART.R. ITASCA Consulting Group, Inc. 2pp. 49186:265-49186:266. 

8904040405 Requests performance of work listed under Tasks 001 & 006 of Contract 
NR002-85-002, "Technical Assistance for Design Reviews.” 

TANIOUS,N.S. Engineering Branch (Post 880911). FIN D-1016. NRC-02-85-002. 89/ 
03/28. HART.R. ITASCA Consulting Group, Inc. 2pp. 49187:249-49187:250. 

8^)4040410 Requests performance of work listed under Task Orders 006 & 007 of 
“Technical Assistance for Design Reviews," Tasks cover document review & comput- 
er code training. 

TANIOUS.N.S. Engineering Branch (Post 880911). FIN D-1016. HLWR. 89/03/28. 
HART.R. ITASCA Consulting Group, Inc. 2pp. 49185:181-49185:182. 

8904040416 Requests NBS proceed w/development of interpretive papers on listed 
subjs under FIN D-4171.Subjs include, exams of mechanisms of stress corrosion 
cracking of stainless steels in tuff environ & internal corrosion of spent fuel rods. 
PETERSON.C.H. Engineering Branch (Post 880911). FIN D-4171. HLWR. 89/03/31. 
INTERRANTE,C.G, National Institute of Standards & Technology (formerly National 
Bureau of Stands. 3pp. 49185:178-49185:180. 


8904040451 Forwards proprietary Rev 1 to LN-88-001, “Topical Rept on 10CFR61 
Qualified Radioactive Decontamination Resin Waste Forms.” 

VALVASORI,A. LN Technologies Corp. (formerly London Nuclear Svcs, Inc.). LN-89- 
00173/PW. 89/03/31. JAGANNATH,B.N. NRC - No Detailed Affiliation Given. Ip. 
49184:001-49184:001. 

8904040459 Forwards vicinity property mgt & implementation manual directives. 
MATTHEWS.M.L. Energy, Dept. of. 89/03/31. SOLLENBERGER,D. NRC - No De- 
tailed Affiliation Given. 7pp. 49186:258-49186:264. 

8904040467 Forwards notice of upcoming NRC/DOE meetings. Meeting will be held on 
890414 in Rockville, MD to discuss DOE concerns re NRC final rulemaking on 
10CFR61 on disposal of greater-than- Class C low level radwaste. 

LINEMAN, J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/04/03. NRC - No Detailed Affiliation Given. 2pp. 49189:356-49189:357. 

8904050022 Fonvards agenda for preliminary spent fuel burnup credit workshop on 
880223-24 in Washington.DC.Topics discussed included:nuclear aspects & parametric 
analysis results & estimated effects of burnup credit on cask design. 

KAY.C.E. Energy. Dept. of. 88/02/18. THOMPSON.H. Office of Nuclear Material 
Safety & Safeguards, Director. 6pp. 49213:277-49213:282. 

8904050115 Forwards revised Health Physics procedures.including Rev 7 to RAC-002, 
“Dosimetry Program” & Rev 0 to RAC-020, “Health Physics Database.” 

SULLIVAN, S. MK-Ferguson Co. MKF-MP-0479. 89/03/31. SOLLENBERGER.D. NRC - 
No Detailed Affiliation Given. 3pp. 49280:001-49280:039. 

-8904050156 Rev 7 to Health Physics Procedure RAC-002, “Dosimetry Program.” 
OLDHAM, J.G., MEYER.H.R., MATTHEWS.M.L. Chem-Nuclear Systems. Inc. MK-F- 
UMTRA-09. 89/03/24. 25pp. 49280:004-49280:028. 

-8904050161 Rev 0 to Health Physics Procedure RAC-020, "Health Physics Database.” 
Revised table of contents end. 

OLDHAM,J.G., MEYER.H.R., MATTHEWS.M.L. Chem-Nuclear Systems. Inc. MK-F- 
UMTRA-09. 89/03/24. 10pp. 49280:029-49280:039. 

8904050135 Forwards Yucca Mountain Project SCP study plan rept-Results of study 
plan assessment will be submitted to NRC by mid-Apr 1989. 

APPEL,G. Energy, Dept. of. HLWR. 89/03/30. LINEHAN,J.J. Repository Licensing & 
Quality Assurance Project Directorate (881120). 35pp, 49210:001-49210:035. 

8904050197 Requests performance of work listed under Task Orders 006 & 007 of Con- 
tract NRC-02-85-002, “Technical Assistance for Design Reviews." 

TANIOUS.N.S. Engineering Branch (Post 880911). FIN D-1016. NRC-02-85-002. 89/ 
03/30. HART.R. ITASCA Consulting Group, Inc. 2pp. 49205:332-49205:333. 

8904050205 Monthly rept for Dec 1987 for FIN A-1158. 

CRANWELUR.M. Sandia National Laboratories. FIN A-1158. 88/01/15. 

COLEMAN.N.M. NRC - No Detailed Affiliation Given. 41pp. 49214:302-49214:342. 

8904050207 Forwards draft Rev 3 to “Review of Holmes & Narver.Inc Energy Support 
Div Yucca Mountain Project QA Program Plan.” 

LATZ,J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. HLWR. 
89/03/28. MACE.M. NRC - No Detailed Affiliation Given. Ip. 49210:224-49210:271. 

-8904050211 Draft Rev 3 to “Review of Holmes & Narver.Inc, Energy Support Div 
Yucca Mountain Project QA Program Plan.” 

MABRITO.B., WHITING.A. Center for Nuclear Waste Regulatory Analyses. 89/01/30. 
NRC - No Detailed Affiliation Given. 47pp. 49210:225-49210:271. 

8904050230 Forwards “CNWRA Program Manager Periodic Rept on Activities of 
CNWRA for Fiscal Reporting Period 890218-0317.” End proprietary portion of manag- 
ers rept withheld. 

LAT2,J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. HLWR. 
89/03/30. FUNCHES,J.L. Division of High Level Waste Management (Post 870413). 
2pp. 491 98:261 -491 98:323. 

-8904050239 PMPR 89-6 “CNWRA Program Managers Periodic Rept on Activities of 
CNWRA for Fiscal Reporting Period 890218-0317.” 

* Center for Nuclear Waste Regulatory Analyses. 89/03/30. NRC - No Detailed Affili- 
ation Given. 61pp. 49198:263-49198:323. 

8904050276 Fonvards draft integrated schedule,subdivided into eight general areas, of 
potential interactions through Dec 1989,in response to requests for integrated sched- 
ule addressing expected interactions of waste acceptance process. 

APPEL,G. Energy, Dept. of. HLWR. 89/04/05. LINEHAN.J. Repository Licensing & 
Quality Assurance Project Directorate (881120). 4pp. 49217:001-49217:006. 

8904050281 Forwards Surveillance CXlRWM-HQ-SR-89-002, “Ofc of Civilian Radwaste 
Mgt - HQ QA Surveillance ReptSurveillance of Program Readiness to Initiate Explora- 
tory S haft Facility (ESF) Title Design.” 

BARRETT.LH. Energy, Dept. of. HLWR. 89/03/31. Energy, Dept. of. Ip. 49242:088- 
49242:097. 

-8904110380 OCRWM-HQ-SR-89-002 “Ofc of Civilian Radwaste Mgt-HQ QA Surveil- 
lance Rept: Sun/eillance of Program Readiness to Initiate Exploratory Shaft Facility 
(ESF) Title II Design,” 

SHELOR.D., BARRETT.LH. Energy. Dept. of. 89/03/31. 9pp. 49242:089-49242:097. 

8904050289 YMP/89-3 “Exploratory Shaft Facility (ESF) Title I Design Acceptability 
Analysis & Comparative Evaluation of Alternative ESF Locations.Review Record 
Memo,” Vote 1-4. 

• Science Applications International Corp. (formerly Science Applications, Inc.). 
HLWR. 89/02/03. HOLONICH.J.J. Division of High Level Waste Management (Post 
870413), STABLEIN.K. NRC - No Detailed Affiliation Given. 2,000pp. 49198:324- 
49203:296. 

8904050327 Monthly Progress Ltr Rept 46 for Jan 1988 for activities under Contract 
NRC-02-84-001. 

FANNON.M.M. Weston Geophysical Corp. FIN D-1003. WGC-01531. 88/02/16, 
IBRAHIM, A. Technical Review Branch (870413-880910). 3pp. 49214:240-49214:242. 

8904050335 Monthly Progress Ltr Rept 45 for Dec 1987 for Contract NRC-02-84-001. 
FANNON.M.M. Weston Geophysical Corp. FIN D-1003. WGC-01531. 88/02/16. 
IBRAHIM, A. Office of Nuclear Material Safety & Safeguards,Director. 2pp. 49213:275- 
49213:276. 
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8904050339 Forwards “Selected NRC Products High Level Waste Program," dtd Apr 
1989, for info. 

TANA,E.T. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/04/03. Affiliation Not Assigned. Ip. 49198:129-49198:165. 

-8904050348 "Selected NRC Products High Level Waste Program." 

* NRC - No Detailed Affiliation Given. 89/04/30. 36pp. 49198:130-49198:165. 

8904050349 Forwards NNWSI Project weekly highlights for wk ending 880205. 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 88/02/12. BROWNING, R.E. 
NRC - No Detailed Affiliation Given. 5pp. 49214:158-49214:162. 

8904050361 Fonwards "Proposed Resolution of NRC Comments re NNWSI Project QA 
Program Plan Requirements for NNWSI Project Participating Organizations & Nevada 
Test Site Support Contractors & Vendors.” 

GERTZ.C.P. Energy, Dept. of. HLWR. 88/01/05. KALE.S.H. Energy, Dept. of. 50pp. 
49210:036-49210:085. 

8904050381 Forwards, “BNL Prectosure Risk Assessment Methodology QA Plan.” Rec- 
ommends plan be approved w/incorporation of end comments. 

STEIN.R. Energy, Dept. of. 88/02/08. ALEXANDER, D. Energy, Dept. of. 8pp. 
49213:289-49213:296. 

8904050390 Discusses renewal of lead auditor certification.Advises that recipient meets 
requirements & renews certification as lead QA auditor for 2-yr period.Audit participa- 
tion record for DJ Brown end. 

STEIN.R. Energy, Dept. of. 88/02/02. BROWN, D.J. Weston Geophysical Corp. 3pp. 
49213:245-49213:247. 

8904050450 "Evaluation & Compilation of DOE Waste Package Test Data,” monthly Itr 
status rept for Jan 1 988. 

INTERRANTE.C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. FIN A-4171-7. 88/02/17. PETERSON, C. Technical Review Branch 
(870413-880910). 42pp. 49242:128-49242:169. 

8904050480 Forwards final rept, “Support Sys for Underground High Level Nuclear 
Waste Repository, Hanford.WA.” 

SANDS, P.F. Interior, Dept, of, Bureau of Mines. FIN B-6934. 88/01/22. 
TlKTINSKY,D.H. NRC - No Detailed Affiliation Given. 3pp. 49206:082-49206:283. 

“8904050488 "Support Sys for Underground High Level Nuclear Waste 
Repository, Hanford.WA." 

SOKASKl.M., SANDS, P.F. Interior, Dept, of. Bureau of Mines. 88/01/31. NRC - No 
Detailed Affiliation Given. 199pp. 49206:085-49206:283. 

8904050486 Summary of 890227 meeting w/D Temple of Agricultural Research Svc in 
Rockville, MD re recently published Agricultural Research Svc design manual, "Stability 
Design of Grass-Lined Open Channels.” 

JOHNSON.T.L. Operations Branch. 89/03/28. LOHAUS.P. Operations Branch. 2pp. 
49213:297-49213:298. 

8904050491 “Geochemical Sensitivity Analysis," monthly rept for Dec 1987. 
CRANWELL.R.M. Sandia National Laboratories. FIN A-1756. 88/01/15. BEMBIA.P. 
NRC - No Detailed Affiliation Given. 4pp. 49213:249-49213:252. 

8904050494 Confirms telcon re Workshop on Cement Solidification of Low Level Waste 
on 890531-0602 in Gaithersburg, MD.Understands recipient will make presentation on 
use of cement for solidification & stabilization of low level waste, 

TOKAR.M. Technical Branch. 89/03/29. RYAN.M. Chem-Nuclear Systems, Inc. Ip. 
49213:358-49213:358. 

8904050500 Confirms telcon re Workshop on Cement Solidification of Low Level Waste 
on 890531-0602 in Gaithersburg, MD.Understands that recipient will make presentation 
on use of cement for solidification & stabilization of low level waste. 

TOKAR.M. Technical Branch. 89/03/29. VOlT,R. LN Technologies Corp. (formerly 
London Nuclear Svcs, Inc.). Ip. 49213:359-49213:359. 

8904050512 Comments on Commonwealth of PA low level waste regulations, per 
890308 request.AII previous comments adequately addressed. 

GREEVES,J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/03/30. MILLER, V.L, Assistant Director for State Agreements Program. 
Ip. 49213:360-49213:360. 

8904050519 Forwards NNWSI CD site characterization plan point papers for Yucca 
Mountain.Topics covered include corrosion model, microstructural characterization & 
state of stress in container. 

INTERRANTE,C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. FIN A-4171. 88/02/05. PETERSON.C. Technical Review Branch 
(870413-880910). 18pp. 49213:227-49213:244. 

8904050526 Transmits proposed Waste Mgt Project Ofc NNWSI Project QA audit 
schedule for FY88. 

STEIN.R. Energy, Dept, of, 88/02/01. BROWNING.R.E. Division of Waste Manage- 
ment (Pre 870413). 3pp. 49214:343-49214:345. 

8904060468 Confirms telcon re workshop on cement solidification of low level waste on 
890531-0602 in Gaithersburg, MD.Understands that presentation to be made on per- 
spective on use of cement for solidification & stabilization of low level waste. 
TOKAR.M. Technical Branch. 89/03/29. ROY,C. Westinghouse HIttman Nuclear, Inc. 
Ip. 49226:082-49226:082. 

8904060517 Forwards NNWSI master list of controlled documents. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 88/02/11. STABLEIN.K. NRC - 
No Detailed Affiliation Given. 19pp. 49226:236-49226:254. 

8904060543 Monthly rept for Jan 1988 under FIN A-1158. 

CRANWELL.R.M. Sandia National Laboratories. FIN A-1168. 88/02/15. 

COLEMAN.N.M. Division of Waste Management (Pre 870413). 19pp. 49225:160- 
49225:178. 

8904070039 Forwards Rev 1 to "Operations Plan for Subelement Transportation Risk 
Study,FY89-90.” 

LATZ,J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005, HLWR. 
89/04/04. MACE.M.H. Division of Contracts & Property Management (Post 890205). 
Ip. 49235:143-49235:165. 

“8904070044 Rev 1 to "Operations Plan For Subelement Transportation Risk 
Study, FY89-90." 

WEINER.R.F., HAGEMAN.J.P., WHITING,A.R. Center for Nuclear Waste Regulatory 
Analyses. 89/04/30. NRC - No Detailed Affiliation Given. 22pp. 49235:144-49236:165. 


8904070052 Forwards updated listing of publications on file in Las Vegas Library. 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 89/03/29. TANA.E. Division of 
High Level Waste Management (Post 87041 3). 3pp. 49235:267-49235:269. 

8904070054 Forwards DOE weekly rept for wk ending 890324. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/30. 

LINEHAH,J.J. Division of High Level Waste Management (Post 870413). 5pp. 

49235:183-49235:187. 

8904070058 Forwards weekly activity repts;prototype testing for wks ending 890305 & 
12 . 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/31. 

LINEHAN,J.J. Division of High Level Waste Management (Post 870413). 5pp. 

49242:271-49242:275. 

8904070062 Summary of 890329 meeting w/J Smith & T Colandrea, consultants to EEl 
re topics, including NRC perception of EEl role in waste program.geotechnical program 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/03/31. 

LINEHAN,J.J. Division of High Level Waste Management (Post 870413). 1p. 

49242:314-49242:314. 

8904070074 Advises of Ctr for Nuclear Waste Regulatory Analyses plan to conduct pro- 
ram architecture user survey during 890411-14. Questionnaire provided for input in 
esign & analysis of program & should be returned by 89041 0. 

BROWNING.R.E. Division of High Level Waste Management (Post 870413). HLWR. 
89/04/04. TREBY.S. Assistant General Counsel for Rulemaking & Fuel Cycle. 9pp. 
49242:238-49242:246. 

8904070076 Discusses CNWRA/NRC 890315-16 & 22 meetings re CNWRA architec- 
ture user survey.Conditions for survey include.no telcon due to heavy workload re site 
characterization plan review during wk of Apr 2,lnstead questionnaire to be used. 
ALTOMARE.P. Engineering Branch (Post 880911). HLWR. 89/04/04. WHITING.A. 
Center for Nuclear Waste Regulatory Analyses. 3pp. 49226:357-49226:359. 

8904070078 Provides updated list of recipients for DOE & DOE contractor repts as 
result of reorganizations within NRC. 

LINEHAN,J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
89/04/04. STEIN.R. Energy. Dept. of. 3pp. 49235:274-49235:276. 

8904070083 Fonvards Yucca Mountain Project master list of controlled 

documents.current as of 890329. 

CARTER.N.E. Science Applications International Corp. (formerly Science Applications, 
Inc.). HLWR. 89/03/29. LINEHAN.J.J. NRC - No Detailed Affiliation Given. 29pp. 
49234:089-49234:118. 

8904070090 Forwards draft Vols I & II of Rev 1 to DOE/LLW-13Tg, "Environ Monitoring 
for Low-Level Waste Disposal Sites," dtd Mar 1989, for review & comment 
OZAKI,C.B. EG&G Idaho, Inc. (subs, of EG&G, Inc.). CBO-84-89. 89/03/31. 
STARMER,J. NRC - No Detailed Affiliation Given. Ip. 49227:001-49228:151. 

“8904070097 DOE/LLW-13TG DRFT R1 Draft Rev 1 to "Environ Monitoring for Low- 
Level Waste-Disposal Sites," Vols I & II. 

* EG&G Idaho, Inc. (subs, of EG&G. Inc.), 89/03/31. 490pp. 49227:002-49228:151. 

8904070253 Monthly progress rept for Jan 1988 under Contract NRC-02-85-008.Flnan- 
cial info available in Central Files. 

WILLIAMS,R.E. Williams & Associates. FIN D-1020. 171. 88/02/08. POHLE,J. NRC - 
No Detailed Affiliation Given. 7pp. 49242:280-49242:286. 

8904070264 Forwards Yucca Mountain site characterization activities. Concurrence 
given to DOE to receive or apply for permit from Bureau of Land Mgt for listed activi- 
ties. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 88/02/12. 

STABLEIN.K. NRC - No Detailed Affiliation Given. 4pp. 49234:333-49234:336. 

8904070268 Forwards draft Itr re App 7 interaction to focus on experimental work con- 
ducted on spent fuel waste form, specifically studies of fuel dissolution/leaching.fuel 
oxidation & Zircaloy cladding degradation. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 88/01/13. 

STABLEIN.K. NRC - No Detailed Affiliation Given. 2pp. 49235:294-49235:295. 

8904100106 Forwards technical info memo, "Low Level Radwaste Source Term for 
Texas Disposal Facility." 

POLLARD.C.G. Texas, State of. 89/04/05. ROLES, G. NRC - No Detailed Affiliation 
Given. Ip. 49347:148-49347:191. 

“8904100110 TIM-8605/5-1 Technical info memo, “Low Level Radwaste Source Term 
for Texas Disposal Facility.” 

SMITH,W.J., BAIRD,R.D., ROGERS, V.C. Rogers & Associates Engineering Corp. 88/ 
06/01 . 43pp. 49347:1 49-49347:1 91 . 

8904100117 Forwards Mod A007 to Cooperative Agreement DE-FC04-85AL20533 be- 
tween DOE & State of NM. 

DIXSON.G.R. Energy, Dept. of. 89/04/05. LOHAUS.P.R. Operations Branch. 5pp. 
49272:351-49272:355. 

8904100129 Forwards draft "Clarification of Resources Conservation & Recovery Act 
Hazardous Waste Testing R^uirements for Mixed Waste," for comment by 
890420.Guidance does not define specific safety precautions or waste sample size 
deviations. 

SHACKLEFORD.B. Environmental Protection Agency. 89/04/06. MARTIN.D. NRC - 
No Detailed Affiliation Given. Ip. 49243:286-49243:294. 

“8904100176 Draft “Clarification of Resources Conservation & Recovery Act Hazardous 
Waste Testing Requirements for Mixed Waste." 

* Environmental Protection Agency. 89/03/31 . 8pp. 49243:288-49243:294. 

8904100149 Forwards NNWSI QA plan,NNWSl/88-9 rept. 

PRESTHOLT,P.T. NRC - No Detailed Affiliation Given. HLWR, 89/04/07. 
PITTIGILO.C.L Regulatory Branch. Ip. 49243:309-49244:169. 

“8904100154 NNWSI/88-9 NNWSI/88-9 "NNWSI Project QA Plan," 

BLAYLOCK,J. Energy, Dept. of. 88/12/07. 191pp. 49243:310-49244:169. 
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imiOOliS "Sandia Sorption Data Mgt Sys Sorption Data for High Laval Wasta Rapos- 
Itojy in Basalt." 

SlSOEUM.D. Sandia National Uboratorits. FAITH, S* Faith Associataa. MOORE, M. 
Sclonca & Enginaaring Aasociatas, Inc. FIN A‘1756. 89/03/31. DMalon of High Level 
Waste Management (Post 870413). 191pp. 49243:062-49243:252. 

8904100175 "Sandia Sorption Data Mgt Sys (SSDS) User's Manual." 

MOORE.M.. BAYLEY.S.E.. SIEGEL.M. Sandia National Laboratories. FIN A-1756. 
HLWR. 89/03/31. 100pp. 49245:275-49246:014. 

89O410K)186 Forwards second set of draft comments re consultation draft SCP on 
NNWSI. 

WILLIAMS, R.E. Williams & Associates. FIN D-1020. 170. 88/02/12. POHLE.J. NRC - 
No Detailed Affiliation Given. 51pp. 49243:011-49243:061. 

89041(M}205 Forwards Itasca Document Review 006-01-54 of “Response to Info Re- 
quests From 870414-15 Meetings Between DOE & NRC." 

HART.R.D. ITASCA Consulting Group. Inc. FIN D-1016. HLWR. 88/01/11. 
TIKTINSKY.D. NRC - No Detailed Affiliation Given, ip. 49242:320-49242:332. 

-89041(K>22Ci Document Review 006-01-54 of “Response to Info Requests From 
870414-15 Meetings Between DOE & NRC." 

BRADY, B. ITASCA Consulting Group, Inc. FIN D-1016. NRC-02-85-002. 88/01/11. 
NRC - No Detailed Affiliation Given. 12pp. 49242:321-49242:332. 

8904100291 Forwards final rept, "Analysis of Regulatory Uncertainties re Site Charac- 
terization Plan & Exploratory Shaft Facility." 

LATZ,J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. HLWR. 
89/04/04. MACE,M.H. Division of Contracts & Property Management (Post 890205). 
2pp. 49268:050-49268:202. 

-8904100295 CNWRA 89-002 “Analysis of Regulatory Uncertainties re Site Character- 
ization Plan & Exploratory Shaft Facility.” 

WEINER, R.F., PATRICK,W.C., WHITING, A.R. Center for Nuclear Waste Regulatory 
Analyses. NRC-02-88-005. 89/04/30. NRC - No Detailed Affiliation Given. 133pp. 
49268:052-49268:202. 

8904100363 Forwards Rev 1 to "Environ Monitoring & Mitigation Plan for Site Charac- 
terization,” per 880128-29 DOE Site Characterization Plan Consultation Draft meeting. 
ALEXANDER.D. Energy, Dept. of. HLWR. 88/02/08. STABLEIN.K. NRC - No Detailed 
Affiliation Given. Ip. 

-8904100373 Rev 1 to DOE/RW-0176, "Environ Monitoring & Mitigation Plan for Site 
Characterization.” 

* Energy. Dept. of. 88/01/31. 172pp. 

-8904100381 DOE/RW-0101 R01 Rev 01 to "Ofc of Geologic Respositoiies Issues Hi- 
erarchy for Mined Geologic Disposal Sys.” 

* Energy, Dept. of. 87/08/31. 32pp. 

8904100393 Forwards, for info & review, “Conceptual Considerations of Death Valley 
Groundwater Sys W/Special Emphasis on Adequacy of Sys to Accommodate High 
Level Nuclear Waste Repository." 

LOUX.R.R. Nevada, State of, FIN D-1021. 88/02/02. BROWNING.R.E. Division of 
High Level Waste Management (Post 87041 3). 8pp. 4931 0:268-4931 1 :237. 

8904100417 Requests that std order for DOE work be prepared to transmit end Task 
Order 7, "Evaluation of Decontamination Waste Charactenstics” to BNL 
SURMEIER,J.J. Technical Branch. FIN A-3175. 89/04/03. BEVERIDGE, G. Program 
Management, Policy Development & Analysis Staff (Post 870413). 5pp. 49246:355- 
49246:359. 

8904100421 Advises that 690322 submittal of Feb monthly progress rept for FIN B- 
2485, “Hydrogeologic Performance Assessment for Low Level Waste Sites" 
acceptable.Approves T Jones participation in DOE/NRC UMTRAP meeting on 89307- 
09. 

DEERING.L. Technical Branch. FIN B-2485. 89/04/03. BERGERON.M. Battelle Me- 
morial institute. Pacific Northwest Laboratory. Ip. 49246:147-49246:147. 

8904110141 "Lab Evaluation of DOE Radionuclide Solubility Data & Selected Retarda- 
tion Parameters,” monthly rept for Jan 1 988. 

MEYER, R.E. Oak Ridge National Laboratory. FIN B.0290. 88/02/09. BRADBURY, J.W. 
Technical Review Branch (870413-880910). 3pp. 

8904110149 Fonvards notice of upcoming NRC/DOE technical/programmatic meeting 
re NRC High Level Waste Mgt Program.Notlce lists tentative & established meetings 
between NRC & DOE. 

LINEHAN,J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/04/10. NRC - No Detailod Affiliatwn Given. 2pp. 49604:024-49604:025. 

8904110170 Ack receipt of listed documents, including 890321 three-way listing of regu- 
latory requirements contents, 890324 status rept on ctr technical documents index & 
890331 document on relationship of ongoing & planned rulemakings to 10CFR60. 
ALTOMARE,P.M. Engineering Branch (Post 880911). HLWR. 89/04/06. WHITING, A. 
Center for Nuclear Waste Regulatory Analyses. Ip. 49273:278-49273:278. 

8904110179 Informs that memoranda requesting further info re papers pre^nted at 
McKelvey Forum submitted to named liSGS personnel, per Itr rept on VE McKelvey 
Forum on energy & mineral resources. 

WELDIN.R.D. Interior. Dept, of, Bureau of Minos. FIN D-1018. HLWR. 89/04/04. 
ABRAMS, C. NRC - No Detailed Affiliation Given. Ip. 49285:038-49285:038. 

8904110209 Responds to 890307 Itr to Zech expressing concern that EPA, DOE & NRC 
not considering amount of plutonium present In spent nyclear fuel to be placed In pro- 
posed Yucca Mountain high level nuclear waste repositc^. 

BERNERO,R.M. Office of Nuclear Material Safety & Safeguards, Director. HLWR. 89/ 
04/04. ANDERSON,C. Affiliation Not Assigned. 2pp. 49273:296-49273:297. 

8904110210 Rev 0 to Quality Mgt Procedure QMP-02-09, "Development & Conduct of 
Training." 

* Science Applications International Corp. (formerly Science Applications, Inc.). 
HLWR. 89/03/31. 32pp. 49273:235-49273:266. 

8804110217 Responds to request re interactions of waste acceptance process w/re- 
pository program DOE/NRC.Draft integrated schedule end. 

APPEUG. Energy, Dept of. HLWR. 89/04/04. LINEHAN,J. Repositoiy Licensing & 
Quality Assurance Project Directorate (881120). 4pp. 49238:044-49238:048. 


8904110231 Forwards preliminary partial draft review of SANOe4-1B95, "Technical 
Basis for Performance Goals, Design Requirements & Matl Recommendations for 
NNWSI Repository Sealing Program/' 

DAEMEN.J. ITASCA Consulting Group, Inc. FIN D-1016. NRC-02-85-002. 88/01/12. 
GUPTA, D. Division of Waste Management (Pre 870413). 4pp. 

8904110242 Forwards review of document, "Comparison of Geostatistical Methods for 
Estimating Transmissivity Using Data on Transmissivity & Specific Capacity." 
WINTER.G.V. Williams & Associates. FIN D-1020. 167. 88/01/15. POHLE.J. NRC - 
No Detailed Affiliation Given. 4pp. 49273:290-49273:293. 

8904110258 Forwards review of SAND87-0112, “Simple Models of Saturated Zone at 
Yucca Mountain." 

OSlENSKY,J.L Williams & Associates. FIN D-1020. 166. 88/01/15. POHLE.J. NRC - 
No Detailed Affiliation Given. 8pp. 49273:298-49273:305. 

8904110331 Submits summary of effort for 880201-05 & tasks planned for next 
period, consisting of briefing on CONVO/CONVOPC & exam of models w/possible util 
In tuff performance test. 

FULLER.G.H. Fuller, G.H. FIN A-4165. 88/02/05. CHANG.K.C. NRC - No Detailed Af- 
filiation Given. 2pp. 

8904110333 Discusses svcs rendered on high level waste repository performance as- 
sessment development for 880124-0206.W/O voucher for prof svcs. 

MCLER.R.B. Systems Support, Inc. FIN A-4165. 88/02/06. CHANG.K.C. NRC - No 
Detailed Affiliation Given. 2pp. 49273:294-49273:295. 

8904110336 Forwards status of waste package planning documents. 

RAMSPCTT.LD. Lawrence Livermore National Laboratory. NWM:88-017. 88/02/03. 
STABLEIN.N.K. NRC - No Detailed Affiliation Given. 5pp. 49290:044-49290:048. 

8904110374 Advises of closeout of DOE commitment made at 871001 quarterly meet- 
ing to provide copies of refs cited in revised socioeconomic monitoring & mitigation 
plans at time of release.to states & Indian tribes.since plans not released. 
ANTTONEN,J.H. Energy, Dept. of. 88-LES-17. 88/02/08. LINEHAN.J.J. Operations 
Branch (870413-880910). HUSSEMAN.T.. PROVOST.D. Washington. State of. 2pp. 
49268:273-49268:274. 

8904110409 Discusses site characterization plan consultative draft process for planned 
site characterization. 

LOUX,R.R. Nevada, State of. 88/01/13. GERTZ.C.P. Energy, Dept. of. 3pp. 
49266:357-49266:359. 

8904110437 Forwards vouchers for svcs for 890 120-0205. Activities covered by voucher 
described in end progress rept. 

STEPHENS.K.W. Stephens & Associates. FIN A-4165. 88/02/05. CHANG.K.C. NRC - 
No Detailed Affiliation Given. 7pp. 49268:206-49268:212. 

8904110470 “Technical Assistance In Geochemistry," progress rept for Jan 1988 under 
FINB-0287. 

KELMERS,A.D. Oak Ridge National Laboratory. FIN B-0287. 88/02/04. BROOKS, D.J. 
Division of High Level Waste Management (Post 870413). 7pp. 49268:213-49268:219. 

8904110473 Forwards DOE weekly rept for wk ending 880129. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 88/02/02. BROWNING.R.E. 
NRC - No Detailed Affiliation Given. 5pp. 49278:356-49278:360. 

8904110486 Package consisting of statement of RR Loux during DOE 880128 session 
on consultation draft site characterization plan for site. 

* Affiliation Not Assigned. 88/01/27. 16pp. 49268:220-49268:235. 

8904110523 Responds to 890302 Itr re definition of low level waste. Classification sys 
sets forth three classes of low level waste.Class A,B or C.CIass A wastes contain 
smallest concentration & Class C contains largest concentrations. 

BELL,M.J. Regulatory Branch. 89/03/31. HEALEY, R. Affiliation Not Assigned. Ip. 
49279:208-49279:208. 

8904110527 Forwards minutes from 890208 meeting w/DOE.US Air Force, State of NV 
& Nye County re NRC concerns about overflights of Yucca Mountain, NV high level 
nuclear waste repository. 

LINEHAN,J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/04/10. STEIN.R. Energy, Dept. of. 30pp. 49279:001-49279:149. 

-8904110530 SRD R 338 "Method for Site-Specific Assessment of Aircraft Crash Haz- 
ards," safety & reliability directorate rept. 

ROBERTS, T.M. United Kingdom Atomic Energy Authority. 87/07/31. 29pp. 
49279:031-49279:057. ^ 

-8904110531 Summary of 750827 meeting w/San Diego Gas & Electric Co to discuss 
listed items, Including planned response to NRC questions on aircraft activities in vicini- 
ty of site & Hydrology Question 321.1. List of attendees end. 

GILBERT, W.C. Atomic Energy Commission, Directorate of Licensing. 75/09/04. 
Atomic Energy Commission, Directorate of Licensing. 23pp. 49279:058-49279:083. 

—8904110534 Testimony on aircraft operations in response to request from 
Board.Related info encl. 

KRUG.H.E. Atomic Safety and Licensing Board Panel. 89/04/10. 32pp. 49279:084- 
49279:114. 

-8904110537 Forwards detailed explanation of how to calculate target area of facility 
for use in aircraft crash probability analysis. 

FONTECILLA,H.M. Systematic Evaluation Program Branch. 78/12/18. HOUSTON, W 
Accident Analysis Branch. KNIGHTON, G. Bivironmental Evaluation Branch (Pre 
790625). 34pp. 49279:115-49279:149. 

8904120012 Forwards review of SD-BWI-TI-293, "Preliminary Stratigraphic & Structural 
Model of Ref Repository Location,Hanford Site,” & 871207-10 trip rept on "Workshop 
on Stratigraphy of Columbia Revire Basalt Group & Ellensburg Formation." 

CHUNG, D.H. Lawrence Livermore National Laboratory. FIN A-0297. L-196. 88/01/29 
BLACKFORD, M.E. Technical Review Branch (870413-880910). Ip. 49288:261- 


—8904120086 RWG-87-1 SD-BWI-TI-293, "Preliminary Stratigraphic & Structural Model 
of Ref Repository Location, Hanford Site.” 

* Galster, R.W. FIN A-0297. 88/01/29. NRC - No Detailed Affiliation Given. 4dd 
49288:262-49288:265. 
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§004120040 Vol3 1-4 to YMP/86-25. *'Yuoob Mountain Project 8urfaoe-Ba®ed Investiga- 
tions Plan." 

• Energy, Dept of. HLWR. 88/12/31. 907pp. 49274:001-49276:114. . 


8904120424 Requests arrangement for util representative to speak during workshop on 
use of cement for solidification/stabilization of low-level radwaste on 890531-0602. 
TOKAR.M. Technical Branch. 89/03/27. FARRELL, B. Edison Electric Institute. 2pp. 
49288:157-49288:158. 


-4®04180§6i Draft Rev 2 to "UMTRA Project QA Plan." 

* Energy, Dept. of. 89/04/30. 56pp. 49371:152-49371:210. 

6904190134 Forwards notice of upcoming NRC/DOE technical/programmatlc 
meetings, per 840827 NRC FR notico.Periodlc oriefing by ACNW scheduied for 890427 
in Rockviile.MD. 

LINEMAN, J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/04/17. NRC - No Detailed Affiliation Given. 2pp. 49392:210-49392:211. 


8904120427 Responds to 890216 Itr re Agreement States ruling on disposal of high 
density polyethylene containers. 

BERNERO,R.M. Office of Nuclear Material Safety & Safeguards.DIrector. 89/03/28. 
SCOVILLE.J.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 2pp. 
49290:194-49290:195. 

8904130415 Requests std order for DOE work be prepared to transmit end Task Order 
7. “Evaluation of Decontamination Waste Characteristics” to BNL for work under FIN 
A-3175. 

SURMEIER,J.J. Technical Branch. FIN A-3175. 89/04/03. BEVERIDGE.G. Program 
Implementation Branch (post 870729). 5pp. 49291:090-49291:094. 


6904190174 "Evaluation & Ck)mpilation of DOE Waste Packag^e Test Data," monthly 
progress rept for Dec 1988.Financiai data available in Central Files. 
rNTCRRANTE,C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. FIN A-4171-7. HLWR. 89/04/13. PETERSON.C. Division of High 
Level Waste Management (Post 870413). 10pp. 49381:342-49381:352. 

8904190184 Forwards "(XJRWM-HQ QA Surveillance Rept.Surveillance of Program 
Readiness to Initiate Exploratory Shaft Facility (ESF) Title II Design.” 

APPEL,G. Energy. Dept. of. HLWR. 89/04/07. LINEMAN, J. Repository Licensing & 
(duality Assurance Project Directorate (881120). 1p. 49385:344-49385:352. 


8904130418 Requests assistance in informing Agreement States authorities of work- 
shop scheduled on 890602 in Gaithersburg, MD to obtain improved understanding of 
technical concerns in cement solidification of low level waste. 

SURMEIER,J.J. Technical Branch. 89/04/06. MILLER, V.L State. Local & Indian Tribe 
Programs. Ip. 49298:189-49298:189. 

8904130421 Requests updated version of Rev B to site remedial action insp plan.for 
review & concurrence. 

LOHAUS.P. Operations Branch. 89/04/11. MATTHEWS.M. Energy, Dept. of. Ip. 
49298:204-49298:204. 

8904130424 Forwards summary meeting notes of NRC/DOE 890405 meeting re Green 
River, for info. 

LOHAUS.P.H. Operations Branch. 89/04/06. GREEVES.J.T. Division of Low Level 
Waste Management & Decommissioning (Post 870413). Ip. 49301:073-49301:079. 


-6904190191 "(XRWM-HQ QA Surveillance of Program Readiness to Initiate Explora- 
tory Shaft Facility (ESF) Title II Design." 

BARRETT.LH. Energy, Dept. of. 89/03/31. 8pp. 49385:345-49385:352. 

8904190229 Responds to 890320 Itr recommending NRG work to establish sole regula- 
tor of mixed radioactive & hazardous waste. Although dual regulation problematic & 
burdensome.NRC mandated by Congress follow dual regulator framework. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards.DIrector. 89/04/06. 
HOLEMAN.G.R. Yale Univ., New Haven. CT. 3pp. 49385:153-49385:155. 

8904190233 Forwards QA program plans for Yucca Mountain project participants,Sandia 
& USGS.per 890125 meeting. 

APPEL,G. Energy, Dept. of. 89/04/14. LINEMAN, J.J. Repository Licensing & Quality 
Assurance Project Directorate (881120). 6pp. 49382:001-49384:106. 


-8904130429 Summary of 890405 meeting w/DOE In Rockviile.MD re DOE proposed 
remedial action at Green River UMTRAP site & to reach agreement on conditions of 
NRC concurrence w/remedial action.List of attendees & agenda end. 

LOHAUS,P., FLIEGEL.M. NRC - No Detailed Affiliation Given. RICHEY.R. Energy, 
Dept. of. 89/04/05. NRC - No Detailed Affiliation Given. 6pp. 49301:074-49301:079. 

8904130440 Informs that surveillance of Yucca Mountain Project audit of Fenix & Scis^ 
son scheduled for 89041 0-1 4.Entrance meeting not requlred.Exit meeting will be held 
on 890410. 

BARRETT,LH. Energy. Dept. of. HLWR. 89/04/05. KENNEDY.J. Energy. Dept. of. 
2pp. 49334:155-49334:156. 

8904130478 Notification of 890425 meeting w/DOE,CNWRA,State of NV & affected 
local govts In Las Vegas, NV to introduce CNWRA & discuss ongoing CNWRA & State 
of NV ongoing work. 

HOLONIuH,J.J. Repository Licensing & Quality Assurance Project Directorate 
(881120). HLWR. 89/04/11. LINEHAN,J.J. Repository Licensing & Quality Assurance 
Project Directorate (881120). 2pp. 49334:157-49334:158. 

8904130483 Ack receipt of 890307 request for meeting re ongoing rulemaking on 
amends to 10CFR61 proposed by NRC in 880518 FR.Meeting scheduled on 890414 
in Rockville.MD.Transcript of Advisory Committee on Nuclear Waste 890223 briefing 
end. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards.DIrector. HLWR. 89/ 
04/05. ROUSSO.S. Energy, Dept. of. 6pp. 49334:159-49334:201. 


-8904190239 “Sandja Nuclear Waste Repository Technology QA Program Plan." 
RICHARDS.R.R., HUNTER.T.O. SandIa National Laboratories. 89/04/10. 422pp. 
49382:007-49383:070. 

-8904190245 Rev 5 to, "USGS QA Program Plan For Yucca Mountain Project." 
WILLMON.J.R., HAYES,LR.. REYNOLDS,M.W. Interior. Dept. of. Geological Survey. 
89/03/31. 450pp. 49383:071-49384:106. 

8904200290 Forwards notice 6f final rulemaking on submission & mgt of records & doc- 
uments re licensing of geologic repository for disposal of high level radwaste per 
10CFR2. 

TANA,E.T. Repositoiy Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/04/19. Repository Licensing & Quality Assurance Project Directorate 
(881120). 32pp. 49405:199-49405:230. 

8904210149 Advises of authorization to start exploratory shaft facility Title II design & 
completion of project Milestone T192. 

GERTZ.C.P. ^ergy. Dept. of. HLWR. 89/04/17. JARDINE.LJ. Lawrence Livermore 
National Laboratory. 17pp. 49430:223-49430:239. 

8904210165 Notifies that surveillance of study plan review process scheduled for 
890417-20. 

BARRETT,L.H. Energy. Dept. of. HLWR. 89/04/12. Energy. Dept. of. 4pp. 49427:023- 
49427:026. 


8904130487 Comments on Oct 1988 Itr rept, “Evaluation & Compilation of DOE Waste 
Package Test Data.” Comments center on crack propagation studies.resistivity & 
transport studies.pitting corrosion of steel & Zircaloy studies. 

PETERSON,C.H. Engineering Branch (Post 880911). FIN A-4171. HLWR. 89/04/04. 
INTERRANTE,C.G. National Institute of Standards 6 Technology (formerly National 
Bureau of Standa. 4pp. 49334:151-49334:154. 


8904130493 Ack receipt of CNWRA draft rept, “Review of Reynolds Electrical & Engi- 
neering Co, Inc Yucca Mountain Project QA Plan.” 

DELLIGATTI.M.S. Engineering Branch (Post 880911). HLWR. 89/04/12. MABRITO.B. 
Center for Nuclear Waste Regulatory Analyses. 1 p. 49334:230-49334:230, 


8904130613 Fonwards notice of proposed rulemaking 10CFR2, “Submission & Mgt of 
Records & Documents re Licensing of Geologic Repository for Disposal of High Level 
Radwaste." 

TANA,E.t! Repository Licensing Project Directorate (881013-881119). HLWR. 88/11/ 
08. Repository Licensing Project Directorate (881013-881119). 28pp. 49334:202- 
49334:229. 

8904170148 Forwards revised UMTRA-DOE/AL-1 50224.0006, “UMTRAP Environ, 
Health & Safety Plan," dtd Feb 1989,for info. ^ 

MATTHEWS, M.L Energy, Dept. of. 89/04/07. LOHAUS.P. NRC - No Detailed Affili- 
ation Given. SMITH, D.XIranium Recovery Field Ofc, R4. MANN.S. Energy. Dept of, 
2pp, 49350:327-49350:362. 


-8904170175 Revised UMTRA-DOE/AL-1 50224.0006, “UMTRAP Environ.Health & 
Safety Plan," 

* Energy, Dept. of. 89/02/28. 30pp. 49350:329-49350:362. 


8904170180 Forwards Yucca Mountain Project response to questions of Nuclear Waste 
Technical Review Board on 890411-12. 

PRESTHOLT,P.T. NRC - No Detailed Affiliation Given. HLWR. 89/04/13, 
LINEMAN, J,J. Repository Licensing Project Directorate (881013-881119). 213pp. 
49351:206-49352:043. 


8904210182 Forwards DOE weekly rept for wk ending 890331. 

PRESTHOLT,P.T. NRC - No Detailed Affiliation Given. HLWR. 89/04/10. 
LINEHAN.J.J. Division of High Level Waste Management (Post 870413). 5pp. 
49432:329-49432:333. 


8904210191 Forwards updated list of all SANDIA publications at Las Vegas library. 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 89/04/11, TANA,E. Division of 
High Level Waste Management (Post 870413). 6pp. 49444:196-49444:201. 

8904210192 Forwards DOE weekly rept for wk ending 890407. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/04/12. 
LINEHAN,J.J. Division of High Level Waste Management (Post 870413). 5pp. 
49432:322-49432:326. 


8904210197 Forwards April progress rept outlining current status of CNWRA element/ 
subelement milestones for accelerated development of program architecture. 

LEE,M.P. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/04/19, NRC - No Detailed Affiliation Given. 14pp. 49452:347-49452:359. 


8904210200 Forwards YMP-SR-88-018 & YMP-SR-89-005, “QA Surveillance Rept of 
Los Alamos Natl Lab" conducted 880914-15 & 8901 25, respectively. 

STEIN, R. Energy. Dept of. HLWR, 89/04/13. LINEHAN.J.J. Repository Licensing & 
Quality Assurar^e Project Directorate (881120). 2pp. 49451:313-49452:062. 


-8904210207 YMP-SR-88-018 “QA Surveillance Rept of Los Alamos Natl Lab, 880914 
& 15." 

RIPLEY.E.P., NOLAND.T.W., MANSEL,W.B. Energy, Dept of. 89/02/24. 33pp. 
49451:315-49451:347, 


-8904210211 YMP-SR-89-005 “QA Surveillance Rept of Los Alamos Natl Lab, 8901 25," 
HEANEY.G., DOYLE.J.R., HAMPTON.C.E. Energy, Dept of. 89/03/03. 75pp. 
49451:348-49452:062. 


8904180165 Forwards Rev 4 to Topical Rept STD-R-05-007, “Cement Solidified Wastes 
to Meet Stability Requirements of 10CFR61." Rev includes addi solidification testing 
program description & results.per request at 890206 meeting. 

BORIS,G.F. Westinghouse Radiological Services, Inc. 89/04/13. KANE,J. Division of 
Low Level Waste Management & Decommissioning (Post 870413). ip. 49371:150- 
49371:150. 

8904180349 Forwards draft Rev 2 to UMTRA-DOE/AL-1 85. “UMTRA Project QA Plan," 
for comments.in writing.by 890512. 

MATTHEWS, M.L. Energy, Dept of. 89/04/14. GREEVES.J.T. Division of Low Level 
Waste Managements Decommissioning (Post 870413). Ip. 49371:151-49371:210. 


8904210214 Responds to comments made in audit observation repts based on commit- 
ment made at 880707 meeting. 

APPEL, Q, Energy. Dept of. HLWR. 89/04/10. LINEMAN, J. Repository Licensing & 
Quality Assurance Project Directorate (881120). 35pp. 49427:230-49427:263. 

8904210225 Forwards notice of upcoming NRC/DOE technical/programmatlc 
meetings.per M0B2.7 FR notice.Notice lists both tentative & firmly established meet- 
ings between NRG & DOE & will be updated weekly. 

LINEMAN, J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/04/24. NRC - No Detailed Affiliation Given. 2pp. 49442:021-49442:022. 
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8904210230 Notification of 890523 meeting w/ANSI/ASME NQA-1 working group in 
Rockville, MD to discuss incorporation of Nuclear Const Issues Group Document 
(NCIG-18) on records into ANSI/ ASME NQA-1. 

BELKE,B. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/04/20. LINEHAN.J.J. Repository Licensing & Quality Assurance Project Di- 
rectorate (881120). 2pp. 49453:186-49453:187. 

8904210267 Fonvards appendices to draft “Regulatory Alternatives for Groundwater 
Compliance for DOE UMTRAP." Some pages omitted during distribution due to repro- 
duction problems. 

MATTHEWS.M.L Energy. Dept. of. 89/04/07. LOHAUS.P., HAWKINS, E. NRC - No 
Detailed Affiliation Given. MANN.S. Energy, Dept of. 241pp. 49442:035-49442:275. 

8904210277 Fonvards monthly issuances of schedules for selected UMTRAP sites. 
MATTHEWS, M.L. Energy. Dept of. 89/04/14. LOHAUS.P. NRC - No Detailed Affili- 
ation Given. 29pp. 49427:302-49427:330. 

8904210292 Requests advice on proposal to reduce reporting requirements under FIN 
A-4171 so that productivity may be increased. 

PUGH.E.N. National Institute of Standards & Technology (formerly National Bureau of 
Stands. FIN A-4171. HLWR. 89/04/17. BUNTING, J.O. Division of High Level Waste 
Management (Post 870413). Ip. 49426:359-49426:359. 

8904240126 Informs NRC of persons available to attend 890426-28 meeting re site 
characterization plan/DAA comments review. 

HSIUNG.S.M. Center for Nuclear Waste Regulatory Analyses. HLWR. 89/04/19. 
PEARRING.J.R. NRC - No Detailed Affiliation Gwen. Ip. 49445:111-49445:111. 

8904240382 Notification of 890501-05 onsite visit w/DOE at field localities near Yucca 
Mountain to examine field evidence resulting from DOE & State of NV studies re vol- 
canic uncertainties near proposed high level radwaste site. 

STABLEIN.K. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/04/1 8. LINEHAN.J.J. Repository Licensing & Quality Assurance Project Di- 
rectorate (881120). Ip. 49469:292-49469:292. 

8904240402 Forwards comments on two of three draft documents submitted under title, 
“Program Architecture Comment & Resolution & Related Matls.” Minutes of 890323 
telcon meeting also end. 

BROWNING, R.E. Division of High Level Waste Management (Post 870413). HLWR. 
89/04/20. LATZ,J.E. Center for Nuclear Waste Regulatory Analyses. 5pp. 49450:220- 
49450:229. 

--8904240408 Summary of 890315-16 meeting w/CNWRA to discuss proposed work ac- 
tivities for remainder of FY89 & FY90 & corresponding changes to program element 
plans to support proposed activities. 

LINEHAN,J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
89/03/27. Repository Licensing & Quality Assurance Project Directorate (881120). 
3pp. 49450:227-49450:229. 

8904240427 Forwards revised pages to “Sandia Sorption Data Mgt Sys Sorption Data 
for High Level Waste Repository in Basalt.” 

BONANO.E.J. Sandia National Laboratories. FIN A-1756. HLWR. 89/04/19. Docu- 
ment Control Branch (Document Control Desk). MO.T., FUNCHES.J.L. NRC - No De- 
tailed Affiliation Given. 7pp. 49452:249-49452:255. 

8904240461 “NRC Technical Assistance for Design Reviews," Progress Rept 44 for 
Mar 1989.Summary sheet for Mar voucher & budget & labor end. 

HART,R.D. ITASCA Consulting Group, Inc. FIN D-1016. NRC-02-85-002. 89/04/17. 
TANIOUS.N. NRC - No Detailed Affiliation Given. 5pp. 49450:007-49450:01 1 . 

8904240472 Forwards comments on Yucca Mountain Project QA & technical audit of 
F&S organization during wk of 890410. 

GILRAY,J.W. NRC - No Detailed Affiliation Given. HLWR. 89/04/18. KENNEDY. J. Di- 
vision of High Level Waste Management (Post 870413). Ip. 49470:190-49470:190. 

8904240480 Notification of 890509-10 meetings w/DOE,State of NV 6 local govts in 
Rockville, MD re NRC concerns w/DOE Yucca Mountain Site Characterization Plan & 
exploratory shaft facility design analyses. 

STABLEIN.K. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/04/24. LINEHAN,J.J. Repository Licensing & Qusility Assurance Project Di- 
rectorate (881120). 2pp. 49450:040-49450:041. 

8904240490 Press release announciriig beginning of DOE tailings cleanup at Converse 
County, WY.Cleanup mandated by Congress under U Mill Tailings Radiation Control 
Act of 1978. 

* Energy. Dept of. 89/04/20. 2pp. 49447:127-49447:128. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 

8804080089 Comments on preliminary draft point papers under Contract NRC-02-84- 
001 .Task 22.New, timely info re consultant draft SuP document & ongoing DOE activi- 
ties re document requested. 

MURPHY, V.J. Weston Geophysical Corp. FIN D-1003. HLWR. 88/03/29. 
IBRAHIMAB. Office of Nuclear Material Safety & Safeguards,Director. 2pp. 
45045:153-45045:154. 

88CM120187 Forwards tnp rept of NRC/DOE meeting in Rockville, MD on 880718-19 re 
NRC objections re ESF as part of Contract NRC-02-84-002 concerning technical as- 
sistance for In situ testing. 

HUCK,P.J. Engineers International. Inc. FIN D-1004. HLWR. 88/08/09. BUCKLEY. J.T. 
Engineering Branch (831001-870413). 9pp. 46515:255-46515:263. 

8904030072 Submits comments on NNWSI CDSCP, Subtask 1.6.Set of 43 point papers 
also encl.Point papers address questions, comments & objections in areas of ground- 
water hydrology, hydrogeochemistry & meteorology. 

LOGSDON, M.J. Adrian Brown Consultants, Inc. (formerly Nuclear Waste Consultants, 
Inc.). FIN D-1021. RS-NMS-85-009. 88/02/12. POHLE,J. NRC - No Detailed Affiliation 
Given. 51pp. 49156:110-49156:160. 

8904030088 Forwards comments on draft NUREG/CR-4735, "Evaluation & Compilation 
of DOE Waste Package Test Data." Extensive revs will be required.Lab studies at Natl 
Inst of Stds & Technology underway re pitting corrosion of steel. 

PETERSON, C.H. Engineering Branch (Post 880911). FIN A-4171. HLWR. 89/03/30. 
INTERRANTE,C.G. National Institute of Standards & Technology (formerly National 
Bureau of Stands. 1 6pp. 491 55:279-491 55:294. 


8904030138 “Evaluation & Compilation of DOE Waste Package Test Data,” monthly 
progress rept for Nov 1988.Encl financial data available in Central Files. 
INTERRANTE.C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. FIN A-4171 -7. HLWR. 89/03/30. PETERSON,C. Division of High 
Level Waste Management (Post 870413). 42pp. 49166:120-49166:161. 

8904030286 “(Coupled Thermal-Hydrological-Mechanical Assessments & Site Character- 
ization Activities for Geologic Repository," monthly rept for Dec 1987.Encl financial 
data available in Central Files. 

CRANWELL,R.M. Sandia National Laboratories. FIN A-1755. 88/01/15. PESHEL,J, 
NRC - No Detailed Affiliation Given. 2pp. 49190:159-49190:160. 

8904030304 “Technical Assistance for In Situ Testing," monthly progress rept for Dec 
1987.Financial info available in Central Files. 

SINGH, M.M.. HUCK.P.J. El International, Inc. FIN D-1004. 114. 88/01/21. 
BUCKLEY, J.T. NRC - No Detailed Affiliation Given. 3pp. 49190:121-49190:123. 

8904030374 Monthly rept for Jan 1988 for FIN A-1165.Financial info available in Central 
Files. 

CRANWELL.R.M. Sandia National Laboratories. FIN A-1165. 88/02/15. GALSON,D. 
NRC - No Detailed Affiliation Given. 15pp. 49190:124-49190:138. 

8904040086 “Technical Assistance in Hydrogeology - Project B - Analysis,” monthly 
progress rept for Feb 1989.Encl financial info available in Central Files. 

LOGSDON,M.J. Adrian Brown Consultants, Inc. (formerly Nuclear Waste Consultants. 
Inc.). FIN D-1021. RS-NMS-85-009. 89/03/25. POHLE.J. Technical Review Branch 
(870413-880910). 11pp. 49192:169-49192:179. 

8904040160 Forwards comments on draft SCP. 

WILLIAMS.R.E. Williams & Associates. FIN D-1020. NRC-02-85-008. 88/02/05. 
FORD.B. NRC - No Detailed Affiliation Given. 29pp. 49191:322-49191:350. 

8904040177 Forwards,for review.two documents re Deaf Smith County Site, TX on hy- 
drogeologic testing plan for shallow hydro nests test wells & exploratory shaft monitor- 
ing wells. 

WTNTER.G.V. Williams & Associates. FIN D-1020. NRC-02-85-008. 88/01/12. 
POHLE,J. NRC - No Detailed Affiliation Given. 42pp. 49187:251-49187:292. 

8904040254 Forwards final draft Topical Rept 006-01 -T5, “Analysis to Define Distrubed 
Zone Around Nuclear Waste Repository in Welded Tuff," prepared under Contract 
NRC-02-85-002.Task Order 006, Task 1. 

HART,R.D. ITASCA Consulting Group. Inc. FIN D-1016. HLWR. 89/03/31. 
TANIOUS.N. NRC - No Detailed Affiliation Given. 2pp. 49179:345-49180:084. 

~8904040289 006-01 -T5 DRFT Draft “Analysis to Define Disturbed Zone Around Nucle- 
ar Waste Repository in Welded Tuff." 

MACK.M., BRANDSHAUG.T., BRADY.B. ITASCA Consulting Group. Inc. FIN D-1016. 
NRC-02-85-002. 89/03/31. NRC - No Detailed Affiliation Given. 98pp. 49179:347- 
49180:084. 

8904040290 “Coupled Thermal-Hydrological-Mechanical Assessments & Site Character- 
ization Activities for Geologic Repositories,” monthly rept for Jan 1989.Encl financial 
info available in Central Files. 

CRANWELL.R.M. Sandia National Laboratories. 88/02/15. PESHEL,J. NRC - No De- 
tailed Affiliation Given. 2pp. 49204:288-49204:289. 

8904040342 Discusses development of Version 3.0 of FLAG. Updated info 
includes, transient fluid flow & consolidation, axisymmetry, boundary element far-field 
coupling & improvements to mesh generator & graphic input for postscript laser print- 

BOARD.M. ITASCA Consulting Group. Inc. FIN D-1016. 88/02/15. TIKTINSKY.D. 
NRC - No Detailed Affiliation Given. 2pp. 49186:256-49186:257. 

8904040357 "Evaluation & Compilation of DOE Waste Package Test Data," monthly Itr 
status rept for Dec 1987. 

INTERRANTE,C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. FIN A-4171. 88/01/20. PETERSON, C. Technical Review Branch 
(870413-880910). 41pp. 49191:021-49191:061. 

8904040367 “Specs for Tuff Engineered Barrier Sys Test Problem," progress rept for 
880111-20. 

STEPHENS, K.W. Stephens & Associates. FIN A-4165. 88/01/20. CHANG, K.C. NRC - 
No Detailed Affiliation Given. 9pp. 49192:143-49192:151. 

8904040401 Request that listed work under Task Order 006 of Contract NRC-02-85- 
002, “Technical Assistance for Design Review” be performed. 

TANIOUS.N.S. Engineering Branch (Post 880911). FIN D-1016. HLWR. 89/03/28. 
HART.R. ITASCA (Consulting Group. Inc. 2pp. 49186:265-49186:266. 

8904040405 Requests performance of work listed under Tasks 001 & 006 of Contract 
NRC-02-85-002, “Technical Assistance for Design Reviews." 

TANIOUS.N.S. Engineering Branch (Post 880911). FIN D-1016. NRC-02-85-002. 89/ 
03/28. HART.R. ITASCA (Consulting Group, Inc. 2pp. 49187:249-49187:250. 

8904040410 Requests performance of work listed under Task Orders 006 & 007 of 
“Technical Assistance for Design Reviews.” Tasks cover document review & comput- 
er code training. 

TANIOUS.N.S. Engineering Branch (Post 880911). FIN D-1016. HLWR. 89/03/28. 
HART.R. ITASCA Consulting Group. Inc. 2pp. 49185:181-49185:182. 

8904040416 Requests NBS proceed w/development of interpretive papers on listed 
subjs under FIN D-4171.Subjs include, exams of mechanisms of stress corrosion 
cracking of stainless steels in tuff environ & internal corrosion of spent fuel rods. 
PETERSON.C.H. Engineering Branch (Post 880911). FIN D-4171. HLWR. 89/03/31. 
INTERRANTE,C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. 3pp. 49185:178-49185:180. 

8904050197 Requests performance of work listed under Task Girders 006 & 007 of Con- 
tract NR002-85-002, “Technical Assistance for Design Reviews." 

TANIOUS.N.S. Engineering Branch (Post 880911). FIN D-1016. NRC-02-85-002. 89/ 
03/30. HART.R. ITASCA (Consulting Group, Inc. 2pp. 49205:332-49205:333. 

8904050205 Monthly rept for Dec 1987 for FIN A'1158. 

CRANWELL,R.M. ^ndia National Laboratories. FIN A-1158. 88/01/15. 

COLEMAN, N.M. NRC - No Detailed Affiliation Given. 41pp. 49214:302-49214:342. 
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8904050327 Monthly Progress Ltr Rept 46 for Jan 1988 for activities under Contract 
NRC-02-84-001. 

FANNON.M.M. Weston Geophysical Corp. FIN D-1003. WGC-01531. 88/02/16. 
IBRAHIMA Technical Review Branch (870413-880910). 3pp. 49214:240-49214:242. 

8904050335 Monthly Progress Ltr Rept 45 for Dec 1987 for Contract NRC-02-84-001. 
FANNON.M.M. Weston Geophysical Corp. FIN D-1003. WGC-01531. 88/02/16. 
IBRAHIM, A. Office of Nuclear Material Safety & Safeguards, Director. 2pp. 49213:275- 
49213:276. 

8904050450 “Evaluation & Compilation of DOE Waste Package Test Data," monthly ltr 
status rept for Jan 1 988. 

INTERRANTE.C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. FIN A-4171-7. 88/02/17. PETERSON.C. Technical Review Branch 
(870413-880910). 42pp. 49242:128-49242:169. 

8904050480 Forwards final rept, "Support Sys for Underground High Level Nuclear 
Waste Repository.Hanford.WA." 

SANDS.P.F. Interior, Dept, of, Bureau of Mines. FIN B-6934. 88/01/22. 
TIKTINSKY.D.H. NRC - No Detailed Affiliation Given. 3pp. 49206:082-49206:283. 

-8904050488 “Support Sys for Underground High Level Nuclear Waste 
Repository.Hanford.WA." 

SOKASKI.M., SANDS.P.F. Interior, Dept, of. Bureau of Mines. 88/01/31. NRC - No 
Detailed Affiliation Given. 199pp. 49206:085-49206:283. 

8904050491 "Geochemical Sensitivity Analysis," monthly rept for Dec 1987. 
CRANWELL.R.M. Sandia National Laboratories. FIN A-1756. 88/01/15. BEMBIA.P. 
NRC - No Detailed Affiliation Given. 4pp. 49213:249-49213:252. 

8904050519 Fonwards NNWSI CD site characterization plan point papers for Yucca 
Mountain.Topics covered include corrosion model, microstructural characterization & 
state of stress in container. 

INTERRANTE,C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. FIN A-4171. 88/02/05. PETERSON.C. Technical Review Branch 
(870413-880910). 18pp. 49213:227-49213:244. 

8904060543 Monthly rept for Jan 1 988 under FIN A-1 1 58. 

CRANWELL.R.M. Sandia National Laboratories. FIN A-1158. 88/02/15. 

COLEMAN, N.M. Division of Waste Management (Pre 870413). 19pp. 49225:160- 
49225:178. 

8904070253 Monthly progress rept for Jan 1988 under Contract NRC-02-85-008.Finan- 
cial info available in Central Files. 

WILLIAMS, R.E. Williams & Associates. FIN D-1020. 171. 88/02/08. POHLE.J. NRC - 
No Detailed Affiliation Given. 7pp. 49242:280-49242:286. 

8904100165 "Sandia Sorption Data Mgt Sys Sorption Data for High Level Waste Repos- 
itory in Basalt.” 

SIEGEUM.D. Sandia National Laboratories. FAITH, S. Faith Associates. MOORE,M. 
Science & Engineering Associates, Inc. FIN A-1756. 89/03/31. Division of High Level 
Waste Management (Post 870413). 191pp. 49243:062-49243:252. 

8904100175 “Sandia Sorption Data Mgt Sys (SSDS) User’s Manual.” 

MOORE,M., BAYLEY.S.E., SIEGEL,M. Sandia National Laboratories. FIN A-1756. 
HLWR. 89/03/31, 100pp. 49245:275-49246:014. 

8904100186 Forwards second set of draft comments re consultation draft SCP on 
NNWSI. 

WILLIAMS,R.E. Williams & Associates. FIN D-1020. 170. 88/02/12. POHLE.J. NRC - 
No Detailed Affiliation Given. 51pp. 49243:011-49243:061. 

8904100205 Forwards Itasca Document Review 006-01-54 of “Response to Info Re- 
quests From 870414-15 Meetings Between DOE & NRC.” 

HART,R.D. ITASCA Consulting Group, Inc. FIN D-1016. HLWR. 88/01/11. 
TIKTINSKY.D. NRC - No Detailed Affiliation Given. Ip. 49242:320-49242:332. 

—8904100220 Document Review 006-01-54 of “Response to Info Requests From 
870414-15 Meetings Between DOE & NRC." 

BRADY,B. ITASCA Consulting Group, Inc. FIN D-1016. NRC-02-85-002. 88/01/11. 
NRC - No Detailed Affiliation Given. 12pp. 49242:321-49242:332. 

8904100393 Forwards, for Info & review, "Conceptual Considerations of Death Valley 
Groundwater Sys W/Special Emphasis on Adequacy of Sys to Accommodate High 
Level Nuclear Waste Repository.” 

LOUX,R,R. Nevada. State of. FIN D-1021. 88/02/02. BROWNING, R.E. Division of 
High Level Waste Management (Post 870413). 8pp. 49310:268-49311:237. 

8904100417 Requests that std order for DOE work be prepared to transmit end Task 
Order 7, “Evaluation of Decontamination Waste Characteristics" to BNL. 
SURME1ER,J.J. Technical Branch. FIN A-3175. 89/04/03. BEVERIDGE.G. Program 
Management, Policy Development & Analysis Staff (Post 870413). 5pp. 49246:355- 
49246:359. 

8904100421 Advises that 890322 submittal of Feb monthly progress rept for FIN B- 
2485, “Hydrogeologic Performance Assessment for Low Level Waste Sites" 
acceptable.Approves T Jones participation in DOE/NRC UMTRAP meeting on 89307- 
09. 

DEERING,L. Technical Branch. FIN B-2485. 89/04/03. BERGERON, M. Battelle Me- 
morial Institute, Pacific Northwest Laboratory. Ip. 49246:147-49246:147. 

8904110141 “Lab Evaluation of DOE Radionuclide Solubility Data & Selected Retarda- 
tion Parameters,” monthly rept for Jan 1988. 

MEYER.R.E. Oak Ridge National Laboratory. FIN B-0290. 88/02/09. BRADBURY,J.W. 
Technical Review Branch (870413-880910). 3pp. 

8904110179 Informs that memoranda requesting further info re papers presented at 
McKelvey Forum submitted to named USGS personnel.per ltr rept on VE McKelvey 
Forum on energy & mineral resources. 

WELDIN,R.D. rnterior. Dept, of, Bureau of Mines. FIN D-1018. HLWR. 89/04/04. 
ABRAMS, C. NRC - No Detailed Affiliation Given. Ip. 49285:038-49285:038. 

8904110231 Forwards preliminary partial draft review of SAND84-1895, “Technical 
Basis for Performance Goals,Design Requirements & Matl Recommendations for 
NNWSI Repository Sealing Program." 

DAEMEN,J. ITASCA Consulting Group. Inc. FIN D-1016. NRC-02-85-002. 88/01/12. 
GUPTA,D. Division of Waste Management (Pre 870413). 4pp. 


8904110242 Forwards review of document. "Comparison of Geostatistical Methods for 
Estimating Transmissivity Using Data on Transmissivity & Specific Capacity." 

WINTER, G.V. Williams & Associates. FIN D-1020. 167. 88/01/15. POHLE.J. NRC - 
No Detailed Affiliation Given. 4pp. 49273:290-49273:293. 

8904110258 Forwards review of SAND87-0112, "Simple Models of Saturated Zone at 
Yucca Mountain." 

OSIENSKY.J.L. Williams & Associates. FIN D-1020. 166. 88/01/15. POHLE.J. NRC - 
No Detailed Affiliation Given. 8pp. 49273:298-49273:305. 

8904110331 Submits summary of effort for 880201-05 & tasks planned for next 
period.consisting of briefing on CONVO/CONVOPC & exam of models w/possible util 
in tuff performance test. 

FULLER, G.H. Fuller. G.H. FIN A-4165. 88/02/05. CHANG, K.C. NRC - No Detailed Af- 
filiation Given. 2pp. 

8904110333 Discusses svcs rendered on high level waste repository performance as- 
sessment development for 880124-0206.W/O voucher for prof svcs. 

MOLER.R.B. Systems Support. Inc. FIN A-4165. 88/02/06. CHANG.K.C. NRC - No 
Detailed Affiliation Given. 2pp. 49273:294-49273:295. 

8904110437 Forwards vouchers for svcs for 890120-0205.Activities covered by voucher 
described in end progress rept. 

STEPHENS.K.W. Stephens & Associates. FIN A-4165. 88/02/05. CHANG.K.C. NRC - 
No Detailed Affiliation Given. 7pp. 49268:206-49268:212. 

8904110470 “Technical Assistance in Geochemistry,” progress rept for Jan 1988 under 
FIN B-0287. 

KELMERS.A.D. Oak Ridge National Laboratory. FIN B-0287. 88/02/04. BROOKS.D.J. 
Division of High Level Waste Management (Post 870413). 7pp. 49268:213-49268:219. 

8904120012 Forwards review of SD-BWI-TI-293, “Preliminary Stratigraphic & Structural 
Model of Ref Repository Location, Hanford Site," & 871207-10 trip rept on “Workshop 
on Stratigraphy of Columbia Revire Basalt Group & Ellensburg Formation." 
CHUNG.D.H. Lawrence Livermore National Laboratory. FIN A-0297. L-196. 88/01/29. 
BLACKFORD, M.E. Technical Review Branch (870413-880910). Ip. 49288:261- 
49288:265. 

-8904120086 RWG-87-1 SD-BWl-TI-293, “Preliminary Stratigraphic & Structural Model 
of Ref Repository Location, Hanford Site." 

* Galster, R.W. FIN A-0297. 88/01/29. NRC - No Detailed Affiliation Given. 4pp. 
49288:262-49288:265. 

8904130415 Requests std order for DOE work be prepared to transmit end Task Order 
7, "Evaluation of Decontamination Waste Characteristics" to BNL for work under FIN 
A-3175. 

SURMEIER,J.J. Technical Branch. FIN A-3175. 89/04/03. BEVERIDGE.G. Program 
Implementation Branch (post 870729). 5pp. 49291:090-49291:094. 

8904130487 Comments on Oct 1988 ltr rept, "Evaluation & Compilation of DOE Waste 
Package Test Data." Comments center on crack propagation studies.resistivity & 
transport studies, pitting corrosion of steel & Zircaloy studies. 

PETERSON.C.H. Engineering Branch (Post 880911). FIN A-4171. HLWR. 89/04/04. 
INTERRANTE.C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. 4pp. 49334:151-49334:154. 

8904170130 Forwards ltr rept, "Progress in Development of Methodology for Geochemi- 
cal Sensitivity Analysis for Performance Assessment.” W/o end. 

BONANO,E.J. Sandia National Laboratories. FIN A-1756. HLWR. 89/04/12. MO,T. Di- 
vision of High Level Waste Management (Post 870413). Ip. 49376:002-49376:002. 

8904190174 “Evaluation & Compilation of DOE Waste Package Test Data,” monthly 
progress rept for Dec 1988.Financial data available in Central Files. 

INTERRANTE,C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. FIN A-4171-7. HLWR. 89/04/13. PETERSON.C. Division of High 
Level Waste Management (Post 870413). 10pp. 49381:342-49381:352. 

8904210292 Requests advice on proposal to reduce reporting requirements under FIN 
A-4171 so that productivity may be increased. 

PUGH.E.N. National Institute of Standards & Technology (formerly National Bureau of 
Standa. FIN A-4171. HLWR. 89/04/17. BUNTING, J.O. Division of High Level Waste 
Management (Post 870413). Ip. 49426:359-49426:359. 

8904240427 Forwards revised pages to “Sandia Sorption Data Mgt Sys Sorption Data 
for High Level Waste Repository in Basalt." 

BONANO,E.J. Sandia National Laboratories. FIN A-1756. HLWR. 89/04/19. Docu- 
ment Control Branch (Document Control Desk). MO,T., FUNCHES.J.L. NRC - No De- 
tailed Affiliation Given. 7pp. 49452:249-49452:255. 

8904240461 “NRC Technical Assistance for Design Reviews," Progress Rept 44 for 
Mar 1989.Summary sheet for Mar voucher & budget & labor end. 

HART,R.D. ITASCA Consulting Group, Inc. FIN D-1016. NRC-02-85-002. 89/04/17. 
TANIOUS.N. NRC - No Detailed Affiliation Given. 5pp. 49450:007-49450:011. 


XPORTLIC EXPORT AND IMPORT LICENSES 


8903280303 Fonvards application for license to export low enriched U to Spain for use 
in ASCO Unit l.for ltr of assurance. 

PETERSON.M.R, Assistant Director for International Security. 89/03/22. 
ROONEY, J.M. Energy. Dept. of. Ip. 49062:329-49062:331. 

-8903280318 Application for license to export 698 kg U as enriched UF6, to Spain. 
SMYLE.S.C. Edow International Co. 89/03/16. 1p. 49062:330-49062:330. 

-8903280323 Forwards application for license to export enriched UF6 to Spain for use 
as fuel in ASCO Unit 1 . 

SMYLE.S.C. Ediow International Co. 89/03/17. WRIGHT.B. NRC - No Detailed Affili- 
ation Given. Ip. 49062:331-49062:331. 

8903280380 Advises to issue License XSNM-2410 under 10CFR1 10.44(a)(2). No matl 
change since License XSNM-1435 issuance. 

MOORE, R.N. Assistant Director for International Security. 89/03/22. Assistant Direc- 
tor for International Security. 1p. 49061:311-49061:311. 
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01^3280393 License for Mitsui & Co (USA), Inc to export 9,061 kg U, containing 286 kg 
U-235,to Japan. 

PETERSON,M.R, Assistant Director for International Security. MBK-H2-R10 (B). 89/ 
03/22. 2pp. 49074:279-49074:280. 

8903290057 Advises that license may be issued under authority contained in Sections 
109b or 126(a)(2) of Atomic Energy Act & 10CFR1 10.44(a) (2). No mat! changed cir- 
cumstances since License XSNM-1435 issuance. 

MOORE,R.N. Assistant Director for International Security. 89/03/22. Assistant Direc- 
tor for international Security. Ip. 49120:078-49120:078. 

0903290099 Requests govt of Japan assurances for low enriched U reload fuel exports 
under US & Japan agreement for cooperation. Diplomatic notes exchanged for Cases 
25 & 26. 

* State, Dept. of. 89/03/21. NRC - No Detailed Affiliation Given. Ip. 49119:349- 
49119:349. 

0903300132 Ucense for Mitsubishi Inti Corp to export 781.0 kg U-235, contained in 
22,617 kg U,to Japan. 

PCTERSON.M.R. Assistant Director for International Security. HSA-5489-02. 89/03/ 
22. 2pp. 49129:325-49129:326. 

8903310065 Advises that no matl changed since issuance of License XSNM-1435, there- 
fore License XSNM-2420 may be issued. 

MOORE, R.N. Assistant Director for International Security. 89/03/22. Assistant Direc- 
tor for International Security. Ip. 49148:183-49148:183. 

8903310(^7 Telex re request for govt of Japan assurances for low enriched U relaod 
fuel exports under U^apan agreement for cooperation & diplomatic notes ex- 
changed for Case 18. 

* Japan. Govt of. 89/03/22. State. Dept of. Ip. 49148:143-49148:143. 

8903310246 Ucense for Mitsui & Co.Inc to export 717.0 kg U-235, containing 22,397.0 
kgU.to Japan. 

PETERSON.M.R. Assistant Director for International Security. 89/03/22. 2pp. 
49146:305-49146:306. 

8904070094 Amend 1 to license for Advanced Nuclear Fuels Corp.adding Advanced 
Nuclear Fuels Ungen plant as intermediate & ultimate consignee G authorizing licens- 
ee to export 100 kg U-235, contained In 2,000 kg U,to West Germany. 

PETER^N.M.R. Assistant Director for International Security. CWM:88:107. 89/03/29. 
1p. 49235:224-49235:224. 

8904070099 Forwards Reuter-Stokes 890322 request for withdrawal of export license 
Application XCOM-1001. 

PETERSON.M.R. Assistant Director for International Security. 89/03/29. 
THORNE, C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 

1p. 49236:001-49236:002. 

-8904070087 Confirms withdrawal of application for license for Brazil. Equipment will 
not be sold to Brazil. 

YOUNG, V.T. Reuter-Stokes, Inc. VTY-89-016. 89/03/22. NRC - No Detailed Affiliation 
Given. Ip. 49236:002-49236:002. 

8904070107 Application for amend to license,incorporating licensee address & ultimate 
& intermediate consignees In foreign country. 

FLOWERS,F.D. General Electric Co. 89/03/27. WRIGHT, B.L NRC - No Detailed Af- 
filiation Given. 2pp. 49242:291-49242:292. 

8904070124 Notifies of listed amend to data in 880927 authorization Itr.Advanced Nu- » 
clear Fuels Lingen Plant should be added as intermediate & ultimate consignee. 
FLINGOW.C. European Communities, Commission of. 89/03/28. ROONEY.J.M. 
Energy, Dept. of. Ip. 49235:266-49235:266. 

8904070130 Application for amend to license,designating CFE of Mexico as ultimate 
consignee & extending expiration date to 990630. 

FLOWERS,F.D. General Electric Co. 89/03/27. WR1GHT,B.L. NRC - No Detailed Af- 
filiation Given. 3pp. 49235:257-49235:259. 

8904070134 Fonwards application for ejqport license for experimental use in conversion 
of UF6 to U02 at Korea Nuclear Fuel Co, Ltd in South Korea.Ltr of assurance required. 
PETERSON,M.R. Assistant Director for International Security. 89/04/04. 
RCXDNEY,J.M. Energy, Dept. of. Ip. 49235:042-49235:044. 

-8904070136 Application for license to export 4,394 kg U,containing 711 kg U-235,to 
South Korea. 

QUAIN.P.B. Transnuclear, Inc. MIS-494. 89/03/15. Ip. 49235:043-49235:043. 

-8904070138 Forwards application for license to export 4,394 kg U. containing 711 kg 
w/o U-235,to South Korea. 

QUAIN.P.B. Transnuclear, Inc. MIS-494. 89/03/30. WRIGHT, B. NRC - No Detailed Af- 
filiation Given. Ip. 49235:044-49235:044. 

8904070147 Requests withdrawal of License XSNM-1821,per end telex from 
Nukem,GmbH. 

QUAIN.P.B. Transnuclear. Inc. 89/03/31. WRIGHT.B.L. NRC - No Detailed Affiliation 
Given. 2pp. 49235:192-49235:193. 

8904070157 Partial response to FOIA request for records. App A & B records available 
in PDR.App B records end. 

GRIMSLEy.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/04. POTTSCHMIDT.F. Morgan, Lewis & Bockius. 6pp. 49220:040- 
49220:217. 

-8904070172 Forwards results of review of proposed export of components to Philip- 
pines. 

RUSSELL,W.T. Planning & Resource Analysis Branch. TAC 52648. 79/09/27. 
PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 
17pp. 49220:088-49220:104. ^ 

8904070158 Forwards application for export license to export 38.291 kg U, containing 
35.783 kg U-235.to the Netherlands. 

QUAIN.P.B. Transnuclear, Inc. NUK-496. 89/03/31. WRIGHT.B. NRC - No Detailed 
Affiliation Given. 8pp. 49285:044-49285:052. 

-8904070156 Application for license to export 38.291 kg U, containing 35.783 kg U- 
235,to the Netherlands. 

QUAIN.P.B. Transnudear. Inc. NUK-496. 89/03/29. Ip. 49285:052-49285:052. 


8904070162 Forwards export license application.end use statement & reactor checklist 
for shipment of 47,710 kg U-235,contained in 51,054 kg U,to Belgium. 

QUAIN,P.B. Transnuclear. Inc. NUK-495. 89/03/30. WRIGHT.B. NRC - No Detailed 
Affiliation Given. 19pp. 49234:069-49234:088. 

—8904070161 Application for license to export 47.710 kg U-235,contained in 51.054 kg 
U.to Belgium. 

QUAIN.P.B. Transnuclear. Inc. NUK-495. 89/03/29. Ip. 49234:088-49234:088. 

8904070257 Requests Executive Branch position re GE application for amend extending 
expiration date, adding intermediate consignees.adding nuclear fuel bundle hardware & 
revising address of ultimate consignee. 

PETERSON.M.R. Assistant Director for International Security. 89/04/04. 

THORNE.C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 49233:357-49233:360. 

8904070278 Requests Executive Branch position re GE application for amend to export 
License XSNM-1194 to add ultimate & intermediate consignees & to extend expiration 
date. 

PETERSON.M.R. Assistant Director for International Security. 89/04/04. 

THORNE.C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
1p. 49236:005-49236:007. 

8904070289 Forwards Transnudear,lnc 890331 Itr requesting withdrawal of Export Li- 
cense XSNM-1821 application. 

PETERSON.M.R. Assistant Director for International Security. 89/04/04. 

THORNE.C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
1p. 49235:296-49235:298. 

8904070298 Requests Executive Branch position re Transnuclear, Inc application for li- 
cense to export 38.291 kg U, enriched to 93.45% U-235,to the Netherlands. 

PETERSON.M.R. Assistant Director for International Security. 89/04/04. 

THORNE,C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
1p. 49235:173-49235:182. 

8904100034 Requests Executive Branch opinion re Transnuclear, Inc application to 
export 51.054 to U-235,enriched to 93.45% U-235,to France. 

PETERSON.M.R. Assistant Director for International Security. 89/04/04. 

THORNE.C.E. State. Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
1p. 

8904110425 Application for amend to licenses.extending expiration dates to Jul 1992. 
QUAIN.P.B. Transnuclear. Inc. 89/03/28. WRIGHT.B. NRC - No Detailed Affiliation 
Given. 3pp. 49268:266-49268:268. 

8904110444 Ltr of assurance re export of matl to Republic of Korea. 

MOON.Y. Korea. Republic of (South Korea). 89/03/08. Energy, Dept. of. ip. 
49268:270-49268:270. 


8904140155 Executive Branch position re Cleveland Crystals, Inc application to export 
1,500 kg heavy water.to Canada. License should be granted. 

STRATFORD,R.J. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. 89/04/05. SHEA.J.R. International Programs. Ip. 49348:171-49348:171. 

8904140200 Application for license to export end list of NSSS equipment to 
Chlna.Some equipment under XR-117 not mfg since Sayago plant never put into oper- 
ation. 

HUDEC.W.S. Westinghouse Electric Corp. WSH-064-89. 89/04/03. PETERSON.M.R. 
NRC - No Detailed Affiliation Given. 5pp. 49335:187-49335:199. 

—8904140205 License for Westinghouse Electric Corp to export NSSS to Spain. 
GUHIN,M.A. Assistant Director for Export/Import & International Safeguards. 77/06/ 
03. 3pp. 49335:192-49335:194. 

-8904140208 Amend 1 to license.adding Westinghouse In Phildelphia.PA as other party 
to export. 

GUHIN,M.A. Assistant Director for Export/Import & International Safeguards. 77/07/ 
20. 1p. 49335:195-49335:195. 

-8904140211 Amend 2 to export license.adding Inti Shipping & Trading Agency in New 
York, NY as other party to export 

GUHIN.M.A. Assistant Director for Export/Import & International Safeguards. 78/02/ 
27. 1 p. 49335:1 96-49335:1 99. 

8904140239 Application for license to export 1 Rhodium self powered neutron detector 
& dc amplifier to Chile. 

HUDEC.W.S. Westinghouse Electric Corp. WSH-065-89. 89/04/03. 4pp. 49348:304- 
49348:307. 


8904140269 Amend 2 to license for Transnuclear.Inc, extending expiration date to 
920701 & authorizing to export 398.735 kg U-235,to Sweden. 

PETERSON.M.R. A^istant Director for International Security. RBU-466. 89/04/06. Ip. 
49335:3 1 6-49335:31 6. 


8904140272 Amend 7 to license for Westinghouse, increasing amount of matl from 
305,283 kg U to 305,433 kg U authorized for export to Korea. 

PETERSON,M.R. Assistant Director for International Security. WSH-1 45-88. 89/04/06. 
1p. 49348:033-49348:033. 

8904200109 Amend 3 to license for Transnuclear.Inc to export 882.8 kg U-235,con- 
tained 25,316 kg U.to Sweden. 

PETERSON.M.R. Assistant Director for International Security. 89/04/11. Ip. 
49426:183-49426:185. 


-8904200119 Application to amend licenses,to extend expiration dates to 920701. 
QUAIN.P-B. Transnuclear, Inc. 89/03/28. WRIGHT.B. Document Control Branch (Doc- 
ument Control Desk). 2pp. 49426:184-49426:185. 

8904200168 Forwards application for export license for low enriched U for use in 
Santi^o.Chile.Ltr of assurance required. W/o end. 

PETERSON.M.R. Assistant Director for International Security. 89/04/11. 
THRONE,C.E. State, Dept of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
1p. 49395:278-49395:282. 
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-8904200171 Application for license to export rhodium self-powered neutron detector & 
do amplifier for neutron detector signal amplification to Chile. 

HUDER.W.S. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
89/04/03. 4pp. 49395:279-49395:282. 

8904200299 Requests Executive Branch position re end Westinghouse application for 
license to export components to Peoples Republic of China.Applicant will be advised 
to apply w/Dept of Commerce for license to export steam generator parts. 
PETERSON, M.R. Assistant Director for International Swurity. 89/04/11. 
THORNE,C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 49400:293-49400:306. 

-8904200302 Application for license to export end list of NSSS & turbine generator 
tools & equipment, to China. 

HUDEC.W.S. Westinghouse Electric Corp. WSH-064-89. 89/04/03. PETERSON.M.R. 
NRC - No Detailed Affiliation Given. 5pp. 49400:294-49400:306. 

8904210108 Fonvards telex listing reactor as KNFC pilot plant,per 890406 telcon. 
QUAIN.P.B. Transnuclear. Inc. 89/04/10. WRIGHT.B. NRC - No Detailed Affiliation 
Given. 2pp. 49430:310-49430:311. 

8904210111 License for Cleveland Crystals, Inc to export 1,500 kg deuterium oxide to 
Canada. 

PETERSON,M.R. Assistant Director for International Security. 89/04/11. 2pp. 
49444:102-49444:103. 

8904210121 Application for license to export 31,241 kg U,containing 1.007 kg U-235,to 
Japan. 

IKEDA,M. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). MBK-2F1-R7. 89/04/ 
1 1 . 1 p. 49426:360-49426:360. 

8904210122 Requests assistance in obtaining approvals re end Transnuclear request 
for amend to export License XSNM-2169 to authorize shipment of addi matl of Austra- 
lian matl for use in Barsebaeck 2 in Sweden. 

PETERSON.M.R. Assistant Director for International Security. 89/04/13. HART.T. 
Energy, Dept. of. Ip. 49452:140-49452:141. 

-8904210124 Application for amend to export License XSNM-2169.adding Ledoux & Co 
as intermediate consignee & increasing quantity of Australian-origin mall to 14,900 kg 
U.containing 477 kgs U-235. 

QUAIN.P.B. Transnuclear, Inc. 89/04/06. Ip. 49452:141-49452:141. 

8904210126 Forwards application for export license for low enriched U for use as fuel in 
Japan.Ltr of assurance required. 

PETERSON,M.R. Assistant Director for International Security. 89/04/13. 
THORNE,C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 49443:053-49443:054. 

8904210304 Forwards application for license to export 150,000 kg U to West 
Germany.Partially assembled modules will be returned to lab for completion. 
FROGGE,J.M. Argonne National Laboratory. 89/03/31. MOORE,N, NRC - No Detailed 
Affiliation Given. Ip. 49444:277-49444:278. 

-8904210311 Application for license to export 115,000 kg depleted U plates, to West 
Germany. 

FROGGE.J.M. Argonne National Laboratory. SMD-12126D. 89/03/31. Ip. 49444:278- 
49444:278. 


8904210335 Application for amend to export license,adding Ledoux & Co as intermedi- 
ate consignee & increasing quantity of Australian origin matl to 14,900 kg U.containing 
477 Kg U-235. 

QUAIN.P.B. Transnuclear, Inc. 89/04/06. WRIGHT.B. NRC - No Detailed Affiliation 
Given. 1p. 49443:204-49443:204. 

8904240258 License for Transnuclear.Inc to export 429 kg U-235, contained in 12,985 
kgU.to France. 

PETERSON.M.R. Assistant Director for Internationa! Security. TNP-492. 89/04/18. 
2pp. 49452:330-49452:331. 

8904240269 License for Transnuclear.Inc to export 429.0 kg U-235. contained in 
12,985.0 kg U,to France. 

PETERSON.M.R. Assistant Director for International Security. TNP-493. 89/04/18. 
2pp. 49452:241-49452:242. 

8904240285 Fonvards application for license to export slightly enriched UF6 to 
Japan.Feed matl supplied by Australia. 

MARUYAMA,T. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). HSA-5489- 
10. 89/04/12. Assistant Director for International Security. 2pp. 49453:104-49453:106. 

-8904240280 Application for license to export 33.187 kg enriched UF6, contained in 
1 ,378 kg U-235,to Japan. 

MARUyAMA,T. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). HSA-5489- 
10. 89/04/11. Ip. 49453:106-49453:106. 

8904240295 Ltr of assurance re export of 12,985.000 kg U,enriched to 3.30% U-235,to 
France. 

FLINGOU.C. European Communities, Commission of. 89/04/13. ROONEY, J.M. 

Energy, Dept. of. 1p. 49447:113-49447:113. 

8904240297 Ltr of assurance re export of 26,280 kg U,enriched to 3.3% U-235,to West 
Germany. 

FLINGOU,C. European Communities, Commission of. 89/04/13. ROONEY, J.M. 

Energy, Dept. of. Ip. 49447:140-49447:140. 

8904240299 Ltr of assurance re export of 12,985 kg U.enriched to 3.30%, to France. 
FLINGOU,C. European Communities, Commission of. 89/04/13. ROONEY,J.M. 

Energy, Dept. of. Ip. 49453:103-49453:103. 

8904260272 Final response to FOIA request for documents. Forwards App D documents 
& partially withheld App E documents (ref Exemptions 4,5 & 6).Subj documents also 
available in PDR.App F document totally withheld (ref Exemption 5). 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/04/21. POTTSCHMIDT.F. Morgan. Lewis & Bockius. 6pp. 49501:074- 
49501:325. 


—8904260305 SECY-79-100 Recommends to Commission issuance of proposed license 
to export parts & components to Philippine Nuclear Power Plant Unit 1 (License Appli- 
cation XCOM-0013). 

SHEA,J.R. Office of International Programs, Director (Pre 870413). 79/02/08. 7pp. 
49501:084-49501:090. 
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BAKER, S.J. 

8904040221 

40-1162 


BARHAM.C.D. 

8904240189 

50-400 

J 

BARHAM.C.D. 

8904240203 

50-324 

J 

BARHAM.C.D. 

8904240209 

50-261 

J 

BARHAM.C.D. 

8904240219 

50-261 

J 

BARHAM.C.D. 

8904240255 

50-261 

J 

BARHAM.C.D. 

8904240261 

50-400 

J 

BARHAM.C.D. 

8904240317 

50-400 

J 

BARHAM.C.D. 

8904240322 

50-400 

J 

BARHAM.C.D. 

8904240327 

50-324 

J 

BARHAM.C.D. 

8904240330 

50-324 

J 

BARHAM.C.D. 

8904240333 

50-324 

J 

BARHAM.C.D. 

8904240339 

50-261 

J 

BARHAM.C.D. 

8904240346 

50-324 

J 

BARHAM.C.D. 

8904240358 

50-261 

J 

BARHAM.C.D. 

8904240401 

50-400 

J 

BARHAM.C.D. 

8904240432 

50-400 

J 

BARKATT,A. 

8904280104* 

FOIA 


BARKER, E. 

8904170191* 

50-269 

Q 

BARNES.C.R. 

8904250193 

NUREG 


BARNES.1. 

8904120119* 

50-313 

Q 

BARNES,!. 

8904190285* 

50-458 

Q 

BARNES.V.E, 

8904180265* 

PR 


BARR.K. 

8904140184* 

50-438 

Q 

BARR.R.C. 

8904040162* 

50-344 

Q 

BARRETT, LH. 

8203290001 * 

50-289 

P 

BARRETT, LH. 

8904040122 

WASTE MGT 

BARRETT, LH. 

8904050281 

WASTE MGT 

BARRETT, LH. 

8904110380* 

WASTE MGT 

BARRETT, LH. 

8904130440 

WASTE MGT 

BARRETT.LH. 

8904190191* 

WASTE MGT 

BARRETT, LH. 

8904210165 

WASTE MGT 

BARTELLJ. 

8904050080 

50-317 

R 

BARTLETT, B. 

8904140368 

50-499 

S 

BARTLETT, B.A. 

8904180156 

50-499 

S 

BARTON, J.J. 

8903290379 

50-219 

P 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

BARUNAS.G.A. 

8904050359* 

50-285 P 

BELUS. 

8904210066* 

CONTRACT 

BIRD.R.G. 

8903300201 

50-293 

S 

BASILE.J.A. 

8904180052 

50-247 Q 

BELUS. 

8904210077* 

CONTRACT 

BIRD.R.G. 

8903310221 

50-293 

S 

BASKIN, K.P. 

8903170247 

50-206 Q 

BELUS. 

8904210147* 

CONTRACT 

BIRD.R.G. 

8904040187 

50-293 

P 

BASKIN, K.P. 

8903310104 

50-361 P 

BELUS. 

8904210249* 

CONTRACT 

BIRD.R.G. 

8904050144 

50-293 

R 

BASKIN.K.P. 

8903310110* 

50-361 P 

BELUS.A. 

8903280355* 

CONTRACT 

BIRD.R.G. 

8904060007 

50-293 

S 

BASKIN.K.P. 

8903310251* 

50-206 P 

BELLAMY.R.R. 

8903290432 

50-220 

Q 

BIRD.R.G. 

8904110123 

50-293 

P 

BASKIN, K.P. 

8904060363* 

50-206 P 

BELLAMY.R.R. 

8904040023 

50-29 

F 

BIRD.R.G. 

8904120369 

50-293 

F 

BASKIN.K.P. 

8904170072 

50-206 P 

BELUMY.R.R. 

8904050466 

50-213 

F 

BIRD.R.G. 

8904130615 

50-293 

F 

BASKIN, K.P. 

8904170073* 

50-206 P 

BELLAMY.R.R. 

8904050483 

50-29 

F 

BIRD.R.G. 

8904180131 

50-293 

Q 

BASKIN, K.P. 

8904170202 

50-206 P 

BELLAMY.R.R. 

8904060169 

50-354 

Q 

BIRD.R.G. 

8904210093 

PR 


BASKIN.K.P. 

8904170203* 

50-206 P 

BELLAMY.R.R. 

8904110293 

50-309 

0 

BIRD.R.G. 

8904210258 

50-293 

P 

8ASKIN,K.P. 

8904180046 

50-361 P 

BELLAMY.R.R. 

8904140466 

50-322 

Q 

BIRD.R.G. 

8904210284 

50-293 

S 

BASKIN, K.P. 

8904190120 

50-361 P 

BELUMY.R.R. 

8904180067 

50-3 

Q 

BISHOP.W.A. 

8904040135 

WASTE MGT 

BASKIN.K.P. 

8904190125* 

50-361 P 

BELUMY.R.R. 

8904190246 

50-277 

Q 

BISSON.J. 

8904240026* 

50-443 

T 

BASSIN.N. 

7907030471* 

FOIA 

BELUMY.R.R. 

8904190271 

50-245 

Q 

BISSON.J. 

8904240026* 

50-443 

T 

BASSIN.N. 

8904190158* 

FOIA 

BELUMY.R.R. 

8904210143 

50-20 

Q 

BISSON,J. 

8904240074* 

50-443 

T 

BASSIN.N. 

8904190176* 

FOIA 

BELUMY.R.R. 

8904260401* 

50-293 

P 

BISSON,J. 

8904240074* 

50-443 

T 

BASTRESS.F.K. 

8903290305* 

CONTRACT 

BELUMY.R.R. 

8904260412* 

50-293 

F 

BITTER.S.D. 

8903280390* 

50-445 

Q 

BATES.J.W. 

8904190453* 

70-27 

BELLICH.J. 

8904130600 

PR 


BUCK.J. 

8904170189* 

50-269 

Q 

BAUER, J.S. 

8904030152* 

50-390 A 

BELLMAN.H. 

8904240348 

PR 


BUCK.S. 

8903290377 

50-259 

P 

BAUER.T.L 

8904100138 

50-192 R 

BELLMAN, H.S. 

8904210348* 

PR 


BUCK.S. 

8903300144 

50-327 

P 

BAUER, T.L 

8904110512 

70-157 

BELTER.W.G. 

8904200372* 

FOIA 


BUCK.S. 

8904030293 

50-260 

P 

BAUEREIS.E.I. 

8904050080 

50-317 R 

BENNETT.E.A. 

8904240380 

50-245 

S 

BUCK.S. 

8904120243 

50-327 

P 

BAUMGARTNER,!. 

8811230371* 

50-390 Q 

BENNETT.G.A. 

8904170274 

PR 


BUCK.S. 

8904120277* 

50-327 

P 

BAUSER.M.A. 

8904060011 

50-335 G 

8ENNETT.W.R. 

8903290123* 

50-298 

Q 

BUCK,S. 

8904170284 

50-327 

P 

BAUSER,M.A. 

8904060011 

50-335 G 

BENTSEN.U 

8904100103* 

MISC 


BUCK.S. 

8904170292* 

50-327 

P 

BAYLEY.S.E. 

8904100175 

WASTE RES 

BENTSEN.U 

8904100148* 

50-445 

H 

BUCK,S. 

8904170310 

50-327 

P 

BEACH, A.B. 

8904190258 

MISC 

BENTSEN.U 

8904100248* 

MISC 


BUCK.S. 

8904170319* 

50-327 

P 

BEALE, K.E. 

8904050212 

50-395 F 

BERGERON.M.P. 

8904110443 

NUREG 


BUCK.S. 

8904170345 

50-327 

P 

BEARD.R.M. 

8904210033 

50-321 R 

BERGMANN,J.W. 

8904240268 

50-305 

S 

BUCK.S. 

8904170348* 

50-327 

P 

BEARDEN, W.C. 

8904040297 

50-259 S 

BERKO.F.G. 

8904270277 

PR 


BUCK.S. 

8904200202 

50-327 

P 

BEAVER, J.R. 

8904240201 

50-289 F 

BERKOW.H. 

8904190268* 

FOIA 


BUCK,S. 

8904210131 

50-260 

P 

BECHHOEFER.C. 

8904120121 

50-271 G 

BERKOW.H.N. 

8903290366* 

50-250 

P 

BUCK,S. 

8904210356 

50-259 

P 

BECHHOEFER.C. 

8904200080 

50-271 G 

BERKOW.H.N. 

8904170311 

50-335 

Q 

BUCK,S. 

8904210357* 

50-259 

P 

BECHTELD.A. 

8904210376* 

PR 

BERKOW.H.N. 

8904180097* 

50-280 

P 

BUCK,S. 

8904240172 

50-327 

P 

BECKER, R.A, 

8903310329 

50-400 P 

BERKOW.H.N. 

8904200132 

50-250 

Q 

BUCK,S. 

8904240208 

50-259 

P 

BECKER, R.A. 

8904030457 

50-400 P 

BERKOW.H.N. 

8904210125 

50-280 

P 

BUCK,$. 

8904240215* 

50-259 

P 

BECKER.R.A. 

8904050396 

50-400 P 

BERKSHIRE.R.E. 

8904050353* 

50-206 

Q 

BUCK.S.C. 

8903300005 

50-328 

P 

BECKJORD.ES. 

8904100118 

PR 

BERLINGER.C.H. 

8903310235 

ORG 


BUCK.S.C. 

8903300093 

50-260 

P 

BEDESEM.P. 

8904240193 

50-275 R 

BERLINGER.C.H. 

8904170289 

l&E 


BUCK,S.C. 

8903310125 

50-327 

Q 

BEHNKE.C. 

8904210227 

50-317 R 

BERLINGER.C.H. 

8904240073 

ORG 


BUCK,S.C. 

8904240028 

50-259 

P 

BEILMAN.T.P. 

8904060351 

50-316 S 

BERMUDEZ, H. 

8904040067* 

STATE PRO G 

BUCK,S.C. 

8904240030* 

50-259 

P 

BEILMAN.T.P. 

8904210139 

50-316 S 

BERNARD, J.A. 

8904100073 

50-20 

P 

BUHA,J.L. 

8903300076 

COMMISSiO N 

BELAIR.R.R. 

8904050259 

50-322 F 

BERNERO.R.M. 

8903280216* 

50-603 

1 

BUHA,J.L. 

8904060228 

COMMISSION 

BELAIR,R.R. 

8904060271 

50-322 F 

BERNERO.R.M. 

8903310236 

40-8724 


BUHA,J.L. 

8904130572 

COMMISSION 

BELEW.M.R. 

8904140128* 

50-260 P 

BERNERO.R.M. 

8904110209 

WASTE MGT 

BUHA,J.U 

8904210142 

COMMISSION 

BELISLE,G. 

8904240355* 

50-424 Q 

BERNERO.R.M. 

8904120427 

WASTE MGT 

BUKE,J. 

8904180145* 

50-250 

Q 

BELISLE,G.A. 

8903310057* 

50-425 Q 

BERNERO.R.M. 

8904130483 

WASTE MGT 

BUKE,J.J. 

8903300043* 

50-327 

Q 

BELISLE,G.A. 

8904120122* 

50-250 Q 

BERNERO.R.M. 

8904190220 

70-135 


BUKE,J.J. 

8903300098* 

50-424 

Q 

BELISLE.GA 

8904120149* 

60-413 Q 

BERNERO,R.M. 

8904190229 

WASTE MGT 

BUKE,J.J. 

8904040002* 

50-280 

Q 

BELISLE,G.A. 

8904240344* 

50-424 Q 

BERRY.G.A. 

8904200106 

50-443 

G 

BUKE,J.J. 

8904180166* 

50-335 

Q 

BELISLE,G.A. 

8904240369* 

50-280 Q 

BERRY,G.A. 

8904200114 

50-443 

G 

BUKE.J.J. 

8904180324* 

50-338 

o 

BELKE,B. 

8904210230 

WASTE MGT 

BERRY.G.A. 

8904210017 

50-443 

G 

BUYLOCK.J. 

8904100154* 

WASTE MGT 

BELL,D.D. 

8904060087* 

50-286 F 

BERRY.J.A. 

8903290426* 

CONTRACT 


BLESS, A. 

8903280324 

50-304 

S 

BELL,G.L 

8904190340 

50-317 S 

BERRY,K.W. 

8903280286 

50-255 

Q 

BLISS, H.E. 

8903280230 

50-295 

Q 

BELL.J.M. 

8203230093* 

FOIA 

BERRY,K.W. 

8904040275 

PR 


BLISS.H.E. 

8904070010 

50-456 

Q 

BELL.M.J. 

8904110523 

WASTE MGT 

BERRY.K.W. 

8904060440 

50-155 

Q 

BLISS.H.E. 

8904120291 

50-237 

Q 

BELL.S. 

8903280264* 

CONTRACT 

BERRY.K.W. 

8904070221 

PR 


BLISS.H.E. 

8904130565* 

50-295 

F 

BEUL,S. 

8903280319* 

CONTRACT 

BERRY.K.W. 

8904130404 

50-255 

P 

BLOCH.P.B. 

8904120097 

50-443 

G 

BELL.S. 

8903280358* 

CONTRACT 

BERRY,K.W. 

8904240181 

50-155 

P 

BLOCK, M.L. 

8904240351 

50-267 

R 

BELL,S. 

8903290182* 

CONTRACT 

BERRY.R.A. 

8811230375* 

50-390 

Q 

BLOCK.S. 

8904240154* 

50-528 

Q 

BELL.S. 

8903290430* 

CONTRACT 

BERRY, R.L. 

8904200347 

50-29 

R 

BLOSSER.J.D, 

8904050177 

50-483 

S 

BELL,S. 

8903300340* 

CONTRACT 

BETTENHAUSEN 

8904130338 

l&E 


BLOSSER,J.D. 

8904190440 

50-483 

S 

BELL,S. 

8903310025* 

CONTRACT 

BETTENHAUSEN.U 

8904060084 

50-289 

Q 

BLOSSER,J.D. 

8904200142 

50-483 

R 

BELL,S. 

8903310040* 

CONTRACT 

BETTENHAUSEN.L. 

8904130513 

l&E 


BLOUGH,A.R. 

8903290062 

50-293 

R 

BELL,S. 

8903310130* 

CONTRACT 

BEVAN.R. 

8904030346 

50-344 

P 

BLOUGH,A.R. 

8904110289 

50-293 

R 

BELL,S. 

8903310187* 

CONTRACT 

BEVAN.R.B. 

8903300217 

50-344 

p 

BLOUGH.A.R. 

8904120503* 

50-387 

Q 

BELL.S. 

8903310227* 

CONTRACT 

SEVAN, R.B. 

8904030285 

50-344 

Q 

BLOUGH.A.R. 

8904180115* 

50-293 

Q 

BELL,S. 

8903310241* 

CONTRACT 

BEVAN.R.B. 

8904030427* 

50-344 

P 

BLOUGH,A.R. 

8904190213 

50-293 

R 

BELL,S. 

8904060426* 

CONTRACT 

BEVERIDGE.G.G. 

8903280065 

REVIEW GR P 

BLOUGH.A.R. 

8904200019 

50-293 

S 

BELL.S. 

8904060442* 

CONTRACT 

BEVERLY.R.L. 

8904070080* 

50-498 

Q 

BLOUGH.R. 

8904060282* 

50-322 

F 

BELL,S. 

8904060460* 

CONTRACT 

BEVERLY, R.U 

8904070084* 

50-498 

Q 

BLOUGH,R.A. 

8904180164* 

50-293 

Q 

BELL,S. 

8904060505* 

CONTRACT 

BIDINGER.G.H. 

8901240104 

70-143 


BLUBAUGH.R.E. 

8904190383 

40-3453 


BELL.S. 

8904100060* 

CONTRACT 

BIDINGER.G.H. 

8903020389 

70-143 


BLUMBERG.N. 

8904050328* 

50-219 

Q 

BELL.S. 

8904100122* 

CONTRACT 

BIDINGER.G.H. 

8903290036* 

70-1113 


BLUMBERG.N. 

8904060095* 

50-309 

Q 

BELL,S. 

8904110462* 

CONTRACT 

BIDINGER.G.H. 

8904030290 

40-8027 


BLUMBERG.N. 

8904140234* 

50-353 

Q 

BELL.S. 

8904120315* 

CONTRACT 

BIDINGER.G.H. 

8904030403* 

70-371 


BLUMBERG.N.J. 

8903290007* 

50-353 

Q 

BELL,S. 

8904130506* 

CONTRACT 

BIDINGER.G.H. 

8904120045 

70-820 


BOARD.M. 

8904040342 

WASTE 

RES 

BELL.S. 

8904170322* 

CONTRACT 

BIDINGER.G.H. 

8904120068 

70-1100 


BOCANEGRA,R. 

8904100364* 

50-341 

Q 

BELL,S. 

8904180027* 

CONTRACT 

BIDINGER, G.H. 

8904120087* 

40-3392 


BOGER.B. 

8904270056* 

50-293 

P 

BELL.S. 

8904180042* 

CONTRACT 

BIDINGER.G.H. 

8904140217* 

40-8027 


BOGER.B.A. 

8903290083 

50-321 

P 

BELUS. 

8904190049* 

CONTRACT 

BIDINGER.G.H. 

8904170224* 

70-1201 


BOGER,B.A. 

8903300317 

50-387 

S 

BELL,S. 

8904190073* 

CONTRACT 

BIELING.H.F. 

8904140367* 

50-528 

F 

BOGER,B.A. 

8904270106* 

50-293 

P 

BELL,S. 

8904190091* 

CONTRACT 

BIENIARZ.P.P. 

8904190068* 

CONTRACT 


BOHN.G.T. 

8904040032 

50-423 

S 

BELL,S. 

8904210009* 

CONTRACT 

BIHLMAN.U 

8904060431 

50-237 

S 

BOLDT.G.L. 

8903280299 

50-302 

P 

BELL.S. 

8904210014* 

CONTRACT 

BINDON,G.A. 

8904190126* 

FOIA 


BOLEY.C.C. 

8904240444 

50-317 

j 

BELL,S. 

8904210026* 

CONTRACT 

BINKOWSKI,J.A. 

8904210194 

50-302 

R 

BOLEY.K. 

8904070249 

PR 


BELUS. 

8904210030* 

CONTRACT 

BIRD.R.G. 

8903300185 

50-293 

S 

BOLEY.K. 

8904120186 

PRM 
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BONANO.EJ. 

8904170130 

WASTE RES 

BRAM.S.B. 

8904200121 

50-247 

P 

BURKHARDT.L. 

8904110297 

50-220 

Q 

BONANO.EJ. 

8904240427 

WASTE RES 

BRAM.S.B. 

8904210181 

50-247 

S 

BURKHARDT.L 

8904130558 

50-220 

Q 

BONETT.D.M. 

8904240361 

50-250 

R 

BRAM.S.B. 

8904240027 

50-3 

P 

BURKHARDT.L. 

8904210058 

50-410 

S 

BONGIOVANNI.A. 

8904200399* 

50-454 

Q 

BRAND.D.A. 

8904070100 

50-275 

Q 

BURKHARDT.L 

8904210068 

50-220 

S 

BOOKER, J.E. 

8903290026 

50-458 

S 

BRANDSHAUG.T. 

8904040289* 

WASTE RES 

BURNETT.P.T. 

8904240344* 

50-424 

Q 

BOOKER, J.E. 

8904040222 

REGQD 


BRANDSHAUG.T. 

8904110438 

NUREG 


BURRIS.S.P. 

8903280390* 

50-445 

Q 

BOOKER,J.E. 

8904050113 

50-458 

P 

BRENNAN.D.G. 

8904060505* 

CONTRACT 


BURSKI.R.F. 

8904030271 

50-382 

F 

BOOKER,J.E. 

8904050461 

50-458 

J 

BRENNAN.P. 

8904060502 

CONTRACT 


BURSKI.R.F. 

8904030325 

50-382 

J 

BOOKER,J.E. 

8904070151 

50-458 

S 

BRENNAN.P. 

8904190071 

CONTRACT 


BURSKI.R.F. 

8904030436 

50-382 

Q 

BOOKER, J.E. 

8904110353 

50-458 

Q 

BRENNAN.P. 

8904210024 

CONTRACT 


BURSKI.R.F. 

8904060071 

50-382 

P 

BOOKER,J.E. 

8904120123 

50-458 

P 

BRENNAN.P. 

8904210146 

CONTRACT 


BURSKI.R.F. 

8904100390 

50-382 

0 

BOOKER,J.E. 

8904120124 

50-458 

F 

BRENNAN.P.A. 

8903310179 

CONTRACT 


BURSKI.R.F. 

8904110061 

50-382 

Q 

BOOKER,J.E. 

8904190186 

50-458 

S 

BRENNAN.P.A. 

8904120304 

CONTRACT 


BURSKI.R.F. 

8904130092 

50-382 

P 

BOOKER,J.E. 

8904210134 

50-458 

R 

BRENNAN,P.A. 

8904130496 

CONTRACT 


BURSKI.R.F. 

8904240079 

50-382 

F 

BOOKER.J.E. 

8904210374 

50-458 

P 

BREY.H.L 

8904190152 

50-267 

P 

BURSKI.R.F. 

8904240251 

50-382 

P 

BOOKER,J.E. 

8904210378 

50-458 

P 

BREY.H.L 

8904210092 

50-267 

I 

BURSKI.R.F. 

8904240368 

50-382 

F 

BORDINE,T.C. 

8904170168 

50-255 

Q 

BREY.H.L 

8904240014 

50-267 

J 

BURTON.W. 

8904100387* 

ORG 


BORIS.G.F. 

8904180165 

WASTE MGT 

BRIGGS, W.H. 

8904030066 

50-277 

U 

BUTCHER.E.J. 

8904050277 

REVIEW GR P 

BOSE,D,D. 

8903280264* 

CONTRACT 


BRILEY.S. 

8903290414 

50-237 

S 

BUTCHER,E.J. 

8904120092 

TOPREP 


BOSNAK.R.J. 

8903290325 

GEN TEC 1 

S 

BRINKHAM.D.S. 

8904210294 

50-247 

P 

BUTCHER.R.C. 

8904040018* 

50-250 

Q 

BOSTED.C.J. 

8904110144* 

50-275 

Q 

BRINKMAN.D.S. 

8904190336* 

FOIA 


BUTLER, D. 

8904240471* 

50-315 

Q 

BOUCHEY.G.D. 

8904110201 

50-397 

Q 

BRINKMAN.D.S. 

8904190345* 

FOIA 


BUTLER.D.S. 

8904180108* 

50-237 

Q 

BOULOS,M.S. 

8904280104* 

FOIA 


BRINKMAN.D.S. 

8904200149 

50-247 

P 

BUTLER.W. 

8904060229* 

50-353 

A 

BOWER, D. 

8904210021* 

CONTRACT 


BRINKMAN.D.S. 

8904200353 

50-247 

P 

BUTLER.W. 

8904120371* 

50-354 

P 

BOWMAN,S.W. 

8904040013 

50-344 

S 

BRINKMAN.D.S. 

8904210352 

50-247 

P 

BUTLER.W. 

8904210229* 

50-322 

P 

BOWMAN.S.W. 

8904070101 

50-344 

S 

BRINKMAN,D.S. 

8904210353* 

50-247 

P 

BUTLER.W.R. 

8903290359* 

50-277 

P 

BOWMAN.S.W. 

8904200134 

50-344 

S 

BRINKMAN,D.S. 

8904260349* 

FOIA 


BUTLER.W.R. 

8903300192* 

50-277 

P 

BOWMAN, S.W. 

8904200423 

50-344 

S 

BROCK.B.L. 

8903290071* 

70-734 


BUTLER.W.R. 

8903300286* 

50-352 

P 

BOYAR,J.W. 

8904200369 

50-237 

S 

BROCK.M. 

8904140137 

50-443 

G 

BUTLER.W.R. 

8903310041* 

50-272 

P 

BOYD,C.C. 

8904120008 

70-824 


BROCKMAN.K. 

8904250347* 

50-261 

V 

BUTLER.W.R. 

8903310052* 

50-352 

P 

BOYD,C.C. 

8904170383 

70-824 


BRODSKY, R.S. 

8811230353* 

50-390 

Q 

BUTLER.W.R. 

8904030030* 

50-354 

P 

BOYD,W.A. 

8904170133* 

50-282 

P 

BROEK,D. 

8904250160 

NUREG 


BUTLER.W.R. 

8904030279* 

50-277 

P 

BOYD,W.A. 

8904240240* 

50-400 

P 

BRONS.J.C. 

8903290160 

50-333 

P 

BUTLER.W.R. 

8904120366 

50-354 

P 

BOYLE,M.L 

8903290424* 

50-334 

P 

BRONS,J.C. 

8903290162* 

50-333 

P 

BUTLER.W.R. 

8904140506* 

50-354 

P 

BOYLE, M.L 

8903300040 

50-245 

P 

BRONS.J.C. 

8903310142 

50-333 

Q 

BUTLER.W.R. 

8904170376* 

50-277 

P 

BOYLE,M.L. 

8903300143 

50-245 

P 

BRONS.J.C. 

6903310149 

50-286 

P 

BUTLER.W.R. 

8904210228 

50-322 

P 

BOYLE,M.L 

8904030177 

50-245 

P 

BRONS,J.C. 

8903310254 

60-286 

Q 

BUTLER, W.R. 

8904240084* 

50-354 

P 

BOYLE,M.L 

8904030187* 

50-245 

P 

BRONS,J.C. 

8904050057 

PR 


BUTLER.W.R. 

8904240088* 

50-354 

P 

BOZOLI,G. 

8904110373 

NUREG 


BRONS,J.C. 

8904050074* 

PR 


BUTLER.W.R. 

8904240095* 

50-352 

P 

BRACH,E.W. 

8904050104 

QA999 


BRONS.J.C. 

8904100105 

50-286 

P 

BYRAM.R.G. 

8903280091 

50-387 

S 

BRACH,E.W. 

8904170339 

QA999 


BRONS.J.C. 

8904120030 

PR 


BYRAM.R.G. 

8904040282 

50-388 

S 

BRACH,E.W. 

8904190357 

QA999 


BRONS.J.a 

8904120220 

60-333 

P 

BYRAM.R.G. 

8904060004 

50-387 

s 

BRACH,E.W. 

8904190364 

QA999 


BRONS,J.C. 

8904190141 

50-286 

P 

BYRAM.R.G. 

8904130551 

50-388 

s 

BRADBURNE.J.C. 

8809160145 

50-443 

F 

BRONS,J.C. 

8904190329 

50-333 

P 

BYRAM.R.G. 

8904240069 

50-388 

s 

BRADBURNE,J.C. 

8903290218 

COMMISSION 

BRONS,J.C. 

8904210060 

50-286 

P 

CACCIAPOUTI.R. 

8903310033* 

50-271 

p 

BRADBURNE,J.C. 

8903290228 

50-346 

U 

BRONS,J.C. 

8904210062* 

50-286 

P 

CADMAN.W.K. 

8904050106* 

50-482 

1 

BRADBURNE,J.C. 

8903290415 

ORG 


BRONS,J.C. 

8904210307 

50-333 

Q 

CAHILUW. 

8904200374 

50-445 

s 

BRADBURNE,J.C. 

8904100179 

ADVCM 


BRONS,J.C. 

8904240227 

60-333 

P 

CAHILL,W.J. 

8903280261 

50-445 

A 

BRADBURNE,J.C. 

8904110254 

STATE PROG 

BROWN.B.W. 

8904170313* 

50-335 

Q 

CAHILL, W.J. 

8903290295 

50-445 

A 

BRADBURNE,J.C. 

8904110294 

50-320 

U 

BROWN, C. 

8904170029 

50-254 

F 

CAHILL,W.J. 

8903300395 

50-445 

A 

BRADFORD.W.H. 

8904030426* 

50-400 

Q 

BROWN.C. 

8904170046 

60-264 

F 

CAHILL,W.J. 

8904040056 

50-445 

S 

BRADHAM.O.S. 

8903280077 

50-395 

S 

BROWN, C. 

8904180057 

60-254 

F 

CAHILL, W.J. 

8904040062 

50-445 

F 

BRADHAM,O.S. 

8904030499 

50-395 

Q 

BROWN.C. 

8904180221 

50-254 

F 

CAHILL,W.J. 

8904040065 

50-445 

Q 

BRADHAM,O.S. 

8904040027 

50-395 

P 

BROWN.G.A. 

8903290071* 

70-734 


CAHILL.W.J. 

8904040081 

50-445 

Q 

BRADHAM,O.S. 

8904040213 

50-395 

F 

BROWN, N. 

8904100101 

50-289 

F 

CAHILL,W.J. 

8904040211 

50-445 

A 

BRADHAM,O.S. 

8904050076 

50-395 

Q 

BROWN.N. 

8904120264 

50-320 

F 

CAHILL,W.J. 

8904040214 

50-445 

A 

BRADHAM,O.S. 

8904050212 

50-395 

F 

BROWN.N.D. 

8904030003 

50-320 

F 

CAHILL.W.J. 

8904050419 

50-445 

A 

BRADHAM.O.S. 

8904050244 

50-395 

P 

BROWN.N.D. 

8904180017 

50-289 

F 

CAH1LL.W.J. 

8904060455 

50-445 

F 

BRADHAM,O.S. 

8904060435 

50-395 

S 

BROWN.R.E. 

8904180314 

50-213 

F 

CAHILL.W.J. 

8904060476 

50-445 

S 

BRADHAM.O.S. 

8904070125 

50-395 

Q 

BROWN, S.W. 

8904030022 

50-322 

F 

CAHILL.W.J. 

8904060483 

50-445 

S 

BRADHAM.O.S. 

8904100045 

50-395 

S 

BROWN,S.W. 

8904050445 

50-322 

F 

CAHILL.W.J. 

8904060486 

50-445 

S 

BRADHAM.O.S. 

8904120159 

PR 


BROWN.W.R. 

8809160127* 

50-322 

F 

CAHILUW.J. 

8904070007 

50-445 

S 

BRADHAM.O.S. 

8904170001 

50-395 

Q 

BROWNING.R.E. 

8904070074 

WASTE MGT 

CAHILL.W.J. 

8904130104 

50-445 

F 

BRADHAM.O.S. 

8904170229 

50-395 

V 

BROWNING.R.E. 

8904240402 

WASTE MGT 

CAHILL.W.J. 

8904130597 

50-445 

Q 

BRADHAM.O.S. 

8904170240 

50-395 

S 

BRUIG.R.L. 

8904210233 

50-263 

F 

CAHILUW.J. 

8904140271 

50-445 

S 

BRADHAM.O.S. 

8904170312 

50-395 

P 

BRUST.F. 

8904250193 

NUREG 


CAHILL.W.J. 

8904170039 

50-445 

A 

BRADHAM.O.S. 

8904180060 

50-395 

Q 

BRYAN.B. 

8904030051 

WASTE MGT 

CAHILUW.J. 

8904170172 

50-445 

S 

BRADHAM.O.S. 

8904180244 

50-395 

Q 

BUCKLEY.B.C. 

8903290372 

50-280 

P 

CAHILL.W,J. 

8904170298 

50-445 

S 

BRADHAM.O.S. 

8904180261 

50-395 

P 

BUCKLEY, B.C. 

8904130369 

50-280 

P 

CAHILUW.J. 

8904190053 

50-445 

A 

BRADHAM.O.S. 

8904180330 

50-396 

Q 

BUCKLEY.B.C. 

8904130371* 

50-280 

P 

CAHILUW.J. 

8904190076 

50-445 

S 

BRADHAM.O.S. 

8904200076 

50-395 

S 

BUCKLEY.B.C. 

8904170323 

50-280 

P 

CAHILUW.J. 

8904190210 

50-445 

H 

BRADHAM.O.S. 

8904200255 

50-395 

F 

BUCKLEY.B.C. 

8904180090 

50-280 

P 

CAHILL,W,J. 

8904190307 

50-445 

A 

BRADHAM.O.S. 

8904210091 

50-395 

R 

BUCKLEY.B.C. 

8904200406 

50-280 

Q 

CAHILUW.J. 

8904200111 

50-445 

S 

BRADLEY.E.J. 

8904210133 

50-352 

1 

BUCKNELL,A.C. 

8904180312 

50-254 

F 

CAHILL,W.J. 

8904200402 

50-445 

S 

BRADY, B. 

8904040289* 

WASTE RES 

BUCKNELUD.C. 

8904180221 

50-254 

F 

CAHILUW.J. 

8904200415 

50-445 

A 

BRADY, B. 

8904100220* 

WASTE RES 

BUCKNELL.D.C. 

8904180343 

50-254 

F 

CAHILL,W.J. 

8904200424 

50-445 

S 

BRADY.J. 

8904210123* 

50-327 

Q 

BUDNITZ,R. 

8904100212* 

CONTRACT 


CAHILL.W.J. 

8904240122 

50-445 

A 

BRADY,J.A. 

8904050185 

50-498 

F 

BURDICK,T. 

8904140439* 

50-346 

V 

CAHILL,W.J. 

8904240216 

50-445 

Q 

BRADY,JiB. 

8904200179* 

50-327 

Q 

BURDICK,T.M. 

8904130485* 

50-266 

V 

CAINE, T.A. 

8904040226* 

50-263 

P 

BRAM.S. 

8904130013 

50-247 

R 

BURDICK,T.M. 

8904130622* 

50-295 

V 

CALDWELL.C. 

8904200120 

50-362 

S 

BRAM.S.B. 

8903300149 

50-247 

R 

BURDICK.T.M. 

8904180216* 

50-305 

V 

CALDWELL,C.W. 

8904190014* 

50-312 

Q 

BRAM.S.B. 

8904040010 

PR 


BURDOIN,J.F. 

8904200196* 

50-528 

Q 

CALDWELUJ.L. 

8904030297* 

50-338 

Q 

BRAM.S.B. 

8904070075 

50-3 

F 

BURGER.C.W. 

8904120098* 

50-424 

Q 

CALDWELL,R.A. 

8904110420* 

50-285 

Q 

BRAM.S.B. 

8904130020 

50-247 

S 

BURGESS.B. 

8904130254* 

50-282 

Q 

CALUN,L,J. 

8903290089 

50-382 

Q 

BRAM.S.B. 

8904130031 

50-247 

J 

BURGESS.B.L 

8904180207* 

50-255 

Q 

CALLAN,L.J. 

8903290113 

50-298 

Q 

BRAM.S.B. 

8904130056 

50-247 

P 

BURQESS,B.L 

8904200333* 

50-315 

Q 

CALLAN,L.J. 

8903290130 

50-382 

Q 

BRAM.S.B. 

8904130057* 

50-247 

P 

BURGESS.S.M. 

8904050122 

PRM 


CALLAN.LJ. 

8903290183 

50-482 

Q 

BRAM.S.B. 

8904190469 

50-247 

S 

BURGIN.R.E. 

8904200098 

FOIA 


CALLAN.LJ. 

8903290249 

50-267 

Q 



274 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


CALLAN.LJ. 

8903290264 

50-498 

Q 

CALLAN.LJ. 

8903290318 

50-458 

Q 

CALLAN.LJ. 

8903290380 

50-498 

Q 

CALUN.LJ. 

8903290386 

50-498 

Q 

CALUN.LJ. 

8903290390 

50-382 

Q 

CALLAN.LJ. 

8903290403 

50-285 

Q 

CALLAN.LJ. 

8903300384 

50-188 

Q 

CALUN.LJ. 

8904040186 

50-482 

V 

CALUN.LJ. 

8904040201 

50-285 

Q 

CALUN.LJ. 

8904040266 

50-482 

Q 

CALUN.LJ. 

8904050175 

50-382 

Q 

CALUN.LJ. 

8904050178 

50-458 

Q 

CALUN.LJ. 

8904050228 

50-458 

Q 

CALUN.LJ. 

8904050231 

50-482 

Q 

CALUN.LJ. 

8904050232 

50-382 

Q 

CALUN.LJ. 

8904050357 

50-285 

P 

CALUN.LJ. 

8904050384 

50-285 

P 

CALUN.LJ. 

8904060257 

50-313 

Q 

CALUN.LJ. 

8904070214 

50-313 

Q 

CALLAN.LJ. 

8904070220 

50-313 

Q 

CALUN.LJ. 

8904110382 

50-298 

Q 

CALUN.LJ. 

8904110412 

50-285 

Q 

CALUN.LJ. 

8904120114 

50-313 

Q 

CALUN.LJ. 

8904120127 

50-285 

Q 

CALUN,L.J. 

8904120200 

50-313 

Q 

CALUN.LJ. 

8904120239 

50-285 

Q 

CALLAN,L.J. 

8904120341 

50-313 

Q 

CALUN.LJ. 

8904120525 

50-458 

Q 

CALUN.LJ. 

8904130459 

50-298 

Q 

CALUN.LJ. 

8904130548 

50-313 

Q 

CALUN.LJ. 

8904140380 

50-482 

F 

CALUN.LJ. 

8904140391 

50-482 

F 

CALUN.LJ. 

8904140404 

50-285 

F 

CALUN.LJ. 

8904170361 

50-458 

Q 

CALUN.LJ. 

8904180001 

50-298 

Q 

CALUN.LJ. 

8904180129 

50-313 

Q 

CALUN.LJ. 

8904180175 

50-382 

Q 

CALUN.LJ. 

8904180266 

50-382 

Q 

CALUN.LJ. 

8904190164 

50-382 

Q 

CALUN.LJ. 

8904190280 

50-458 

Q 

CALUN.LJ. 

8904190384 

50-445 

V 

CALUN.LJ. 

8904190409 

50-285 

Q 

CALUN,LJ. 

8904190435 

50-285 

Q 

CALUN.LJ. 

8904200042 

50-382 

Q 

CALUN.LJ. 

8904200313 

50-267 

F 

CALUN.LJ. 

8904240099 

50-298 

V 

CALLENDRELLO,A. 

8904240026* 

50-443 

T 

CALLENDRELLO,A. 

8904240032* 

50-443 

T 

CALLENDRELLO.A. 

8904240040* 

50-443 

T 

CALLENDRELLO.A. 

8904240051* 

50-443 

T 

CALLENDRELLO,A. 

8904240062* 

50-443 

T 

CALLENDRELLO.A. 

8904240068* 

50-443 

T 

CALLENDRELLO.A. 

8904240071* 

50-443 

T 

CALLENDRELLO.A. 

8904240074* 

50-443 

T 

CALLENDRELLO,A. 

8904240082* 

50-443 

T 

CALLENDRELLO,A. 

8904240091* 

50-443 

T 

CALVO.JJ\ 

8904170107* 

50-498 

P 

CALVOJ.A. 

8903290179* 

50-313 

P 

CALVO,J.A. 

8903310255* 

50-382 

P 

CALVOJ.A. 

8903310259 

50-382 

P 

CALVO,J.A. 

8903310275* 

50-482 

P 

CALVO,J.A. 

8903310286* 

50-382 

P 

CALVO.J.A. 

8904040016* 

50-382 

P 

CALVO,J.A 

8904050401* 

50-382 

P 

CALVO,J.A. 

8904110114* 

50-313 

P 
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NUMBER CATEGORY 


CANTRELLF.S. 

8904240142* 

50-416 

Q 

CAPOZ2I.A. 

8811230363* 

50-390 

Q 

CAPRA.R.A. 

8903300354* 

50-318 

P 

CAPRA.R.A. 

8904030213* 

50-333 

P 

CAPRA.R.A. 

8904170257 

50-286 

P 

CAPRA.R.A. 

8904180034* 

50-220 

P 

CAPRA, R.A. 

8904180071 

50-220 

Q 

CAPRA.R.A. 

8904200155* 

50-247 

P 

CAPRA,R.A. 

8904200328* 

50-286 

P 

CAPRA.R.A. 

8904200355* 

50-247 

P 

CAPRA.R.A. 

8904210342 

50-317 

P 

CAPSTICK,R.W. 

8903310009 

50-271 

P 

CAPSTICK,R.W. 

8904120421 

50-271 

1 

CAPSTICK.R.W. 

8904200268 

50-271 

P 

CAPSTICK.R.W. 

8904240016 

50-271 

R 

CAREW.J. 

CAREW.J.F. 

CARFAGNO.S,P. 

8904070021* 

8904070023* 

8904050120* 

FOIA 

FOIA 

50-458 

P 

CARNEY, C.S. 

8904110171* 

50-237 

Q 

CARNS.N.S. 

8903300271 

50-382 

S 

CARPENTER.D.R. 

8904030220* 

50-259 

Q 

CARPENTER.D.R. 

8904200118* 

50-259 

Q 

CARPENTER,D.R. 

8904200182* 

50-259 

Q 

CARPENTER.D.R. 

8904200204* 

50-259 

Q 

CARRASCO.J. 

8904140338* 

50-245 

Q 

CARRICO.J.B. 

CARROLL.K. 

8904190214* 

8904200347 

FOIA 

50-29 

R 

CARTER.N.E. 

8904030039 

WASTE MGT 

CARTER.N.E. 

8904070083 

WASTE MGT 

CARTER.RJ. 

8904240228 

50-250 

J 

CARTER.R.J. 

8904240266 

50-263 

J 

CARTER.T.H. 

8904180108* 

50-237 

Q 

CARTER.T.M. 

8904140152* 

50-443 

T 

CARTWRIGHT.W.R. 

8903290214 

50-280 

F 

CARTWRIGHT.W.R. 

8903310002 

50-280 

P 


CARTWRIGHT, W.R. 8903310281 50-338 P 

CARTWRIGHT.W.R. 8903310290 50-280 F 

CARTWRIGHT.W.R. 8904030013 50-338 P 

CARTWRIGHT.W.R. 8904030106 50-280 Q 

CARTWRIGHT.W.R. 8904030226 50-280 V 

CARTWRIGHT.W.R. 8904030252 50-280 I 

CARTWRIGHT.W.R. 8904030350 50-280 P 

CARTWRIGHT.W.R. 8904040190 50-338 P 

CARTWRIGHT.W.R. 8904040246 50-338 F 

CARTWRIGHT.W.R. 8904050463 50-280 J 

CARTWRIGHT.W.R. 8904070050 50-280 P 

CARTWRIGHT.W.R. 8904100050 50-338 Q 

CARTWRIGHT.W.R. 8904100368 50-338 R 

CARTWRIGHT. W.R. 8904120022 50-280 F 

CARTWRIGHT.W.R. 8904120410 50-280 Q 

CARTWRIGHT.W.R. 8904140442 50-280 P 

CARTWRIGHT.W.R. 8904170113 50-338 S 

CARTWRIGHT.W.R. 8904180130 50-338 Q 

CARTWRIGHT.W.R. 8904190318 50-338 P 

CARTWRIGHT.W.R. 8904190324 50-338 R 

CARTWRIGHT.W.R. 8904200038 50-280 V 

CARTWRIGHT.W.R. 8904240100 50-280 Q 

CARTWRIGHT.W.R. 8904240241 50-338 Q 

CASE,E.G. 8904200363* FOIA 

CASE.E.G. 8904200409* 50-220 F 

CASTO.S.A. 8904200216* 50-250 V 

CATACOSINOS.W. 8904210224 50-322 I 

CATAPANO.G. 8904240040* 50-443 T 

CATAPANO.G. 8904240040* 50-443 T 

CATAPANO.G. 8904240071* 50-443 T 
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NUMBER 

CATEGORY 

CHANEY.H.D. 

8904040258* 

50-284 

Q 

CHANEY.H.D. 

8904120532* 

50-262 

Q 

CHANG, K.C. 

8904030201* 

50-425 

P 

CHANG.K.C. 

8904260336* 

50-443 

Q 

CHAPIN.D.M. 

8903290326* 

CONTRACT 

CHARNLEY.J.C. 

8904070028 

TOPREP 


CHARNLEY,J.S. 

8904140451* 

50-341 

P 

CHARNOFF.G. 

8811230312 

50-390 

Q 

CHARNOFF,G. 

8811230312 

50-390 

Q 

CHARNOFF.G. 

8811230317* 

50-390 

Q 

CHARNOFF.G. 

8811230317* 

50-390 

Q 

CHENG.C.F. 

8904240254* 

50-220 

P 

CHENG.C.F. 

8904240307* 

50-220 

P 

CHERBA,S. 

8904190096 

PR 


CHERBA.S. 

8904250159 

PR 


CHERRY,D.S. 

8904200044 

50-334 

R 

CHESNUTT,S.W. 

8904050280 

50-267 

S 

CHEUNG.L. 

8904050340* 

50-352 

Q 

CHILDS.W.V. 

8904060037 

50-333 

S 

CHILDS.W.V. 

8904130357 

50-333 

S 

CHILDS.W.V. 

8904180119 

50-333 

S 

CHILDS.W.V. 

8904210343 

50-333 

S 

CHILK.S.J. 

8903280170 

10CFR 


CHILK,S.J, 

8903310154 

10CFR 


CHILK,S.J. 

8904030103* 

50-320 

J 

CHILK.S.J. 

8904120065 

50-322 

G 

CHILK.S.J. 

8904170152 

10CFR 


CHILK.SJ. 

8904170183 

50-499 

P 

CHILK.S.J. 

8904170251 

10CFR 


CHILK,S.J. 

8904170295 

PR 


CHILK,S.J. 

8904170308 

PR 


CHILK,S.J. 

8904190058* 

27-39 


CHILK.S.J. 

8904200009 

50-320 

G 

CHILK.SJ. 

8904200049 

70-1113 


CHILK,SJ. 

8904200066 

50-352 

G 


CHILK,S.J. 8904200256 10CFR 

CHILK,S.J. 8904210035 ORG 

CHILK,S.J. 8904210291 50-425 P 

CHILK.S.J. 8904210327 PR 

CHILK.S.J. 8904240063 50-445 G 

CHILK.S.J. 8904240298 PR 

CHIN.A. 8904280070* FOIA 

CHOU.R.C, 8904040002* 50-280 Q 

CHOULES.N.C. 8904180108* 50-237 Q 

CHRISTENSEN, H. 8904030228* 50-416 Q 

CHRISTENSEN.H. 8904240142* 50-416 Q 

CHRZANOWSKI.R, 8903280001 50-237 P 

CHRZANOWSKI.R. 8904110065 50-454 P 

CHRZANOWSKI.R. 8904120223 50-295 P 

CHRZANOWSKI.R. 8904130078 50-454 P 

CHRZANOWSKI.R. 8904200161 50-454 P 

CHUN.R.C. 8904110395 NUREG 

CHUN.R.C. 8904110406 NUREG 

CHUNG, C.K. 8904030018 50-259 S 

CHUNG, D.H. 8904120012 WASTE RES 

CICOTTE.G.R. 8904040170* 50-397 Q 

CILLIS.M. 8904240154* 50-528 Q 

CLARK.C. 8904140504* 50-206 Q 

CLARK,C.A. 8904200041* 50-528 Q 

CLARK. J.D. 8904140473 * 50-312 R 

CLARK, P.R, 8904130351 50-219 S 

CLARK.R.J. 8903300300 50-353 Q 

CLARK,R.J. 8903310048 50-352 P 

CLARK.R.J, 8903310332 50-353 A 

CLARK.R.J. 8904060227 50-353 A 


CALVO.J.A. 

CALVO,J.A. 

CALVO.J.A. 

CALVO.J.A. 

CALVO,J.A. 


8904110528* 50-267 
8904170123* 50-498 
8904180096* 50-482 
8904200188* 50-498 
8904210204* 50-368 


P CATAPANO.G. 

P CATCHPOLE.G.J. 

P CATCHPOLE.G.J. 

P CAVANAUGH, W. 

P CERVENKA,P.F. 


8904240071* 50-443 

8903290211 40-8958 

8903290215* 40-8958 
8904120094 PR 
8904170238 50-219 


T CLARK.R.J. 

CLAY, EL 
CUY.E.L. 
CLEARY, D.P. 
S CLEMENTS.T. 


8904210078 50-353 Q 

8904040087 * 70-27 

8904060097* 70-1113 

8903310078 NUREG 
8904030164* 50-324 P 


CAM1LLERIJ.J. 
CAMPBELLG.G. 
CAMPBELL, G.G. 
CAMPBELL,G.G. 
CAMPBELL, G.G. 

CAMPBELLG.G. 

CAMPBELLG.G. 

CAMPBELLG.G. 

CAMPBELLG.G. 

CAMPBELLR.E. 

CAMPBELLT.G. 

CAMPBELLT.G. 

CAMPBELLT.G. 

CAMPBELL.T.G. 

CANNON.R.L 

CANTRELL,F.S. 

CANTRELLF.S. 

CANTRELLF.S. 


8904120088 50-461 
8903280100 50-259 
8903300177 50-260 
8904030018 50-259 
8904030380 50-259 


S CESARE,J.G. 

S CESARE.J.G. 

S CESARE.J.G. 

S CHAFFEE.A.E. 

R CHAFFEE, A.E. 


8904050472 50-416 
8904180254 50-416 
8904240186 50-416 
8903290333 50-275 
8904040155 50-344 


J CLEMENTS.T. 

R CLIKEMAN.F.M. 

Q CLINE,W.E 

Q CLINE,W.E. 

Q CLINE.W.E. 


8904060105 50-259 
8904130417 50-259 
8904140265 50-260 
6904170093 50-296 
8904240274 50-461 


S CHAFFEE.A.E. 

S CHAMBERLAIN, D. 

S CHAMBERUIN.D. 

S CHAMBERU1N,D. 

F CHAMP.D.R. 


8904040157* 50-344 

8904050238* 50-382 
8904120218* 50-313 
8904180178* 50-382 
8904110443 NUREG 


Q CLINE.W.E. 

Q CLINE.W.E. 

Q CLINE.W.E. 

Q CLINE.W.E. 

CLINE, W.E. 


8903310073 

8904050071 

8904070231 

8904170362 

8903300185 


50-313 P 

50-313 F 

PR 

50-313 Q 

50-293 S 


CHAN.E.I. 

CHAN.T.L 

CHAN.T.L 

CHAN.T.L 

CHAN.T.L 


8904130006 40-3453 

8903300208 50-528 

8904030092 TOPREP 
8904060006 50-526 

8904100132 t&E 


CLINE.W.E. 
P CLINE.W.E, 

CLINE.W.E. 
R CLINE.W.E. 

CLINE.W.E. 


8904030228* 50-416 Q CHAN.T.L 

8^^70260* 50-348 Q CHANDLER.LJ. 

8904240110* 50-395 Q CHANEY.H.D. 


8904180050 50-528 P 
8902090208* 50-312 P 
8903300387* 50-188 Q 


CLINE.W.E. 

CLINE.W.E. 

CLINE.W.E. 


8904030174* 

8903300378 

8903280059 

8903300121 

8903310018 

8904030264 

8904030289 

8904030358 

8904030439 

8904040083 

8904060091 

8904070008 

8904130222 

8904140199 

8904180016 

8904180361 

8904190446 

8904200021 


50-324 P 

50-182 P 

70-1113 
70-143 

50-416 F 

70-27 

70-1113 

70-143 

70-27 

70-27 

70-1 1 1 3 
70-27 

50-260 Q 

50-335 F 

27-47 

70-143 

70-27 

50-324 Q 
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CLINE.W.E. 

8904240113 

70-27 


CONTE,R.J. 

8903310053 

50-354 

V 

CRANWELLR.M. 

8904050205 

WASTE RES 

CL1NE.W.E. 

8904030268 

70-1201 


CONTE.R.J. 

8904120213* 

50-387 

V 

CRANWELL,R.M. 

8904050491 

WASTE RES 

CLONINGERJ.H. 

8904060099 

50-416 

Q 

CONTE.R.J. 

8904140412 

50-354 

V 

CRANWELL.R,M. 

8904060543 

WASTE RES 

COBB.R.C. 

8904170133* 

50-282 

P 

CONTE.R.J. 

8904190288* 

50-354 

V 

CREED,J. 

8904200392 

50-315 

S 

COCKFfELD.D.W. 

8902280459* 

50-344 

P 

CONWAY.W.F. 

8903240274 

50.250 

Q 

CREED.J.R. 

8903300103* 

50-266 

Q 

COCKFIELD.D.W. 

8903290082 

50-344 

Q 

CONWAY, W.F. 

8903280297 

50-389 

S 

CREED.J.R. 

8903300213* 

50-454 

Q 

CCXKFIELD.D.W. 

8904040073 

50-344 

Q 

CONWAY.W.F. 

8903300246 

50-250 

F 

CREED.J.R. 

8904200389* 

50-263 

Q 

COCKFIELD.D.W. 

8904040114 

50-344 

Q 

CONWAY.W.F. 

8903310072 

50-389 

S 

CREEL.G.C. 

8903300235 

50-317 

Q 

COCKFIELD.D.W. 

8904040156 

50-344 

P 

CONWAY.W.F. 

8903310247 

50-250 

P 

CREELG.C. 

8904040003 

PR 


COCKFIELD.D.W. 

8904050453 

50-344 

P 

CONWAY.W.F. 

8903310293 

50-335 

F 

CREEL, G.C. 

8904060019 

50-317 

P 

COCKFIELD.D.W. 

8904120334 

50-344 

Q 

CONWAY.W.F. 

8904040469 

50-250 

P 

CREEL.G.C. 

8904060033 

50-317 

Q 

■COCKFIELD.D.W. 

8904120408 

50-344 

P 

CONWAY.W.F. 

8904050199 

50-250 

P 

CREEL.G.C. 

8904140230* 

50-317 

P 

COCKFIELD.D.W. 

8904170205 

50-344 

J 

CONWAY.W.F. 

8904050204 

50-250 

Q 

CREELG.C. 

8904200413 

50-317 

P 

COCKFIELD.D.W. 

8904200319 

50-344 

Q 

CONWAY.W.F. 

8904050209 

50-335 

F 

CREELG.C. 

8904210112 

50-317 

P 

COCKFIELD.D.W. 

8904200383 

50-344 

Q 

CONWAY.W.F. 

8904050275 

50-250 

J 

CREELG.C. 

8904210167* 

50-317 

Q 

CODRARO.LF. 

8904190165* 

FOIA 


CONWAY.W.F. 

8904050318 

50-250 

F 

CREEL.G.C. 

8904210268 

50-317 

V 

COHEN.S. 

8904250421 * 

FOIA 


CONWAY.W.F. 

8904070020* 

50-389 

K 

CREWS,J.L 

8903290335* 

50-275 

Q 

COHEN.S. 

8904250426* 

FOIA 


CONWAY.W.F. 

8904120204 

PR 


CRIBBE.T.E. 

8904050312 

50-277 

S 

COHN.S. 

8904140012* 

50-443 

T 

CONWAY.W.F. 

8904120300 

50-335 

Q 

CRIBBE,T.E. 

8904170012 

50-277 

S 

COLBURN.T.G. 

8903290360 

50-440 

P 

CONWAY.W.F. 

8904130035 

50-389 

K 

CRIST.M.L. 

8904240069 

50-388 

S 

COLBURN.T.G. 

8903290362* 

50-440 

P 

CONWAY.W.F. 

8904140334 

50-335 

Q 

CRLENJAK.J. 

8904120248 

50-250 

S 

COLBURN.T.G. 

8904130368 

50-440 

P 

CONWAY.W.F. 

8904170156 

50-250 

P 

CRLENJAK.R. 

8903300120 

50-250 

S 

COLBURN.T.G. 

8904130388 

50-440 

P 

CONWAY.W.F. 

8904170163 

50-335 

Q 

CRLENJAK.R. 

8904130401* 

50-302 

Q 

COLBURN.T.G. 

8904200047 

50-440 

P 

CONWAY.W.F. 

8904170278 

50-250 

Q 

CRLENJAK.R.V. 

8904040018* 

50-250 

Q 

COLE,R.E. 

8904210134 

50-458 

R 

CONWAY, W.F. 

8904170293 

50-250 

S 

CRLENJAK,R.V. 

8904130484* 

50-250 

V 

COLE.R.S. 

8904180099* 

CONTRACT 


CONWAY.W.F. 

8904170297 

50-335 

Q 

CRLENJAK.R.V. 

8904240213* 

50-335 

Q 

COLEMAN.C. 

8904070132 

27-48 


CONWAY.W.F. 

8904180012 

50-335 

P 

CROCKER.LP. 

8903300053 

50-321 

P 

COLEMAN.E.T. 

8904120367* 

50-483 

H 

CONWAY.W.F. 

8904180083 

50-250 

Q 

CROCKER.LP. 

8903300250 

50-321 

P 

COLEMAN.R.D. 

8904110263* 

STATE PRO G 

CONWAY.W.F. 

8904180137 

50-250 

S 

CROCKER.LP. 

8904030198 

50-321 

P 

COLEY.J.L 

8903300098* 

50-424 

Q 

CONWAY.W.F. 

8904180205 

50-250 

R 

CROCKER.LP. 

8904030199 

50-321 

P 

COLLINGS.S.P. 

8903310106 

40-8943 


CONWAY.W.F. 

8904190032 

50-250 

P 

CROCKER.LP. 

8904170232 

50-321 

P 

COLLINS.D.M. 

8903280363 

70-27 


CONWAY.W.F. 

8904190111 

50-389 

S 

CROCKER.LP. 

8904210117 

50-321 

P 

COLLINS.D.M. 

8903280366* 

70-27 


CONWAY.W.F. 

8904190160 

50-250 

S 

CROLEY.B.G. 

8903280327 

50-312 

P 

COLLINS.D.M. 

8903300152 

50-413 

Q 

CONWAY.W.F. 

8904190168 

50-335 

p 

CROLEY.B.G. 

8904030007 

50-312 

K 

COLLINS.D.M. 

8903300241 

50-416 

Q 

CONWAY.W.F. 

8904190193 

50-335 

F 

CROLEY.B.G. 

8904040125 

50-312 

P 

COLLINS.D.M. 

8904030071 

70-1113 


CONWAY.W.F. 

8904210079 

50-389 

R 

CROLEY.B.G. 

8904070307 

50-312 

P 

COLLINS.D.M. 

8904030251 

50-280 

Q 

CONWAY.W.F. 

8904240361 

50-250 

R 

CROLEY.B.G. 

8904130402 

50-312 

Q 

COLLINS.D.M. 

8904030305 

50-338 

Q 

COOK,G.C. 

8904130226 

50-443 

G • 

CROLEY.B.G. 

8904190228 

50-312 

F 

COLLINS.D.M. 

8904040054 

STATE PROG 

COOK,G.C. 

8904130226 

50-443 

G 

CROOKE,E.A. 

8904140224 

50-317 

P 

COLLINS.D.M. 

8904120226 

50-302 

Q 

COOK,G.C. 

8904200101 

50-443 

G 

CROSS,R. 

8904210298 

50-312 

V 

COLLINS.D.M. 

8904120272 

50-348 

Q 

COOK,G.C. 

8904200101 

50-443 

G 

CROTEAU.R. 

8904180247* 

50-369 

Q 

COLLINS.D.M. 

8904180218 

50-416 

Q 

COOK.J. 

8904200316 

50-333 

R 

CROWE, S.W. 

881 1230366* 

50-390 

Q 

COLLINS.D.M. 

8904200217 

70-27 


COOK.W. 

8904180212 

50-410 

S 

CRUNK.S.L. 

8904180240 

50-312 

R 

COLLINS.D.M. 

8904200237 

50-83 

Q 

COOPER.H.T. 

8904190105 

PRM 


CRUNK, S.L 

8904210329 

50-312 

P 

COLLINS.D.M. 

8904200240* 

50-83 

Q 

COOPER.R. 

8904240395 

50-237 

Q 

CRUSE,C.H. 

8903310292 

50-318 

P 

COLLINS.D.M. 

8904200244 

50-302 

Q 

COOPER,R.W. 

8903280097 

50-341 

Q 

CRUTCHFIELD.D. 

8904170042 

50-327 

Q 

COLLINS.D.M. 

8904200341 

70-1151 


COOPER.R.W. 

8904050416 

50-461 

Q 

CRUTCHFIELD.D. 

8904260280* 

FOIA 


COLLINS.D.M. 

8904200344* 

70-1151 


COOPER.R.W. 

8904050440 

50-305 

Q 

CULLEN, E.J. 

8904040236 

50-352 

J 

COLLINS.D.M. 

8904240124 

50-269 

Q 

COOPER.R.W. 

8904140020 

50-454 

Q 

CULLEN.EJ. 

8904040277 

50-171 

J 

COLLINS.J.P. 

8904170286 

PR 


COOPER.R.W. 

8904140022* 

50-454 


CULLEN.W.H. 

8904250160 

NUREG 


COLLINS.S.J. 

8903280190 

50-134 

P 

COOPER.R.W. 

8904170216 

50-461 

Q 

CUNNINGHAM.A.L. 

8904030306* 

50-338 

Q 

COLLINS.S.J. 

8903280218 

50-170 

P 

COOPER.R.W. 

8904210168 

50-461 

Q 

CUNNINGHAM.G.E. 

8903290106 

71-9029 


COLLINS.S.J. 

8903280220 

50-166 

P 

COOPER.R.W. 

8904240466 

50-315 

Q 

CUNNINGHAM.G.E. 

8903290140 

50-73 

R 

COLLINS.S.J. 

8903290431 

50-223 

P 

COOPER.R.W. 

8904240469* 

50-315 

Q 

CUNNINGHAM.G.E. 

8904120005 

70-754 


COLLINS.S.J. 

8904180110 

50-293 

Q 

COPEUND.J.F. 

8904110171* 

50-237 

Q 

CUNNINGHAM.G.E. 

8904120437 

71-9228 


COLLINS.S,J. 

8904180149 

50-293 

Q 

COPELAND.R.A. 

8904180026 

TOPREP 


CUNNINGHAM.LJ. 

8801040053* 

50-293 

P 

COLLINS.T.R. 

8903300244* 

50-416 

Q 

CORE.A.E.M. 

8904190301* 

FOIA 


CUNNINGHAM.LJ. 

8904210130 

ORG 


COLLINS.T.R. 

8904200346* 

70-1151 


CORNELIUS.W.E. 

8904040065 

50-483 

1 

CUNNINGHAM.R.E. 

8903010075 

50-3 

Q 

CONGEL.F.J. 

8707230491* 

50-293 

F 

CORREIA,R.P. 

8904190014* 

50-312 

Q 

CUNNINGHAM.R.E. 

8903240063 

50-3 

Q 

CONGEL.F.J. 

8811100216* 

50-322 

F 

COSLOW.B.J. 

8904260336* 

50-443 

Q 

CUNNINGHAM.R.E. 

8903240277 

50-3 

Q 

CONGEL.F.J. 

8812060266* 

50-322 

F 

COSTELLO.J.G. 

8904120022 

50-280 

F 

CUNNINGHAM.R.E. 

8903290257 

50-3 

Q 

CONGEL.F.J. 

8903310302 

50-445 

F 

COTRUVO,J.A. 

8904030044 

WASTE MGT 

CUNNINGHAM.R.E. 

8904210255 

70-135 


CONGEL,F.J. 

8904240146 

ORG 


COTTER.B.P. 

8904120078 

50-443 

G 

CUNNINGHAM.R.E. 

8904280078* 

FOIA 


CONGEL.F,J. 

8904240149 

ORG 


COTTER.B.P. 

8904210027 

50-352 

G 

CUNNINGHAM.R.E. 

8904280096* 

FOIA 


CONGEL,F.J. 

8904270115* 

50-293 

F 

cotter.r: 

8904240026* 

50-443 

T 

CURRAN.D. 

8904200046 

50-443 

T 

CONGER.D. 

8904210026* 

CONTRACT 


COTTER.R. 

8904240026* 

50-443 

T 

CURRAN, D. 

8904200046 

50-443 

T 

CONKLIN.C. 

8904110295* 

50-309 

Q 

COTTLE.W.T. 

8904040048 

50-416 

P 

CURTISS 

8904210340* 

PR 


CONKLIN.C. 

8904140478* 

50-322 

Q 

cottle.w,t. 

8904050021 

PR 


CUTTER.A.B. 

8904040231 

50-324 

P 

CONLON.T. 

8904030472* 

50-269 

Q 

COTTLE.W.T. 

8904050072 

50-416 

P 

CUTTER, A.B. 

8904040265 

50-324 

P 

CONLON.T.E. 

8903310063* 

50-280 

Q 

COUNSILW.G. 

8904170041 

50-445 

A 

CUTTER.A.B. 

8904040317 

50-324 

P 

CONLON.T.E. 

8904060140* 

50-321 

Q 

COWGILL.C. 

8904060088* 

50-289 

Q 

CUTTER,A.B. 

8904040419 

50-400 

p 

CONLON.T.E. 

8904200083* 

50-335 

Q 

COWGILL.C. 

8904120036 

50-244 

S 

CUTTER,A.B. 

8904130173 

50-261 

Q 

CONLON,T.E. 

8904200088* 

50-369 

Q 

COWGILLC.J. 

8904140401 

50-289 

Q 

CUTTER,A.B. 

8904130277 

50-400 

Q 

CONLON.T.E. 

8904040005* 

50-280 

Q 

COWGILL.C.J. 

8904190310 

50-244 

V 

CUTTER.A.B. 

8904130284 

50-324 

Q 

CONNELLY.LG. 

8903300369* 

50-312 

G 

COWLES.R.B. 

8903290161 

50-354 

S 

CUTTER.A.B. 

8904170198 

50-261 

P 

CONNER.J.B. 

8904070291 

PR 


COWLES.R.B. 

8903310070 

50-354 

S 

CUTTER, A.B. 

8904210314 

50-261 

Y 

CONNER.T.B. 

8904170277 

PR 


COWLES.R.B. 

8904060133 

50-354 

S 

CUTTER.A.B. 

8904240147 

50-400 

P 

CONNOR.L. 

8904070009 

FOIA 


COWLES.R.B, 

8904170052 

50-354 

S 

D’ESPOSITO.C. 

8904210010 

50-322 

G 

CONSERIERE.R.W. 

8904070227 

PR 


CRAMPTON.S. 

8903310182 

CONTRACT 


DAEMEN,J. 

8904110231 

WASTE RES 

CONSTABLE.G.L 

8903290123* 

50-298 

Q 

CRAMPTON.S. 

8904110498 

CONTRACT 


DAMON.D. 

8904130622* 

50-295 

V 

CONSTABLE.G.L 

8904030168 

50-458 

S 

CRAMPTON.S. 

8904190065 

CONTRACT 


DANCE.H.C. 

8903300247* 

50-261 

Q 

CONSTABLE.G.L 

8904030478 

50-458 

S 

CRAMPTON.S.A. 

8903300126 

CONTRACT 


DANCE.H.C. 

8903300289 

50-400 

S 

CONSTABLE.G.L. 

8904170367* 

50-458 

Q 

CRAMPTON.$.A. 

8904060393 

CONTRACT 


DANCE.H.C. 

8904030426* 

50-400 

Q 

CONSTABLE.G.L. 

8904160004* 

50-298 

Q 

CRAMPTON.S.A. 

8904100210 

CONTRACT 


DANCE.H.C. 

8904170105 

50-261 

S 

CONSTABLE.G.L. 

8904180215 

50-458 

P 

CRAMPTON.S.A. 

8904190056 

CONTRACT 


DANCE.H.C. 

8904200180* 

50-261 

Q 

CONSTABLE.G.L. 

8904200028 

50-458 

S 

CRANWELL.R.M. 

8904030286 

WASTE RES 

DANCE, H.C. 

8904210087* 

50-324 

Q 

CONTE.R. 

8903310230* 

50-387 

Q 

CRANWELLiR.M. 

8904030374 

WASTE RES 

DANIELSON.D.H. 

8904050420* 

50-461 

Q 

CONTE, R.J. 

8903280213* 

50-245 

V 

CRANWELLR.M. 

8904040290 

WASTE RES 

DANIELSON.D.H. 

8904050441* 

50-305 

Q 
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AUTHOR 


NUiyiBER 
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DANiELSON.D.H. 

8904140023* 

50-454 

Q 

DIIANNI.D.C. 

DANIELSON, D.H. 

8904170218* 

50-461 

Q 

DIONNE.B.J. 

DARKE.J. 

8904130007* 

40-3453 


DIRCKS.W.J. 

DARKE.J. 

8904130010* 

40-3453 


DIRCKS,W.J. 

DARKE, J. 

8904130236* 

40-3453 


DIRCKS.W.J. 

DARKE, J. 

8904190399 

FOIA 


DIXON.A.J. 

DATTA,A. 

8812300007 

70-143 


DIXSON.G.R. 

DAVIS,A.A. 

8904030036* 

50-277 

P 

DOAN.R.L. 

DAVIS,A.A. 

8904210217 

50-277 

P 

DOAN.R.L 

DAVIS.A.B. 

8704140285* 

FOIA 


DODGE.R.E. 

DAVIS,A.B. 

8903300073 

50-454 

Q 

DODGE, R.E. 

DAVIS,A.B. 

8904120335 

50-456 

Q 

DOHERTY.K. 

DAVIS, A.B. 

8904170234 

50-305 

Q 

DONALDSON.C. 

DAVIS,A.B. 

8904180072 

50-237 

Q 

DONOHEW,J.N. 

DAVIS,A,M. 

8903310171 

40-8907 


DONOVAN.R.W. 

DAVIS.B, 

8904140118* 

50-443 

T 

DORAN.D.G. 

DAVIS,J.F. 

8903300199* 

CONTRACT 

DORNSIFE.W.P. 

DAV!S,J.F. 

8904190043* 

CONTRACT 

DORSEY.M. 

DAV1S0N,W.S. 

8904060049 

50-397 

S 

DORSEY.M. 

DE AGAZIO,A.W. 

8904030282 

50-255 

P 

DORSEY.M. 

DE AGA2IO.A.W. 

8904110107 

60-255 

1 

DORSEY.M. 

DEACON.M.D. 

8904210086* 

CONTRACT 

DORSEY.M. 

DEAGAZ10,A,W. 

8903300338 

50-255 

P 

DORSEY.M. 

DECKER.T.R. 

8903300125 

50-369 

Q 

DORSEY.M. 

DEDDENS,J.a 

8903290061 

50-458 

F 

DORSEY.M. 

DEDDENS.J.C. 

8903290322 

50-458 

P 

DORSEY.M. 

DEDDENS,J.C. 

8904120219 

PR 


DORSEY.M. 

DEDDENS,J.C. 

8904140490 

50-458 

P 

DORSEY.M. 

DEERING.L 

8904100421 

WASTE RES 

DORSEY.M. 

DEFAYETTE,R. 

8904130627* 

50-305 

Q 

DORSEY.M. 

DEIESO.D.A. 

8904180085* 

CONTRACT 

DORSEY.M. 

DEL PERCIO.J.G. 

8904190469 

50-247 

S 

DOYLE.A.J. 

DELU GRECCA,A. 

8904050340* 

50-352 

Q 

DOYLE.J. 

DELLIGATTI.M.S. 

8904130493 

WASTE MGT 

DOYLE.J. 

DELMEDICO.J. 

8904130172 

l&E 


DOYLE.J.P. 

DELMEDICO,J. 

8904130185 

l&E 


DOYLE,J.R. 

DELUCA,M.E. 

8904180042* 

CONTRACT 

DRAPER.E.L 

OEMAISIN,B.P. 

8904130347 

50-346 

F 

DRASKA.K. 

DEMAISON,B.P. 

8904200068 

50-346 

F 

DRAWBRIDGE.B.L. 

DEMARCO.D. 

8904240300 

CONTRACT 

DRAWBRIDGE, B.L 

DENSMORE,D.W. 

8904070104 

50-280 

R 

DRAWBRIDGE.B.L 

DENTON.H.R. 

8507180530* 

GEN TEC 1 

S 

DRAWBRIDGE.B.L 

DENTON,H.R. 

8902150302 

SECY 


DRAWBRIDGE.B.L. 

DENTON.H.R. 

8904070176* 

FOIA 


DRESCHLER.R. 

DENTON.H.R. 

8904260295* 

FOIA 


DRISCOLL.R. 

DENTON.H.R. 

8904260302* 

FOIA 


DROBISH.LJ. 

DENTON.H.R, 

8904260338* 

FOIA 


DROBISH.LJ. 

DESMARAIS,E.W. 

8904130136 

50-443 

T 

DROMERICK,A.W. 

DIAMOND.E. 

8904170066 

50-286 

S 

DROMERICK.A.W. 

D1CHARRY,R.D.D. 

8903310081 

71-9056 


DROMERICK.A.W. 

DICK.G.F. 

8904110393 

50-498 

P 

DROMERICK,A.W, 

DICK.G.F. 

8904170103 

50-498 

P 

DROMERICK.A.W. 

DICK,G.F. 

8904170111* 

50-498 

P 

DROSTE.J.B. 

DICK.G.F. 

8904170122 

50-498 

P 

DROTLEFF.W.C. 

DICK.G.F. 

8904170167* 

50-499 

P 

DRUGA,R.J. 

DICK.G.F. 

8904200183 

50-498 

P 

DRYSDALE.P. 

DICK.G.F. 

8904210272 

50-498 

Q 

DUGSTAD.D. 

DIEDERICH.G,J. 

8904030126 

50-374 

S 

DUNDAS.W.J. 

DIEDERICH.G.J. 

8904050147 

50-373 

S 

DUNN,G.A. 

DIEDERICH.G.J. 

8904050201 

50-373 

S 

DUNN.G.A. 

DIEDERICH,G.J. 

8904050219 

50-373 

S 

DUNN.G.A. 

DIEDERICH,G.J. 

8904050223 

50-373 

S 

DUNN.G,A. 

DIEDERICH.G.J. 

8904120019 

50-373 

S 

DUNN.G.A. 

DIEDERICH.G.J. 

8904140071 

50-373 

R 

DURR.J, 

DIEDERICH.G.J. 

8904180237 

50-373 

R 

DURR.J. 

DIEDERICH,G.J. 

8904190002 

50-373 

S 

DURR,J.P. 

DIETZ.C.R. 

8904210295 

50-261 

Q 

DURR.J.P. 

DIGNAN.T.G. 

8904060054 

50-443 

G 

DURR.J.P. 

DiGNAN,T.G. 

8904060054 

50-443 

G 

DURR.J.P. 

DIGNAN.T.G. 

8904130209 

50-443 

G 

DURR.J.P. 

DIGNAN.T.G. 

8904130209 

50-443 

G 

DURR.J,P. 

DIGNAN.T.G. 

8904140089 

50-443 

G 

DURR.J.P. 

DIGNAN.T.G. 

8904140089 

50-443 

G 

DURR,J.P. 

DIGNAN.T.G. 

8904200113 

50-443 

T 

DURR.J.P. 

DIGNAN.T.G. 

8904200113 

50-443 

T 

DURR.J-P. 

DIGNAN.T.G. 

8904210036 

50-443 

T 

DURR.J.P. 

DIGNAN.T.G. 

8904210036 

50-443 

T 

DYKSTRA.S.J. 

DIGNAN.T.G. 

8904210042 

50-443 

T 

EAPEN.P.K. 

DIGNAN.T.G. 

8904210042 

50-443 

T 

EARNEST.A.B. 

DIGNAN.T.G. 

8904240019 

50-443 

T 

EASUCK.T. 

DIGNAN.T.G. 

8904240019 

50-443 

T 

EBNETER.S.D. 

DIGNAN,T.G. 

8904240056 

50-443 

Q 

EBNETER.S.D. 

DIGNAN,T.G. 

8904240056 

50-443 

Q 

EBNETER.S.D. 

DIGNAN.T.G. 

8904240072 

50-443 

G 

EBNETER.S.D. 

DIGNAN,T.G. 

8904240072 

50-443 

G 

EBNETER.S.D. 

DllANNI,aC. 

8904170088 

50-282 

P 

EBNETER.S.D, 

DUANNI.D.C. 

8904030284* 

50-255 

P 

EBNETER.S.D. 

DIIANNI.D.C. 

8904030399 

50-282 

P 

EBNETER.S.0. 
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8904030405* 

50-282 

P 

EBNETER.S.D. 

8904130482 

50-250 V 

8904130043 

50-293 

R 

EBNETER.S.D. 

8904170149 

50-280 P 

8904030101* 

50-320 

P 

EBNETER.S.D. 

8904180005 

50-269 Q 

8904270167* 

50-293 

P 

EBNETER.S.D. 

8904180267 

50-250 V 

8904270172* 

50-293 

P 

EBNETER.S.D. 

8904180335 

50-280 Q 

8904120349* 

PR 


EBNETER.S.D. 

8904190465 

50-413 Q 

8904100117 

WASTE MGT 

EBNETER.S.D. 

8904200148 

50-425 Q 

8904200394* 

50-220 

P 

EBNETER.S.D. 

8904200213 

50-250 V 

8904200401* 

FOIA 


EBNETER.S.D. 

8904210202 

50-424 P 

8903210455* 

50-244 

R 

EBNETER.S.D. 

8904210209 

50-250 P 

8904120327* 

50-244 

R 

EBNETER.S.D. 

8904240118 

50-413 Q 

8904130189 

50-271 

G 

EBNETER.S.D. 

8904240190 

50-302 Q 

8904130179 

50-322 

G 

EBNETER.S.D. 

8904240194’ 

50-302 Q 

8904120051 

50-259 

P 

EBNETER.S.D. 

8904240206 

50-369 Q 

8904210041 

50-443 

T 

EBNETER.S.D. 

8904240225 

50-250 P 

8904070030* 

FOIA 


EBNETER.S.D. 

8904240235 

50-269 Q 

8904190050 

FOIA 


EBNETER.S.D. 

8904240244 

50-269 Q 

8903280352 

CONTRACT 

EBNETER.S.D. 

8904240247* 

50-269 Q 

8903290428 

CONTRACT 

EBNETER.S.D. 

8904240267 

50-280 P 

8903310022 

CONTRACT 

ECONOMOS.N. 

8904180166* 

50-335 Q 

8903310035 

CONTRACT 

EDGE.W.E. 

8904180254 

50-416 R 

8903310128 

CONTRACT 

EDGEWORTH.P. 

8904100212* 

CONTRACT 

8904060337 

CONTRACT 

EDGEWORTH.P.J. 

8903290003* 

CONTRACT 

8904060434 

CONTRACT 

EDGEWORTH.P.J. 

8903290305* 

CONTRACT 

8904060453 

CONTRACT 

EDGEWORTH.P.J. 

8903290326* 

CONTRACT 

8904180040 

CONTRACT 


EDGEWORTH.P.J. 

8903290367* 

CONTRACT 

8904190047 

CONTRACT 

EDGEWORTH.P.J. 

8903290376* 

CONTRACT 

8904190080 

CONTRACT 


EDGEWORTH.P.J. 

8903290385* 

CONTRACT 

8904200297 

CONTRACT 


EDGEWORTH.P.J. 

8903290407* 

CONTRACT 

8904210011 

CONTRACT 


EDGEWORTH.P.J. 

8903290423* 

CONTRACT 

8904210061 

CONTRACT 


EDGEWORTH.P.J. 

8903290426* 

CONTRACT 

8904050108* 

50-482 

1 

EDGEWORTH,P.J. 

8903300107* 

CONTRACT 

8903290371 

50-456 

S 

EDGEWORTH,P.J. 

8903300140* 

CONTRACT 

8903290375 

50-457 

S 

EDGEWORTH.P.J. 

8903300180* 

CONTRACT 

8904030053* 

50-390 

A 

EDGEWORTH.P.J. 

8903300188* 

CONTRACT 

8904210211* 

WASTE MGT 

EDGEWORTH.P.J. 

8903300199* 

CONTRACT 

8904040228 

PR 


EDGEWORTH.P.J. 

8903300212* 

CONTRACT 

8904100296 

PR 


EDGEWORTH.P.J. 

8903300222* 

CONTRACT 

8904050032 

PR 


EDGEWORTH,P.J. 

8903300233* 

CONTRACT 

8904070142 

50-29 

Q 

EDGEWORTH,P.J. 

8903300238* 

CONTRACT 

8904070178 

50-29 

Q 

EDGEWORTH,P.J. 

8903300265 

CONTRACT 

8904200269 

50-29 

P 

EDGEWORTH,P.J. 

8903300275* 

CONTRACT 

8904210315 

50-29 

P 

EDGEWORTH,P.J. 

8903300281 * 

CONTRACT 

8904100387* 

ORG 


EDGEWORTH.P.J. 

8903300391* 

CONTRACT 

8904210009* 

CONTRACT 


EDGEWORTH.P.J. 

8903310071* 

CONTRACT 

6904040260 

PR 


EDGEWORTH, P.J. 

8903310093* 

CONTRACT 

8904250170 

PR 


EDGEWORTH,P.J. 

8903310168* 

CONTRACT 

8904070190 

50-219 

Q 

EDGEWORTH.P.J. 

8903310240* 

CONTRACT 

8904070218 

50-219 

P 

EDGEWORTH.P.J. 

8903310261* 

CONTRACT 

8904120296 

50-219 

P 

EDGEWORTH,P.J. 

8903310291* 

CONTRACT 

8904170280 

50-219 

Q 

EDGEWORTH.P.J. 

8904060401* 

CONTRACT 

8904170364 

50-219 

P 

EDGEWORTH.P.J. 

8904100150* 

CONTRACT 

8904170285 

50-315 

S 

EDGEWORTH.P.J. 

8904110502* 

CONTRACT 

8811230347* 

50-390 

Q 

EDGEWORTH.P.J. 

8904180085* 

CONTRACT 

8904140078 

50-334 

R 

EDGEWORTH,P.J. 

8904180099* 

CONTRACT 

8904140234* 

50-353 

Q 

EDGEWORTH,P.J. 

8904180365* 

CONTRACT 

8904170036 

50-282 

R 

EDGEWORTH,P.J. 

8904190043* 

CONTRACT 

8904200087 

50-266 

J 

EDGEWORTH.P.J. 

8904190059* 

CONTRACT 

8903280266 

50-440 

S 

EDGEWORTH, P.J. 

8904190068* 

CONTRACT 

8904050124 

50-440 

S 

EDGEWORTH, P.J. 

8904190183* 

CONTRACT 

8904050192* 

50-440 

S 

EDGEWORTH,P.J. 

8904200143* 

CONTRACT 

8904050194* 

50-440 

S 

EDGEWORTH, P.J. 

8904200156* 

CONTRACT 

8904050196* 

50-440 

S 

EDGEWORTH, P.J. 

8904200166* 

CONTRACT 

8904120146* 

50-387 

Q 

EDGEWORTH, P.J. 

8904200170* 

CONTRACT 

8904190192 

50-423 

S 

EDISON,G.E. 

8903290365 

50-250 P 

8903290054 

50-286 

Q 

EDISON, G.E. 

8904180038 

50-250 P 

8903300287 

50-272 

Q 

EDISON, G.E. 

8904180047 

50-250 P 

8903300305 

50-352 

Q 

EDWARDS, D.L 

8904030230 

40-3453 

8903300325 

50-247 

Q 

EDWARDS.D.W. 

8904120178 

PRM 

8904030432* 

50-352 

Q 

EDWARDS.R.P. 

8903290092 

50-425 M 

8904050333 

50-317 

Q 

EDWARDS, R.P. 

8903290092 

50-425 M 

8904060167 

50-289 

Q 

EENIGENBURG.E. 

8903290414 

50-237 S 

8904120135 

50-387 

Q 

EENIGENBURG.E. 

8904030011 

50-10 R 

8904140337 

50-245 

Q 

EENIGENBURG.E. 

8904030237 

50-10 R 

8904190234 

50-353 

Q 

EENIGENBURG.E. 

8904060431 

50-237 S 

8904210359 

50-333 

Q 

EENIGENBURG.E. 

8904200369 

50-237 S 

8903290220* 

40-8958 


EENIGENBURG.E. 

8904210150 

50-10 R 

8904190236* 

50-353 

Q 

EENIGENBURG.E. 

8904240033 

50-237 S 

8904110420* 

50-285 

Q 

EICK.S.D. 

8904180108* 

50-237 Q 

8903310230* 

50-387 

Q 

EILPERIN.S.F. 

8904030068* 

50-320 G 

8903310181 

50-302 

Q 

EILPERIN.S.F. 

8904030079* 

50-320 G 

8904030294 

50-338 

Q 

EILPERIN.S.F. 

8904030083* 

50-320 G 

8904060145 

50-325 

Q 

EILPERIN,S.F. 

8904030087* 

50-320 G 

8904070102 

50-302 

Q 

EILPERIN.S.F. 

8904030090* 

50-320 P 

8904070119 

50-395 

Q 

EISENHUT.D.G. 

8904070176* 

FOIA 

8904120079 

50-425 

Q 

ELLIS,D.W. 

8903310221 

50-293 S 

8904130100 

50-369 

F 

ELLrS,D.W. 

8904060007 

50-293 S 

8904130232 

50-324 

P 

ELLIS, D.W. 

8904210284 

50-293 S 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 
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CATEGORY 


NUMBER 
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ELL1S.G.R. 

8902280468* 

50-344 

P 

FERSTER.A. 

8904060114 

50-271 

Q 

FRANCIS.E. 

8904030130 

40-3783 


ELLIS, SJ. 

8904240051* 

50-443 

T 

FETTERMAN.R.J. 

8904190222* 

50-423 

P 

FRANCIS.J.S. 

8904120228 

50-528 

1 

ELLIS, SJ. 

8904240091* 

50-443 

T 

FEWELL.R.B. 

8904170283 

71-674 


FRANCO.F.F. 

8904060415 

50-285 

F 

ELLWANGER,J. 

8904130020 

50-247 

S 

FEWELLR.B. 

8904170287* 

71-674 


FRANK.C.M. 

8904240051* 

50-443 

T 

ELMS,A.L 

8904200139 

50-423 

R 

FEY.F.L 

8904100407 

50-263 

F 

FRANK.C.M. 

8904240051* 

50-443 

j 

ELROD.D. 

8904100320 

PRM 


FEY.F.L 

8904210233 

50-263 

F 

FRANK.C.M. 

8904240062* 

50-443 

T 

ELROD, S.A. 

8904200179* 

50-327 

Q 

FIELDS,J. 

8903280263 

CONTRACT 

FRANK.C.M. 

8904240062* 

50-443 

T 

ELWARD.T.W. 

8904170081 

50-155 

R 

FIELDS.J. 

8904060413 

CONTRACT 

FRANK.C.M. 

8904240091* 

50-443 

T 

EMERTON.D. 

8904120044 

PRM 


FIELDS.J. 

8904210006 

CONTRACT 

FRANK, C.M. 

8904240091 * 

50-443 

T 

ENDRISS.C.R. 

8903290258 

50-352 

S 

FIELDS.J. 

8904210248 

CONTRACT 

FREDRICKSON.P. 

8904030297* 

50-338 

Q 

ENDRISS.C.R. 

8904040370 

50-352 

S 

FIELDS.M. 

8904170384 

50-445 

A 

FREDRICKSON.P. 

8904180340* 

50-280 

Q 

ENDRiSS,C.R. 

8904130175 

50-352 

S 

FIERCE.A.R. 

8904060076 

50-443 

G 

FREEMAN, P.A. 

8903310216 

50-423 

S 

ENDRISS.C.R. 

8904130434 

50-352 

$ 

FILLION.P.J, 

8904030472* 

50-269 

Q 

FRISCH.R.R. 

8904100087 

50-255 

Q 

ENDRISS.C.R. 

8904130442 

50-352 

S 

FINEMAN.C.P. 

8810040039* 

50-302 

P 

FRIZZLE, C.D. 

8904130523 

50-309 

Q 

ENDRISS.C.R. 

8904240039 

50-352 

S 

FINEMAN.C.P. 

8902020153* 

50-338 

P 

FROGGE.J.M. 

8904210304 

XPORTLIC 


ENDRISS.C.R. 

8904240442 

50-352 

S 

FINEMAN.C.P. 

8902020399* 

50-266 

P 

FROGGE,J.M. 

8904210311* 

XPORTLIC 


ENGLAND.LA 

8903290026 

50-458 

S 

FINKELA. 

8904060095* 

50-309 

Q 

FUENTE,E.S. 

8904200338 

50-416 

R 

ENGLAND.LA. 

8904070151 

50-458 

S 

FIRLIT.J.F. 

8904060051 

50-312 

S 

FUHUGE.aH. 

8904070255 

PR 


ENGLE, LB. 

8903290330 

50-338 

P 

FIRLIT.J.F. 

8904060116 

50-312 

Q 

FUJIMOTO.W. 

8904070322 

50-275 

R 

ENGLE.LB. 

8903300118 

50-338 

P 

FIRLIT,J.F. 

8904240467 

50-312 

S 

FUJIMOTO.W. 

8904140142 

50-275 

F 

ENGLE, LB. 

8904060279 

50-338 

P 

FISCHER, D.C. 

8904050266 

REVIEW GR P 

FUJIMOTO.W. 

8904190013 

50-275 

F 

ENGLE.LB. 

8904120153 

50-338 

P 

FISH.R.F. 

8904140355 

50-206 

F 

FULLER,C.H. 

8904050280 

50-267 

S 

ENGLE.L.B. 

8904120155* 

50-338 

P 

FISH,R.F. 

8904140366 

50-528 

F 

FULLER, C.H. 

8904240351 

50-267 

R 

ENGLE, LB. 

8904130212 

50-338 

P 

FISH.R.F. 

8904180196* 

50-344 

Q 

FULLER.G.H. 

8904110331 

WASTE RES 

ENGLE, LB. 

8904210128 

50-338 

P 

FISH.T.H. 

8904120213* 

50-387 

V 

FULLER.R.E. 

8904140385 

50-397 

S 

ENGLE.LB. 

8904210350 

50-338 

P 

FISHER.W.L 

8903290429 

40-7580 


FUNCHES.J.L 

8903300381* 

CONTRACT 


ERICKSON.D.L. 

8904070104 

50-280 

R 

FISHER.W.L. 

8904050052 

STATE PROG 

FUNCHES.J.L. 

8904260274* 

FOIA 


ERICKSON.P.B. 

8903290117 

50-133 

R 

FITZPATRICK,E. 

8903310013 

50-219 

S 

FURIA,J. 

8904180086* 

50-3 

Q 

ERNST.M.L 

8903310248 

50-280 

P 

FITZPATRICK, E. 

8904040210 

50-219 

S 

GAEBLER.W. 

8903280221 

50-312 

1 

ERNSTES.M.E. 

8904250347* 

50-261 

V 

FITZPATRICK, E. 

8904060141 

50-219 

S 

GAEBLER.W. 

8903310046 

50-312 

1 

ERTMAN.J.S. 

8903280091 

50-387 

S 

FIT2PATRICK.E. 

8904110184 

50-219 

S 

GAGLIARDO.J.E. 

8903290252* 

50-267 

Q 

ESELQRATH.P.W. 

8904140256* 

50-309 

V 

FIT2PATRICK.E. 

8904130051 

50-219 

Q 

GAINES.C.R. 

8903300271 

50-382 

S 

ESELGROTH.P.W. 

8903300145 

50-317 

V 

FITZPATRICK.E. 

8904130535 

50-219 

J 

GALLAGHER.J.W. 

8904070269 

50-277 

Q 

ESELGROTH.P.W. 

8903310320 

50-225 

V 

FITZPATRICK.E. 

8904170173 

50-219 

Q 

GALLAGHER,J.W. 

8904120420 

PRM 


ESELGROTH.P.W. 

8903310327* 

50-244 

V 

FIT2PATRICK.E. 

8904170238 

50-219 

S 

GALLAGHER,J.W. 

8904120521 

50-277 

Q 

ESELGROTH.P.W. 

8904030299 

50-54 

V 

FITZPATRICK, R. 

8904060332* 

50-275 

P 

GALUGHER.J.W. 

8904130354 

50-352 

Q 

ESELGROTH.P.W. 

8904110321 

50-272 

V 

FITZPATRICK.R. 

8904110373 

NUREG 


GALLAGHER.J.W. 

8904190355 

50-277 

F 

ESSIG.T.H. 

8904240154* 

50-528 

Q 

FIT2PATRICK.R. 

8904110458 

NUREG 


GALUGHER.J.W. 

8904210178 

50-277 

F 

ETHRIDGE.LJ. 

8904280308* 

PROJ 


FLAHIVE,R. 

8903310051 

50-455 

S 

GALLO,R.M. 

8903280208 

50-245 

V 

ETZWEILER.J.F. 

8904210181 

50-247 

S 

FLAHIVE.R. 

8904030351 

60-455 

S 

GALLO, R.M. 

8903290005 

50-353 

Q 

EURY.LW. 

8904240337 

50-400 

P 

FLATT.K.E. 

8904120315* 

CONTRACT 


GALLO.R.M. 

8903310133 

50-272 

Q 

EURY.LW. 

8904240479 

50-261 

P 

FLEENOR.C.M. 

8903300134 

CONTRACT 


GALLO, R.M. 

8903310226 

50-387 

Q 

EVANS.M.G. 

8903290007* 

50-353 

Q 

FLEENOR.C.M. 

8903300141 

CONTRACT 


GALLO.R.M. 

8903310326 

50-244 

V 

EVERETT, R.J. 

8904110420* 

50-285 

Q 

FLEISSNER,J.W. 

8904240018 

50-266 

1 

GALLO,R.M. 

8904050325 

50-219 

Q 

EVERETT.R.J. 

8904120526* 

50-458 

Q 

FLEMING, K.N. 

8904210384* 

50-498 

P 

GALLO.R.M. 

8904060092 

50-309 

Q 

EVERETT,R.J. 

8904130526* 

50-313 

Q 

FLETCHER.R.G. 

8904250160 

PRM 


GALLO.R.M. 

8904120210 

50-387 

V 

EWING, J.S. 

8903290048* 

50-277 

H 

FLETT.J.V. 

.8904030055 

WASTE MGT 

GALLO,R.M. 

8904140226 

50-353 

Q 

EXON.J.J. 

8904110072* 

COMMISSION 

FLIEGEL.M. 

8904040244 

WASTE MGT 

GALLO.R.M. 

8904140250 

50-309 

V 

FAIRTILE.M. 

8903300114 

50-29 

P 

FLIEGEL.M. 

8904130429* 

WASTE MGT 

GALLO.R.M. 

8904140403 

50-387 

P 

FAIRTILE.M, 

8904240022 

50-271 

P 

FLINQOU.C. 

8904240295 

XPORTLIC 


GALLO,R.M. 

8904190284 

50-354 

V 

FAIRTILE.M.B. 

8904030235 

50-271 

P 

FLINGOU.C. 

8904240297 

XPORTLIC 


GALLO.R.M. 

8904210163 

50-317 

Q 

FAIRTILE.M.B. 

8904030313 

50-271 

P 

FLINQOU.C. 

8904240299 

XPORTLIC 


GALSTER.R.W. 

8904030121 

WASTE MGT 

FAIRTILE.M.B. 

8904070112 

50-271 

P 

FLINQOW.C. 

8904070124 

XPORTLIC 


GARBER,B.A. 

8904070104 

50-280 

R 

FAIRTILE.M.B. 

8904180190 

50-29 

Q 

FLIPPO.R.G, 

8903310092* 

50-259 

H 

GARCIA,E. 

8904170037 

50-206 

S 

FAIRTILE.M.B. 

8904200099* 

50-271 

G 

FLOWER8.F.D. 

8904070107 

XPORTLIC 


GARCIA.E. 

8904200052 

50-163 

S 

FAIRTILE.M.B. 

8904200099* 

50-271 

G 

FLOWERS.F.D. 

8904070130 

XPORTLIC 


GARCIA.E.M. 

8904140371 

50-73 

S 

FAIRTILE,M.B. 

8904200358 

50-271 

P 

FLYNN, H.J. 

8904130271 

50-443 

G 

GARCIA.E.M. 

8904240154* 

50-528 

Q 

FAITH, S. 

8904100165 

WASTE RES 

FLYNN.H.J. 

8904210032 

50-443 

G 

GARCIA,P.J. 

8903290314 

40-8905 


FALEVITS.Z. 

8904180108* 

50-237 

Q 

FLYNN,M.J. 

8904210021* 

CONTRACT 


GARDNER.R.N. 

8904110044* 

50-461 

Q 

FANNON.M.M. 

8904050327 

WASTE RES 

FOGARTY.E.P. 

8903310243 

50-277 

F 

GARDNER, R.N. 

8904210189* 

50-461 

Q 

FANNON.M.M. 

8904050335 

WASTE 

RES 

FOGARTY,E.P. 

8904040325 

50-352 

S 

GARDNER.R.N. 

8904240406* 

50-237 

Q 

FARMER.F.G. 

8710140201* 

50-382 

P 

FOGARTY, E.P. 

8904050033 

50-277 

F 

GARDNER,R.N. 

8904240471* 

50-315 

Q 

FARMER.F.G. 

8710140201* 

50-382 

P 

FOQARTY.E.P. 

8904190044 

50-352 

S 

GARNER.LW. 

8903300247* 

50-261 

Q 

FARRAR.J.P. 

8904040329 

50-62 

R 

FOLEY,J.V. 

8904190222* 

50-423 

P 

GARNER.LW. 

8904200180* 

50-261 

Q 

FAW.R.E. 

8904190119 

50-188 

Q 

FOLEY.M. 

8904030045* 

WASTE MGT 

GARRICK.B.J. 

8904210384* 

50-498 

P 

FAY.C.W. 

8903300366 

50-266 

P 

FONTECILLA,H.M. 

8904110537* 

WASTE MGT 

GARTEN, G.E. 

8903300074 

50-213 

F 

FAY.C.W. 

8904050364 

50-266 

Q 

FORNEY.W. 

8904100242 

50-237 

S 

GAUTAM,A.S. 

8904110044* 

50-461 

Q 

FAY.C.W. 

8904060118 

50-266 

P 

FOSTER,J.W. 

8903310095 

50-369 

P 

GAVRILAS,M. 

8904050080 

50-317 

R 

FAY.C.W. 

8904180187 

50-266 

Q 

FOWLER,T.K. 

8904060269 

50-224 

R 

GEARS.G.E. 

8903290347 

50-260 

P 

FAY.C.W. 

8904180341 

50-266 

P 

FOX.C.H. 

8904040238 

50-260 

S 

GEARS.G.E. 

8903290354 

50-260 

P 

FAY.C.W. 

8904190148 

50-266 

F 

FOX,C.H. 

8904060525 

50-327 

Q 

GEARS.G.E. 

8903300349 

50-260 

P 

FAY.C.W. 

8904200100 

50-266 

R 

FOX,C.M. 

8904070128 

50-259 

R 

GEARS, G.G. 

8904120025 

50-260 

P 

FAY.C.W. 

8904240239 

50-266 

F 

FOX,C.H. 

8904130490 

50-327 

F 

GEJDENSON.S. 

8903290020* 

50-346 

U 

FECTEAU.M.W, 

8904240240* 

50-400 

P 

FOX,C.H. 

8904130501 

50-259 

Q 

GEJDENSON.a 

8904110301* 

PR 


FEIGENBAUM.T.C. 

8904240080* 

50-443 

j 

FOX,C.H. 

8904140257 

50-327 

Q 

GEJDENSON.S. 

8904120240 

PR 


FEIGENBAUM.T.C. 

8904240430 

50-443 

P 

FOX.C.H. 

8904140260 

50-327 

Q 

GERHARD, M.A. 

8904110456 

NUREG 


FERGUSON.J.C. 

8904190403 

40-4492 


FOX.C.H. 

8904140262 

50-327 

Q 

GERHARD.M.A. 

8904110484 

NUREG 


FERLAND,E.J, 

8904120195 

PR 


FOX.C.H. 

8904140274 

50-390 

Q 

GERRALD.LD. 

8903310153 

71-6581 


FERNANDEZ.W. 

8903300194 

50-333 

Q 

FOX,C.H. 

8904140287 

50-390 

Q 

GERRALD.LD. 

8903310159* 

71-6581 


FERNANDEZ, W. 

8904060037 

50-333 

S 

FOX.C.H. 

8904170206 

50-259 

Q 

GERRALD.LD. 

8903310165* 

71-6581 


FERNANDEZ,W. 

8904130357 

50-333 

S 

FOX,C.H. 

8904170212 

50-327 

Q 

GERT2.C.P. 

8904040393 

WASTE MGT 

FERNANDEZ,W. 

8904140388 

50-333 

Q 

FOX.C.H. 

8904170214 

50-390 

S 

GERTZ.C.P. 

8904050361 

WASTE MGT 

FERNANDEZ,W. 

8904180119 

50-333 

S 

FOX,C.H. 

8904170227 

50-327 

K 

GERTZ.C.P. 

8904210149 

WASTE MGT 

FERNANDEZ.W. 

8904200316 

50-333 

R 

FOX.C.H. 

8904180290 

50-327 

Q 

QMADIALI.N. 

8904250193 

NUREG 


FERNANDEZ.W. 

8904210343 

50-333 

S 

FOX,C.H. 

8904180305 

50-390 

A 

QIANNELLI.J.M. 

8904190144* 

FOIA 


FERSTER.A. 

8904060024 

50-271 

Q 

FOX.E.F. 

8904200235* 

50-322 

F 

GIANNUZZI.A.J. 

8904040120* 

50-324 

P 

FERSTER.A. 

8904060024 

50-271 

G 

FOX.E.F. 

8904200242* 

50-322 

F 

GIBSON.A.F. 

8904180135 

50-250 

Q 

FERSTER,A. 

8904060114 

50-271 

Q 

FRANCE.Q.M. 

8903280320* 

50-6 

Q 

GIBSONAF. 

8904180141* 

50-250 

Q 
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GIBSON, A.F. 

8904180268 

50-269 

P 

GRIDLEY.R. 

8903300162 

50-327 

Q 

HAIRSTON.W.G. 

8903280175 

50-424 

S 

GIBSON, A.F. 

8904240338 

50-424 

Q 

GRIDLEY.R. 

8903300169 

50-259 

P 

HAIRSTON, W.G. 

8903280249 

50-348 

P 

GIBSON, J. 

8904200293* 

50-336 

R 

GRIDLEY.R. 

8903300237 

50-259 

P 

HAIRSTON.W.G. 

8903280291 

50-424 

S 

GIBSON.K. 

8903300333 

50-272 

S 

GRIDLEY.R. 

8903300249 

50-327 

P 

HAIRSTON.W.G. 

8903280325 

50-348 

J 

GUTTER, J.G. 

8904030024 

50-305 

P 

GRIDLEY.R. 

8903300279 

50-327 

Q 

HAIRSTON.W.G. 

8903290132 

50-321 

P 

GUTTER, J.G. 

8904210195 

50-305 

P 

GRIDLEY.R. 

8903300344 

50-327 

Q 

HAIRSTON.W.G. 

8903300096 

50-348 

Q 

GILBERT,LD. 

8904190285* 

50-458 

Q 

GRIDLEY.R. 

8903310120 

50-390 

A 

HAIRSTON.W.G. 

8903300190 

50-321 

P 

GILBERT.W.C. 

8904110531* 

WASTE MGT 

GRIDLEY.R. 

8903310135 

40-1341 


HAIRSTON.W.G. 

8903300257 

50-364 

Q 

GILUaF. 

8904110052* 

50-315 

Q 

GRIDLEY.R. 

8903310232 

50-259 

Q 

HAIRSTON.W.G. 

8904040052 

50-424 

P 

GILRAY.J.W. 

8904240472 

WASTE MGT 

GRIDLEY.R. 

8904030050 

50-390 

A 

HAIRSTON.W.G. 

8904040171 

50-425 

S 

GIRARD, E. 

8904180145* 

50-250 

Q 

GRIDLEY.R. 

8904030248 

50-259 

F 

HAIRSTON.W.G. 

8904040181 

50-425 

Q 

GLASMAN.M. 

8903300098* 

50-424 

Q 

GRIDLEY.R. 

8904030367 

50-327 

Q 

HAIRSTON.W.G. 

8904040194 

50-321 

F 

GLENN, J. 

8904130338 

l&E 


GRIDLEY.R. 

8904030378 

50-390 

A 

HAIRSTON.W.G. 

8904040336 

50-424 

Q 

GLENN,J. 

8904130513 

l&E 


GRIDLEY.R. 

8904040035 

50-259 

P 

HAIRSTON.W.G. 

8904040348 

50-321 

Q 

GLICK,R. 

8904170282 

PR 


GRIDLEY.R. 

8904040078 

50-259 

R 

HAIRSTON.W.G. 

8904050061 

50-425 

Q 

GOBLE,R,L 

8904140179* 

50-443 

T 

GRIDLEY.R. 

8904040163 

50-390 

S 

HAIRSTON.W.G. 

8904050068 

50-424 

P 

GODKNECHT.M. 

8903310013 

50-219 

S 

GRIDLEY.R. 

8904040168 

50-390 

Q 

HAIRSTON.W.G. 

8904050073 

50-424 

Q 

GOLLER.K.R. 

8904240356* 

50-220 

0 

GRIDLEY.R. 

8904040339 

50-390 

A 

HAIRSTON.W.G. 

8904050454 

50-348 

Q 

GOLMAN,D.S. 

8904280308* 

PROJ 


GRIDLEY.R. 

8904040398 

50-327 

P 

HAIRSTON.W.G. 

8904070121 

50-348 

R 

GOOD,G.M. 

8904180196* 

50-344 

Q 

GRIDLEY.R. 

8904050482 

50-259 

R 

HAIRSTON.W.G. 

8904070126 

50-321 

R 

GOODEN,A. 

8903300154* 

50-413 

Q 

GRIDLEY.R. 

8904060360 

50-259 

F 

HAIRSTON.W.G. 

8904070267 

PR 


GOODMAN, LS. 

8904190322 

50-341 

S 

GRIDLEY.R. 

8904070098 

50-327 

F 

HAIRSTON.W.G. 

8904110067 

50-321 

S 

GOODWIN.E. 

8904240177* 

50-327 

P 

GRIDLEY.R. 

8904140126 

50-260 

P 

HAIRSTON.W.G. 

8904110251 

50-348 

Q 

GORALSKI.G. 

8904200017 

50-255 

R 

GRIMES.B.K. 

8903290078 

REVIEW GR P 

HAIRSTON.W.G. 

8904110477 

50-321 

S 

GORDON.C.S. 

8904240037 

50-346 
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50-461 

P 

HSU.C.J. 

8904110458 

NUREG 


8904120018* 

50-29 

Q 

HICKMAN,J.B. 

8904030255 

50-461 

P 

HUBER.M.P. 

8904140023* 

50-454 

Q 

8903290297 

40-8102 


HICKMAN, J.B. 

8904030362* 

50-461 

P 

HUCK,PJ. 

8808120187 

WASTE RES 

8903290315 

40-1341 


HICKMAN, J.B. 

8904200271 

50-461 

P 

HUCK,P.J. 

8904030304 

WASTE RES 

8903290337 

WASTE MGT 

HIERSCHE.R.E. 

8903290072 

71-669 


HUDEC.W.S. 

8904140200 

XPORTLIC 


8903290344 

40-8502 


HIGGINS.W.R. 

8903280077 

50-395 

S 

HUDEC.W.S. 

8904140239 

XPORTLIC 


8903290349 

40-299 


HIGGINS, W.R. 

8904060435 

50-395 

S 

HUDEC.W.S. 

8904200302* 

XPORTLIC 


8903290351 

40-8684 


HIGGINS.W.R. 

8904100045 

50-395 

S 

HUDER.W.S. 

8904200171* 

XPORTLIC 


8903290395 

40-8904 


HIGGINS.W.R. 

8904170240 

50-395 

S 

HUDIBURG.JJ. 

8904190131 

50-250 

H 

8903300030 

40-8502 


HIGH.C. 

8904140008* 

50-443 

T 

HUDSPETH.J.B. 

8903290319 

50-348 

F 

8903300034 

40-8452 


HIGH.C. 

8904140008* 

50-443 

T 

HUEY.F.R. 

8904170144* 

50-206 

Q 

8903300044 

40-8829 


HIGHFILL.K.L 

8904040308 

50-293 

R 

HUEY.R. 

8904060110 

50-206 

S 

8903300048 

40-6659 


HIGHFILL.K.L 

8904130043 

50-293 

R 

HUGHES, A. 

8903300102 

CONTRACT 


8903300088 

40-8904 


HILDEBRAND,J.E. 

8903310074 

50-146 

H 

HUGHES.A. 

8903300218 

CONTRACT 


8903300131 

40-299 


HILDENBRAND.P. 

8904030216 

40-8857 


HUGHES.A. 

8903300227 

CONTRACT 


8903300168 

40-8681 


HILL-WHILTON.R. 

8904060106 

50-443 

T 

HUGHES.A. 

8903310068 

CONTRACT 


8904170164 

40-8907 


HILL-WHILTON,R. 

8904060106 

50-443 

T 

HUGHES, A. 

8903310091 

CONTRACT 


8904170171* 

40-8907 


HIMLER.J.C. 

8904040392* 

50-327 

Q 

HUGHES, A. 

8904180082 

CONTRACT 


8904170174* 

40-8907 


HINDS, J. 

8904200007 

50-456 

S 

HUGHES, A. 

8904180091 

CONTRACT 


8904170186 

40-8714 


HINDS,J.M. 

8904170027* 

50-456 

Q 

HUKILL.H.D. 

8903280332 

50-289 

J 

8904170195* 

40-8714 


HINDS, J.M. 

8904200307* 

50-295 

Q 

HUKILL,H.D. 

8904130628 

50-289 

Q 

8904110184 

50-219 

S 

HINTZ,D.C. 

8903280009 

50-305 

Q 

HUKILUH.D. 

8904190344 

50-289 

P 

8904120431 

50-395 

P 

HINTZ.D.C. 

8904040044 

50-305 

Q 

HULMAN.LG. 

8605150229* 

FOIA 


8904170242 

50-395 

P 

HOBE,M.A. 

8904200335 

50-155 

F 

HUNGER, G.A. 

8903290150 

50-352 

P 

8904200209 

50-395 

P 

HOBE.M.A. 

8904210040 

50-155 

F 

HUNGER.G.A. 

8904060068 

50-277 

P 

8904190245* 

WASTE MGT 

HOCK,D.D. 

8904210092 

50-267 

I 

HUNGER,G.A. 

8904120161 

50-352 

P 

8903280260 

50-528 

S 

HODGDON.A.P. 

8904130105 

50-277 

G 

HUNGER.G.A. 

8904120177 

50-352 

P 

8903290023 

50-529 

S 

HODGDON.A.P. 

8904210015 

50-271 

G 

HUNGER.G.A. 

8904190095 

50-352 

P 

8904130147 

50-530 

S 

HOFFMAN,D.P. 

8903260286 

50-255 

Q 

HUNGER.G.A. 

8904190101 

50-352 

P 

8904180201 

50-528 

S 

HOFFMAN, D.P. 

8903310014 

50-255 

K 

HUNGER, G.A. 

8904190110 

50-352 

P 

8904190202 

50-528 

S 

HOFFMAN.D.P. 

8904180334* 

50-255 

P 

HUNGER.G.A. 

8904240120 

50-352 

P 

8904200292 

50-529 

S 

HOFFMAN.G.L 

8903290220* 

40-8958 


HUNSADER.S.C. 

8904130281 

50-454 

P 

8904210211* 

WASTE MGT 

HOFFMAN.G.L. 

8904030459 

40-299 


HUNT.M.D. 

8904120098* 

50-424 

Q 

8904190166* 

50-309 

Q 

HOGG,J.F. 

8904050177 

50-483 

S 

HUNTER, D.R. 

8903290193* 

50-482 

Q 

8904190139* 

FOIA 


HOUHAN.G.M. 

8904030410* 

50-397 

P 

HUNTER.T.O. 

8904190239* 

WASTE MGT 

8904100340 

PRM 


HOLAHAN.G.M. 

8904170157 

50-499 

P 

HURT.R.D. 

8904050456 

PROJ 


8904100359 

PRM 


HOLBERT.B. 

8904240134 

50-458 

K 

HURT.R.D. 

8904070018 

PROJ 


8904110407* 

70-135 


HOLFORD.D. 

8904110443 • 

NUREG 


HUSTON.J.E. 

8811230350* 

50-390 

Q 

8903310192 

50-267 

P 

HOLLAND.W.E. 

8904180340* 

50-280 

Q 

HUTCHISON.J.W. 

8904210256* 

70-135 


8904100235 

50-267 

Q 

HOLLER.E. 

8904030192 

50-499 

S 

HUTCHISON.LB. 

8904210099 

50-397 

R 

8904110524 

50-267 

P 

HOLLER, E.J. 

8904170070 

50-498 

S 

HUYAKORN.P.S. 

8904190059* 

CONTRACT 


8904140300 

50-116 

P 

HOLLOWAY.C.J. 

8904050406 

50-267 

P 

IKEDA.M. 

8904210121 

XPORTLIC 


8904190206* 

FOIA 


HOLLOWAY, C.J. 

8904240006 

60-275 

P 

IMBRO.E. 

8903290081* 

REVIEW GR P 

8904190211* 

FOIA 


HOLMES, J. 

8904240406* 

50-237 

Q 

IMBRO.E.V. 

8903310212 

REVIEW GR P 

8903310076 

50-424 

Q 

HOLMES.J. 

8904240471* 

50-315 

Q 

INGALLS.W.L. 

8904100366 

PRM 


8904030091 

50-424 

Q 

HOLMES-RAY.P. 

8904130401* 

50-302 

Q 

INGLE,S. 

8904070032 

40-8857 


8904030183 

50-321 

Q 

HOLONICH.J.J. 

8904130478 

WASTE MGT 

INGRAM, F. 

8904190061 

50-320 

H 
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INTERRANTE.C.G. 

8904030138 

WASTE RES 

INTERRANTE.C.G. 

8904040357 

WASTE RES 

!NTERRANTE,C.G. 

8904050450 

WASTE RES 

INTERRANTE.C.G. 

8904050519 

WASTE RES 

INTERRANTE.C.G. 

8904190174 

WASTE RES 

IRVING, G.W. 

8904190306 

50-170 

Q 

IRWIN, D.P. 

8904200122 

50-322 

G 

IRWIN, D.P. 

8904200122 

50-322 

G 

IVEY.J.S. 

8904110159* 

50-272 

P 

JABBOUR.K.N. 

8904200194 

50-413 

P 

JA33CL:R..K.N. 

8904210266 

50-413 

P 

JABLONSKl.F.J. 

8904180108* 

50-237 

Q 

JACKIW.I.N. 

8903280045* 

50-263 

Q 

JACKIW.l.N. 

8904130247* 

50-331 

Q 

JACKIW.I.N. 

8904200176* 

50-155 

Q 

JACKLIN.N. 

8904050219 

50-373 

S 

JACKLIN.N.W. 

8904050201 

50-373 

S 

JACKS.J.D. 

8904120107 

50-313 

S 

JACKSON, E.F. 
JACKSON, G. 

JACKSON.G. 

JACKSON.S. 

JACOBY.D.L 

8904190231 

8904170264 

8904190204* 

8904170197 

8903300034 

50-262 

71-6400 

FOIA 

71-673 

40-8452 

Q 

JAFFE.D.H. 

8904030008 

50-423 

P 

JAMES.D.E. 

8903300110 

50-313 

P 

JAMES, D.E. 

8903310028 

50-313 

R 

JAMES.D.E. 

8904030246 

50-313 

P 

JAMES.D.E. 

8904050183 

50-313 

J 

JAMES.D.E. 

8904070092 

50-368 

P 

JAMES.D.E. 

8904120109 

50-313 

Q 

JAMES.D.E. 

8904120258 

50-368 

Q 

JAMES.D.E. 

8904170300 

50-313 

Q 

JAMES.D.E. 

8904180243 

50-313 

R 

JAMES.D.E. 

8904180246 

50-368 

R 

JAMES.D.E. 

8904190107 

50-313 

1 

JAMES.D.E. 

8904240324 

50-313 

P 

JANG.J. 

8904180086* 

50-3 

Q 

JANUSKA.A.G. 

8904100364* 

50-341 

Q 

JAPE.F. 

8904040008* 

50-395 

Q 

JAPE.F. 

8904200187* 

50-335 

Q 

JAVORIK.A. 

8904170252 

50-455 

S 

JEHLE.P. 

8904200094 

50-271 

G 

JENISON.K. 

8903300253* 

50-327 

Q 

JENISON.K. 

8904210123* 

50-327 

Q 

JENNINGS.A.D. 

JO,J.H. 

JOHANSEN, J. 
JOHANSEN.J. 

8904050108* 

8904250173 

8904030029 

8904170335 

50-482 

NUREG 

I&E 

i&E 

1 

JOHNSON, A.R. 

8903290136* 

50-382 

Q 

JOHNSON,A.R. 

8904120242* 

50-285 

Q 

JOHNSON.B.D. 

8903280191 

50-255 

S 

JOHNSON.B.D. 

8903290111 

50-255 

S 

JOHNSON.B.D. 

8904060529 

50-255 

S 

JOHNSON.B.D. 

8904100192 

50-255 

S 

JOHNSON.B.D. 

8904110030 

50-255 

R 

JOHNSON.B.D. 

8904110539 

50-255 

F 

JOHNSON.B.D. 

8904110541 

50-255 

S 

JOHNSON.B.D. 

8904140134 

50-155 

R 

JOHNSON.B.D. 

8904180363 

50-255 

R 

JOHNSON.B.D. 

8904240001 

50-155 

R 

JOHNSON.C.E. 

8904070224* 

50-313 

Q 

JOHNSON.E.R. 
JOHNSON.G.L 
JOHNSON, G.L 

8902280468* 

8904110465 

8904110484 

50-344 

NUREG 

NUREG 

P 

JOHNSON,J. 

8904180212 

50-410 

S 

JOHNSON, J.R. 

8903290038* 

50-333 

Q 

JOHNSON.J.R. 

8903300390* 

50-286 

Q 

JOHNSON, J.R. 

8904190205 

50-286 

P 

JOHNSON, M.D. 

8904170259 

50-54 

R 

JOHNSON,?. 

8904060110 

50-206 

S 

JOHNSON,?. 

8904200120 

50-362 

S 

JOHNSON, P.H. 

8904170062* 

50-397 

Q 

JOHNSON, P.H. 
JOHNSON,S.C. 

8904170144* 

8904190077 

50-206 

70-143 

Q 

JOHNSON, T.E. 

8904030327* 

50-482 

P 

J0HN80N,T.L 
JOHNSON, W.J. 
JOHNSON, W.J. 

8904050486 

8904030015 

8904190137 

WASTE MQT 

TOPREP 

TOPREP 

JOHNSTON, J.B. 

8901310211* 

COMMISSION 

JOHNSTON, J,R, 

8904170081 

50-156 

R 

JOHNSTON, K£. 

8904170086* 

50-275 

Q 

JONAS, 8.A. 

8904130071 

50-443 

G 

JONAS, S.A. 

8904130171 

50-443 

G 

JONAS,8.A, 

8904130181* 

50-443 

G 

JONES, B.Q. 

8904070029 

50-356 

Q 

JONES, C.D. 

8904140003 

50-443 

T 

JONES, C.D. 

8904140003 

50-443 

T 

JONES, D. 

8903280057 

50-312 

F 
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JONES.D. 

8904250135 

NUREG 


JONES.D. 

8904250193 

NUREG 


JONES,D.W. 

8904070012* 

70-27 


JONES.H. 

8904070133 

PRM 


JONES.S.B. 

8904130417 

50-259 

S 

JONES.T.M. 

8904040425 

50-324 

S 

JONES.T.M. 

8904140510 

50-324 

S 

JONES.T.M. 

8904240003 

50-325 

S 

JORDAN.E.L. 

8610230109* 

50-293 

F 

JORDAN.E.L. 

8903310105 

ORG 


JORDAN.E.L. 

8904110046 

REVIEW 

GR P 

JORDAN.E.L. 

8904110506 

REVIEW GR P 

JORDAN.E.L. 

8904170030 

REVIEW GR P 

JORDAN.E.L 

8904170147 

REVIEW GR P 

JORDAN.E.L. 

8904200190 

ORG 


JORDAN.E.L. 

8904210275 

ORG 


JOSIGER.W.A. 

8904040235 

50-286 

Q 

JOSIGER.W.A. 

8904040429 

50-286 

Q 

JOSIGER.W.A. 

8904170065 

50-286 

S 

JOSIGER.W.A. 

8904180018 

50-286 

Q 

JOYCE.T.P. 

8903280324 

50-304 

S 

JOYCE.T.P. 

8904170146 

50-295 

S 

JOYCE.T.P. 

8904180311 

50-295 

R 

JOYCE.T.P. 

8904190438 

50-295 

R 

JOYCE.T.P. 

8904200263 

50-295 

S 

JUERGENS.S. 

8904050334* 

50-317 

Q 

JULIAN,C.A. 

8903300092 

50-424 

Q 

JULIAN.C.A. 

8903300095* 

50-424 

Q 

JULIAN.C.A. 

8903310047 

50-280 

Q 

JULIAN,C.A. 

8903310056 

50-425 

Q 

JULIAN.C.A. 

8903310079 

50-424 

Q 

JULIAN,C.A. 

8903310084* 

50-424 

Q 

JULIAN.C.A. 

8903310085* 

50-424 

Q 

JULIAN.C.A. 

8904030116 

50-250 

Q 

JULIAN.C.A. 

8904030469 

50-269 

Q 

JULIAN.C.A. 

8904030471* 

50-269 

Q 

JULIAN.C.A. 

8904040001 

50-280 

Q 

JULIAN.C.A. 

8904040004 

50-280 

Q 

JULIAN.C.A. 

8904060130 

50-321 

Q 

JULIAN.C.A. 

8904120118 

50-250 

Q 

JULIAN, C.A. 

8904120143 

50-413 

Q 

JULIAN.C.A. 

8904130080 

50-250 

Q 

JULIAN.CA. 

8904180160 

50-335 

Q 

JULIAN.C.A. 

8904180319 

50-338 

Q 

JULIAN.C.A. 

8904200075 

50-261 

Q 

JULIAN.CA. 

8904200077 

50-335 

Q 

JULIAN.CA. 

8904200082 

50-369 

Q 

JULIAN.CA. 

8904200154 

50-321 

Q 

JULIAN.CA. 

8904200167 

50-348 

Q 

JULIAN.CA. 

8904240349 

50-424 

Q 

JULIAN.CA. 

8904240362 

50-280 

Q 

JURY.K.R. 

8903300247* 

50-261 

Q 

JURY.K.R. 

8904200180* 

50-261 

Q 

KAHLE.J.B. 

8903280369* 

70-27 


KAHLE.J.B. 

8904040067* 

STATE PRO G 

KAHLE.J.B. 

8904060048 

50-338 

S 

KAHLE.J.B. 

8904120274* 

50-348 

Q 

KAHLE.J.B. 

8904200245* 

50-302 

Q 

KALMAN.G. 

8903300367 

50-312 

P 

KALMAN.G. 

8904180058 

50-312 

P 

KALMAN.G. 

8904200243 

50-312 

P 

KALMAN.G. 

8904200408 

50-312 

Q 

KAMENAR.P.D. 

8904120183 

PRM 


KAMMERER.C 

8903290016 

STATE PRO G 

KAMMERER.C. 

8903300122 

STATE PRO G 

KAMMERER.C. 

8904070191* 

FOIA 


KAMMERER.C. 

8904180079 

STATE PROG 

KANE,G.E. 

8903290172 

50-338 

S 

KANE.Q.E. 

8904190289 

50-339 

S 

KANE,W.F. 

6903300380 

50-220 

p 

KANE,W.F. 

8904060196 

50-309 

Q 

KANE.W.F. 

6904140345 

60-352 

Q 

KANE.W.F, 

KAN8LER,M.R. 

6904180133 

8904100042 

50-223 

50-280 

Q 

S 

KANSLER,M.R. 

8904210084 

50-280 

S 

KANTOR.F. 

8904270133* 

50-283 

p 

KAPLAN, A. 

8903280266 

60-440 

s 

KAPLAN,A. 

8903280287 

50-440 

E 

KAPLAN, A. 

8904040076 

50-440 

Q 

KAPLAN, A. 

8904050124 

50-440 

S 

KAPLAN, A. 

8904050181 

50-440 

S 

KAPLAN,A, 

8904050202 

50-440 

J 

KAPLAN,A. 

8904070024 

50-440 

F 

KAPLAN, A. 

8904110074 

50-440 

S 

KAPLAN, A. 

8904120151 

PR 


KAPLAN, A. 

8904240397 

50-440 

1 

KARAM.R.A. 

8904130356 

50-160 

P 

KARNER,D.B. 

8904030113 

50-528 

J 


AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

KARNER.D.B. 

8904040146 

50-528 

Q 

KARNER.D.B. 

8904120132 

50-528 

P 

KARNER.D.B. 

8904170270 

50-528 

Q 

KARNER.D.B. 

8904210251 

50-528 

Q 

KASCH.C.K. 

8904040279* 

WASTE MGT 

KASNICKI.CA. 

8904030265* 

70-27 


KASNICKI.D.A. 

8904030292* 

70-1113 


KASSEN.M. 

8904210368* 

PR 


KASUGA.R.W. 

8904200393 

50-213 

S 

KASUN.D.J. 

8903280335 

70-143 


KASUN.D.J. 

8904140009 

70-143 


KASUN.D.J. 

8904170219 

70-27 


KAY.C.E. 

8904050022 

WASTE MGT 

KEARNEY, J.J. 

8904250155 

PR 


KEAST.D.N. 

8904130136 

50-443 

T 

KEIMIG.R. 

8904190303 

50-317 

S 

KEIMIG.R.R. 

8904140266 

50-293 

s 

KEIMIG.R.R. 

8904190247* 

50-277 

Q 

KEIMIG.R.R. 

8904200314 

50-289 

S 

KEIMIG.R.R. 

8904210154* 

50-20 

Q 

KEISER.H.W. 

8901310162 

50-387 

P 

KEISER.H.W. 

8903280374 

50-387 

R 

KEISER.H.W. 

8904060462 

50-387 

F 

KEISER.H.W. 

8904130098 

50-387 

P 

KEISER.H.W. 

8904130349 

50-387 

Q 

KEISER.H.W. 

8904130563 

71-9070 


KEISER.H.W. 

8904190413 

50-387 

J 

KEISER.H.W. 

8904200364 

50-387 

P 

KEISER.H.W. 

8904200366* 

50-387 

P 

KEISER.H.W. 

8904240047 

50-387 

P 

KEISER.H.W. 

8904240048* 

50-387 

P 

KEISER.H.W. 

8904240293 

50-387 

H 

KELLY.E. 

8904140352* 

50-352 

Q 

KELLY.G. 

8904060198* 

50-309 

Q 

KELLY.J.A. 

8904130526* 

50-313 

Q 

KELLY, J.A.F. 

8904140387* 

50-482 

F 

KELLY.J.L. 

8903300201 

50-293 

S 

KELLY. L 

8903290284 

50-341 

P 

KELLY, L. 

8904110099 

50-341 

P 

KELLY, L. 

8904200126 

50-341 

P 

KELLY.W.J. 

8903310080 

50-323 

S 

KELLY.W.J. 

8904040066 

50-275 

S 

KELLY.W.J. 

8904040245 

50-275 

s 

KELLY.W.J. 

8904210345 

50-275 

s 

KELMERS.A.D. 

8904110470 

WASTE RES 

KEMPER.J.S. 

8904040050 

50-353 

Q 

KEMPER.J.S. 

8904040107 

50-353 

A 

KEMPER.J.S. 

8904070260 

50-353 

A 

KEMPER.J.S. 

8904100035 

50-353 

Q 

KEMPER.J.S. 

8904100046 

50-353 

Q 

KEMPER.J.S. 

8904120082 

50-353 

Q 

KEMPER.J.S. 

8904190122 

50-353 

Q 

KEMPER.J.S. 

8904190143 

50-353 

A 

KENNA.B.T. 

8904280050* 

FOIA 


KENNEDY, E.E. 

8904110203 

40-8903 


KENNEDY.R.P. 

8904110383 

NUREG 


KENNY.S.J. 

8904060023* 

50-443 

P 

KENNY, S.J. 

8904060025* 

50-443 

P 

KETCHEN.E. 

8904240365* 

50-220 

P 

KEUTER.D.R. 

8903290353 

50-312 

P 

KEUTER.D.R. 

8903290391 

50-312 

S 

KEUTER.D.R. 

8903300027 

50-312 

S 

KEUTER.D.R. 

8904040129 

50-312 

S 

KEUTER.D.R. 

8904050477 

50-312 

R 

KEUTER.D.R. 

8904060340 

50-312 

P 

KEUTER.D.R. 

8904130398 

50-312 

S 

KEUTER.D.R. 

8904140484 

50-312 

R 

KEUTER.D.R. 

8904200004 

50-312 

R 

KHALIUN.S. 

8904140339 

50-128 

R 

KIDO.C. 

8904180108* 

50-237 

Q 

KILLEY.R.W. 

8904110443 

NUREG 


KIM.C.C. 

8904040407* 

60-327 

p 

KIM.T.J. 

6904140266 

60-283 

S 

KING.L.?. 

6904030297* 

50-338 

Q 

KINGSLEY, O.D. 

6903300348 

60-327 

Q 

KINQSLEY.O.D. 

8904040263 

50-269 

H 

KINGSLEY, O.D. 

8904170332 

50-259 

M 

KINNEMAN,J.D. 

8903310131 

40-772 


KINNEMAN,J.D. 

8804190146 

70-823 


KINTNER.L.L. 

8903300187 

50-416 

S 

KINTNER.LL 

8903300216 

50-416 

p 

KINTNER.LL. 

6904040302 

50-416 

P 

KINTNER.LL 

6904120449 

50-416 

P 

KINTNER.LL 

6904170136 

50-416 

P 

KINTNER.LL 

8904170334 

50-416 

Q 

KINTNER.LL 

8904210381 

50-416 

P 

KINTNER.S.B. 

8904170272 

71-5939 


KIRKEBO.J.A. 

8811230343* 

60-390 

Q 
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KIRSCH.D.F. 

8903280247 

50-275 

Q 

KUNOWSKl,M.A. 

8904170066* 

50-440 

Q 

LENNARTZ.J. 

8904130485* 

50-266 

V 

KIRSCH.D.F. 

8904040143 

50-89 

Q 

KUZO.G.B. 

8904200241* 

50-83 

Q 

LEONARD.J.D, 

8904030481 

50-322 

F 

KIRSCH.D.F. 

8904040148* 

50-89 

Q 

KUZO.G.B. 

8904200346* 

70-1151 


LEONARD.J.D. 

8903290340 

50-322 

P 

K!RSCH,D.F. 

8904140503 

50-206 

Q 

KWIATKOWSKI.D. 

8903280137 

50-267 

F 

LEONARD.J.D. 

8903300159 

50-322 

F 

KIRSCH.D.F. 

8904190014* 

50-312 

Q 

KWIATKOWSKI.D. 

8903300068 

50-289 

F 

LEONARD.J.D. 

8904040253 

71-9080 


KIRSCH.D.F. 

8904200040 

50-528 

Q 

KWIATKOWSKI.D. 

8903310208* 

50-267 

F 

LEONARD.J.D. 

8904070106 

50-322 

Q 

KIRSCH.D.F. 

8904200193 

50-528 

Q 

KWIATKOWSKI.D. 

8904040025 

50-254 

F 

LEONARD.J.D. 

8904070109 

50-322 

J 

KLEIN, D. 

8904110512 

70-157 


KWIATKOWSKI.D. 

8904110020 

50-331 

F 

LEONARD.J.D. 

8904120115 

50-322 

P 

KLEIN, D.E. 

8904100138 

50-192 

R 

KWIATKOWSKI.D. 

8904190036 

50-483 

F 

LEONARD.J.D. 

8904120230 

PRM 


KNAPP.W.J. 

8904030170 

71-9208 


KWOK.K.S. 

8904100073 

50-20 

P 

LEONARD.J.D. 

8904130617 

50-322 

P 

KNICELEY,J.R. 

8903300103* 

50-266 

Q 

LABARGE.D.E. 

8903310066 

50-333 

P 

LEONARD.J.D. 

8904140398 

50-322 

Q 

KNIGHT.B.E. 

8903280305 

70-143 


LABARGE.D.E. 

8904030211 

50-333 

P 

LEONARD.J.D. 

8904190175 

50-322 

P 

KNIGHT.S.P. 

8903290080 

40-8027 


LABARGE.D.E. 

8904030303 

50-333 

P 

LEONARD.J.D. 

8904200147 

50-322 

F 

KNIGHT.S.P. 

8903300104 

40-8027 


LABRUNA.S. 

8904110193 

50-272 

Q 

LEONARD.J.D. 

8904200330 

50-322 

P 

KNIGHT, S.P. 

8903300142 

40-8027 


LABRUNA,S. 

8904140161 

50-272 

Q 

LEONARD.J.D. 

8904210113 

50-322 

P 

KNIGHT.S.P. 

8904180084 

40-8027 


LABRUNA.S. 

8904190490 

50-272 

Q 

LEONARD.J.D. 

8904210224 

50-322 

I 

KNIGHT.S.P. 

8904190437 

40-8027 


LACEY.W.S. 

8904210177 

50-334 

F 

LEONARD.J.D. 

8904210262 

50-322 

Q 

KNIGHT.S.P. 

8904240273 

40-8027 


LAFLEUR.J.D. 

8904070160* 

FOIA 


LEONARD.J.D. 

8904210371 

50-322 

Q 

KNIGHTON.G.W. 

8903300372* 

50-312 

P 

LAFLEUR.J.D. 

8904190272* 

FOIA 


LEONARD, J.F. 

8904170136 

71-9852 


KNIGHTON.G.W. 

8904030076* 

50-206 

P 

LAFLEUR.J.D. 

8904190295* 

FOIA 


LEONARD.L 

8904050120* 

50-458 

P 

KNIGHTON.G.W. 

8904030352* 

50-344 

P 

LAFLEUR,J.D. 

8904190298* 

FOIA 


LESSER.M.S. 

8904180259* 

50-413 

Q 

KNIGHTON.G.W. 

8904050421* 

50-275 

P 

LAFLEUR.J.D. 

8904190301* 

FOIA 


LESTER.J.O. 

8904210066* 

CONTRACT 


KNIGHTON.G.W. 

8904120403* 

50-312 

P 

LAFLEUR.J.D. 

8904190313* 

FOIA 


LEU,K.C. 

8904070131 

70-1308 


KNIGHTON.G.W. 

8904120417* 

50-397 

P 

LAFLEUR,J.D. 

8904190320* 

FOIA 


LEVIN.C. 

8904130596 

PR 


KNIGHTON.G.W. 

8904200078* 

50-206 

P 

LAFLEUR.J.D. 

8904190327* 

FOIA 


LEVINE.J.M. 

8903280269 

50-313 

S 

KNIGHTON.G.W. 

8904210336* 

50-361 

P 

LAGOE.LJ. 

8903310164 

50-410 

S 

LEVINE.J.M. 

8904040133 

50-313 

Q 

KNOP.R.C. 

8904130626 

50-305 

Q 

LAGOE.LJ. 

8903310288 

50-410 

S 

LEVINE.J.M. 

8904070295 

50-368 

S 

KNOP.R.C. 

8904180158 

50-341 

Q 

LAGUARDIA,T.S. 

8904190243* 

50-10 

F 

LEVINE.J.M. 

8904120107 

50-313 

S 

KNOP.R.C. 

8904180161* 

50-341 

Q 

LAINAS.G.C. 

8903310059 

50-286 

Q 

LEVINE.J.M. 

8904130178 

50-368 

s 

KNOP,R.C. 

8904180163* 

50-341 

Q 

LAINAS.G.C. 

8904120292 

50-271 

P 

LEVINE.J.M. 

8904130204 

50-313 

S 

KNOX.E. 

8903290002 

CONTRACT 


LAINAS.G.C. 

8904200317 

50-425 

P 

LEVINE.J.M. 

8904130213 

50-313 

s 

KNOX,E. 

8903290345 

CONTRACT 


LAIRD.P.J. 

8904130567* 

50-295 

F 

LEVINE.J.M. 

8904140369 

50-313 

s 

KNOX,E. 

8903290369 

CONTRACT 


LAMBE.W.M. 

8903310016 

50-425 

M 

LEVINE.J.M. 

8904200262 

50-313 

S 

KNOX.E. 

8903290383 

CONTRACT 


LAMBE.W.M. 

8904030320 

50-425 

M 

LEVINE,J.M. 

8904210088 

50-313 

Q 

KNOX,E. 

8903290400 

CONTRACT 


LAMBE.W.M. 

8904030339 

50-425 

M 

LEVINE.LH. 

8904040313 

PR 


KNOX.E. 

8903290421 

CONTRACT 


LAMPERT.M.E. 

8904240076* 

50-293 

H 

LEVINE.LH. 

8904040313 

PR 


KNOX.E. 

8903300135 

CONTRACT 


LANCASTER.W. 

8904190303 

50-317 

S 

LEVIS, W. 

8904210087* 

50-324 

Q 

KNOX,E. 

8903300183 

CONTRACT 


LANDOW.M. 

8904250135 

NUREG 


LEW.G.T. 

8904240141 

50-400 

S 

KNOX,E. 

8903310289 

CONTRACT 


LANDOW.M. 

8904250193 

NUREG 


LEWALD.G.H. 

8904200124 

50-443 

T 

KNOX,E. 

8904200169 

CONTRACT 


UNDRUM.R.E. 

8904070152 

PR 


LEWIS, H.W. 

8903290107 

ACRS 


KNOX.J.L 

8904240369* 

50-280 

Q 

LANNING.W.D. 

8903280069 

50-318 

S 

LEWIS.S.H. 

8904140083 

40-2061 


KNUDTSON.K. 

8904200263 

50-295 

S 

UNNING.W.D. 

8903280346 

ORG 


LIBBY.R.A. 

8904280057* 

FOIA 


KOCHER.C.R. 

8903310110* 

50-361 

P 

LANNING.W.D. 

8903290223 

50-251 

S 

LIEBERMAN.E.B. 

8904130136 

50-443 

T 

KOHL.M. 

8904180164* 

50-293 

Q 

LANNING.W.D. 

8904030356 

50-280 

S 

LIEBERMAN,J. 

8903310223 

50-348 

Q 

KOHUT.P. 

8904110373 

NUREG 


LANNING.W.D. 

8904170316 

50-317 

S 

LIEBERMAN.J. 

8904030029 

l&E 


KONKLIN.J.E. 

8903310060* 

50-286 

Q 

LANNING.W.D. 

8904210252 

50-249 

S 

LIEBERMAN,J. 

8904040283 

50-456 

Q 

KONWINSKI,G.R. 

8903290297 

40-8102 


LANNING.W.D, 

8904240386 

50-247 

S 

LIEBERMAN.J. 

8904060144 

50-254 

Q 

KONWINSKI.G.R. 

8903290344 

40-8502 


LARKINS, J.T. 

8904170161 

ORG 


LIEBERMAN.J. 

8904060304* 

50-341 

Q 

KONWINSKI.G.R. 

8903290351 

40-8684 


LAROCHE,G. 

8903290308 

40-8801 


LIEBERMAN,J. 

8904060309* 

FOIA 


KONWINSKI.G.R. 

8903300030 

40-8502 


LARSON.C.E. 

8904070135 

50-282 

Q 

LIEBERMAN.J. 

8904060322* 

FOIA 


KONWINSKI.G.R. 

8904170174* 

40-8907 


LARSON.C.E. 

8904100127 

50-263 

Q 

LIEBERMAN.J. 

8904060325* 

FOIA 


KONWINSKI.G.R. 

8904170195* 

40-8714 


LARSON.C.E. 

8904180147 

50-263 

V 

LIEBERMAN,J. 

8904060334* 

FOIA 


KOSHY.T. 

8904050037* 

50-277 

Q 

LASH.T.R. 

8904180269 

FOIA 


LIEBERMAN.J. 

8904060353* 

FOIA 


KOSHY.T. 

8904110520* 

50-277 

Q 

LATTA,R.M. 

8903280149* 

50-445 

Q 

LIEBERMAN,J. 

8904070123 

50-482 

Q 

KOTTAN.J. 

8904180086* 

50-3 

Q 

LATTA,R.M. 

8904190487* 

50-445 

Q 

LIEBERMAN.J. 

8904070230 

50-348 

Q 

KOVACH.T.J. 

8904210044 

50-373 

F 

LATZ,J.E. 

8904050207 

WASTE MGT 

LIEBERMAN.J. 

8904130172 

l&E 


KOWALSKi,S.J. 

8903310229 

50-277 

F 

LATZ,J.E, 

8904050230 

WASTE MGT 

LIEBERMAN,J. 

8904130185 

l&E 


KOWALSKI,S.J. 

8904100255 

50-277 

P 

LAT2,J.E. 

8904070039 

WASTE MGT 

LIEBERMAN.J. 

8904170335 

l&E 


KOWALSKI,S.J. 

8904130126 

50-353 

S 

UTZ.J.E. 

8904100291 

WASTE MGT 

L!EBERMAN,J. 

8904180276 

50-344 

Q 

KOZINSKY.E.J. 

8904070262 

PR 


UUER.M.T. 

8904200346* 

70-1151 


LIEBERMAN.J. 

8904210293 

50-313 

Q 

K02UP.C.S. 

8903280191 

50-255 

S 

LAZARUS, W. 

8904110295* 

50-309 

Q 

LIM.T.H. 

8904030229 

50-224 

R 

KOZUP.C.S. 

8903290111 

50-255 

S 

U2ARUS.W. 

8904140478* 

50-322 

Q 

LIMERtCK,R.A. 

8903310241* 

CONTRACT 


K02UP,C.S. 

8904060529 

50-255 

S 

UZARUS.W.J. 

8903290433* 

50-220 

Q 

LIMROTH.D.F. 

8904190209 

50-184 

P 

KOZUP.C.S. 

8904100192 

60-255 

S 

LE.N.B. 

8904210337 

50-324 

P 

LINEHAN,J. 

8904030196 

WASTE MGT 

KOZUP,C.S. 

8904110541 

50-256 

S 

LEAHY, P.M. 

8904100215 

PR 


LINEHAN.J. 

8904040249 

WASTE MGT 

KRAMER, G. 

8904250135 

NUREG 


LEAR,Q. 

8904240374* 

50-220 

P 

LINEHAN,J.J. 

8904030077 

WASTE MGT 

KRAMERjQ. 

8904250193 

NUREG 


LEE,B. 

8904060172 

PR 


LINEHAN,J.J. 

8904030093 

WASTE MGT 

KRASOP0ULO8,A. 

8903300290* 

50-272 

Q 

LEE,B. 

8904120064 

PR 


LINEHAN,JJ. 

8904040467 

WASTE MGT 

KRA80P0UL0S.A. 

8903300311* 

50-352 

Q 

LEE,B. 

8904120214 

PRM 


LINEHAN,J.J. 

8904070078 

WASTE MGT 

KRAUSE, C.W. 

8904200100 

50-266 

R 

LEE.B. 

8904120215 

PR 


LINEHAN,J.J. 

8904110149 

WASTE MGT 

KRAUSE,R.W. 

8903290207* 

50-298 

S 

LEE,M. 

8904030110 

WASTE MGT 

LINEHAN,J.J. 

8904110627 

60-275 

T 

KRAU8E.R.W. 

8903290399* 

50-298 

S 

LEE,M.P. 

8004210197 

WASTE MGT 

LINEHAN,JJ. 

8904190134 

WASTE MGT 

KREH,J. 

8904030263* 

50-280 

Q 

LEE,T.D. 

8904030380* 

70-143 


LINEHAN,JJ. 

8904210226 

WASTE MGT 

KREHJ.L. 

6904120238* 

50-302 

Q 

LEE,T.D. 

8904190001* 

70-143 


LINEHAN.JJ. 

8904240408* 

WASTE MGT 

KRICH.R.M. 

8904040325 

50-362 

S 

LEECH, P. 

6904260278* 

60-293 

P 

LINVILLE,J. 

8903300322* 

50-352 

Q 

KRICH.R.M. 

6904130198* 

60-352 

8 

LEECH, P. 

6904260281* 

50-293 

P 

LiNVILLE,J. 

8904190218* 

50-362 

Q 

KRiEQ|P.J. 

8904170133* 

50-282 

P 

LEECHP. 

6904260285* 

50-293 

P 

LINVILLE,J.C. 

8903300202* 

50-353 

Q 

KRIEQER.K. 

8903300149 

50-247 

R 

LEQETTEF. 

8904060492 

60-261 

8 

LINVILLE,J.C, 

8904070321 

60-277 

R 

KROQH,Q.D. 

8904100202 

PR 


LEHNERT.RA. 

8904200354 

PROJ 


LINVILLEJ.C. 

8904190197* 

60-353 

Q 

KROHN,J.L 

8904140339 

50-128 

R 

LEIGHTON, JP. 

8003280336* 

50-276 

P 

UPPINCOTT.EP. 

0904040112* 

50-324 

P 

KROPP.WJ. 

8904180108* 

60-237 

Q 

LEIRD,E.E. 

8904130605 

PT21 


LIPPINCOTT.EP. 

8904120337* 

60-256 

P 

KRUQJH.E. 

8904110534* 

50-276 

T 

LEITCH.Q.M. 

8903290066 

60-353 

A 

LiPPOLD,W.J. 

8904060026 

60-318 

P 

KRUQER.K.8. 

8904190094 

FOIA 


LEITCH.Q.M. 

8904030168 

60-352 

R 

LITTLE, W.S. 

8904030220* 

50-269 

Q 

KRYTER,K.D. 

6904130136 

50-443 

T 

LEITCH,Q.M. 

6904040243 

50-362 

P 

LITTLE, W.S. 

8904200118* 

50-259 

Q 

KUEMIN,J,L. 

8904040182 

50-256 

P 

LEITCH.Q.M. 

6904130266 

50-352 

S 

LITTLE, W.S. 

8904200182* 

50-259 

Q 

KULCHAK,R.D. 

8904070025 

50-269 

8 

LEITCH,Q.M. 

8904190333 

60-352 

R 

LITTLE, W.S. 

8904200204* 

50-259 

Q 

KUNCL,LQ. 

8903310260 

50-296 

P 

LEMON8.J.R. 

6904240270 

50-317 

F 

LITTLEFIELD, P. 

8904240026* 

50-443 

T 

KUNCL,L,Q. 

8904130169 

50-298 

Q 

LENAHAN,J.J. 

8904120149* 

50-413 

Q 

LITTLEFIELD,P. 

8904240026* 

50-443 

T 
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LITTLEFIELD, P. 

8904240074* 

50-443 

T 

LITTLEFIELD, P. 

8904240074* 

50-443 

T 

L!VERMORE,H.H. 

8903280149* 

50-445 

Q 

LIVERMORE, H.H. 

8903290176* 

50-445 

Q 

LIVERMORE.H.H. 

8903290283* 

50-445 

Q 

LIVERMORE.H.H. 

8904180117* 

50-445 

Q 

LIVERMORE.H.H. 

8904190487* 

50-445 

Q 

LIVERMORE.H.H. 

8904200412* 

50-445 

Q 

LIVERMORE.H.H. 

8904200420* 

50-445 

Q 

L!2ALEK,J.F. 

8904240033 

50-237 

S 

LO.R.H. 

8904180199 

50-261 

Q 

LO,T. 

8904110395 

NUREG 


LOBEL.R. 

8904180352 

TOPREP 


LOCH.E.P. 

8904170031 

70-1151 


LOCKE.R.F. 

8904190226 

50-133 

J 

LOCKMAN.D.M. 

8903310094 

71-131 


LOESCH.J.W. 

8904070080* 

50-498 

Q 

LOFGREN.E.V. 

8904030084 

NUREG 


LOFLIN.LI. 

8904030238 

50-261 

Y 

LOFLIN.LI. 

8904040110 

50-324 

P 

LOFLIN.LI. 

8904060081 

50-400 

P 

LOFLIN.LI. 

8904060124 

50-261 

H 

LOFLIN.LI. 

8904070150 

PR 


LOFLIN.LI. 

8904130165 

50-261 

J 

LOFLIN.LI. 

8904130208 

50-325 

P 

LOFLIN.LI. 

8904170034 

50-324 

P 

LOFLIN.LI. 

8904180301 

50-261 

Y 

LOFLIN.LI. 

8904190309 

50-324 

P 

LOFLIN.LI. 

8904210104 

50-324 

P 

LOFLIN.LI. 

8904240357 

50-261 

Q 

LOFY,R.A. 

8903300238* 

CONTRACT 


LOFY.R.A. 

8904180365* 

CONTRACT 


LOGSDON, M.J. 

8904030072 

WASTE RES 

LOGSDON.MJ. 

8904040086 

WASTE RES 

LOHAUS.P. 

8904130421 

WASTE MGT 

LOHAUS.P. 

8904130429* 

WASTE MGT 

LOHAUS.P.H. 

8904030156 

27-48 


LOHAUS.P.H. 

8904030418 

27-48 


LOHAUS.P.H, 

8904130424 

WASTE MGT 

LOIS.L. 

8904170176 

TOPREP 


LONERGAN,A. 

8904140136* 

50-443 

T 

LONG,A.R. 

8903280294* 

50-327 

Q 

LONG.J.A. 

8904100049 

70-143 


LONG,J.A. 

8904120062 

70-143 


LONG,J.A. 

8904170201 

70-143 


LONG.J.L 

8904190188 

50-327 

S 

LONG.J.L 

8904200279 

50-328 

S 

LONG.R.L. 

8903290059 

50-219 

Q 

LONG.W.O. 

8903300028 

PROJ 


LONG.W.O. 

8903300064 

PROJ 


LONG.W.O. 

8903300376 

PROJ 


LOUGHEED.V.P. 

8904200399* 

50-454 

Q 

LOUX.R.R. 

8904100393 

WASTE RES 

LOUX,R.R. 

8904110409 

WASTE MGT 

LOW.M. 

8904240348 

PR 


LOWERY.H.R. 

8904050157 

50-269 

S 

LOWERY.H.R. 

8904170121 

50-269 

S 

LOWERY.H.R. 

8904180103 

50-287 

S 

LOYJ. 

8904110431 

NUREG 


LUCAS.J.A. 

8903070099* 

40-8724 


LUCAS.J.A. 

8904170253 

40-8724 


LUCKAS.W.J. 

8904110522 

NUREG 


LUEHMAN,J. 

8903310223 

50-348 

Q 

LUEHMAN.J. 

8904210293 

50-313 

Q 

LULOFF.A.E. 

8904130223 

50-443 

T 

LULOFF.A.E. 

8904130223 

50-443 

T 

LUNDGREN,G,E. 

8903300111* 

CONTRACT 


LUNDIN.C.D. 

8811230338* 

50-390 

Q 

LUNDQUIST.L 

8904240270 

50-317 

F 

LYNCH.M.D. 

8904120105 

TOPREP 


LYON.W. 

8904170155 

TOPREP 


LYON.W, 

8904180062 

TOPREP 


MABRITO.B. 

8904050211* 

WASTE MGT 

MACALPINE.E.J. 

8904030272* 

70-1201 


MACDONALD.C.E. 

8903280117 

71-9029 


MACDONALD.C.E. 

8903290199 

71-9010 


MACDONALD.C.E. 

8903300018 

71-5450 


MACDONALD.C.E. 

8903300023* 

71-5450 


MACDONALD.C.E. 

8903300191 

71-6679 


MACDONALD.C.E, 

8903300393 

71-4894 


MACDONALD.C.E. 

8903310097* 

71-131 


MACDONALD.C.E. 

8903310233 

71-9222 


MACDONALD.C.E. 

8903310242 

71-9021 


MACDONALD.C.E. 

8903310263 

71-9018 


MACDONALD.C.E. 

8903310307 

71-652 


MACDONALD.C.E. 

8903310315* 

71-652 


MACDONALD.C.E. 

8904030329 

71-5805 


MACDONALD.C.E. 

8904030330* 

71-5805 



AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

MACDONALD.C.E. 

8904040208 

71-9080 


MACDONALD, C.E. 

8904050279 

70-2479 


MACDONALD, C.E. 

8904110408 

71-515 


MACDONALD.C.E. 

8904110413 

71-517 


MACDONALD.C.E. 

8904110423 

71-507 


MACDONALD.C.E. 

8904110428 

71-516 


MACDONALD.C.E. 

8904120216 

71-9070 


MACDONALD.C.E. 

8904130042 

71-9135 


MACDONALD.C.E. 

8904130054 

71-5939 


MACDONALD.C.E. 

8904130154 

71-672 


MACDONALD.C.E. 

8904130161* 

71-672 


MACDONALD.C.E. 

8904130343 

71-669 


MACDONALD.C.E. 

8904130344* 

71-669 


MACDONALD.C.E. 

8904140166 

70-2479 


MACDONALD.C.E. 

8904140168 

50-324 

P 

MACDONALD.C.E. 

8904170372 

ORG 


MACDONALD.C.E. 

8904190177 

71-9233 


MACDONALD.C.E. 

8904210215 

71-6346 


MACDONALD.C.E. 

8904210219* 

71-6346 


MACDONALD.C.E, 

8904210237 

71-6078 


MACDONALD.C.E. 

8904210239* 

71-6078 


MACDONALD.C.E. 

8904210241 

71-9184 


MACDONALD.C.E. 

8904210243* 

71-9184 


MACDONALD.C.E. 

8904210246 

71-194 


MACDONALD.C.E, 

8904240109 

71-518 


MACDONALD.C.E. 

8904240112 

71-521 


MACDONALD.C.E. 

8904240136 

71-512 


MACDONALD.C.E. 

8904240187 

71-38 


MACE.M. 

8904190129 

CONTRACT 

MACE.M.H. 

8903300377 

CONTRACT 

MACE.M.H, 

8903300381* 

CONTRACT 

MACK.M. 

8904040289* 

WASTE RES 

MADDEN,G.H. 

8904030053* 

50-390 

A 

MADDEN.P.M. 

8904210087* 

50-324 

Q 

MADEDA,T.J. 

8903300103* 

50-266 

Q 

MADEDA.T.J. 

8904200389* 

50-263 

Q 

MAESTAS.E. 

8904250094 

PROJ 


MALARO.J.C. 

8904190151* 

FOIA 


MALLETT.B. 

8904070005 

l&E 


MALLETT.B. 

8904140192 

l&E 


MALLETT.B. 

8904200057 

l&E 


MALLETT,B.S. 

8903280312 

50-6 

Q 

MALLOY.M. 

8904030291 

50-445 

A 

MALODY.C.W 

8904260224 

70-1257 


MALODY.C.W. 

8904200011 

70-1257 


MALODY.C.W. 

8904200343 

70-1257 


MALSCH.M.G. 

8904190405* 

FOIA 


MANDLER,J.W. 

8904110439 

NUREG 


MANION,W.J. 

8904060293 

50-220 

S 

MANSEL.W.B. 

8904210207* 

WASTE MGT 

MARBAUGH.K.E. 

8904180059 

50-155 

Q 

MARBAUGH.K.E. 

8904240029 

50-155 

P 

MARBURGER.D.C. 

8903300158 

50-275 

S 

MARBURGER.D.C. 

8904060523 

50-275 

S 

MARCH-LEUBA.J. 

8710070152* 

50-388 

P 

MARGULIES.M.B. 

8904240035 

50-352 

G 

MARIOTTE.M. 

8904120450 

PRM 


MARKEY.E.J. 

8904070193* 

FOIA 


MARKHAM,J.J. 

8904190135* 

CONTRACT 


MARSCHALL.C. 

8904120036 

50-244 

S 

MARSCHALL.C.W. 

8904250135 

NUREG 


MARSCHALL.C.W. 

8904250193 

NUREG 


MARSH.LB, 

8903290363 

50-413 

Q 

MARSH.LB. 

8904060030* 

50-413 

P 

MARSHALL.B.M. 

8904130619 

50-280 

S 

MARSHALL, F.M. 

8903310195 

50-423 

S 

MARSHALUJ.S. 

8904140277 

50-445 

s 

MARSHALL, W. 

8904050341 

50-302 

F 

MARSTON.R.R. 

8904030414* 

50-327 

Q 

MARSTON.R.R. 

8904200245* 

50-302 

Q 

MARTIN.J.B. 

8903300075 

50-344 

Q 

MARTIN, J.B. 

8904060128 

50-528 

S 

MARTIN, J.B. 

8904060142 

50-344 

Q 

MARTIN.J.B. 

8904110129 

50-275 

Q 

MARTIN.J.B. 

8904110133* 

50-275 

Q 

MARTIN.J.B. 

8904110138* 

50-275 

Q 

MARTIN.J.B. 

8904110305 

50-528 . 

Q 

MARTIN.J.B. 

8904140375 

50-344 

Q 

MART!N,J.B. 

8904140378* 

50-344 

Q 

MARTIN, J.B. 

8904180189 

50-312 

Q 

MARTIN.J.B. 

8904190009 

50-312 

Q 

MARTIN.J.B. 

8904190012* 

50-312 

Q 

MARTIN.J.D. 

8904240329* 

50-298 

R 

MARTIN.J.P. 

8904030010 

50-346 

J 

MARTIN.R.D. 

8903290243 

50-498 

Q 

MARTIN.R.D. 

8903290263 

50-382 

Q 

MARTIN.R.D. 

8903300020 

50-458 

Q 

MARTIN.R.D. 

8903310017 

50-285 

V 
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MARTIN.R.D. 

MARTIN.R.D. 

MARTIN.R.D. 

MARTIN.R.D. 

MARTIN.R.D. 

8904040205 

8904040206* 

8904180073 

8904190006 

8904190008* 

50-458 Q 

50-458 Q 

50-267 Q 

50-313 Q 

50-313 Q 

MARTIN.R.D. 
MARTIN.R.E. 
MARTIN, R.E. 
MARTIN.R.E. 
MARTIN.R.E. 

8904200323 

8903290358 

8903300189 

8904030266 

8904170281 

50-498 P 

50-277 P 

50-277 P 

50-277 P 

50-277 P 

MARTIN.R.E. 

MARTIN.R.E. 

MARTIN.T.T. 

MARTIN.T.T. 

MARTIN.T.T. 

8904170374 

8904180146 

8803140141* 

8903290125 

8903300026 

50-277 P 

50-277 P 

FOIA 

50-220 Q 

50-31 7 Q 

MARTIN.T.T. 

MARTIN.T.T. 

MARTIN.T.T. 

MARTIN.T.T. 

MARTIN.T.T. 

8903310264 

8904030278 

8904030431 

8904050029 

8904050337 

50-277 Q 

50-220 Q 

50-352 Q 

50-277 Q 

50-352 Q 

MARTIN.T.T. 
MARTIN.T.T. 
MARTIN.T.T. 
MARTINO, F. 
MARUYAMA.T. 

8904060162 

8904110514 

8904210364 

8904200029* 

8904240280* 

50-333 Q 

50-277 Q 

50-352 Q 

CONTRACT 
XPORTLIC 

MARUYAMA,T. 

MASSEY.C.D. 

MASSEY.J.V. 

MASSEY.J.V. 

MASSEY.J.V. 

8904240285 
8904040204* 
890330021 1 
8903300226* 
8903300294* 

XPORTLIC 
WASTE MGT 
PROJ 

PROJ 

PROJ 

MATHEW.R. 
MATHIS.J.L. 
MATHIS.J.L 
MATTHESS.S. 
MATTHEWS, D.B. 

8904050037* 

8904030228* 

8904240142* 

8904180314 

8903310339 

50-277 Q 

50-416 Q 

50-416 Q 

50-213 F 

50-269' Q 

MATTHEWS.D.B. 

MATTHEWS.D.B. 

MATTHEWS.D.B. 

MATTHEWS.D.B. 

MATTHEWS.M.L. 

8904030028* 

8904030200* 

8904200198* 

8904210269* 

8903280280 

50-370 P 

50-321 P 

50-413 P 

50-413 P 

WASTE MGT 

MATTHEWS, M.L 
MATTHEWS.M.L. 
MATTHEWS.M.L. 
MATTHEWS.M.L 
MATTHEWS.M.L. 

8903310185 

8904040096 

8904040459 

8904050156* 

8904050161* 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

MATTHEWS.M.L 

MATTHEWS.M.L 

MATTHEWS.M.L. 

MATTHEWS.M.L. 

MAULDEN.J.L 

8904170148 

8904180349 

8904210267 

8904210277 

8904070275 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
PR 

MAULDEN.J.L 

MAXWELLC.Y. 

MAXWELLG.F. 

MAY.D.F. 

MAYS.W.M. 

8904190107 

8903310040* 

8904170260* 

8904210321 

8903310111 

50-313 1 

CONTRACT 
50-348 Q 

50-29 P 

40-8857 

MAYS.W.M. 

MAYS.W.M. 

MAYS.W.M. 

MAZZAFERRO.P.A. 

MCALPINE,E.G. 

8903310126 

8904030223 

8904030239 

8904130614 

8904190453* 

40-8857 

40-8857 

40-8857 

50-410 S 

70-27 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.E.J. 

MCALPINE.EJ. 

8904030124* 

8904030262 

8904030265* 

8904030292* 

8904030360* 

50-438 Q 

70-27 

70-27 

70-1113 

70-143 

MCALPINE,E.J. 

MCALPINE,E.J. 

MCALPINE.E.J. 

MCALPINE.EJ. 

MCALPINE.E.J. 

8904030429* 

8904030443* 

8904040087* 

8904060097* 

8904070012* 

50-259 Q 

70-27 

70-27 

70-1113 

70-27 

MCALPINE.EJ. 

MCBREARTY.R. 

MCBREARTY.R.A. 

MCBURNETT.M.A. 

MCBURNETT.M.A. 

8904190001* 

8904140338* 

8904210367* 

8903300206 

8904030026 

70-143 

50-245 Q 

50-352 Q 

50-498 Q 

50-498 H 

MCBURNETT.M.A. 

MCBURNETT.M.A. 

MCBURNETT.M.A. 

MCBURNETT.M.A. 

MCBURNETT.M.A. 

8904050185 

8904050234 

8904060057 

8904070079 

8904130069 

50-498 F 

50-498 P 

50-498 J 

50-498 Q 

50-498 F 

MCBURNETT.M.A. 

MCBURNETT.M.A. 

MCBURNETT,M.A. 

MCBURNETT.M.A. 

MCCABED.E. 

8904170303 

8904190237 

8904190401 

8904210383 

8904110388 

50-498 P 

50-498 P 

50-499 P 

50-498 P 

NUREG 

MCCABE. E 

MCCABE.E.C. 

MCCANN.R.J. 

8904190192 

8904130545* 

8904200142 

50-423 S 

50-322 Q 

50-483 R 
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NUMBER 

CATEGORY 

MCCAUGHEY,D.A. 

8903290036* 

70-1113 


MEDINA.V. 

8903310187* 

CONTRACT 


MILLER.V.L 

8904280092* 

FOIA 


MCCAUGHEY.D.A. 

8904050055 

70-1201 


MEEHAN,B. 

8903290301 

CONTRACT 


MILLER.W.H. 

8904170260* 

50-348 

Q 

MCCAUGHEY.D.A. 

8904170224* 

70-1201 


MEEHAN.B. 

8903290425 

CONTRACT 


MILLER.W.T. 

8903300146* 

CONTRACT 


MCCX)NAGHY,WJ. 

8904110038 

PROJ 


MEEHAN.B. 

8903300173 

CONTRACT 


MILTENBERGER.S. 

8903300039 

50-272 

P 

MCXX)NNELL.T.L 

8904240234* 

50-369 

F 

MEEHAN.B. 

8903300196 

CONTRACT 


MILTENBERGER.S. 

8904050245 

50-272 

R 

MCCX)RMICK.MJ. 

8903280268 

50-352 

S 

MEEHAN.6. 

8903300207 

CONTRACT 


MILTENBERGER.S. 

8904050467 

50-354 

P 

MCCORMICK, MJ. 

8903290258 

50-352 

S 

MEEHAN.B. 

8903300228 

CONTRACT 


MILTENBERGER,S. 

8904060200 

50-272 

P 

MCCORMICK, MJ. 

8904040370 

50-352 

S 

MEEHAN.B. 

8903300277 

CONTRACT 


MILTENBERGER.S. 

8904060472 

50-272 

P 

MCCORMICK,M.J. 

8904130175 

50-352 

S 

MEEHAN.B. 

8903300359 

CONTRACT 


MILTENBERGER,S. 

8904110156 

50-272 

P 

MCCORMICK,M.J. 

8904130434 

50-352 

S 

MEEHAN.B. 

8903310163 

CONTRACT 


MILTENBERGER.S. 

8904120029 

50-354 

P 

MCCORMICK,MJ. 

8904130442 

50-352 

S 

MEEHAN.B. 

8903310258 

CONTRACT 


MILTENBERGER.S. 

8904120308 

50-272 

P 

MCCORMICK,M.J. 

8904240039 

50-352 

S 

MEEHAN.B. 

8904100143 

CONTRACT 


MILTENBERGER.S. 

8904120319 

50-272 

P 

MCCORMICK,MJ. 

8904240442 

50-352 

S 

MEEHAN, B. 

8904180360 

CONTRACT 


MILTENBERGER.S. 

8904120481 

50-354 

K 

MCCOUGH.M.M. 

8904060087* 

50-286 

F 

MEEHAN.B. 

8904190041 

CONTRACT 


MILTENBERGER,S. 

8904170158 

50-354 

P 

MCCOY.F.R. 

8903280290 

50-327 

Q 

MEEHAN.B. 

8904190179 

CONTRACT 


MILTENBERGER.S. 

8904240041 

50-354 

P 

MCCOY.F.R. 

8903280292* 

50-327 

Q 

MEEHAN, B. 

8904200140 

CONTRACT 


MIN.D.K. 

8904070023* 

FOIA 


MCCOY.F.R. 

8903300133 

50-327 

Q 

MEEHAN.B. 

8904200152 

CONTRACT 


MINECK,D.L 

8904070108 

50-331 

Q 

MCCOY.F.R. 

8903300137* 

50-327 

Q 

MEEHAN.B. 

8904200164 

CONTRACT 


MINECK,D.L. 

8904100411 

PR 


MCCOY.F.R. 

8903300214 

50-327 

Q 

MEHLHORN.P. 

8904190166* 

50-309 

Q 

MINECK,D.L. 

8904130380 

50-331 

Q 

MCCOY.F.R. 

8903310199 

50-327 

Q 

MEINDERTSMA.C. 

8904050091 

PR 


MINECK,D.L 

8904200264 

50-331 

Q 

MCCOY.F.R. 

8904030112 

50-438 

Q 

MELFLJ.F. 

8903280248* 

50-275 

Q 

MITCHELL.G.L. 

8903310144* 

50-413 

F 

MCCOY.F.R. 

8904030112 

50-438 

Q 

MELLOR,R.A. 

8904040272 

50-29 

S 

MITCHELL, M.R. 

8904060281 

QAg99 


MCCOY.F.R. 

8904030419 

50-259 

Q 

MENDONCA.M. 

8904190300 

50-323 

S 

MITCHELL.R.C. 

8904040175 

50-259 

S 

MCCOY.F.R. 

8904140146 

50-438 

Q 

MENDONCA,M.M. 

8903290335* 

50-275 

Q 

MITCHELUS.F. 

8904140085* 

50-443 

T 

MCCOY.F.R. 

8904140149* 

50-438 

Q 

MENDONCA.M.M. 

8904040162* 

50-344 

Q 

MITCHELLS.F. 

8904140085* 

50-443 

T 

MCCOY.F.R. 

8904140158* 

50-438 

Q 

MENDONCA,M.M. 

8904170086* 

50-275 

Q 

MLYNAREK,M.G. 

8904200017 

50-255 

R 

MCCOY.M. 

8904170182 

TOPREP 


MENNING.J.E. 

8904030194* 

50-321 

Q 

MODENOS.L. 

8903300399 

50-395 

S 

MCDONALD.D. 

8904270152* 

50-293 

P 

MERLE.D. 

8903280357 

CONTRACT 


MOFFATT.LW. 

8903290004 

50-302 

S 

MCDONALD.D.G. 

8904060384 

50-293 

P 

MERRIWEATHER,N. 

8904040005* 

50-280 

Q 

MOFFATT.LW. 

8903300067 

50-302 

S 

MCDONALD.D.G. 

8904170068 

50-293 

P 

MERRIWEATHER.N. 

8904200083* 

50-335 

Q 

MOFFATT,L.W. 

8904210313 

50-302 

S 

MCDONALD.D.G. 

8904200125 

50-293 

P 

METTE,R. 

8904040047 

PR 


MOK.G.C. 

8904110395 

NUREG 


MCDONALD.D.J. 

8904060467* 

ORQ 


MEYER, C.M. 

8904140339 

50-128 

R 

MOK,G.C. 

8904110484 

NUREG 


MCDUFFIE, M.A. 

8903290320 

50-324 

P 

MEYER,H.R. 

8904050156* 

WASTE MQT 

MOLER.R.B. 

8904110333 

WASTE RES 

MCDUFFIE.M.A. 

8904040113 

50-324 

P 

MEYER.H.R. 

8904050161* 

WASTE MGT 

MOLTYANER.G.L. 

8904110443 

NUREG 


MCEACHERN.P. 

8904200086 

50-443 

T 

MEYER.R.E. 

8904110141 

WASTE RES 

MOLZER.D. 

8904200208 

50-285 

S 

MCEACHERN.P. 

8904200086 

50-443 

T 

MEYER.W.A. 

8903310306 

50-186 

P 

MOON.Y. 

8904110444 

XPORTLIC 


MCELHINNEY.T.F. 

8904040018* 

50-250 

Q 

MEYER,W.A, 

8904130511 

50-186 

S 

MOORE.C.J. 

8904180265* 

PR 


MCELROY.W.N. 

8904070017* 

FOIA 


MEYER.WA 

8904130604 

50-186 

P 

MOORE.M. 

8904100165 

WASTE RES 

MCELROY.W.N. 

8904070027* 

FOIA 


MICHAELS.T.S. 

8903290416 

50-294 

P 

MOORE.M. 

8904100175 

WASTE RES 

MCELROY.W.N. 

8904070030* 

FOIA 


MICHAELS.T.S, 

8903300082 

50-113 

P 

MOORE,R.N. 

8903280380 

XPORTLIC 


MCGILL,D.L 

8903280304 

50-331 

S 

MICHAELS.T.S. 

8904240284 

50-433 

P 

MOORE.R.N. 

8903290057 

XPORTLIC 


MCGOWAN, G.V. 

8904050027 

50-317 

1 

MIKULSKI.B.A. 

8903310177* 

COMMISSION 

MOORE, R.N. 

8903310065 

XPORTLIC 


MCGOWAN.J.W. 

8904210339 

50-348 

F 

MIKULSKi,B.A. 

8904210286* 

50-278 

U 

MORAN.D.H. 

8904030222 

50-259 

T 

MCGRATH.J.R. 

8904050096 

STATE PROG 

MILANO.P.D. 

8904120188 

50-285 

P 

MORAN.D.H. 

8904030227* 

50-259 

T 

MCGRAW,J.A. 

8904190440 

50-483 

S 

MILETI.D.S. 

8904240040* 

50-443 

T 

MORAN.D.H. 

8904060295 

50-259 

P 

MCGUIRE.D. 

8904140073* 

50-369 

Q 

MILETI.D.S. 

6904240040* 

50-443 

T 

MORAN.D.H. 

8904120298 

50-259 

P 

MCGUIRE,D.R. 

8904130162* 

50-259 

Q 

MILEY.G.H. 

8904070029 

50-356 

Q 

MORAN.D.H. 

8904140024 

50-260 

P 

MCGUIRE.D.R. 

8904130233* 

50-250 

Q 

MiLIAN.L. 

8904250171 

NUREG 


MOREY, D.N. 

8904180214 

50-348 

F 

MCGUIRE.D.R. 

8904200023* 

50-324 

Q 

MILiONE.R. 

8904140357 

50-322 

P 

MOREY, D.N. 

8904180233 

50-364 

R 

MCGUIRE.D.R. 

8904240115* 

70-27 


MILLER.0. 

8904180108* 

50-237 

Q 

MOREY.D.N. 

8904190203* 

50-348 

R 

MCINTYRE,A.C. 

8904070080* 

50-498 

Q 

MILLER.D.B. 

8904180121 

50-213 

S 

MOREY.R.A. 

8903290108 

50-220 

S 

MClSAAC.O.V. 

8904110439 

NUREG 


MILLER.D.B. 

8904200393 

50-213 

S 

MORGAN.H.E. 

8903280051 

50-361 

V 

MCKENNA, E. 

8904120142 

50-373 

Q 

MILLER.D.B. 

8904210135 

50-213 

R 

MORGAN.H.E. 

8903290286 

50-361 

s 

MCKENNA.E. 

8904120150* 

50-373 

Q 

MILLER.D.E. 

8904170066* 

50-440 

Q 

MORGAN.H.E. 

8903300232 

50-206 

s 

MCKENNA.E. 

8904170026 

50-456 

Q 

MILLER.E.C. 

8904240263* 

50-220 

P 

MORGAN.H.E. 

8903300276 

50-361 

R 

MCKENNA,E.M. 

8904200304 

50-295 

Q 

MILLER.F.L. 

8903290070 

40-7455 


MORGAN.H.E. 

8903300373 

50-361 

S 

MCKENNA.E.M. 

8904200305* 

50-295 

Q 

MILLER.H.J. 

8903300291 

50-461 

Q 

MORGAN.H.E. 

8904030135 

50-206 

S 

MCKENNA.E.M. 

8904210306 

50-254 

Q 

MILLER.H.J. 

8903300293* 

50-461 

Q 

MORGAN.H.E. 

8904040158 

50-206 

S 

MCKERNON,T.O. 

8904130553* 

50-313 

Q 

MILLER.H.J. 

8904110041 

50-461 

Q 

MORGAN.H.E. 

8904050248 

50-361 

S 

MCKIBBEN.J.C. 

8904130511 

50-186 

S 

MILLER.H.J. 

8904130479 

50-266 

V 

MORGAN.H.E. 

8904070303 

50-361 

S 

MCKIBBEN,J.C. 

8904130604 

50-186 

P 

MILLER.H.J. 

8904140437 

50-346 

V 

MORGAN.H.E. 

8904140194 

50-206 

S 

MCLAUGHLIN.J.E. 

8904130197 

50-142 

W 

MILLER.H.J. 

8904180098 

50-237 

Q 

MORGAN.H.E. 

8904170022 

50-206 

S 

MCMILUN,LE. 

8903280336* 

50-275 

P 

MILLER.H.J. 

8904180102* 

50-237 

Q 

MORGAN.H.E. 

8904170038 

50-361 

S 

MCMILLEN,M.A. 

8904200160 

50-333 

F 

MILLER,H.J. 

8904200396 

50-454 

Q 

MORGAN.H.E. 

8904190241 

50-10 

F 

MCNEIL,S.A. 

8903300352 

50-318 

P 

MILLER.H.J. 

8904200397* 

50-454 

Q 

MORGAN.H.E. 

8904200258 

50-362 

S 

MCNEIL,S.A. 

8904030204 

50-317 

P 

MILLER.H.J. 

8904240007 

50-346 

P 

MORGAN.H.E. 

8904200306 

50-206 

s 

MCNEIL,S.A. 

8904030208 

50-317 

P 

MILLER.H.L 

8904070001 

50-361 

S 

MORGAN,H.E. 

8904240474 

50-206 

P 

MCNEIL.S.A. 

8904170248 

50-318 

P 

MILLER.H.L 

8904070002* 

50-361 

S 

MORGAN.R.E. 

8904040070 

50-261 

S 

MCNEIL, S.A. 

8904170249* 

50-318 

P 

MILLER.J. 

8904070005 

l&E 


mor6an,r.e. 

8904050221 

50-261 

Q 

MCNEIL,S.A. 

8904170328 

50-317 

P 

MILLER.L 

8904040183 

50-530 

S 

MORGAN.R.E. 

8904060349 

50-261 

F 

MCNE(L,S.A. 

8904170331* 

50-317 

P 

MILLER.LF. 

8904140500* 

50-312 

Q 

M0RGAN.R.E. 

8904060492 

50-261 

S 

MCNEIL,S.A. 

8904240108 

50-317 

P 

MILLER.LK. 

8903280211 

50-272 

S 

MORGAN.R.E. 

8904070057 

50-261 

S 

MCNEILL,C.A. 

8904030036* 

50-277 

P 

MILLER.LK. 

8904030180 

50-272 

R 

M0RGAN.R.E. 

8904070061 

50-261 

S 

MCPHETERS,LH. 

8904210032 

50-443 

Q 

MILLER.L.K. 

8904030245 

50-272 

S 

MORGAN.W.E. 

8903290013 

50-373 

P 

MEAD.J.J. 

8904240155* 

50-269 

R 

MILLER.L.K. 

8904060148 

50-272 

S 

MORGAN.W.E. 

8904120096 

50-10 

p 

MEAD,J.J. 

8904240372* 

50-413 

R 

MILLER.LK. 

8904060153 

50-311 

s 

MORRILL.P.J. 

8904040148* 

50-89 

Q 

MEALEY,T. 

8904240348 

PR 


MILLER.LK. 

8904180088 

50-311 

s 

MORRIS.D.R. 

8904040137 

50-461 

S 

MECREDY.R.C. 

8903310150 

50-244 

P 

MILLER.LK. 

8904180132 

50-272 

s 

MORRIS.D.R. 

8904040144 

50-461 

S 

MECREDY,R.C. 

8903310156 

50-244 

P 

MILLER.LK. 

8904180283 

50-311 

R 

MORRIS.D.R. 

8904190011 

50-461 

S 

MECREDY,R.C. 

8904100243 

PR 


MILLER.LK. 

8904180291 

50-272 

R 

MORRIS.D.R. 

8904190462 

50-461 

S 

MECREDY.R.C. 

8904120313 

50-244 

R 

MILLER.LK. 

8904180300 

50-311 

R 

MORRIS.J.S. 

8903310308 

50-186 

P 

MECREDY,R.C. 

8904180122 

50-244 

Q 

MILLER.LK. 

8904180307 

50-311 

R 

MORRIS.K.J. 

8903280236 

50-285 

Q 

MEDFORD, M.O. 

8903300089 

50-206 

P 

MILLER.LK. 

8904190227 

50-272 

R 

MORRIS.K.J. 

8904040134 

50-285 

1 

MEOFORD.M.O. 

8903310115 

50-206 

P 

MILLER.L.K. 

8904240070 

50-311 

S 

MORRIS.K.J. 

8904040149 

50-285 

Q 

MEDFORD.M.O. 

8903310249 

50-206 

P 

MILLER.LK. 

8904240389 

50-272 

S 

MORRIS.K.J. 

8904040151 

50-285 

Q 

MEDFORD.M.O. 

8904040470 

PR 


Miller.m.h. 

8904200196* 

50-528 

Q 

MORRIS.K.J. 

8904040152 

50-285 

Q 

MEOFORD.M.O. 

8904050351 

50-206 

Q 

MILLER, V.L. 

8904190121* 

FOIA 


MORRIS.K.J. 

8904060168 

50-285 

F 

MEDFORD.M.O. 

8904210098 

50-206 

P 

MILLER.V.L 

8904280087* 

FOIA 


MORRIS.K.J. 

8904060415 

50-285 

F 
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NUMBER 

CATEGORY 

MORRIS.KJ. 

8904120152 

PR 


MULLER.D.R. 

8904030258* 

50-461 

P 

MUSOLF.D. 

8904120331 

50-282 

P 

MORRIS.KJ. 

8904130497 

50-285 

P 

MULLER.D.R. 

8904060074 

50-237 

P 

MUSOLF.D. 

8904170036 

50-282 

R 

MORRIS.KJ. 

8904130502 

50-285 

Q 

MULLER.D.R. 

8904120175* 

50-454 

P 

MUSOLF.D. 

8904170126 

50-282 

P 

MORRIS.KJ. 

8904130504 

50-285 

Q 

MULLER.D.R. 

8904120179* 

50-454 

P 

MUSOLF.D. 

8904180251 

50-263 

R 

MORRIS.KJ. 

8904140320 

50-285 

P 

MULLER.D.R. 

8904200273* 

50-461 

P 

MUSOLF.D.M. 

8904210276 

50-282 

S 

MORRIS.KJ. 

8904140343 

50-285 

Q 

MULLER.D.R. 

8904210333* 

50-373 

P 

MUSSER.R.A. 

8904030194* 

50-321 

Q 

MORRIS.K.J. 

8904140414 

50-285 

F 

MULLER.D.R. 

8904240161* 

50-254 

P 

MYERS.D.A. 

8904110443 

NUREG 


MORRIS.KJ. 

8904200208 

50-285 

S 

MULLER.D.R. 

8904240199 

50-373 

P 

MYERS.LF. 

8904100122* 

CONTRACT 

MORRIS.KJ. 

8904210067 

50-285 

P 

MULLER.D.R. 

8904240202* 

50-373 

P 

MYERS, TJ. 

8904200068 

50-346 

F 

MORRIS.K.J. 

8904240195 

50-285 

F 

MULLER.D.R. 

8904240217 

50-454 

P 

MYRABO,A.L. 

8904180251 

50-263 

R 

MORRIS.P.A. 

8904200426* 

50-220 

F 

MULLER.D.R. 

8904240221* 

50-454 

P 

NACARIO.V.V. 

8904190321* 

FOIA 


MORR1S.P.A. 

8904200427* 

50-220 

0 

MULLIN,R.J. 

8811230360* 

50-390 

Q 

NACARIO.V.V. 

8904260312* 

FOIA 


MORRIS, P.A. 

8904200429* 

50-220 

F 

MULLINGS.V.M. 

8904190266 

FOIA 


NACARIO.V.V. 

8904260318* 

FOIA 


MORRIS.P.A. 

8904200432* 

50-220 

0 

MUNROJ.F. 

8904200216* 

50-250 

V 

NAIDD.K.R. 

8904170342* 

QA999 


MORRIS, P.A. 

8904200433* 

50-220 

P 

MUNZING.L.W. 

8904060141 

50-219 

S 

NAIK,J.A. 

8904190253 

50-327 

S 

MORRIS, P.A. 

8904210361* 

50-220 

0 

MURDOCK.S. 

8904030459 

40-299 


NAIK,J.A. 

8904190269 

50-328 

S 

MORRIS,P.A. 

8904210363* 

50-220 

P 

MURELY.T.E. 

8904240087 

50-416 

P 

NALEPKA.D.S. 

8904050111 

50-306 

S 

MORRIS.P.A. 

8904210366* 

50-220 

0 

MURLEY.T.E. 

8707060019* 

FOIA 


NALEZNY.C.L. 

8810040039* 

50-302 

P 

MORRIS.P.A. 

8904210369* 

50-220 

P 

MURLEY.T.E. 

8903290043 

50-277 

H 

NALEZNY.C.L 

8902020153* 

50-338 

P 

MORRIS,P.A. 

8904210375* 

50-220 

0 

MURLEY,T.E. 

8903290197* 

50-425 

M 

NALEZNY.C.L 

8902020399* 

50-266 

P 

MORRIS.P.A. 

8904210385* 

50-220 

0 

MURLEY.T.E. 

8903300302 

50-312 

P 

NANDY.F.R, 

8903310173 

50-206 

P 

M0RRIS.P,A. 

8904240232* 

50-220 

0 

MURLEY.T.E. 

8903300309* 

50-312 

P 

NANDY.F.R. 

8904040218 

50-206 

P 

MORRIS, P.A. 

8904240236* 

50-220 

p 

MURLEY,T.E. 

8903300328* 

50-312 

P 

NANDY.F.R. 

8904040262 

50-206 

P 

MORRIS.P.A. 

8904240260* 

50-220 

0 

MURLEY.T.E. 

8903300330 

50-482 

G 

NANDY.F.R. 

8904050347 

50-206 

P i 

MORRIS, P.A. 

8904240271* 

50-220 

0 

MURLEY.T.E. 

8903300341* 

50-482 

Q 

NANDY.F.R. 

8904050385 

50-361 

F 

MORR1S.P.A. 

8904240305* 

50-220 

0 

MURLEY.T.E. 

8903300365 

50-312 

G 

NANDY.F.R. 

8904060002 

50-206 

P 1, 

MORRIS.P.A. 

8904240313* 

50-220 

0 

MURLEY.T.E. 

8903310284 

ORG 


NANDY.F.R. 

8904120429 

50-206 

P 

MORRIS.P.A. 

8904240321* 

50-220 

0 

MURLEY.T.E. 

8904030035 

50-277 

P 

NANDY.F.R. 

8904120472 

50-206 

P 

MORRISSEY.KJ. 

8904210321 

50-29 

p 

MURLEY.T.E. 

8904170162* 

50-499 

P 

NANDY.F.R. 

8904130206 

50-206 

P !, 

MOWERY.E.C. 

8903310291* 

CONTRACT 

MURLEYJ.E. 

8904190353 

ORG 


NANDY.F.R. 

8904210129 

50-361 

R 

MOWERY.E.C. 

8903310291* 

CONTRACT 

MURLEY.T.E. 

8904200322* 

50-425 

P 

NANDY.F.R. 

8904210153 

50-206 

R 

MOWREY.C. 

8904170293 

50-250 

s 

MURLEY.T.E. 

8904210118 

50-305 

P 

NANDY.F.R. 

8904240067 

50-206 

P 

MOWREY.C. 

8904190160 

50-250 

s 

MURLEY.T.E. 

8904210137 

50-289 

P 

NAPUDA,G. 

8904050328* 

50-219 

Q i 

MOY.D.T. 

8904190236* 

50-353 

Q 

MURLEY.T.E. 

8904210213 

50-305 

P 

NAPUDA.G. 

8904060095* 

50-309 

Q 

MROCZKA,EJ. 

8903300155 

50-245 

K 

MURLEY.T.E. 

8904210216 

50-348 

P 

NARBUT.P. 

8904190300 

50-323 

s 1 

MROCZKA,E.J. 

8903300155 

50-245 

K 

MURLEY.T.E. 

8904210242 

50-277 

P 

NARBUT.P.P. 

8904170086* 

60-275 

Q 

MROCZKA.E.J. 

8903310338 

50-213 

Q 

MURLEY.T.E. 

8904210271 

50-334 

P 

NARDI.AJ. 

8903310310 

70-1151 


MROCZKA.EJ. 

8903310338 

50-213 

Q 

MURLEY.T.E. 

8904210296 

50-387 

P 

NARDI.AJ. 

8904240304 

70-1151 


MROCZKA,EJ. 

8904040296 

50-213 

R 

MURLEY.T.E. 

8904210302 

50-315 

P 

NARDONE,P. 

8904180173 

50-443 

R 

MROCZKA,EJ. 

8904040296 

50-213 

R 

MURLEY.T.E. 

8904210310 

50-322 

P 

NAU.D.C. 

8904140263 

PT21 


MROCZKA.EJ. 

8904040363 

50-213 

J 

MURLEY.T.E. 

8904210318 

50-272 

P 

NEIGHBORS.J.D. 

8904120031 

50-286 

P 

MROCZKA,E.J. 

8904040363 

50-213 

J 

MURLEY.T.E. 

8904240036 

50-261 

P 

NEIGHBORS, J.D. 

8904120035* 

50-286 

P 

MROCZKA,EJ. 

8904050216 

50-213 

Q 

MURLEY.T.E. 

8904240045 

50-341 

P 

NEIGHBORSJ.D. 

8904200045 

60-286 

P 

MROCZKA.E.J. 

8904050216 

50-213 

Q 

MURLEY,T.E. 

8904240052 

50-400 

P 

NEIGHBORS, J.D. 

8904200050* 

60-286 

P 

MROCZKA.EJ. 

8904050224 

50-245 

J 

MURLEY.T.E. 

8904240059 

50-293 

H 

NEIGHBORSJ.D. 

8904200320 

50-286 

P 

MROCZKA,EJ. 

8904050224 

50-245 

J 

MURLEY.TE. 

8904240065 

50-324 

P 

NEISLERJ.H. 

8904210189* 

50-461 

Q 

MROCZKA.EJ. 

8904110240 

50-245 

F 

MURLEY,T.E. 

8904240094 

50-155 

P 

NELSON.DJ. 

8904210087* 

50-324 

Q ! 

MROCZKA,EJ. 

8904120247 

PR 


MURLEY.T.E. 

8904240103 

50-354 

P 

NELSON.G.B. 

8904140225 

70-1257 


MROCZKA.EJ. 

8904120247 

PR 


MURLEY,T.E. 

8904240226 

50-483 

P 

NELSON.G.B. 

8904170192 

70-1359 

1 

MROCZKA.EJ. 

8904120247 

PR 


MURLEY.T.E. 

8904240264 

50-338 

P 

NELSON.T.A. 

8904110406 

NUREG 

1 

MROCZKA,E.J. 

8904120443 

50-336 

Q 

MURLEY.T.E. 

8904240275 

50-280 

P 

NERON.G. 

8904200291* 

50-336 

R ! 

MROCZKA.EJ. 

8904120443 

50-336 

Q 

MURLEY.T.E. 

8904240267 

50-440 

P 

NERSES.V. 

8904200158 

50-443 

P 

MROCZKA.EJ. 

8904130034 

50-336 

P 

MURLEY,T.E. 

8904240288 

50-302 

P 

NERSES.V. 

8904200418 

50-443 

P 

MROCZKA,EJ. 

8904130034 

50-336 

P 

MURLEY.T.E. 

8904240289 

50-346 

P 

NETHSINGHE.D.A. 

8904190316* 

FOIA 


MROCZKA.E.J. 

8904130261 

50-213 

P 

MURLEY.T.E. 

8904240292 

50-250 

P 

NETHSINGHE.D.A. 

8904190343* 

FOIA 


MROCZKA.E.J. 

8904130261 

50-213 

P 

MURLEY.T.E. 

6904240294 

50-269 

P 

NEWBURGH.G. 

8904200295 

50-245 

R 

MROCZKA,EJ. 

8904140221 

50-213 

S 

MURLEY.T.E. 

8904240302 

50-220 

P 

NEWMARK,N.M. 

8904240229* 

50-220 

P 

MROCZKA,EJ. 

8904140221 

50-213 

s 

MURLEY.T.E. 

8904240310 

50-317 

P 

NEWSOME, R.W. 

8903300043’ 

50-327 

Q 

MROCZKA.EJ. 

8904140405 

50-213 

P 

MURLEY.T.E. 

8904240311 

50-219 

P 

NEWSOME, R.W. 

8904180324* 

50-338 

Q 

MROCZKA.E.J. 

8904140405 

50-213 

p 

MURLEY,T.E. 

8904240350 

50-213 

P 

NEWTON,R.A. 

8903310006 

TOPREP 


MROCZKA.EJ. 

8904140405 

50-213 

p 

MURLEY.T.E. 

8904240352 

50-244 

P 

NEWTON.R.A. 

8904180081 

TOPREP 


MROCZKA.E.J. 

8904170187 

50-423 

p 

MURLEY.T.E. 

8904240394 

50-321 

P 

NICHOLASJ.B. 

8904040202* 

50-285 

Q 

M ROCZKA, E. J. 

8904170187 

50-423 

p 

MURLEY.T.E. 

8904240423 

50-309 

P 

NICHOLSON.LE. 

8904180340* 

60-280 

Q 

MROCZKA,E.J. 

8904180143 

50-213 

R 

MURLEY.T.E. 

8904240439 

50-443 

P 

NIEMEYER.E. 

8903300364 

CONTRACT 


mroczka,ej. 

8904180143 

50-213 

R 

MURLEY.T.E. 

8904240482 

50-29 

P 

NIEMEYER.E. 

8903300374* 

CONTRACT 


MROCZKA,E.J. 

8904190145 

50-213 

1 

MURLEY.T.E. 

8904240495 

50-293 

P 

NIEMEYER.E. 

8903300396 

CONTRACT 


MROCZKA,E.J. 

8904190145 

50-213 

1 

MURLEY.T.E. 

8904260268* 

50-293 

P 

NIEMEYER.E. 

8903300397* 

CONTRACT 


MROCZKA,E.J. 

8904190145 

50-213 

i 

MURLEY,T.E. 

8904270073* 

50-293 

F 

NIEMEYER.E. 

8904200025 

CONTRACT 


MROCZKA,E.J. 

8904190219 

50-423 

P 

MURPHY, JJ. 

8904030186 

50-352 

R 

NIEMEYER.E. 

8904200029* 

CONTRACT 


MROCZKA.EJ. 

8904190219 

50-423 

P 

MURPHY.JJ. 

8904190333 

50-352 

R 

NIEMEYER.E. 

8904200043 

CONTRACT 


MROCZKA.EJ. 

8904190363 

60-423 

Q 

MURPHY.M.E. 

8904070224* 

50-313 

Q 

NIEMEYER.E. 

8904200056* 

CONTRACT 


MROCZKA,E.J. 

8904190363 

50-423 

Q 

MURPHY.M.R. 

8904210365* 

PR 


NIEMEYER.E. 

8904210081 

CONTRACT 


MROCZKA.E.J. 

8904190418 

50-245 

P 

MURPHY.M.R. 

8904210365* 

PR 


NIEMEYER.E. 

8904210086* 

CONTRACT 


MROCZKA,E.J. 

8904190418 

50-245 

P 

MURPHY.VJ. 

8804080089 

WASTE 

RES 

NIEMEYER.R.G. 

8904280042* 

FOIA 


MROCZKAi,E.J. 

8904240005 

50-213 

P 

MURPHY.W.P. 

8904040174 

50-271 

Q 

NIMIT2.R.L 

8904060173* 

50-354 

Q 

MROCZKA.EJ. 

8904240005 

50-213 

P 

MURPHY.W.P. 

8904040176* 

50-271 

Q 

NOLAN.D. 

8903310020 

71-9202 


MROCZKA,EJ. 

8904240009 

50-245 

P 

MURPHY.W.P. 

8904120099 

50-271 

Q 

NOLAN, DJ. 

8903300069 

PROJ 


MROCZKA.E.J. 

8904240009 

50-245 

P 

MURPHY.W.P. 

8904120414 

50-271 

Q 

NOLANJ.C. 

8904140426 

50-323 

S 

MR OCZKA, E. J . 

8904240128 

50-213 

S 

MURPHY.W.P. 

8904190223 

50-271 

P 

NdLAND.T.W. 

8904210207* 

WASTE MGT 

MROOZKA,E.J. 

8904240128 

50-213 

S 

MURPHY.W.P. 

8904240257 

50-271 

R 

NOONAN, T.P. 

8904120112 

50-412 

s 

MROCZKA,E.J. 

8904240128 

50-213 

S 

MURRAY.B. 

8904040255 

50-284 

Q 

NOONAN.T.P. 

8904200220 

50-334 

s 

MUDUN,J.O. 

8904170313* 

50-335 

Q 

MURRAY, B. 

8904120530 

50-262 

Q 

NORDERHAUG.L 

8903290075 

50-361 

S 

MUDLIN,J.D. 

8904170313* 

50-335 

Q 

MURRAY.R.C. 

8904110363 

NUREG 


NORELIUS.C.E. 

8903280052 

50-346 

p 

MUELLER, M. 

8904180240 

50-312 

R 

MUSOLF.D. 

8904040223 

50-263 

P 

NORELIUS.C.E. 

8903280284 

50-295 

p 

MUELLER.R.C. 

8904120494 

50-409 

1 

MUSOLF,D. 

8904040224* 

50*263 

P 

NORELIUS,e.E. 

8904100358 

50-341 

Q 

MULDER.R.U. 

8904030214 

50-62 

P 

MUSOLF.D. 

8904040242 

50-263 

F 

NORELIUS,C.E. 

8904110153 

50-295 

Q 

MULLER, DR. 

8903300011* 

50<454 

P 

MUSOLF.D. 

8904110230 

50-282 

F 

NORELIUS.C.E. 

8904110180* 

50-295 

Q 

MULLER, D.R. 

8903300047 

50-237 

P 

MUSOLF.D. 

8904110233 

50-263 

F 

NORELIUS.C.E. 

8904130562 

50-295 

F 
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AUTHOR 
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NUMBER 
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NUMBER 

CATEGORY 

norkin.d.p. 

8904180117* 

50-445 

Q 

PAPANDREA.C.J. 

8904040226* 

50-263 

P 

PETERSON.M.R. 

8904070289 

XPORTLIC 


NORRIS.J.A. 

8904030383 

50-250 

P 

PAPANIC.G. 

8903290225 

50-29 

1 

PETERSON.M.R. 

8904070298 

XPORTLIC 


NORRIS, J.A. 

8904210069 

50-335 

P 

PAPANIC.G. 

8903290346 

50-29 

J 

PETERSON.M.R. 

8904100034 

XPORTLIC 


NORRY.P.G. 

8904100172* 

PR 


PAPANIC.G. 

8904070164 

50-29 

R 

PETERSON.M.R. 

8904140269 

XPORTLIC 


NORTH.H. 

8904200052 

50-163 

S 

PAPANIC.G. 

8904190427 

50-29 

Q 

PETERSON.M.R. 

8904140272 

XPORTLIC 


NORTH.P.J. 

8904050169 

50-269 

S 

PAPANIC.G. 

8904200259 

50-29 

P 

PETERSON.M.R. 

8904170256 

ORG 


NORTH.PJ. 

8904120026 

50-269 

S 

PAPANIC.G. 

8904200400 

50-29 

P 

PETERSON.M.R. 

8904200109 

XPORTLIC 


NORTON, P. 

8904200056* 

CONTRACT 


PAPASPYROPOULOS 

8904250193 

NUREG 


PETERSON.M.R. 

8904200168 

XPORTLIC 


NOVAK,T-M. 

8904270158* 

50-293 

P 

PAQUIN.P.L 

8904070313 

PROJ 


PETERSON.M.R. 

8904200299 

XPORTLIC 


NUCCI.K.S- 

8904030001 

FOIA 


PAQUIN.P.L 

8904100152 

71-9168 


PETERSON.M.R. 

8904210111 

XPORTLIC 


NUSSBAUMER.D.A. 

8904280081* 

FOIA 


PARETO.V. 

8904060208 

50-397 

P 

PETERSON.M.R. 

8904210122 

XPORTLIC 


NUSSBAUMER.D.A. 

8904280090* 

FOIA 


PARKER.J. 

8904170146 

50-295 

S 

PETERSON.M.R. 

8904210126 

XPORTLIC 


NYK1RK,J.W. 

8904070071 

50-295 

F 

PARKS.R.L. 

8904070033 

FOIA 


PETERSON.M.R. 

8904240258 

XPORTLIC 


O’BRIEN, J.H. 

8904270440 

FOIA 


PARLER.W.C. 

8903290073 

PR 


PETERSON.M.R. 

8904240269 

XPORTLIC 


0’BRIEN,J.H. 

8904270445 

FOIA 


PASTAVA,M.J. 

8904170080 

50-325 

S 

PETRICEK.R. 

8904170017 

50-322 

R 

0’BRIEN.J.P. 

8904170086* 

50-275 

Q 

PASTERNAK.R. 

8903310172 

50-410 

S 

PETTIS.R.L. 

8904050114* 

QA999 


0’CONNOR,DJ. 

8904240233 

50-244 

J 

PASTERNAK, R. 

8903310190* 

50-410 

S 

PETZOLD.J.S. 

8904110159* 

50-272 

P 

O’CONNOR, P.W. 

8903290114 

50-298 

P 

PASTERNAK,R.J. 

8904210058 

50-410 

S 

PHIFER, T.K. 

8904190264 

50-327 

s 

O’CONNOR, P.W. 

8904200067 

50-298 

Q 

PASTVA,M.J. 

8903280267 

50-325 

S 

PHILIPS.J. 

8904030004 

FOIA 


0’DELL.LD. 

8904180029* 

TOPREP 


PASTVA.M.J. 

8904120348 

50-325 

S 

PHILIPS.J. 

8904030062 

50-320 

G 

0’REILLY,P.D. 

8904110441 

NUREG 


PASTVA.M.J. 

8904200010 

50-325 

S 

PHILIPS.J. 

8904060276 

50-322 

F 

ODOM.R.M. 

8903280175 

50-424 

S 

PASUPATHLV. 

8904250193 

NUREG 


PHILIPS.J. 

8904060297 

50-341 

Q 

ODOM.R.M. 

8903280291 

50-424 

S 

PATE,R.J. 

8904040136 

50-275 

Q 

PHILIPS.J. 

8904070013 

FOIA 


ODOM.R.M. 

8904040171 

50-425 

S 

PATE,R.J. 

8904110062 

50-344 

F 

PHILIPS.J. 

8904070036 

FOIA 


ODOM.R.M. 

8904190072 

50-424 

S 

PATE,R.J. 

8904170032 

27-48 


PHILLIPS 

8904130530 

PRM 


ODOM,R.M. 

8904190109 

50-425 

S 

PATE.2.T. 

8904030498 

ORG 


PHILLIPS.M.P. 

8903300296* 

50-461 

Q 

ODOM.R.M. 

8904190128 

50-424 

S 

PATE.ZT. 

8904180113 

50-312 

P 

PHILLIPS.M.P. 

8904200399* 

50-454 

Q 

ODOM.R.M. 

8904200390 

50-425 

S 

PATEL.C.P. 

8903300058* 

50-237 

P 

PICK,G.A. 

8903290123* 

50-298 

Q 

ODOM,R.M. 

8904210161 

50-425 

S 

PATEL,C.P. 

8904130364 

50-304 

Q 

PICKETT.D.G. 

8903310273 

50-482 

P 

ODOM.R.M. 

8904240097 

50-425 

S 

PATEL.C.P. 

8904180230 

50-295 

P 

PICKETT, D.V. 

8903290167 

50-482 

P 

ODUM.R.M. 

8904200398 

50-425 

S 

PATELC.P. 

8904240464 

50-295 

P 

PICKETT.D.V. 

8904170014 

50-482 

P 

OHNUKl.T. 

8904110443 

NUREG 


PATEL, R.B. 

8904030201* 

50-425 

P 

PICKETT.D.V. 

8904170016* 

50-482 

P 

OLDHAM.J.G, 

8904050156* 

WASTE MGT 

PATON.W.D. 

8904270062* 

50-293 

P 

PICKETT.D.V. 

8904180087 

50-482 

P 

OLDHAM.J.G. 

8904050161* 

WASTE MGT 

PATRIARCA,P. 

8904240263* 

50-220 

P 

PIRTLE.G.L 

8903300213* 

50-454 

Q 

OLIVEIRA.W. 

8904050328* 

50-219 

Q 

PATRICK,M.E. 

8904170196* 

50-269 

Q 

PITCAIRN, D.R. 

8904110171* 

50-237 

Q 

OLSEN.A.F. 

8904120353 

71-9191 


PATRICK.P.C. 

8903280355* 

CONTRACT 


PITTERLE.T.A. 

8904120396* 

50-412 

Q 

OLSEN, A.F. 

8904130481 

70-27 


PATRICK,W.C. 

8904100295* 

WASTE MGT 

PLAPPERT.R.D. 

8904210059 

50-206 

F 

OLSEN.A.F. 

8904170230 

70-27 


PATTERSON.C. 

8904030257 

50-425 

S 

PLENIEWICZ.R. 

8903280345 

50-455 

s 

OLSEN, A.F. 

8904170385 

70-27 


PATrERSON.J.P. 

8904240421 * 

50-483 

Q 

PLENIEWICZ.R. 

8903310051 

50-455 

s 

OLSEN, T.T. 

8903290315 

40-1341 


PATTON.J.D. 

8903310100 

40-8102 


PLENIEWICZ.R. 

8904030351 

50-455 

S 

OLSHAN.LN. 

8903300009 

50-454 

P 

PATTON.J.D. 

8904190379 

40-8102 


PLENIEWICZ.R. 

8904170252 

50-455 

S 

OLSHAN.L.N. 

8904030416 

50-454 

P 

PAUL.R.A. 

8903290285* 

50-461 

Q 

PLIML.G.J. 

8904060446 

50-304 

S 

OLSHAN.LN. 

8904030424* 

50-454 

P 

PAULK, G.L 

8904240213* 

50-335 

Q 

PLOTYCIA.G.D. 

8904140451* 

50-341 

P 

OLSHAN.LN. 

8904120170 

50-454 

P 

PAULSON,W.A. 

8903310334 

50-458 

P 

PLUMLEE.G.L. 

8904110441 

NUREG 


OLSHAN.LN. 

8904180061 

50-454 

P 

PAULSON,W.A. 

8904110487 

50-458 

P 

POHLOD.C.S. 

8904070029 

50-356 

Q 

OLSHAN.LN. 

8904180065 

50-454 

P 

PEAKE.D.L 

,8904100096* 

CONTRACT 


POLICH.T. 

8904040183 

50-530 

S 

OLSHAN.LN. 

8904180157 

50-454 

Q 

PEAKE,D.L. 

’ 8904100096* 

CONTRACT 


POLLACK.M.J. 

8904030245 

50-272 

S 

OLSHAN.LN. 

8904210064 

50-454 

P 

PEEBLES,T.A. 

8903280242 

50-413 

Q 

POLLACK.M.J. 

8904060153 

50-311 

s 

OLSON.R. 

8904250135 

NUREG 


PEEBLES,T.A. 

8904040007 

50-395 

Q 

POLLACK.M.J. 

8904180088 

50-311 

S 

OLSON.R. 

8904250193 

NUREG 


PEEBLES,T.A, 

8904120180 

50-160 

V 

POLLACK.M.J. 

8904240389 

50-272 

S 

ORDERS, W.T. 

8904180259* 

50-413 

Q 

PEEBLES,T.A. 

8904130062 

50-338 

V 

POLLARD, C.G. 

8904100106 

WASTE MGT 

ORSER.W.S. 

8904030379 

50-341 

R 

PEEBLES, T.A. 

8904130340 

50-321 

V 

POOLE.G.R. 

8904060460* 

CONTRACT 


ORSER.W.S. 

8904050121 

50-341 

S 

PEEBLES,T.A. 

8904130358 

50-424 

V 

POPEO.D.J. 

8904120183 

PRM 


ORSER.W.S. 

8904140432 

50-341 

S 

PEEBLES,T.A. 

8904130453 

50-269 

V 

PORTER, E.C. 

8904200096 

50-271 

F 

ORSER.W.S. 

8904190322 

50-341 

S 

PEEBLES,T.A. 

8904180105 

50-369 

V 

PORTER,S.A. 

8904190093 

71-9184 


ORSER.W.S. 

8904240371 

50-341 

R 

PEEBLES, T.A. 

8904200185 

50-335 

Q 

POSLUSNY.C. 

8904110472 

50-368 

P 

ORTICELLE.A. 

8904180283 

50-31 1 

R 

PEEBLES.T.A. 

8904250345 

50-261 

V 

POSLUSNY.C. 

8904210198 

50-368 

P 

ORTICELLE,A. 

8904180313* 

50-272 

R 

PELIZ2A,M.S. 

8903300094 

40-8968 


POSTLEWAIT.T. 

8904210075 

50-316 

S 

ORTICELLE,A. 

8904180338* 

50-311 

R 

PELLET, J.L 

8904040189* 

50-482 

V 

POSTLEWAIT.T.K. 

8904030243 

50-316 

S 

ORTICELLE.A. 

8904190227 

50-272 

R 

PELLETIER,J.P. 

8904100213 

50-271 

S 

POTTER.J.P. 

8903300244* 

50-416 

Q 

OSBORNE, J.M. 

8904140198 

50-318 

S 

PELLETIER, J.P. 

8904120101 

50-271 

S 

POTTER.J.P. 

8904030414* 

50-327 

Q 

OSIENSKY.J.L. 

8904110258 

WASTE RES 

PELLETIER, J.P. 

8904120329 

50-271 

S 

POTTER.J.P. 

8904200241 * 

50-83 

Q 

OSTER,J. 

8903290329 

50-10 

J 

PELLETIER,J.P. 

8904180279 

50-271 

S 

POTTSCHMIDT.F. 

8904070144 

FOIA 


OTT.H.L 

8904040392* 

50-327 

Q 

PENNINGTON,W,S. 

8904120087* 

40-3392 


POWERS.C.M. 

8904050343 

50-397 

S 

OVERSTREET.J.D. 

8904040028* 

50-254 

F 

PEREZ.J.M. 

8904280308* 

PROJ 


POWERS.C.M. 

8904060049 

50-397 

S 

OZAKI.C.B. 

8904070090 

WASTE MGT 

PERKINS.K.R. 

8904250173 

NUREG 


POWERS.C.M. 

8904140385 

50-397 

s 

PACE.N.E, 

8810040039* 

50-302 

P 

PERLMAN.D.J. 

8904030056 

50-320 

S 

POWERS.C.M. 

8904210099 

50-397 

R 

PADGETT, J.A. 

8904250166 

PRM 


PERRY,D.K. 

8903290370 

TOPREP 


PRENDERGAST.K. 

8904240154* 

50-528 

O 

PAGE.M. 

8903280313 

CONTRACT 


PERRY.D.K. 

8903290374* 

TOPREP 


PRESTHOLT.P.T. 

8904030043 

WASTE MGT 

PAGE.M. 

8903290173 

CONTRACT 


PETERSEN, LR. 

8904190073* 

CONTRACT 


PRESTHOLT.P.T. 

8904030117 

WASTE MGT 

PAGE.M. 

8903290323 

CONTRACT 


PETERSON, C.H. 

8904030088 

WASTE RES 

PRESTHOLT.P.T. 

8904030127 

WASTE MGT 

PAGE.M. 

8903300336 

CONTRACT 


PETERSON.C.H. 

8904040416 

WASTE RES 

PRESTHOLT.P.T. 

8904040180 

WASTE MGT 

PAGE.M. 

8903310219 

CONTRACT 


PETERSON.C.H. 

8904130487 

WASTE RES 

PRESTHOLT.P.T. 

8904040185 

WASTE MGT 

PAGE.M. 

8903310237 

CONTRACT 


PETERSON.F.M. 

8904040134 

50-285 

1 

PRESTHOLT.P.T. 

8904040193 

WASTE MGT 

PAGE.M. 

8903310239 

CONTRACT 


PETERSON, G.C. 

8903300248 

50-443 

F 

PRESTHOLT.P.T. 
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8904050349 

WASTE MGT 

PAGE.M. 

8904110451 

CONTRACT 


PETERSON.M.R. 
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8904170187 

50-423 

P 

SHUM.EY. 

8904040200 

WASTE MGT 

SAMUELS.J.L 

8904280016 

50-259 

J 

SEARS.C.F. 

8904190145 

50-213 

1 

SHUPE.M.W. 

8904040128 

WASTE MGT 

SAMWORTH.R.B. 

8904030401 

50-397 

P 

SEARS,C.F. 

8904190145 

50-213 

1 

SHUSTER.B. 

8904100131* 

50-146 

u 

SAMWORTH.R.B. 

8904120415 

50-397 

P 

SEARS, P.M. 

8904180020 

50-309 

H 

SHY.K.E. 

8904120006 

70-1201 


SAMWORTH.R.B. 

8904180054 

50-397 

F 

SEARS.P.M. 

8904180069 

50-309 

H 

SHYMLOCK.M. 

8904030321* 

50-269 

Q 

SANDS.P.F. 

8904050480 

WASTE RES 

SEARS.P.M. 

8904180186 

50-309 

P 

SHYMLOCK,M. 

8904240212* 

50-369 

Q 

SANDS, P.F. 

8904050488* 

WASTE RES 

SEIDLE.W.C. 

8903290096* 

50-382 

Q 

SHYMLOCK.M.B. 

8904180247* 

50-369 

Q 

SANDS, S.P. 

8904120170 

50-454 

P 

SEIDLE.W.C. 

8903290193* 

50-482 

Q 

SHYMLOCK.M.B. 

8904180259* 

50-413 

Q 

SANDS.S.P. 

8904180061 

50-454 

P 

SEIDLE.W.C. 

8904070224* 

50-313 

Q 

SHYMLOCK.M.B. 

8904200227* 

50-269 

Q 

SANDS.S.P. 

8904180065 

50-454 

P 

SEIDLE.W.C. 

8904130553* 

50-313 

Q 

SIACOR.E.R. 

8904210129 

50-361 

R 

SAPORtTO.T.J. 

8904200065 

50-250 

G 

SEJVAR.J. 

8904040112* 

50-324 

P 

SIACOR.E.R. 

8904210153 

50-206 

R 

SARSOUR.B. 

8904210347 

50-346 

R 

SELLECK.K.A. 

8904130171 

50-443 

G 

SIEBER.J.D. 

8903290068 

50-412 

P 

SARTOR, W. 

8904030253* 

50-280 

Q 

SELLECK,K.A. 

8904130171 

50-443 

G 

SIEBER,J.D. 

8903310245 

50-412 

P 

SAVAGE, M.G. 

8904190222* 

50-423 

P 

SELLECK,K.A. 

8904130181* 

50-443 

G 

SIEBER.J.D. 

8904060342 

50-334 

F 

SAXNER.H. 

8904140118* 

50-443 

T 

SELLECK,K.A. 

8904130181* 

50-443 

G 

SIEBER.J.D. 

8904120388 

50-412 

Q 

SAXTON, C.H. 

8904190170 

50-387 

V 

SELLECK,K.A. 

8904240080* 

50-443 

T 

SIEBER.J.D. 

8904130546 

50-412 

P 

SAYRE.D. 

8904040070 

50-261 

S 

SELLECK.K.A. 

8904240080* 

50-443 

T 

SIEBER.J.D. 

8904130620 

50-334 

Q 

SCACE.S.E. 

8903280215* 

50-245 

V 

SEYMOUR, D.A. 

8904030443* 

70-27 


SIEBER.J.D. 

8904170063 

50-412 

P 

SCACE,S.E. 

8903310195 

50-423 

s 

SHACKLEFORD.B. 

8904100129 

WASTE MGT 

SIEBER.J.D. 

8904180262 

50-334 

P 

SCACE.S.E. 

8903310195 

50-423 

s 

SHAFFNER.J.A. 

8904040248 

27-48 


SIEBER.J.D. 

8904190240 

50-334 

R 

SCACE.S.E. 

8903310216 

50-423 

s 

SHANBAKY.M. 

8904190274* 

50-245 

Q 

SIEBER.J.D. 

8904200044 

50-334 

R 

SCACE,S.E. 

8903310216 

50-423 

s 

SHANBAKY.M.M. 

8904060173* 

50-354 

Q 

SIEBER.J.D. 

8904240391 

50-334 

P 

SCACE,S.E. 

8904040032 

50-423 

s 

SHANNON.M.C. 

8904030426* 

50-400 

Q 

SIEGAUB.L 

8904120488 

50-237 

P 

SCACE.S.E. 

8904040032 

50-423 

s 

SHAO.LC. 

8903300059 

GEN TEC 1 

S 

SIEGEUM. 

8904100175 

WASTE RES 

SCACE.S.E. 

8904040301 

50-336 

s 

SHAPIRO.A.B. 

8904110465 

NUREG 


SIEGEL.M.D. 

8904100165 

WASTE RES 

SCACE.S.E. 

8904040301 

50-336 

s 

SHARP.P.R. 

8903290076* 

PR 


SIKICH.G. 

8904140012* 

50-443 

T 

SCACE.S.E. 

8904170060 

50-336 

V 

SHARP.P.R. 

8903290165* 

50-346 

U 

SIKICH.G. 

8904140196* 

50-443 

T 

SCACE.S.E. 

8904170060 

50-336 

V 

SHAW.O. 

8904180118 

50-317 

S 

SIKICH.G.W. 

8904140016* 

50-443 

T 

SCACE,S.E. 

8904200139 

50-423 

R 

SHAW.O. 

8904180344 

50-317 

S 

SIKICH.G.W. 

8904140016* 

50-443 

T 

SCACE.S.E. 

8904200139 

50-423 

R 

SHAW.M. 

8904200430* 

50-220 

F 

SIKICH.G.W. 

8904140016* 

50-443 

T 

SCACE.S.E. 

8904200288 

50-336 

R 

SHEA,J.R. 

8903290299 

ORG 


SIKICH.G.W. 

8904140085* 

50-443 

T 

SCACE.S.E. 

8904200288 

50-336 

R 

SHEA,J.R. 

8904070165* 

FOIA 


SIKICH.G.W. 

8904140085* 

50-443 

T 

SCACE,S,E. 

8904200295 

50-245 

R 

SHEA.J.R. 

8904250162 

NUREG 


SIKICH.G.W. 

8904140085* 

50-443 

T 

SCACE,S.E. 

8904200295 

50-245 

R 

SHEA.J.R. 

8904260286* 

FOIA 


SILADY.J.A. 

8903280300 

50-237 

P 

SCACE.S.E. 

8904240380 

50-245 

s 

SHEA,J.R. 

8904260294* 

FOIA 


SILADY.J.A. 

8904110163 

50-237 

Q 

SCACE.S.E. 

8904240380 

50-245 

S 

SHEA,J.R. 

8904260305* 

FOIA 


SILADY,J.A. 

8904210263 

50-237 

P 

SCALETTI.D.C. 

8904030242 

50-605 

A 

SHEA.J.R. 

8904260342* 

FOIA 


SILBERG.J.E. 

8904210373* 

PR 


SCALICE.J.A. 

8904140508 

50-322 

S 

SHELDON.D.N. 

8904120333 

50-433 

P 

SILK.D.M. 

8904140256* 

50-309 

V 

SCALICE.J.A. 

8904170017 

50-322 

R 

SHELOR.D. 

8904110380* 

WASTE MGT 

SILVER.H. 

8903300171 

50-302 

P 

SCALICE.J.A. 

8904170044 

50-322 

S 

SHELTON.D.C. 

8903280054* 

50-346 

P 

SILVER.H. 

8904030014 

50-302 

P 

SCALICE.J.A. 

8904170309 

50-322 

S 

SHELTON.D.C. 

8903280306 

50-346 

J 

SILVER.H. 

8904180028 

50-302 

P 

SCALICE.J.A. 

8904240116 

50-322 

S 

SHELTON.D.C. 

8904030269 

50-346 

P 

SILVIA, L. 

8904180314 

50-213 

F 

SCHAUBROECK.D. 

8903310028 

50-313 

R 

SHELTON.D.C. 

8904040041 

50-346 

Q 

SIMMS.J. 

8904180343 

50-254 

F 

SCHAUBROECK,D. 

8904180243 

50-313 

R 

SHELTON.D.C. 

8904050075 

50-346 

Q 

SIMPSON, D.P. 

8903310144* 

50-413 

F 

SCHAUBROECK.D. 

8904180246 

50-368 

R 

SHELTON.D.C. 

8904120237 

PR 


SIMPSON, F.B. 

8903270214* 

50-354 

P 

SCHERER.A.E. 

8903290100 

71-9022 


SHELTON.D.C. 

8904210110 

50-346 

1 

SIMPSON.F.B. 

8903270214* 

50-354 

P 

SCHERER.A.E. 

8904040261 

50-470 

K 

SHEMA,R.L. 

8904200044 

50-334 

R 

SINCLAIR.M.C. 

8904240032* 

50-443 

T 

SCHERER.A.E. 

8904070237 

71-6078 


SHEMANSKI.P. 

8904100070 

50-373 

F 

SINCLAIR, M.C. 

8904240032* 

50-443 

T 

SCHERER.A.E. 

8904100025 

70-36 


SHEMANSKI.P. 

8904100079 

50-373 

P 

SINGH.M.M. 

8904030304 

WASTE RES 

SCHERER.A.E. 

8904130024 

50-470 

A 

SHEMANSKI.P.C. 

8903300057* 

50-237 

P 

SINGH.R. 

8904100382 

ORG 


SCHERER.A.E. 

8904190262 

70-36 


SHEMANSKI.P.C. 

8904210332 

50-373 

P 

SINKULE.M.V. 

8904030194* 

50-321 

Q 

SCHEUERMAN.J.T. 

8904200296 

50-298 

R 

SHEMANSKI.P.C. 

8904240192 

50-374 

P 

SINKULE.M.V. 

8904120098* 

50-424 

Q 

SCHIFFHAUER.C. 

8904030155 

PROJ 


SHEMANSKI.P.E. 

8904030373* 

50-461 

P 

SIPE.A. 

8904130133 

50-369 

S 

SCHMERTZ.J.C. 

8904030201* 

50-425 

P 

SHEPARD.D. 

8904130485* 

50-266 

V 

SIPE,A. 

8904180249 

50-370 

S 

SCHMID, S.P. 

8904180181 

70-1308 


SHEPARD, D. 

8904140439* 

50-346 

V 

SIPE.A. 

8904200276 

50-369 

S 

SCHMIDT, R.F. 

8904240240* 

50-400 

P 

SHIFFER.J.D. 

8903280262 

50-275 

P 

SIPE,A. 

8904200281 

50-370 

S 

SCHMIERBACH.M. 

8904140088 

50-390 

A 

SHIFFER.J.D. 

8903290143 

50-275 

P 

SISKIN,E.J. 

8811230358* 

50-390 

Q 

SCHMIERBACH.M. 

8904240024 

50-327 

Q 

SHIFFER.J.D. 

8903300158 

50-275 

S 

SKIERMONT.P. 

8904170029 

50-254 

p 

SCHNEBLI,G.A. 

8904040018* 

50-250 

Q 

SHIFFER.J.D. 

8903300258 

50-275 

P 

SKIERMONT.P. 

8904170045 

50-254 

F 

SCHNEIDER,J. 

8904070131 

70-1308 


SHIFFER,J.D. 

8903300260* 

50-275 

P 

SKIERMONT.P. 

8904170085 

50-254 

F 

SCHNELL.D.F. 

8903300147 

50-483 

P 

SHIFFER.J.D. 

8903300319 

50-275 

P 

SKINNER, P.H. 

8904030321* 

50-269 

Q 

SCHNELUD.F. 

8904030310 

50-482 

P 

SHIFFER.J.D. 

8903300321* 

50-275 

P 

SKINNER.P.H. 

8904200227* 

50-269 

Q 

SCHNELUD.F. 

8904040085 

50-483 

1 

SH1FFER,J.D. 

8903310080 

50-323 

s 

SKOLNICK.F. 

8904130289 

50-320 

G 

SCHNELUD.F. 

8904130152 

50-483 

J 

SHIFFER.J.D. 

8903310089 

50-275 

Q 

SKOLNICK.F. 

8904130289 

50-320 

G 

SCHNELUD.F. 

8904130566 

50-483 

Q 

SHIFFER.J.D. 

8904040066 

50-275 

S 

SKOLNtCK.F. 

8904130292* 

50-320 

G 

SCHNELUD.F. 

8904130574 

50-483 

P 

SHIFFER,J.D. 

8904040098 

50-133 

R 

SKOLNICK.F. 

8904130292* 

50-320 

G 

SCHNELUD.F. 

8904170004 

50-483 

P 

SHIFFER.J.D. 

8904040245 

50-275 

S 

SKOLNICK.F, 

8904140097 

50-320 

G 

SCHNELUD.F. 

8904240231 

50-483 

J 

SHIFFEfl,J.D. 

8904060523 

50-275 

S 

SKOLNICK.F. 

8904140097 

50-320 

G 

SCHOENBACH.B.G. 

8904040033 

PR 


SHIFFER,J.D. 

8904120288 

50-275 

P 

SKOLNICK.F. 

8904200055 

50-320 

G 

SCHUMACHER, M. 

8903290012* 

50-263 

Q 

SHIFFER,J.D, 

8904120299* 

50-275 

P 

SKOLNICK.F. 

8904200055 

50-320 

G 

SCHUMACHER.M. 

8903290285* 

50-461 

Q 

SHIFFER.J.D. 

8904140426 

50-323 

S 

SLIFER.B.C. 

8903310033* 

50-271 

P 

SCHUMACHER.M. 

8904100364* 

50-341 

Q 

SHIFFER.J.D. 

8904200270 

50-275 

S 

SLIFER.D. 

8904030236 

40-8903 


SCHUMACHER.M. 

8904170066* 

50-440 

Q 

SHIFFER,J,D. 

8904210345 

50-275 

S 

SLIVE.H.W. 

8904170302 

PRM 


SCHUSTER.M. 

8903290075 

50-361 

S 

SHIFFER,J.D. 

8904240011* 

50-275 

P 

SLOSSON.M.M. 

8904110034 

50-220 

P 

SCHWARTZ.!. 

8904030094 

NUREG 


SHIFFER.J.D. 

8904240104 

50-275 

P 

SLOSSON.M.M. 

8904110045 

50-220 

P 

SCHWARTZ.I. 

8904240315 

NUREG 


SHIRAKI.C. 

8904030016 

50-354 

P 

SLOSSON.M.M. 

8904180032 

50-220 

P 
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SLOSSON.M.M. 

8904180262 

50-410 

P 

SORENSEN.Q.C. 

8904180126 

50-397 

P 

STELLO.V. 

8904180264 

PR 


SLOSSON.M.M. 

8904200128 

50-220 

P 

SORENSEN, G.C. 

8904210169 

50-397 

P 

STELLO.V. 

8904190078 

PR 


SLOSSON.M.M. 

8904210322 

50-220 

P 

SORENSEN,G.C. 

8904240044 

50-397 

P 

STELLO.V. 

8904190116 

PRM 


SLOSSON.M.M. 

8904240454 

50-220 

P 

SORENSEN,R.C. 

8904170062* 

50-397 

Q 

STENGER.D.F. 

8904030046 

MISC 


SLY.C.D. 

8904050315 

50-318 

S 

SORESEN,G.C. 

8904130407 

50-397 

J 

STENGER.D.F. 

8904050091 

PR 


SMEDLEY.R.W 

8904240290 

50-255 

P 

SORESEN.G.C. 

8904140109 

50-397 

P 

STEPHENS, K.W. 

8904040367 

WASTE RES 

SMEDLEY.R.W. 

8903290112 

50-255 

P 

SPARKS,S.E. 

8904240369* 

50-280 

Q 

STEPHENS.K.W. 

8904110437 

WASTE RES 

SMEDLEY.R.W. 

8904120013 

50-255 

P 

SPEED,L 

8904190166* 

50-309 

Q 

STEPHENS, W.B. 

8904240102 

PR 


SMEDLEY.R.W. 

8904120229 

50-255 

P 

SPENCE.G.P. 

8904040134 

50-285 

1 

STERLING.E.C. 

8904210199 

TOPREP 


SMITH.C. 

8904040008* 

50-395 

Q 

SPENCER,H. 

8904240316* 

CONTRACT 

STERUD.C. 

8904030125 

50-206 

S 

SMITH.C. 

8904200187* 

50-335 

Q 

SPIELBERG.A. 

8904060024 

50-271 

G 

STETKA,T.F. 

8903290136* 

50-382 

Q 

SMtTH.D.M. 

8903290079 

50-277 

V 

SPIELBERG,A 

8904060024 

50-271 

G 

STETKA,T.F. 

8904070216* 

50-313 

Q 

SMITH.D.M. 

8904050312 

50-277 

S 

SPIELBERG,A. 

8904200039 

50-271 

G 

STETKA.T.F. 

8904120242* 

50-285 

Q 

SMITH.D.M. 

8904070141 

50-277 

V 

SPIEL8ERG.A. 

8904200039 

50-271 

G 

STEVENSON, J.D. 

8904110383 

NUREG 


SMITH.D.M. 

8904170012 

50-277 

S 

SPINRAD,B.L 

8904140300 

50-116 

P 

STEWART, M.A. 

8904070084* 

50-498 

Q 

SMITH.D.M. 

8904170290 

50-277 

F 

SPIT2ER,D.J. 

8904240283* 

50-454 

R 

STEWART.R.C. 

8904120119* 

50-313 

Q 

SMITH.D.M. 

8904180010 

50-277 

Q 

SPITZER,D.J. 

8904270260* 

50-454 

R 

STEWART.S.A. 

8904210194 

50-302 

R 

SMITH.D.M. 

8904200116 

50-277 

P 

SPOND.D.F. 

8903310335 

TOPREP 


STEWART.W.L. 

8904040031 

PR 


SMITH.D.R. 

8903290140 

50-73 

R 

SPOND,D.F. 

8904110017 

TOPREP 


STODDART.P.G. 

8904120274* 

50-348 

Q 

SMITH.G.C. 

8904190247* 

50-277 

Q 

SRENIAWSKI,D.J. 

8903280320* 

50-6 

Q 

STOFFEL.J.W. 

8904240473* 

50-295 

P 

SMITH, H. 

8904070186* 

FOIA 


ST HILAIRE,G. 

8904140118* 

50-443 

T 

STOHR,J.P. 

8904040057 

70-27 


SMITH, J.B. 

8904130150* 

50-443 

T 

ST LAURENT,N.N. 

8904040272 

50-29 

S 

STOHR,J.P. 

8904140066 

50-369 

Q 

SMITH.J.B. 

8904130150* 

50-443 

T 

ST LAURENT,N.N. 

8904210321 

50-29 

P 

STOHR,J.P. 

8904200081 

70-27 


SMITH.J.B. 

8904130187* 

50-443 

G 

STABLEIN.K. 

8904240382 

WASTE MGT 

STOHR.J.P. 

8904240214 

70-143 


SMITH.J.B. 

8904130187* 

50-443 

G 

STABLEIN.K. 

8904240480 

WASTE MGT 

STOLK.P. 

8904240425* 

50-320 

P 

SMITH.J.B. 

8904200062 

50-443 

G 

STADNICK,S.L 

8904040301 

50-336 

S 

STOLL, LM. 

8904250112 

PR 


SMITH.J.B. 

8904200062 

50-443 

G 

STAFFORD,M.O. 

8904250415 

FOIA 


STOLS.R. 

8904050118 

50-254 

P 

SMITH.J.C. 

8904030459 

40-299 


STAHLE.C. 

8904060060 

50-244 

P 

STOLS.R. 

8904180148 

50-254 

P 

SMITH.J.F 

8904140023* 

50-454 

Q 

STAHLE.C. 

8904060067* 

50-244 

P 

STOLS.R. 

8904180170 

50-237 

P 

SMITH, J.F. 

8904050420* 

50-461 

Q 

STAHLE.C. 

8904140101 

50-244 

Q 

STOLS,R. 

8904180345 

50-254 

P 

SMITH.J.B. 

8904210147* 

CONTRACT 


STAHLE.C. 

8904140278 

50-244 

P 

STOLZ.J.F. 

8904030009* 

50-423 

P 

SMITH.LP. 

8903280264* 

CONTRACT 


STAKER.T.R. 

8904050238* 

50-382 

Q 

STOL2,J.F. 

8904030175* 

50-336 

P 

SMITH. LP. 

8904210021* 

CONTRACT 


STANG.J. 

8904210297 

50-315 

P 

STOLZ.J.F. 

8904030193 

50-245 

P 

SMITH.M. 

8904130103 

50-456 

S 

STANG,J. 

8904240384* 

50-341 

P 

STOLZ.J.F. 

8904060386 

50-334 

H 

SMITH.M. 

8904170222* 

50-315 

Q 

STANG.J.F. 

8904180021 

50-315 

P 

STOLZ.J.F. 

8904120342 

50-320 

P 

SMITH,P.A. 

8904240316* 

CONTRACT 


STANG.J.F. 

8904210056 

50-315 

P 

STOLZ.J.F. 

8904200091 

50-213 

Q 

SMITH.P.A. 

8904240323* 

CONTRACT 


STANG,J.F. 

8904240379 

50-341 

P 

STOL2,J.F. 

8904210065 

50-245 

P 

SMITH.R.D. 

8903290309 

WASTE MGT 

STANSBERRY.E.R. 

8904100120 

50-182 

R 

STONE.J.C. 

8903290327 

50-272 

P 

SMITH.R.D. 

8903290310 

WASTE MGT 

STARMER.R.J. 

8904040203 

WASTE MGT 

STONE.J.C. 

8903310039 

50-272 

P 

SMITH.R.D. 

8903290314 

40-8905 


STEEG,C.J. 

8904200170* 

CONTRACT 


STONE.J.C. 

8903310323 

50-272 

P 

SMITH.R.D. 

8903300056 

40-8914 


STEFANO,J.J. 

8904130282 

60-263 

P 

STONE.J.C. 

8904030033 

50-272 

P 

SMITH.R.D. 

8903300060 

40-299 


STEFANO,JJ. 

8904130377 

50-263 

P 

STONE.J.C. 

8904050412 

50-272 

P 

SMITH.R.D. 

8903300065 

40-6622 


STEIN.R. 

8904030295 

WASTE MGT 

STOR2.J.F. 

8904210031 

50-346 

R 

SMITH.R.D. 

8903300077 

40-4492 


STEIN.R. 

8904040009 

WASTE MGT 

STORZ.LF. 

8904140209 

50-346 

S 

SMITH.R.D. 

8903300112 

40-8064 


STEIN,R. 

8904040142 

WASTE MGT 

STORZ.LF. 

8904210347 

60-346 

R 

SMITH.R.D. 

8903300115 

40-8905 


STEIN.R. 

8904040199 

WASTE MGT 

STORZ.LF. 

8904240037 

50-346 

S 

SMITH.R.D. 

8903300123* 

40-8905 


STEIN.R. 

8904040269 

WASTE MGT 

STORZ.LF. 

8904240135 

50-346 

S 

SMITH.R.G. 

8903310184 

50-410 

S 

STEIN.R. 

8904050381 

WASTE MGT 

STOTZ,J.C. 

8904140209 

50-346 

s 

SMITH.R.G. 

8904120538 

50-410 

S 

STEIN.R. 

8904050390 

WASTE MGT 

STOUT, E.R. 

8903300391* 

CONTRACT 


SMITH, S. 

8904240274 

50-461 

F 

STEIN.R. 

8904050526 

WASTE MGT 

STRAIT.R. 

8904140164* 

PT21 


SMITH,S.A. 

8904200338 

50-416 

R 

STEIN.R. 

8904210200 

WASTE MGT 

STRASSER.M. 

8904070111 

PR 


SMITH.S.J. 

8904040101 

50-327 

S 

STEIN.S.R. 

8903310060* 

50-286 

Q 

STRATFORD.R.J. 

8904140155 

XPORTLIC 


SMITH, S.J. 

8904190188 

50-327 

S 

STEINHARDT.C.R. 

8904030129 

60-305 

S 

STRATTON.W.R. 

8904240440* 

50-220 

0 

SMITH.S.J. 

8904190253 

50-327 

S 

STEINHARDT.C.R. 

8904030485 

50-305 

J 

STROSNlDER,J. 

8903300327* 

50-247 

Q 

SMITH,S.J. 

8904190264 

50-327 

S 

STEINHARDT.C.R. 

8904050111 

50-305 

S 

STROSNIDER.J.R. 

8904210367* 

50-352 

Q 

SMITH, S.J. 

8904190269 

50-328 

S 

STEINHARDT.C.R. 

8904060059 

50-305 

P 

STURZ.F.C. 

8904130140* 

50-261 

Y 

SMITH.S.J. 

8904200279 

50-328 

S 

STEINHARDT.C.R. 

8904180235 

50-305 

R 

SU.T.M. 

8903310318 

50-260 

S 

SMITH.S.J. 

8904210278 

50-327 

s 

STEINHARDT.C.R. 

8904200267 

50-305 

S 

SUBRAMANIAN.T. 

8904030095* 

WASTE MGT 

SMITH.W.F. 

8904050238* 

50-382 

Q 

STEINHARDT.C.R. 

8904210274 

50-305 

J 

SUH.G.Y. 

8904040162* 

50-344 

O 

SMITH, W.G. 

8903310210 

50-315 

S 

STEINHARDT.C.R. 

8904240268 

50-305 

S 

SULLIVAN, S. 

8904050115 

WASTE MGT 

SMITH, W.G. 

8904030243 

50-316 

S 

STELLO.V. 

8902090136* 

NUREG 


SURME1ER,JJ. 

8904100417 

WASTE RES 

SMITH, W.G. 

8904050153 

50-315 

S 

STELLO.V. 

8902280359 

WASTE MGT 

SURME1ER,J.J. 

8904130415 

WASTE RES 

SMITH,W.G. 

8904060351 

50-316 

S 

STELLO.V. 

8903020409 

SECY 


SURMEIER,JJ. 

8904130418 

WASTE MGT 

SMITH,W.G. 

8904120206 

PR 


STELLO.V. 

8903160306 

60-373 

H 

SUTHERUND.LC. 

8904130136 

50-443 

T 

SMITH, W.G. 

8904140349 

50-316 

S 

STELLO.V. 

8903270230 

PR 


SUTTON, J.R. 

8904240167* 

50-289 

0 

SMITH.W.G. 

8904140485 

50-316 

S 

STELLO.V. 

8903290063 

50-322 

P 

SWALES, J. 

8904180312 

50-254 

F 

SMITH, W.G. 

8904170285 

50-315 

s 

STELLO.V. 

8903290269 

WASTE MGT 

SWAMY.S.A. 

8904040407* 

50-327 

P 

SMITH.W.G. 

8904210075 

50-316 

s 

STELLO.V. 

6903290276 

WASTE MGT 

SWENSON, W.H. 

8904030041 

50-266 

P 

SMITH.W.G. 

8904210103 

50-315 

s 

STELLO.V. 

8903290281 

STATE PROG 

SWENSON, W.H. 

8904030332 

60-266 

P 

SMITH.W.G. 

8904210139 

60-316 

8 

STELLO.V. 

6903290406 

NUREG 


SWENSON.W.H. 

8904030448 

50-266 

P 

SMITH.W.J. 

8904100110* 

WASTE MGT 

STELLO.V. 

8903290409* 

NUREG 


SWENSON, W.H. 

8904170050 

50-268 

P 

SMYLE.S.C. 

8903280318* 

XPORTLIC 


STELLO.V. 

8903290420 

PR 


SWENSON.W.H. 

6904170055 

60-266 

P 

SMYLE.S.C. 

8903280323* 

XPORTLIC 


STELLO.V. 

8903290422 

MISC 


SWENSON.W.H. 

8904180217 

50-266 

P 

SNEIDER.C. 

8904140008* 

50-443 

T 

STELLO.V. 

6903310088 

50-259 

H 

SWENSON.W.H. 

8904210280 

60-268 

P 

SNELL, W, 

8903280181* 

50-255 

F 

STELLO.V. 

8904100086 

PR 


SWENSON, W.H. 

8904240013 

60-266 

P 

SNELL, W. 

8904170222* 

50-316 

Q 

STELLO.V. 

8904100098 

MiSC 


SWENSON.W.H. 

8904240148 

60-266 

P 

SNELLW.Q. 

8904110052* 

60-315 

Q 

8TELLO,V. 

8904100121* 

PR 


swetlan6,p. 

6903300274* 

60-247 

Q 

SNYDER, B.J. 

8904030098* 

50-320 

P 

8TELL0,V. 

8904100128 

60-146 

U 

SWETLAND,P. 

8903300333 

50-272 

S 

SNYDER, MtJi 

8903280287 

50-369 

8 

STELLO.V. 

8904100146 

60-445 

H 

SWETLAND,P. 

6904190201 

60-31 1 

8 

8NYDER,MJ. 

8904190111 

60-369 

S 

STELLO.V. 

8904100153 

PR 


SWETLAND.P.D. 

8904130148* 

60-272 

Q 

SOKASKI,M. 

8904050488* 

WASTE RES 

STELLO.V. 

0904100188* 

PR 


8WETLAND,P.D. 

8904140350* 

50-364 

Q 

SOOP. 

8904260171 

NUREG 


STELLO.V. 

6904100233 

PR 


SWETLAND.P.D. 

8904170245* 

50-272 

Q 

SOONQ.S. 

8904120060 

70-143 


STELLO.V. 

8904100245 

MISC 


SWETLAND.P.D. 

8904180230 

50-247 

Q 

80RENSEN.Q.C. 

8903290119 

REGQD 


STELLO.V. 

8904110013 

60-463 

H 

SWETLAND.P.D. 

8904200024 

60-247 

P 

SORENSEN, Q.C. 

8903300181 

50-397 

P 

8TELLO,V. 

8904110116 

60-254 

H 

SYLVIA, B.R. 

8903290031 

50-341 

P 

SORENSEN, Q,a 

8904070089 

50-397 

Q 

STELLO.V. 

8904110276 

PR 


SYLVIA, B.R. 

8904040150 

50-341 

J 

SORENSEN, Q.C. 

8904100282 

60-397 

P 

STELLO.V. 

8904110299 

PR 


SYLVIA.B.R. 

8904050138 

50-341 

Q 

SORENSEN,Q.C. 

8904120139 

PR 


STELLO.V. 

8904110403 

70-136 


SYLVIA, B.R. 

8904100402 

60-341 

P 
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SYLVIA, B.R. 

8904110243 

50-341 

Q 

SYLVIA, B.R. 

8904120339 

50-341 

Q 

SYLViA,B.R. 

8904120340 

50-341 

K 

SYLVIA,B.R. 

8904130492 

50-341 

H 

SYLVIA,B.R. 

8904180064 

50-341 

P 

SYLVIA, B.R. 

8904180094 

50-341 

P 

SYLVIA, B.R. 

8904180127 

50-341 

P 

SYLVIA, B.R. 

8904180355 

50-341 

P 

SYLVIA.B.R. 

8904190346 

50-341 

P 

SYLVIA, B.R. 

8904200015 

50-341 

Q 

SYLVIA, B.R. 

8904210270 

50-341 

P 

SYLVIA.B.R. 

8904210282 

50-341 

P 

SZCZEPANIEC.A. 

TALLEY,A.E. 

8903310057*^ 

8904140019 

50-425 

PR 

Q 

TAM.P.S. 

8903290417 

50-334 

P 

TAM,P.S. 

8903300178 

50-412 

P 

TAM,P.S. 

8904130384 

50-334 

P 

TAM.P.S. 

8904210054 

50-412 

P 

TAM.P.S. 

8904210245 

50-334 

P 

TANA.E.T. 

8904050339 

WASTE MGT 

TANA.E.T. . 

8904130613 

WASTE MGT 

TANA.E.T. 

8904200290 

WASTE MGT 

TANIOUS.N.S. 

8904040401 

WASTE RES 

TANIOUS.N.S. 

8904040405 

WASTE RES 

TANIOUS.N.S. 

8904040410 

WASTE RES 

TANIOUS.N.S. 

8904050197 

WASTE RES 

TATUM.J.E. 

8904170144* 

50-206 

Q 

TAUKE,T. 

8904110118* 

50-254 

H 

TAYLOR.J.H. 
TAYLOR, J.H. 

8904040250 

8904070146 

50-369 

TOPREP 

P 

TAYLOR.J.M. 

8903310215 

50-348 

Q 

TAYLOR.J.M. 

8903310217* 

50-348 

Q 

TAYLOR,J.W. 

8903280039 

50-409 

J 

TAYLOR.J.W. 

8904040091 

50-409 

P 

TAYLOR, L 

8904130204 

50-313 

S 

TAYLOR.LA. 

8903280269 

50-313 

S 

TAYLOR.L.A. 

8904070295 

50-368 

S 

TAYLOR.LA. 

8904130178 

50-368 

S 

TAYLOR.L.A. 

8904130213 

50-313 

S 

TAYLOR.LA. 

8904140369 

50-313 

S 

TAYLOR.LA. 

8904200262 

50-313 

S 

TAYLOR, P.A. 
TEAMER.R.B. 

8904240369* 

8903310240* 

50-280 

CONTRACT 

Q 

TEDESCO.R.L 

8904240243* 

50-220 

P 

TEDROW.J. 

8904130401* 

50-302 

Q 

TEMPLE, T.C. 
TEMUS,C.J. 

8904140128* 

8904140046 

50-260 

71-9184 

P 

TENBROOK.W.K. 

8904240154* 

50-528 

Q 

TENNYSON, M. 

8904190002 

50-373 

S 

TERC.N.M. 

8904120526* 

50-458 

Q 

TERRY.C.D. 

8903300285 

50-220 

P 

TERRY.C.D. 

8903300307* 

50-220 

P 

TERRY.C.D. 

8904030438 

50-220 

P 

TERRY.C.D. 

8904050067 

50-220 

Q 

TERRY.C.D. 

8904130560 

50-220 

Q 

TERRY.C.D. 

8904140154 

50-220 

P 

TERRY.C.D. 

8904140157 

50-410 

P 

TERRY.C.D. 

8904200131 

50-220 

P 

TERRY.C.D. 

8904210265 

50-220 

Q 

TERRY.C.D. 

8904240050 

50-410 

P 

TERRY.C.D. 

8904240053 

50-220 

P 

TERRY.C.D. 

8904240060 

50-220 

P 

TERRY.C.D. 

8904240207 

50-220 

Q 

TESTA.E.D. 

TETRAULT.R.E. 

TETRAULT.R.E. 

8904030414* 

8903290084 

8904210317 

50-327 

70-27 

70-27 

Q 

THADANI.M.C. 

8903300163 

60-387 

F 

THADANI.M.C. 

8903300278 

60-362 

P 

THADANI.M.C. 

8904060009 

60-380 

P 

THADANI.M.C. 

8904210070 

60-387 

P 

THADANI.M.C. 

THELIN.LC. 

THEUN,LC. 

8904240093 

0904190376 

0904210279 

60-352 

70-687 

70-607 

P 

THOMAS, C.O. 

8903290148 

60-425 

M 

THOMAS.C.O. 

8903290148 

60-426 

M 

THOMAS, C.O. 

8003290167* 

60-426 

M 

THOMAS.C.O. 
THOMAS, 0.0. 
THOMAS, C.W. 

8903290157* 

8904070182* 

8904110443 

60-426 

FOIA 

NUREQ 

M 

THOMAS, E.W. 

8904030327* 

60-482 

p 

THOMAS, Q.S. 

8904040064 

50-443 

J 

THOMAS, Q.S. 

8904060013 

60-443 

P 

THOMAS, Q.S. 
THOMAS, Q.S. 

0904070019 

8904100260 

50-443 

PR 

Q 

THOMAS.Q.S. 

8904130226 

60-443 

Q 

THOMAS, Q.S. 

8904170117 

60-443 

V 

THOMAS.Q.S. 

8904180173 

60-443 

R 

THOMAS, Q.S. 

8904210206 

60-443 

Q 
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THOMAS, J. 

8904190438 

50-295 

R 

THOMAS.R.D. 

8904170033* 

27-48 


THOMAS, W. 

8904190274* 

50-245 

Q 

THOMPSON, A.C. 

8903310058* 

50-293 

F 

THOMPSON, A.C. 

8903310061* 

50-293 

F 

THOMPSON, A.C. 

8903310064* 

50-293 

F 

THOMPSON.D. 

8904140073* 

50-369 

Q 

THOMPSON, D. 

8904240115* 

70-27 


THOMPSON, H.L 

8903230198 

70-1113 


THOMPSON.H.L 

8903270182 

50-317 

G 

THOMPSON, H.L 

8903270290 

50-261 

G 

THOMPSON.H.L 

8904130422* 

70-1113 


THUNSTEDT.J.W. 

8904180237 

50-373 

R 

TILLACK.B. 

8904190394* 

50-338 

R 

TILLACK.B. 

8904190396* 

50-338 

R 

TILLMAN, A. 

8904130233* 

50-250 

Q 

TILLMAN.A. 

8904200023* 

50-324 

Q 

TINGEN.S. 

8904040005* 

50-280 

Q 

TINGEN.S. 

8904240355* 

50-424 

Q 

TINGLE, A.G. 

8904250173 

NUREG 


TIPPS.S.B. 

8904110067 

50-321 

S 

TIPPS.S.B. 

8904110477 

50-321 

S 

TOBE.R.M. 

8904270266 

PR 


TOBIN, W.J. 

8904130162* 

50-259 

Q 

TODD.G.A. 

8904030124* 

50-438 

Q 

TODD.G.A. 

8904030429* 

50-259 

Q 

TOKAR.M. 

8904030144 

WASTE MGT 

TOKAR.M. 

8904040197 

WASTE MGT 

TOKAR.M. 

8904050494 

WASTE MGT 

TOKAR.M. 

8904050500 

WASTE MGT 

TOKAR.M. 

8904060468 

WASTE MGT 

TOKAR.M. 

8904120424 

WASTE MGT 

TOMPKINS.BA 

8904060073 

50-443 

G 

TOMPKINS, B.A. 

8904060086 

50-443 

G 

TOMPKiNS.B.A. 

8904120016 

50-320 

G 

TOMPKINS.B.A. 

8904130170 

50-271 

G 

TOMPKINS.B.A. 

8904140114 

50-443 

G 

TOMPKiNS.B.A. 

8904200030 

50-271 

G 

TOMPK(NS.B,A. 

8904200071 

50-271 

G 

TOMPKINS.B.A. 

8904210029 

50-271 

G 

TOPFER.L 

8904100221* 

COMMISSIO N 

TOTH.A.D. 

8904190014* 

50-312 

Q 

TOURIGNY.E.G. 

8903270155 

50-324 

P 

TOURIGNY.E.G. 

8903290014 

50-325 

Q 

TOURIGNY.E.G. 

8903310077 

50-324 

P 

TOURIGNY.E.G. 

’8904200197 

50-324 

Q 

TOUSLEY.D.R. 

8904210370* 

PR 


TOUSLEY.D.R. 

8904210370* 

PR 


TOWNSEND.J.D. 

8903280331 

50-275 

P 

TOWNSEND, J.D. 

8904050129 

50-275 

R 

TOWNSEND.J.D, 

8904140144* 

50-275 

F 

TOWNSEND,J.D. 

8904240193 

50-275 

R 

TRAFICONTE.J. 

8904130022 

50-443 

T 

TRAFICONTE.J. 

8904130114 

50-443 

G 

TRAFICONTE,J. 

8904200032 

50-443 

G 

TRAGER.E.A. 

8904110450 

NUREG 


TRAMMELC.M. 

8904050378 

50-206 

Q 

TRAMMELLC.M. 

8904030073 

50-206 

P 

TRAMMELLC.M. 

8904030080* 

50-206 

P 

TRAMMELLC.M. 

8904130400 

50-206 

P 

TRAMMELLC.M. 

8904200070 

50-206 

P 

TRAMMELL, C.M. 

8904200095* 

50-206 

P 

TRAMMELL, C.M. 

8904200272 

50-206 

P 

TRAMMELL, J. 

8904030232 

40-299 


TRAMMELL, J.W. 

8903310123 

40-299 


TRAMMELL, J.W. 

8904030136 

40-299 


TRAPP, J.M. 

8904190236* 

60-353 

Q 

TRAVERS, W.D. 

8809190369* 

50-322 

F 

TRAVERS, W.D. 

6902080195* 

50-322 

F 

TRAVERS, W.D. 

6903130504* 

50-483 

F 

TRAVERS, W.D. 

6903310203* 

60-287 

P 

TREPAL,C. 

8904050112 

prm 


TREPALC. 

8904240162 

PRM 


TREVORS, Q.A. 

6904050314 

50-298 

Q 

TREVORS, Q.A. 

6904060316 

50-296 

Q 

TREVORS, Q.A. 

6904070232 

60-296 

F 

TREVORS, Q.A. 

8904180111 

60-298 

Q 

TREVORS, Q.A. 

8904190172 

60-298 

J 

TREVORS, Q.A. 

6904240318 

60-296 

R 

TRIPP, LE. 

8903290196* 

60-317 

Q 

TRIPP, LE. 

8904080180* 

60-309 

Q 

TRIPP.LM. 

8904110207 

l&E 


trouKq.l 

6904030262 

70-27 


TROUP, Q.L 

8904030272* 

70-1201 


TROUT, J.P. 

8904130250 

60-443 

Q 

TROUT, J.P. 

8904130250 

60-443 

Q 

TROUT, J.P. 

8904200069 

50-443 

T 

TROUT, J.P. 

8904200069 

50-443 

J 
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TROUT.J.P. 

8904210057 

50-443 

G 

TROUT.J.P. 

8904210057 

50-443 

G 

TROUTMAN, A.M. 

8903280152 

50-320 

H 

TROZZI.V. 

8904140409* 

70-135 


TROZZI.V. 

8904190225* 

70-135 


TRUMMER.D.J. 

8904110406 

NUREG 


TRUMMER.D.J. 

8904110456 

NUREG 


TRUMMER.D.J. 

8904110484 

NUREG 


TRZyNA.G.E. 

8904210254 

50-295 

P 

TSE.A. 

8904240169 

PR 


TSENG, J.C. 

8904050155 

PR 


TUCKER, B.B. 

8904190441* 

40-8027 


TUCKER.H.B. 

8903290115 

50-370 

P 

TUCKER.H.B. 

8903290266 

50-269 

C 

TUCKER.H.B. 

8903310139 

50-413 

F 

TUCKER.H.B. 

8903310304 

50-369 

P 

TUCKER.H.B. 

8904030259 

50-413 

S 

TUCKER.H.B. 

8904030263 

50-41 4 

S 

TUCKER.H.B. 

8904030267 

50-269 

Y 

TUCKER.H.B. 

8904040140 

50-269 

Q 

TUCKER.H.B. 

8904040147 

50-269 

R 

TUCKER.H.B. 

8904040154 

50-269 

R 

TUCKER.H.B. 

8904040164 

50-413 

S 

TUCKER.H.B. 

8904040169 

50-413 

P 

TUCKER.H.B. 

8904040172 

50-369 

P 

TUCKER.H.B. 

8904050157 

50-269 

S 

TUCKER.H.B. 

8904050169 

50-269 

S 

TUCKER.H.B. 

8904060336 

50-269 

F 

TUCKER.H.B. 

8904070286 

50-413 

C 

TUCKER.H.B. 

8904070288 

50-413 

P 

TUCKER.H.B. 

8904070293 

50-413 

s 

TUCKER.H.B. 

8904070296 

50-413 

s 

TUCKER.H.B. 

8904120026 

50-269 

s 

TUCKER.H.B. 

8904120169 

PR 


TUCKER.H.B. 

8904120266 

PRM 


TUCKER.H.B. 

8904120478 

50-269 

Q 

TUCKER.H.B. 

8904120489 

50-269 

P 

TUCKER.H.B. 

8904130127 

50-269 

P 

TUCKER.H.B. 

8904130133 

50-369 

s 

TUCKER.H.B. 

8904130157 

50-369 

p 

TUCKER.H.B. 

8904130419 

50-414 

c 

TUCKER.H.B. 

8904130489 

50-413 

s 

TUCKER.H.B. 

8904140082 

50-269 

p 

TUCKER.H.B. 

8904140185 

50-269 

c 

TUCKER.H.B. 

8904140308 

50-269 

Y 

TUCKER.H.B. 

8904140435 

50-413 

C 

TUCKER.H.B. 

8904140440 

50-413 

C 

TUCKER.H.B. 

8904170100 

50-269 

F 

TUCKER.H.B. 

8904170121 

50-269 

S 

TUCKER.H.B. 

8904170185 

50-269 

c 

TUCKER.H.B. 

8904180103 

50-287 

S 

TUCKER.H.B. 

8904180249 

50-370 

S 

TUCKER.H.B. 

8904190018 

50-369 

S 

TUCKER.H.B. 

8904190156 

50-369 

S 

TUCKER.H.B. 

8904190185 

50-369 

c 

TUCKER.H.B. 

8904200054 

50-413 

p 

TUCKER.H.B. 

8904200141 

50-269 

Q 

TUCKER.H.B. 

8904200153 

50-269 

Q 

TUCKER.H.B. 

8904200253 

50-413 

P 

TUCKER.H.B. 

8904200276 

50-369 

S 

TUCKER.H.B. 

8904200281 

50-370 

S 

TUCKER.H.B. 

8904200334 

50-369 

S 

TUCKER.H.B. 

8904210034 

50-413 

R 

TUCKER.H.B. 

8904210132 

50-369 

P 

TUCKER.H.B. 

8904210164 

50-369 

P 

TUCKER, H.B. 

8904210319 

60-369 

Q 

TUCKER.H.B. 

8004240230 

50-369 

F 

TUCKER.H.B. 

8904240301 

50-413 

R 

TUCKER.H.B. 

8904260389 

50-369 

R 

TUCKER.H.B. 

0904280027 

50-269 

R 

TUCKMAN,M.S. 

8904170112* 

50-269 

F 

TUCKMAN.M.S. 

8904170141* 

50-269 

F 

TUCKMAN.M.S. 

8904170142* 

50-269 

F 

TULEY.C.R. 

6904040219* 

60-445 

A 

TULEY.C.R. 

8904060429* 

60-446 

A 

TURK.S.E. 

8904060060 

60-443 

T 

TURK.8.E. 

8904060062 

50-443 

G 

TURNER, C.L 

8904180107 

60-461 

J 

UDYAC. 

8904240473* 

50-295 

P 

ULMER.F.J. 

8904200285 

50-344 

R 

UNNER8TALL,K. 

8904060291 

FOIA 


UNWIN, 8.D. 
UPSHAW, P.A. 

8904250173 

NUREQ 


6903240110* 

60-374 

S 

UPSHAW, P.A. 

8904050223 

50-373 

S 

UPTON, F. 

8904100237* 

PR 


URBANIK,T. 

8904140163 

50-295 

F 

UTLEY, E.E. 

8904060096 

60-261 

H 

VACCA,Q.J. 

8904050120* 

50-458 

P 
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VALLEY.D. 

8904070084* 

50-498 

Q 

WARNICK.R.F. 

8904200265 

50-445 

Q 

WHITE.S.K. 

8903300090 

50-155 

F 

VALVASORI.A. 

8904040451 

WASTE MGT 

WARNICK.R.F, 

8904200405 

50-445 

Q 

WHITENER.H.L 

8904120122* 

50-250 

Q 

VANDOORN.K. 

8904180247* 

50-369 

Q 

WARNICK,R.F. 

8904200410* 

50-445 

Q 

WHITING.A. 

8904050211* 

WASTE MGT 

VARGA, S.A. 

8903300105 

50-3 

P 

WARNICK.R.F. 

8904200419 

50-445 

Q 

WHITING.AR. 

8904070044* 

WASTE MGT 

VARGA.S.A. 

8903300106 

50-3 

V 

WASEM,M.L 

8904120212 

PR 


WH1TING,A.R. 

8904100295* 

WASTE MGT 

VARGA, S.A. 

8904060046 

50-443 

P 

WATSON.L 

8903280294* 

50-327 

Q 

WHITTIER.G.D. 

8904060333 

50-309 

F 

VARGA.S.A. 

8904120293 

ORG 


WATSON.L 

8903300253* 

50-327 

Q 

WHITTIER.G.D. 

8904120254 

PR 


VARGA, S.A. 

8904180066 

50-353 

A 

WATSON.LJ. 

8903290022 

50-390 

Q 

WHITTIER.G.D. 

8904190159 

50-309 

Q 

VARGA.S.A. 

8904180080 

50-338 

P 

WATSON.U. 

8903300031 

50-327 

Q 

WHITTIER.G.D. 

8904210102 

50-309 

1 

VAUGHN.G.E. 

8904050252 

50-498 

S 

WATSON.LJ. 

8903300031 

50-327 

Q 

WICAL,S.A. 

8904050362* 

70-925 


VAUGHN.G.E. 

8904200327* 

50-498 

P 

WATSON.LJ. 

8903300036* 

50-327 

Q 

WICALS.A. 

8904050368* 

70-925 


VELASQUEZ, J.R. 

8903310166 

40-8907 


WATSON.LJ. 

8904030215 

50-259 

Q 

WICHERS.D.L 

8903310113 

40-8502 


VERNETSON.W.G. 

8903280338 

70-1068 


WATSON.LJ. 

8904030256 

50-259 

Q 

WICHERS.D.L 

8903310118 

40-8684 


VERNETSON,W.G. 

8903280343* 

70-1068 


WATSON.LJ. 

8904030408 

50-327 

Q 

WICHERS.D.L. 

8903310129 

40-8684 


VERNETSON.W.G. 

8904050323 

50-83 

P 

WATSON.LJ. 

8904030412* 

50-327 

Q 

WICHERS.D.L. 

8904030163 

40-8684 


VERNETSON.W.G. 

8904050329* 

50-83 

P 

WATSON.LJ. 

8904130159 

50-259 

Q 

WICHERS.D.L. 

8904030186 

40-8502 


VERNETSON.W.G. 

8904180168 

50-83 

s 

WATSON.LJ. 

8904170040 

50-259 

Q 

WICHERS.D.L 

8904030210 

40-8502 


VERNETSON.W'.G. 

8904210221 

50-83 

H 

WATSON.LJ. 

8904170159 

50-259 

Q 

WIDELL.R.C. 

8903290004 

50-302 

S 

VERNETSON.W.G. 

8904240023 

50-83 

S 

WATSON.LJ. 

8904170193 

50-259 

Q 

WIDELLR.C. 

8903300067 

50-302 

S 

VERRELLI.D.M. 

8903300236 

50-261 

Q 

WATSON.LJ. 

8904170213 

50-259 

Q 

WIDELLR.C. 

8904190445 

50-302 

P 

VERRELLI.D.M. 

8903300242* 

50-261 

Q 

WATSON.LJ. 

8904180224 

50-390 

Q 

WIDELUR.C. 

8904200192 

50-302 

P 

VERRELLI.D.M. 

8904030057 

50-324 

Q 

WATSON.LJ. 

8904200112 

50-259 

Q 

WIDELLR.C. 

8904210194 

50-302 

R 

VERRELLI.D.M. 

8904030221 

50-416 

Q 

WATSON.LJ. 

8904200115* 

50-259 

Q 

WIDELLR.C. 

8904210226 

50-302 

P 

VERRELLI.D.M. 

8904030225* 

50-416 

Q 

WATSON.LJ. 

8904200162 

50-327 

Q 

WIDELLR.C. 

8904210372 

50-302 

P 

VERRELLI.D.M. 

8904030397 

50-348 

Q 

WATSON.LJ. 

8904200174* 

50-327 

Q 

WIEBE.J.S. 

8903280390* 

50-445 . 

Q 

VERRELLI.D.M. 

8904030420 

50-400 

Q 

WATSON.L.J. 

8904200178 

50-259 

Q 

WIEDEMAN.D. 

8904200057 

I&E 


VERRELLI.D.M. 

8904130118 

50-416 

Q 

WATSON.L.J. 

8904200161 

50-438 

Q 

WIELAND.M.J. 

8904040227 

50-318 

S 

VERRELLI.D.M. 

8904200175 

50-261 

Q 

WATSON.LJ. 

8904200195 

50-259 

Q 

WIESEMANN,R.A. 

8902280461* 

50-344 

P 

VERRELLI.D.M. 

8904200177* 

50-261 

Q 

WATSON.L.J. 

8904200201* 

50-259 

Q 

WIESEMANN.R.A. 

8904030017* 

TOPREP 


VERRELLI.D.M. 

8904210071 

50-400 

Q 

WATSON.LJ. 

8904210005 

50-259 

F 

WIESEMANN.R.A. 

8904030197* 

50-425 

P 

VERRELLI.D.M. 

8904210082 

50-324 

Q 

WATSON.LJ. 

8904210109 

50-259 

Q 

WIESEMANN.R.A. 

8904040216* 

50-445 

A 

VERRELLI.D.M. 

8904210085* 

50-324 

Q 

WATSON.LJ. 

8904210116 

50-327 

Q 

WIESEMANN.R.A. 

8904040399* 

50-327 

P 

VERRELLI.D.M. 

8904240107 

50-395 

Q 

WATSON.LJ. 

8904210120* 

50-327 

Q 

WIESEMANN.R.A. 

8904050424* 

50-445 

A 

VICKREY.R.B. 

8903290252* 

50-267 

Q 

WATSON, R.A. 

8903280293 

50-400 

S 

WIESEMANN.R.A. 

8904120390* 

50-412 

Q 

VIETEN.M.J. 

8904240106 

50-29 

J 

WATSON, R.A. 

8904050011 

50-400 

Q 

WIESEMANN,R.A. 

8904210208* 

50-443 

Q 

VIETEN.M.J. 

8904240420 

50-293 

J 

WATSON.R.A. 

8904210334 

50-261 

Q 

WIGGINS.E.J. 

8904210203* 

CONTRACT 


VIETH.P, 

8904250135 

NUREG 


WEBB.T.J. 

8904030129 

50-305 

S 

WIGGINS, J.T. 

8903290032 

50-271 

Q 

VIETH.P. 

8904250193 

NUREG 


WEBB.T.J. 

8904200267 

50-305 

S 

WIGGINS, J.T. 

8903290188 

50-317 

Q 

VINYARD.H.T. 

8904120019 

50-373 

S 

WEED.J.F. 

8904210380 

50-315 

S 

WIGGINS.J.T. 

8904060178 

50-309 

Q 

ViRGILIO.MJ. 

8904120400* 

50-312 

P 

WEGNER.W. 

8811230331* 

50-390 

Q 

WIGGINS, J.T. 

8904110076 

50-443 

Q 

VISSING.G.S. 

8904030160 

50-336 

P 

WEHRY.R.R. 

8904060004 

50-387 

S 

WIGGINS.J.T. 

8904120015 

50-29 

Q 

VISSING.G.S. 

8904050434 

50-336 

P 

WEHRY.R.R. 

8904130551 

50-388 

S 

WIGGINS.J.T. 

8904120497 

50-387 

Q 

VISSING.G.S. 

8904180008 

50-336 

Q 

WEINER.R.F. 

8904070044* 

WASTE MGT 

WIGGINS.J.T. 

8904140266 

50-293 

S 

VITALBO.C.A. 

8904030053* 

50-390 

A 

WEINER, R.F. 

8904100295* 

WASTE MGT 

WIGGINTON.D.L 

8903310253 

50-382 

P 

VOLLMER.R.H. 

7907180507* 

50-320 

P 

WE1SS.A.J. 

8904250107 

NUREG 


WIGGINTON.D.L 

8903310285 

50-382 

P 

VOLLMER.R.H. 

8811230380* 

50-390 

Q 

WEISS.A.J. 

8904250110 

NUREG 


WIGGINTON.D.L 

8904040014 

50-382 

P 

WAGNER, P.C. 

8904070216* 

50-313 

Q 

WEISS, A.J. 

8904250118 

NUREG 


WIGGINTON.D.L 

8904050397 

50-382 

P 

WAGNER.P.C. 

8904120343* 

50-313 

Q 

WEISS.D. 

8903300215* 

PROJ 


WiLGUS.W.S. 

8904120167 

PR 


WAGNER.W.J. 

8904190014* 

50-312 

Q 

WELD1N.R.D. 

8904110179 

WASTE RES 

WILKOWSKI.G.M. 

8904250135 

NUREG 


WALDROP.C.G. 

8904140336 

50-238 

P 

WELLS, A.H. 

8904170269 

71-9183 


WILKOWSKI.G.M. 

8904250193 

NUREG 


WALKER.R.D. 

8904040056 

50-445 

S 

WELLS.C.E. 

8904240040* 

50-443 

T 

WILLARD.S.C. 

8903280100 

50-259 

S 

WALKER.R.D. 

8904190076 

50-445 

S 

WELLS.C.E. 

8904240040* 

50-443 

T 

WILLARD.S.C. 

8903300177 

50-260 

S 

WALKER.R.D. 

8904200424 

50-445 

S 

WENZINGER.E.C. 

8903290029 

50-333 

Q 

WILLARD.S.C. 

8904060105 

50-259 

S 

WALKER.R.F. 

8904210092 

50-267 

1 

WEN2INGER.E.C. 

8903300198 

50-353 

Q 

WILLARD.S.C. 

8904140265 

50-260 

S 

WALKER.T. 

8903280213* 

50-245 

V 

WEN2INGER.E.C. 

8903300272 

50-247 

Q 

WILLIAMS.J.G. 

8904070029 

50-356 

Q 

WALKER.T. 

8903310230* 

50-387 

Q 

WEN2INGER,E.C. 

8903300316 

50-352 

Q 

WILLIAMS.J.H. 

8903300202* 

50-353 

Q 

WALL,C.K. 

8904120369 

50-293 

F 

WEN2INGER.E.C. 

8903300388 

50-286 

Q 

WILLIAMS.J.H. 

8903300322* 

50-352 

Q 

WALUK.C. 

8904210135 

50-213 

R 

WEN2INGER.E.C. 

8904130138 

50-272 

Q 

WILLIAMS.J.H. 

8904190197* 

50-353 

Q 

WALLIN, G.A. 

8904240257 

50-271 

R 

WENZINGER.E.C. 

8904140344 

50-354 

Q 

WILLIAMS.J.H. 

8904190218* 

50-352 

Q 

WALSH.R. 

8904210300 

50-254 

F 

WEN2INGER,E.C. 

8904170243 

50-272 

Q 

WILLIAMS.M. 

8904270363* 

50-482 

R 

WAMBACH.T.V. 

8903300081 

50-346 

P 

WEN21NQER.E.C. 

8904190195 

50-353 

Q 

WILLIAMS.M.G. 

8904180045 

50-482 

S 

WAMBACH.T.V. 

8904030334* 

50-266 

P 

WENZINGER.E.C. 

8904190217 

50-352 

Q 

WILLIAMS.M.G. 

8904190155 

50-482 

S 

WAMBACH.T.V. 

8904180152 

50-346 

P 

WERT.LD. 

8904030321* 

50-269 

Q 

WILLIAMS.M.G. 

8904210076 

50-482 

R 

WAMBACH.T.V. 

8904180176 

50-346 

P 

WERT.LD. 

8904200227* 

50-269 

Q 

WILLIAMS.M.G. 

8904240286* 

50-482 

R 

WAMBACH.T.V. 

8904180180* 

50-346 

P 

WESSMAN,R. 

8904260408* 

50-293 

P 

WILLIAMS.R. 

8904140195 

71-9135 


WAMBACH.T.V. 

8904200214 

50-346 

P 

WESSMAN.R. 

8904270080* 

50-293 

P 

WILLIAMS.R.A. 

8904210309* 

50-369 

R 

WAMBACH.T.V. 

8904210220 

50-346 

P 

WESSMAN.R. 

8904270096* 

50-293 

P 

WILLIAMS.R. A. 

8904240155* 

50-269 

R 

WAMBACH.T.V. 

8904210223* 

50-346 

P 

WESSMAN.R. 

8904270137* 

50-293 

T 

WILLIAMS, R.A. 

8904240366* 

50-413 

R 

WAMBACH.T.V. 

8904210323 

50-346 

P 

WESSMAN.R.H. 

8904060063* 

50-244 

P 

WILLIAMS, R.E. 

8904040160 

WASTE RES 

WAMBACH.T.V. 

8904210328* 

50-346 

P 

WESSMAN.R.H. 

8904070113* 

50-271 

P 

WILLIAMS.R.E. 

8904070253 

WASTE RES 

WANG.A.B, 

8904060427 

50-213 

F 

WESSMAN.R.H. 

8904140280* 

50-244 

P 

WiLLIAMS.R.E. 

8904100186 

WASTE RES 

WARD.D.C. 

8904060140* 

50-321 

Q 

WESSMAN,R.H. 

8904270121* 

50-293 

P 

WILLIAMS.R.O. 

8903300001 

50-267 

V 

WARD.D.C. 

8904200088* 

50-369 

Q 

WESSON.R.L 

8903300130* 

CONTRACT 


WILLIAMS, R.O. 

8904030493 

50-267 

P 

WARD.K.D. 

8904050441* 

50-305 

Q 

WESTERMAN.T.F. 

8904120173* 

50-285 

Q 

WILLIAMS.R.O. 

8904030496* 

50-267 

P 

WARD.K.D. 

8904170218* 

50-461 

Q 

WETTERHAHN.M.J. 

8904200326 

50-220 

P 

WILLIAMS.R.O. 

8904040069 

50-267 

Q 

WARENBOURG.D.W. 

8904140364 

50-267 

P 

WHEELER.T.S. 

8904140299 

PRM 


WILLIAMS.R.O. 

8904040072 

50-267 

P 

WARNICK,R.F. 

8903280147 

50-445 

Q 

WHITACRE.C. 

8903300281* 

CONTRACT 


WILLIAMS.R.O. 

8904180253 

50-267 

V 

WARNICK,R.F. 

8903280386 

50-445 

Q 

WHITE, P. 

8904030180 

50-272 

R 

WILLIAMS.R.O. 

8904240320 

50-267 

P 

WARNICK,R.F. 

8903280395 

50-445 

Q 

WHITE, P. 

8904180338* 

50-311 

R 

WILLINGHAM, M. 

8904210030* 

CONTRACT 


WARNICK.R.F. 

8903290168 

50-445 

Q 

WHITE,P. 

8904180350* 

50-311 

R 

WILLIS, XL 

8903290108 

50-220 

S 

WARNICK.R.F. 

8903290271 

50-445 

Q 

WHtTE,P. 

8904180351* 

50-311 

R 

WILLIS.J.L 

8903310164 

50-410 

S 

WARNICK,R.F. 

8903290277* 

50-445 

Q 

WHITE, P. 

8904180354* 

50-31 1 

R 

WILLIS,J.L. 

8903310172 

50-410 

S 

WARNICK.R.F. 

8903290334 

50-445 

Q 

WHtTE.R.L. 

8904030259 

50-413 

S 

WILLIS.J.L 

8903310184 

50-410 

S 

WARNICK.R.F. 

8904130166 

50-445 

Q 

WHITE.R.L 

8904030263 

50-414 

S 

WILLIS.J.L. 

8903310270 

50-410 

S 

WARNICK.R.F. 

8904130176 

50-445 

Q 

WHITE,R.L. 

8904040164 

50-413 

S 

WILLIS.J.L 

8903310288 

50-410 

S 

WARNICK.R.F. 

8904180114 

50-445 

Q 

WHITE.R.L. 

8904070293 

50-413 

S 

WILLIS.J.L 

8904050581 

50-410 

S 

WARNICK.R.F. 

8904190477 

50-445 

Q 

WHITE.R.L 

8904070296 

50-413 

S 

WILLIS.J.L 

8904120538 

50-410 

S 

WARNICK,R.F. 

8904190486 

50-445 

Q 

WHITE.R.L 

6904130489 

50-413 

S 

WILLIS.J.L. 

8904130614 

50-410 

S 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

WILLIS, J.L 

8904190199 

50-220 

S 

WOODLAN.D.R. 

8904130104 

50-445 

F 

WILLIS.J.L 

8904210074 

60-220 

S 

WOODUN.D.R. 

8904140271 

50-445 

s 

WILLMON.J.R. 

8904190245* 

WASTE MGT 

WOODUN.D.R. 

8904170291 

50-445 

S 

WILLSEY.W.B. 

8904190051 

50-352 

P 

WOODRUFF.R.L 

8904240242 

STATE PRO G 

WILSON.B.A. 

8904030086 

50-250 

Q 

WOOLFOLK.S. 

8904030045* 

WASTE MGT 

WILSON, B.A. 

8904040006 

60-250 

Q 

WRIGHT, G.C. 

8904060131 

50-2 

V 

WILSON, B.A. 

8904040011* 

50-250 

Q 

WRIGHT.G.C. 

8904130538 

50-440 

P 

WILSON.B.A. 

8904120061 

50-338 

Q 

WRIGHT.G.C. 

8904130621 

50-295 

V 

WILSON.B.A. 

8904120084 

50-302 

Q 

WRIGHT.G.C. 

8904130624 

50-331 

p 

WILSON, B.A. 

8904170241 

50-302 

Q 

WRIGHT.G.C. 

8904170258 

50-341 

p 

WILSON, B.A. 

8904240211 

50-335 

Q 

WRIGHT.G.C. 

8904180211 

50-305 

V 

WILSON, J.H. 

8904060366 

50-445 

A 

WRIGHT.G.C. 

8904180219 

50-454 

Q 

WILSON.K.R. 

8904110172 

50-302 

P 

WRIGHT.R. 

8904040008* 

50-395 

Q 

WILSON.K.R. 

8904130387 

50-302 

P 

WU.S. 

8904240303 

NUREG 


WILSON,K.R. 

8904130393 

50-302 

P 

YACHIMIAK,E. 

8903310327* 

50-244 

V 

W1LSON.K.R. 

8904140489 

50-302 

P 

YARGES.R.J. 

8904140163 

PT21 


WILSON.K.R. 

8904210313 

50-302 

S 

YORK.J. 

8904140184* 

50-438 

Q 

WILSON.W.S. 

8904130397 

50-302 

Q 

YORK.J.W. 

8904180340* 

50-280 

Q 

WINGER, M.A. 

8904190240 

50-334 

R 

YOUNG.B. 

8904070215 

PR 


WINSLOW.T.P. 

8903290104 

70-1113 


YOUNG, C.J. 

8904110431 

NUREG 


WINTER, G.V. 

8904040177 

WASTE RES 

YOUNG,F. 

8904070208 

PRM 


WINTER.G.V. 

8904110242 

WASTE RES 

YOUNG.F.I. 

8904120503* 

50-387 

Q 

WINTERS, R.W. 

8904140338* 

50-245 

Q 

YOUNG,J.L 

8904110443 

NUREG 


WISE.B. 

8904100170* 

PR 


YOUNG,R.C. 

8904180310 

50-423 

1 

WITHERS.B.D. 

8903300153 

50-482 

P 

YOUNG.V.T. 

8904070087* 

XPORTLIC 


WITHERS.B.D. 

8904040053 

50-482 

Q 

YOUNGBLOOD,B.J. 

8904070180* 

FOIA 


WITHERS.B.D. 

8904040058 

50-482 

P 

YOUNGBLOOD, R.W. 

8904110458 

NUREG 


WITHERS.B.D. 

8904050105 

50-482 

1 

YOUNGER.J.C. 

8904070086* 

50-498 

Q 

W1THERS.B.D. 

8904050427 

50-482 

P 

YUAN.C. 

8902020153* 

50-338 

P 

WITHERS.B.D. 

8904060235 

50-482 

J 

YUAN,C.Y. 

8902020399* 

50-266 

P 

WITHERS.B.D. 

8904120165 

PR 


YUHAS.G.P. 

8903290064 

70-734 


WITHERS,B.D. 

8904120361 

50-482 

Q 

YUHAS.G.P. 

8904040165 

50-397 

Q 

WITHERS.B.D. 

8904180045 

50-482 

S 

YUHAS,G.P. 

8904040167* 

50-397 

Q 

WITHERS.B.D. 

8904180339 

50-482 

F 

YUHAS.G.P. 

8904040170* 

50-397 

Q 

WITHERS.B.D. 

8904190155 

50-482 

S 

YUHAS.G.P. 

8904140371 

50-73 

S 

WITHERS, B.D. 

8904200395 

50-482 

Q 

YUHAS.G.P. 

8904170037 

50-206 

S 

WITHERS.B.D. 

8904210076 

50-482 

R 

YUHAS.G.P. 

8904180192 

50-344 

Q 

WITHERS.B.D. 

8904270361 

50-482 

R 

YUHAS.G.P. 

8904180194* 

50-344 

Q 

WITNER.J.W. 

8904060401* 

CONTRACT 


YUHAS.G.P. 

8904240150 

50-526 

Q 

WITT.RJ. 

8904040407* 

50-327 

P 

YUNDT.C.P. 

8904040013 

50-344 

S 

WITTE, M.C. 

8904110396 

NUREG 


YUNDT.C.P. 

8904050243 

50-344 

S 

WOEHLKE,R.A. 

8903310033* 

50-271 

P 

YUNDT.C.P. 

8904070101 

50-344 

S 

WOLF.F.R. 

8904100206* 

COMMISSION 

YUNDT.C.P. 

8904130583 

50-344 

S 

WOLFE, B. 

8904140258 

70-1113 


YUNDT,C.P. 

8904170025 

50-344 

S 

WONG.H. 

8904180276 

50-344 

Q 

YUNDT.C.P. 

8904200134 

60-344 

S 

WOODARD, J.D. 

8904180233 

50-364 

R 

YUNDT.C.P. 

8904200286 

50-344 

R 

WOODARD, J.D. 

8904190198 

50-348 

R 

YUNDT.C.P. 

8904200423 

50-344 

S 

WOODLAN.D.R. 

8904040046 

50-445 

S 

ZACH,JJ. 

8904110226 

50-266 

Q 

WOODUN.D.R. 

8904060476 

50-445 

S 

ZECH,L.W. 

8807280105* 

50-443 

U 


AUTHOR 


ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.L.W. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.L.W. 

ZECH.LW. 

ZECH.LW. 

ZECH.L.W. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECH.LW. 

ZECHJ,.W. 

ZEILEh.J. 

ZEILEaJ. 

zickgfIaf.e. 

zimmermAn.r. 

ZIMMERMAN, R. 
ZIMMERMAN.R.P. 
ZIMMERMAN, R.P. 
ZIMMERMAN.R.P. 
ZIMMERMAN.R.P. 

ZIMMERMAN.R.P. 

ZIMMERMAN.R.P. 

ZIMMERMAN.R.P. 

ZURAKOWSki.P.R. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8901310208 

COMMISSION 

8903280328 

COMMISSION 

8903290017 

50-346 

U 

8903290018* 

50-346 

U 

8903290019* 

COMMISSIO N 

8903290037 

COMMISSION 

8903290041* 

COMMISSION 

8903290042* 

COMMISSION 

8903290045* 

COMMISSION 

8903290047* 

COMMISSION 

8903290049* 

COMMISSION 

8903290051* 

COMMISSION 

8903290053* 

COMMISSION 

8903290055* 

COMMISSION 

8903290058* 

COMMISSIO N 

8903290060* 

COMMISSIO N 

8903290093 

50-346 

U 

8903290095* 

50-346 

U 

8903290098* 

50-346 

u 

8903290102* 

50-346 

u 

8903290103* 

50-346 

u 

8903290105* 

50-346 

u 

8903290121* 

50-346 

u 

8903290124* 

50-346 

u 

8903290126* 

50-346 

u 

8903290135* 

50-346 

U 

8903290137* 

50-346 

u 

8903290142* 

50-346 

u 

8903290146* 

50-346 

u 

8903290152* 

50-346 

u 

8903290159* 

50-346 

u 

8903300172 

50-206 

u 

8903310050 

50-293 

F 

8903310175 

50-184 

p 

8904100201 

COMMISSIO N 

8904100203 

COMMISSION 

8904100216 

COMMISSION 

8904110051 

50-320 

u 

8904110063 

COMMISSION 

8904110075 

50-289 

p 

8904210281 

50-278 

u 

8903310057* 

50-425 

Q 

8904120122* 

50-260 

Q 

8904120235 

PRM 


8904110307* 

50-528 

Q 

8904140497 

50-312 

Q 

8904140499* 

50-312 

Q 

8904170054 

50-397 

Q 

8904170059* 

50-397 

Q 

8904170083 

50-275 

Q 

8904170084* 

50-275 

Q 

8904170125 

60-206 

Q 

8904170143* 

50-206 

Q 

8904170033* 

27-48 
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The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


AT&T Information Systems 

8904210014* 

CONTRACT 


Adrian Brown Consultants, Inc. (formerly 

8904030072 

WASTE RES 


Nuclear Waste Consultants, Inc.) 





8904040086 

WASTE RES 


Advanced Nuclear Fuels Corp. (formerly 

8903290370 

TOPREP 


Exxon Nuclear Co.. Inc.) 





8903290374* 

TOPREP 



8903310153 

71-«581 



8903310159* 

71-6581 



8903310165* 

71-6581 



8904030147* 

40-8102 



8904180026 

TOPREP 



8904180029* 

TOPREP 



890420001 1 

70-1257 



8904200343 

70-1257 



8904200350* 

70-1257 



8904260224 

70-1257 


Agriculture, Dept, of. Graduate School, 

8904060460* 

CONTRACT 


Washington, DC 





8904190091* 

CONTRACT 


Aidikoff Associates, Inc. 

8904240026* 

50-443 

T 


8904240032* 

50-443 

T 


8904240032* 

50-443 

T 


8904240068* 

50-443 

T 


8904240068* 

50-443 

T 


8904240071* 

50-443 

T 


8904240082* 

50-443 

T 


8904240082* 

50-443 

T 

Alabama Power Co. 

8903280249 

50-348 

P 


8903280249 

50-348 

P 


8903280251* 

50-348 

P 


8903280251* 

50-348 

P 


8903280325 

50-348 

J 


8903290319 

50-348 

F 


8903300096 

50-348 

Q 


8903300257 

50-364 

Q 


8903300262* 

50-364 

Q 


8904050454 

50-348 

Q 


8904050454 

50-348 

Q 


8904070121 

50-348 

R 


8904110251 

50-348 

Q 


8904120285 

50-364 

R 


8904140087 

50-348 

R 


8904180214 

50-348 

F 


8904180233 

50-364 

R 


8904180325 

50-348 

P 


8904180325 

50-348 

P 


8904180328* 

50-348 

P 


8904180328* 

50-348 

P 


8904190198 

50-348 

R 


8904190203* 

50-348 

R 


8904190207* 

50-348 

R 


8904210339 

50-348 

F 


8904240008 

50-348 

P 

AllComm, Inc. 

8904240040* 

50-443 

T 


8904240071 * 

50-443 

T 

American Electric Power Co., Inc. 

8904120129 

PRM 


American Nuclear Corp. 

8904190403 

40-4492 



8904190406 

40-4492 


Amersham Corp. 

8903280381 

71-9128 



8903280388* 

71-9126 



8903290085 

71-9163 



8904180120 

71-9163 


Analysis & Measurement Services Corp. 

8904110502* 

CONTRACT 


Apollo, PA 

8904210256* 

70-136 


Applied Risk Technology Corp, 

8904110458 

NUREG 


Aquatic Systems Corp. 

8904200044 

50-334 

R 

Argonne National Laboratory 

8904190275* 

FOIA 



These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



8904210304 

XPORTLIC 



8904210311* 

XPORTLIC 



8904240254* 

50-220 

P 


8904240307* 

50-220 

P 

Arizona Nuclear Power Project (formerly 

8903280260 

50-528 

S 

Arizona Public Service Co.) 





8903290023 

50-529 

S 


8904030113 

50-528 

J 


8904040146 

50-528 

Q 


8904120132 

50-528 

P 


8904120132 

50-528 

P 


8904120132 

50-528 

P 


8904130147 

50-530 

S 


8904140367* 

50-528 

F 


8904170270 

50-528 

Q 


8904180201 

50-528 

S 


8904190202 

50-528 

S 


8904200292 

50-529 

S 


8904210251 

50-528 

Q 


8904210251 

50-528 

Q 


8904210251 

50-528 

Q 

Arizona Power Authority 

8904120228 

50-528 

1 

Arkansas Power & Light Co. 

8903280269 

50-313 

S 


8903300097 

50-368 

P 


8903300110 

50-313 

P 


8903310028 

50-313 

R 


8903310073 

50-313 

P 


8904030246 

50-313 

P 


8904040133 

50-313 

Q 


8904050071 

50-313 

F 


8904050183 

50-313 

J 


8904070092 

50-368 

P 


8904070092 

50-368 

P 


8904070092 

50-368 

P 


8904070231 

PR 



8904070275 

PR 



8904070295 

50-368 

S 


8904120107 

50-313 

S 


8904120109 

50-313 

Q 


8904120109 

50-313 

Q 


8904120258 

50-368 

Q 


8904130178 

50-368 

S 


8904130204 

50-313 

S 


8904130213 

50-313 

S 


8904140369 

50-313 

S 


8904170300 

50-313 

Q 


8904170362 

50-313 

Q 


8904170362 

50-313 

Q 


8904180243 

50-313 

R 


8904180246 

50-368 

R 


8904190107 

50-313 

1 


8904200262 

50-313 

S 


8904210088 

50-313 

Q 


8904240324 

50-313 

P 

Armson, Inc. 

8904190126* 

FOIA 


Atlas Corp. 

8904030230 

40-3453 



8904190383 

40-3453 


Babcock & Wilcox Co. 

8903290084 

70-27 



8904040250 

50-369 

P 


8904070146 

TOPREP 



8904120006 

70-1201 



8904120008 

70-824 



8904120353 

71-9191 



8904130481 

70-27 



8904170230 

70-27 



8904170383 

70-824 



8904170385 

70-27 



8904200089* 

70-27 
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Babcock & Wilcox Operating Plants Owners 
Group 


Backus, Meyer & Solomon 


Baltimore Gas & Electric Co. 


Basic Energy Technology Associates 

Basler Electric 

Battelle Memorial Institute 

Battelle Memorial Institute, Columbus 

Laboratories 


Battelle Memorial Institute, Pacific 
Northwest Laboratory 


Bechtel Power Corp. 

Beltway Transportation Service 

Betalog Profiles, Inc. 

Bishop, Cook, Purcell & Reynolds 

Boston College, Chestnut Hill, MA 
Boston Edison Co. 


Brand Examination Services & Testing Co. 
Brigham Young Univ., Provo, UT 
Brookhaven National Laboratory 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8904200092* 

70-27 


8904210317 

70-27 


8903310335 

TOPREP 


8904110017 

TOPREP 


8904130075 

50-443 

G 

8904130075 

50-443 

G 

8904130156 

50-443 

T 

8904130156 

50-443 

T 

8904130199 

50-443 

G 

8904200053 

50-443 

G 

8903300235 

50-317 

Q 

8903300243 

50-317 

F 

8903300243 

50-317 

F 

8903310292 

60-318 

P 

8904040003 

PR 


8904040227 

50-318 

S 

8904050027 

50-317 

1 

8904050027 

50-317 

1 

8904050080 

50-317 

R 

8904050080 

50-317 

R 

8904050315 

50-318 

S 

8904060019 

50-317 

P 

8904060026 

50-318 

P 

8904060033 

50-317 

Q 

8904060033 

50-317 

Q 

8904070324 

50-317 

F 

8904120116 

50-317 

F 

8904120116 

50-317 

F 

8904140198 

50-318 

S 

8904140224 

50-317 

P 

8904140224 

50-317 

P 

8904140230* 

50-317 

P 

8904180118 

50-317 

s 

8904180344 

50-317 

s 

8904190340 

50-317 

s 

8904200352 

50-317 

F 

8904200352 

50-317 

F 

8904200413 

50-317 

P 

8904210112 

50-317 

P 

8904210167* 

50-317 

Q 

8904210227 

50-317 

R 

8904210268 

50-317 

V 

8904210268 

50-317 

V 

8904240270 

50-317 

F 

8811230331* 

50-390 

Q; 

8904130505 

PT21 

8904180265* 

PR 


8903290182* 

CONTRACT 


8903300340* 

CONTRACT 


8903310227* 

CONTRACT 


8904170322* 

CONTRACT 


8904250135 

NUREG 


8904250193 

NUREG 


8904110443 

NUREG 


8904240303 

NUREG 


8904280057* 

FOIA 


8904280308* 

PROJ 


8904030247* 

50-313 

P 

8904030327* 

50-482 

P 

8903300199* 

CONTRACT 


8904190043* 

CONTRACT 


8811230353* 

50-390 

Q 

8904040209 

PR 


8904130047 

50-460 

G 

8904210147* 

CONTRACT 


8903300185 

50-293 

s 

8903300201 

50-293 

s 

8903310221 

50-293 

s 

8904040187 

50-293 

P 

8904040308 

50-293 

R 

8904050144 

50-293 

R 

8904060007 

50-293 

s 

8904070081 

50-293 

J 

8904110123 

50-293 

P 

8904120369 

50-293 

F 

8904130043 

50-293 

R 

8904130615 

50-293 

F 

8904180131 

50-293 

Q 

8904210093 

PR 


8904210258 

50-293 

P 

8904210284 

50-293 

s 

8904270162* 

50-293 

P 

8904100096* 

CONTRACT 


8904190231 

50-262 

Q 

8904030084 

NUREG 


8904060332* 

50-275 

P 


AUTHOR AFFILIATION 


Buffalo. NY 

Bulova Watch Co.. Inc. 

Burlington, VT 

Business Communications Contractors, Inc 


C-E Operating Plants Owners Group 
COMO Tech, Inc. 

CRC Systems. Inc. 

California, State of 

California. Univ. of, Berkeley. CA 

California, Univ. of, Los Armies, CA 
California. Univ. of, Santa Barbara, CA 


Caispan Corp. (subs. An/in Industries/Fr 
anklin Research Center) 

Canadian Ckrmmercial Corp. 

Career Development Service 

Carolina Power & Light Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8904070021 * 

FOiA 

8904070023* 

FOIA 

8904110373 

NUREG 

8904110458 

NUREG 

8904110522 

NUREG 

8904250100 

NUREG 

8904250107 

NUREG 

8904250110 

NUREG 

8904250118 

NUREG 

8904250171 

NUREG 

8904250173 

NUREG 

8904270266 

PR 

8904190165* 

FOIA 

8904180310 

50-423 

8903280319* 

CONTRACT 

8904180027* 

CONTRACT 

8904210199 

TOPREP 

8903290072 

71-669 

8903280355* 

CONTRACT 

8903300369* 

50-312 

8904030229 

50-224 

8904060269 

50-224 

8904130197 

50-142 

8903300281* 

CONTRACT 

8904120333 

50-433 

8904050120* 

50-458 

8904210077* 

CONTRACT 

8904180099* 

CONTRACT 

8903290305* 

CONTRACT 

8903280267 

50-325 

8903280293 

50-400 

8903290320 

50-324 

8903290320 

50-324 

8903290321* 

50-324 

8903290321* 

50-324 

8904030164* 

50-324 

8904030174* 

50-324 

8904030238 

50-261 

8904030307 

50-324 

8904040070 

50-261 

8904040110 

50-324 

8904040110 

50-324 

8904040113 

50-324 

8904040231 

50-324 

8904040231 

50-324 

8904040232* 

50-324 

8904040232* 

50-324 

8904040265 

50-324 

8904040265 

50-324 

8904040268* 

50-324 

8904040268* 

50-324 

8904040317 

50-324 

8904040317 

50-324 

8904040419 

50-400 

8904040420* 

50-400 

8904040425 

50-324 

8904050011 

50-400 

8904050015 

50-324 

8904050015 

50-324 

8904050221 

50-261 

8904060081 

50-400 

8904060096 

50-261 

8904060096 

50-261 

8904060096 

50-261 

8904060096 

50-261 

8904060124 

50-261 

8904060124 

50-261 

8904060124 

50-261 

8904060124 

50-261 

8904060137 

50-324 

8904060349 

50-261 

8904060492 

50-261 

8904070057 

50-261 

8904070061 

50-261 

8904070150 

PR 

8904120348 

50-325 

8904130165 

50-261 

8904130165 

50-261 

8904130165 

50-261 

8904130165 

50-261 

8904130173 

50-261 

8904130208 

50-325 

8904130277 

50-400 

8904130284 

50-324 

8904130284 

50-324 

8904140510 

50-324 

8904170034 

50-324 

8904170034 

50-324 
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AUTHOR AFFILIATION 


Catholic Univ. of America. Washington, D 
Center for Nuclear Waste Regulatory 
Analyses 


Chem-Nuclear Systems, Inc. 


Cintichem, Inc. 


Citizens Action Group for Environmental 

Protection 

Clark County, NV 

Cleveland Electric illuminating Co. 


Colorado State Univ., Fort Collins, CO 
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ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUUBER 

CATEGORY 



NUMBER 

CATEGORY 


8904170080 

50-325 

S 

Combustion Engineering. Inc. 

8903290100 

71-9022 


8904170198 

50-261 

P 


8904040261 

50-470 

K 

8904180301 

50-261 

Y 


8904040284* 

50-470 

K 

8904180301 

50-261 

Y 


8904040288* 

50-470 

K 

89041 90309 

50-324 

P 


8904040291 * 

50-470 

K 

8904190309 

50-324 

P 


8904040304* 

50-470 

K 

8904190312* 

50-324 

P 


8904040332* 

50-470 

K 

8904190312* 

50-324 

P 


8904040334* 

50-470 

K 

890420001 0 

50-325 

S 


8904040335* 

50-470 

K 

8904200104 

50-324 

F 


8904040345* 

50-470 

K 

8904200104 

50-324 

F 


8904040347* 

50-470 

K 

8904210073 

50-324 

R 


8904040358* 

50-470 

K 

8904210073 

50-324 

R 


8904040360* 

50-470 

K 

8904210104 

50-324 

P 


8904040375* 

50-470 

K 

8904210104 

50-324 

P 


8904040434* 

50-470 

K 

8904210295 

50-261 

Q 


8904040437* 

50-470 

K 

8904210314 

50-261 

Y 


8904040438* 

50-470 

K 

8904210314 

50-261 

Y 


8904040441 * 

50-470 

K 

8904210320* 

50-261 

Y 


8904040443* 

50-470 

K 

8904210320* 

50-261 

Y 


8904040445* 

50-470 

K 

8904210334 

50-261 

Q 


8904040449* 

50-470 

K 

8904240003 

50-325 

S 


8904040450* 

50-470 

K 

8904240141 

50-400 

S 


8904040452* 

50-470 

K 

8904240147 

50-400 

P 


8904040456* 

50-470 

K 

8904240189 

50-400 

J 


8904040457* 

50-470 

K 

8904240203 

50-324 

J 


8904040460* 

50-470 

K 

8904240203 

50-324 

J 


8904040462* 

60-470 

K 

8904240209 

50-261 

J 


8904040464* 

50-470 

K 

8904240219 

50-261 

J 


8904040465* 

50-470 

K 

8904240238* 

50-400 

P 


8904050008* 

50-470 

K 

8904240240* 

50-400 

P 


8904070042* 

50-470 

K 

8904240255 

50-261 

J 


8904070056* 

50-470 

K 

8904240261 

50-400 

J 


8904070072* 

50-470 

K 

8904240317 

50-400 

J 


8904070237 

71-6078 


8904240322 

50-400 

J 


8904100025 

70-36 


8904240327 

50-324 

J 


8904100032* 

70-36 


8904240327 

50-324 

J 


8904100310* 

50-470 

K 

8904240330 

50-324 

J 


8904110181* 

50-470 

K 

8904240330 

50-324 

J 


8904110188* 

50-470 

K 

8904240333 

50-324 

J 


8904130024 

50-470 

A 

8904240333 

50-324 

J 


8904130025* 

50-470 

A 

8904240337 

50-400 

P 


8904190262 

70-36 


8904240339 

50-261 

J 


8904210287 

70-36 


8904240346 

50-324 

J 


8904210344* 

70-36 


8904240346 

50-324 

J 

Commerce. Dept, of 

8904200416* 

50-220 

F 

8904240357 

50-261 

Q 


8904200431* 

50-220 

F 

8904240357 

50-261 

Q 

Commerce, Dept, of, National Oceanic & 

8904200387* 

FOIA 


8904240357 

50-261 

Q 

Atmospheric Administration 




8904240358 

50-261 

J 

Commonwealth Edison Co. 

8903240110* 

50-374 

S 

8904240401 

50-400 

J 


8903280001 

50-237 

P 

8904240432 

50-400 

J 


8903280001 

50-237 

P 

8904240479 

50-261 

P 


8903280002* 

50-237 

P 

8904280104* 

FOIA 



8903280002* 

50-237 

P 

8904040373 

WASTE MQT 



8903280230 

50-295 

Q 





8903280259 

50-10 

F 

8904050207 

WASTE MGT 



8903280259 

50-10 

F 

8904050211* 

WASTE MGT 



8903280259 

50-10 

F 

8904050230 

WASTE MGT 



8903280300 

50-237 

P 

8904050239* 

WASTE MGT 



8903280324 

50-304 

S 

8904070039 

WASTE MGT 



8903280345 

50-455 

S 

8904070044* 

WASTE MGT 



8903290013 

50-373 

P 

8904100291 

WASTE MGT 



8903290013 

50-373 

P 

8904100295* 

WASTE MGT 



8903290015* 

50-373 

P 

8904240126 

WASTE MGT 



8903290015* 

50-373 

P 

8904050156* 

WASTE MGT 



8903290296 

50-304 

Q 

8904050161* 

WASTE MGT 



8903290329 

50-10 

J 

8904100152 

71-9160 



8903290329 

50-10 

J 

8904170272 

71-5939 



8903290329 

50-10 

J 

8904170259 

50-54 

R 


8903290371 

50-456 

S 

8904190375 

70-687 



8903290375 

50-457 

s 

8904210279 

70-687 



8903290414 

50-237 

s 

8904140357 

50-322 

P 


8903300038 

50-295 

p 





8903310051 

50-455 

s 

8904210376* 

PR 



8904030011 

50-10 

R 

8903280266 

50-440 

S 


8904030011 

50-10 

R 

8903280287 

50-440 

E 


8904030011 

50-10 

R 

8904040076 

50-440 

Q 


8904030126 

60-374 

S 

8904040076 

50-440 

Q 


8904030237 

50-10 

R 

8904050124 

50-440 

S 


8904030351 

50-455 

S 

8904050181 

50-440 

S 


8904050118 

50-254 

P 

8904050192* 

50-440 

S 


8904050118 

50-254 

P 

8904050194* 

50-440 

S 


8904050119* 

50-254 

P 

8904050196* 

50-440 

s 


8904050119* 

50-254 

P 

8904050202 

50-440 

J 


8904050147 

50-373 

S 

8904070024 

50-440 

F 


8904050201 

50-373 

S 

8904110074 

50-440 

S 


8904050219 

50-373 

S 

8904120151 

PR 



8904050223 

60-373 

s 

8904240397 

50-440 

1 


8904050255 

50-456 

s 

8904240040* 

50-443 

T 


8904060431 

50-237 

s 
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CORPORATE SOURCE INDEX 


AUTHOR AFFSLIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8904060446 

50-304 

S 

8904070010 

50-456 

Q 

8904070041 

50-295 

F 

8904070041 

50-295 

F 

8904070045 

50-295 

F 

8904070045 

50-295 

F 

8904070055 

50-295 

F 

8904070071 

50-295 

F 

8904070071 

50-295 

F 

8904070088 

50-295 

F 

8904070089 

50-295 

F 

8904070089 

50-295 

F 

8904070093 

50-295 

F 

8904070093 

50-295 

F 

8904110065 

50-454 

P 

8904110065 

50-454 

P 

8904110163 

50-237 

Q 

8904120019 

50-373 

S 

8904120096 

50-10 

P 

8904120223 

50-295 

P 

8904120223 

50-295 

P 

8904120224* 

50-295 

P 

8904120224* 

50-295 

P 

8904120291 

50-237 

Q 

8904130078 

50-454 

P 

8904130078 

50-454 

P 

8904130103 

50-456 

S 

8904130281 

50-454 

P 

8904130281 

50-454 

P 

8904130281 

50-454 

P 

8904130281 

50-454 

P 

8904130281 

50-454 

P 

8904130287* 

50-454 

P 

8904130287* 

50-454 

P 

8904130287* 

50-454 

P 

8904130287* 

50-454 

P 

8904130287* 

50-454 

P 

8904130352 

50-373 

F 

8904130565* 

50-295 

F 

8904130567* 

50-295 

F 

8904140071 

50-373 

R 

8904170029 

50-254 

F 

8904170029 

50-254 

F 

8904170045 

50-254 

F 

8904170045 

50-254 

F 

8904170085 

50-254 

F 

8904170085 

60-254 

F 

8904170146 

50-295 

S 

8904170252 

50-455 

S 

8904180057 

50-254 

F 

8904180057 

50-254 

F 

8904180148 

50-254 

P 

8904180148 

50-254 

P 

8904180170 

50-237 

P 

8904180206* 

50-254 

P 

8904180206* 

50-254 

P 

8904180221 

50-254 

F 

8904180221 

50-254 

F 

8904180226 

50-456 

F 

8904180237 

50-373 

R 

8904180311 

50-295 

R 

8904180312 

50-254 

F 

8904180312 

50-254 

F 

8904180315* 

50-295 

R 

8904180315* 

50-295 

R 

8904180317* 

50-295 

R 

8904180317* 

50-295 

R 

8904180320 

50-254 

F 

8904180320 

50-254 

F 

8904180342 

50-254 

F 

8904180342 

50-254 

F 

8904180343 

50-254 

F 

8904180343 

50-254 

F 

8904180345 

50-254 

P 

8904180345 

50-254 

P 

8904180347* 

50-254 

P 

8904180347* 

50-254 

P 

8904190002 

50-373 

S 

8904190241 

50-10 

F 

8904190243* 

50-10 

F 

8904190438 

50-295 

R 

8904200161 

50-454 

P 

8904200161 

50-454 

P 

8904200219* 

50-454 

P 

8904200219* 

50-454 

P 

8904200229 

50-456 

F 

8904200246 

50-237 

F 

8904200263 

50-295 

S 

8904200369 

50-237 

S 


AUTHOR AFFILIATION 


Computer Engineering Associates, Inc. 

Concerned Citizens of Cuyahoga, Portage 
Summit Counties, OH 
Concerned Citizens of Tennessee 
Connecticut Yankee Atomic Power Co. 


Conner & Wetterhahn 

Conservation Foundation 
Consolidated Edison Co. of New York, Inc 


Consumers Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8904210044 

50-373 

F 

8904210150 

50-10 

R 

8904210157* 

50-10 

R 

8904210254 

50-295 

P 

8904210263 

50-237 

P 

8904210263 

50-237 

P 

8904210263 

50-237 

P 

8904210263 

50-237 

P 

8904210300 

50-254 

F 

8904240033 

50-237 

S 

8904240283* 

50-454 

R 

8904240283* 

50-454 

R 

8904240429 

50-237 

P 

8904270260* 

50-454 

R 

8904210009* 

CONTRACT 


8904050112 

PRM 


8904070208 

PRM 


8903310338 

50-213 

Q 

8904040296 

50-213 

R 

8904050216 

50-213 

Q 

8904120247 

PR 


8904130261 

50-213 

P 

8904130262* 

50-213 

P 

8904140221 

50-213 

S 

8904140405 

50-213 

P 

8904140405 

50-213 

P 

8904140405 

50-213 

P 

8904140405 

50-213 

P 

8904140405 

50-213 

P 

8904180121 

50-213 

S 

8904180143 

50-213 

R 

8904180314 

50-213 

F 

8904190145 

50-213 

I 

8904190145 

50-213 


8904190145 

50-213 

I 

8904190145 

50-213 


8904190145 

50-213 

I 

8904200222 

50-213 

F 

8904200283 

50-213 

F 

8904200393 

50-213 

S 

8904210135 

50-213 

R 

8904240005 

50-213 

P 

8904240128 

50-213 

S 

8904070291 

PR 


8904170277 

PR 


8904200326 

50-220 

P 

8904210348* 

PR 


8904240348 

PR 


8903300149 

50-247 

R 

8904040010 

PR 


8904070075 

50-3 

F 

8904130013 

50-247 

R 

8904130020 

50-247 

S 

8904130031 

50-247 

J 

8904130056 

50-247 

P 

8904130057* 

50-247 

P 

8904130058* 

50-247 

P 

8904180052 

50-247 

Q 

8904190469 

50-247 

S 

8904200121 

50-247 

P 

8904210181 

50-247 

S 

8904240027 

50-3 

P 

8903280191 

50-255 

s 

8903280286 

50-255 

Q 

8903290111 

50-255 

S 

8903290112 

50-255 

P 

8903300090 

50-155 

F 

8903310014 

50-255 

K 

8904040182 

50-255 

P 

8904040275 

PR 


8904060440 

50-155 

Q 

8904060529 

50-255 

S 

8904070221 

PR 


8904100087 

50-255 

Q 

8904100192 

50-255 

S 

8904100207* 

50-155 

R 

8904100207* 

50-155 

R 

8904110030 

50-255 

R 

8904110539 

50-255 

F 

8904110541 

50-255 

S 

8904120013 

50-255 

p 

8904120110 

50-255 

F 

8904120229 

50-255 

P 

8904120232* 

50-255 

P 

8904120252 

50-155 

F 

8904130404 

50-255 

P 

8904130405* 

50-255 

P 

8904140134 

50-155 

R 
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AUTHOR AFFIUATION 


Control Components, Inc. 

Control Components, International (subs, 
of Babcock & Wilcox Co.) 


Cooper Industries, Inc. 
Corporate Response Group 
Oairyfand Power Cooperative 


Data Base, Inc. 

Data Computer Corp. of America 
Defense, Dept, of. Defense Nuclear Agenc 
Detroit Edison Co. 


Devonrue, Ltd. 

Doc-Search Associates 
Dominican Sisters of the Sick Poor 
Duke Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION 

NUMBER 


8904140134 

50-155 

R 

8904140134 

50-155 

R 

8904140167* 

50-155 

R 

8904140176* 

50-155 

R 

8904170081 

50-155 

R 

8904170168 

50-255 

Q 

8904180059 

50-155 

Q 

8904180334* 

50-255 

P 

8904180363 

50-255 

R 

8904200017 

50-255 

R 

8904200335 

50-155 

F 

8904210040 

50-165 

F 

8904240001 

50-155 

R 

8904240002* 

50-155 

R 

8904240029 

50-155 

P 

8904240181 

50-155 

P 

8904240290 

50-255 

P 

8904030125 

50-206 

S 

8904070001 

50-361 

S 

8904070001 

50-361 

S 

8904070001 

50-361 

S 

8904070001 

50-361 

S 

8904070002* 

50-361 

S 

8904070002* 

50-361 

S 

8904070002* 

50-361 

S 

8904070002* 

50-361 

S 

8904240034 

50-206 

S 

8904140007* 

50-443 

T 

8903280039 

50-409 

J 

8904040091 

50-409 

P 

8904040092* 

50-409 

P 

8904120434 

50-409 

F 

8904120494 

50-409 

1 

8903310025* 

CONTRACT 


8904210021* 

CONTRACT 


8904190306 

50-170 

Q 

8903290031 

50-341 

P 

8903290110* 

60-341 

R 

8904030379 

50-341 

R 

8904030384* 

50-341 

R 

8904040150 

60-341 

J 

8904050121 

50-341 

S 

8904050138 

50-341 

Q 

8904100402 

50-341 

P 

8904110243 

60-341 

Q 

8904120339 

50-341 

Q 

8904120340 

50-341 

K 

8904130492 

50-341 

H 

8904140432 

60-341 

S 

8904140448* 

60-341 

P 

8904170326* 

60-341 

K 

8904180063 

50-341 

F 

8904180064 

50-341 

P 

8904180094 

60-341 

P 

8904180127 

50-341 

P 

8904180223* 

50-341 

P 

8904180239* 

50-341 

P 

8904180355 

50-341 

P 

8904180359* 

50-341 

P 

8904190322 

50-341 

S 

8904200015 

60-341 

Q 

8904210270 

50-341 

P 

8904210282 

50-341 

P 

8904240371 

50-341 

R 

8904250089* 

50-341 

R 

8904250097* 

50-341 

R 

8904250103* 

50-341 

R 

8904260106* 

50-341 

R 

8904250109* 

50-341 

R 

8904250111* 

50-341 

R 

8904250113* 

50-341 

R 

8904250114* 

50-341 

R 

8904250116* 

50-341 

R 

8904250119* 

50-341 

R 

8904250120* 

50-341 

R 

8904250122* 

50-341 

R 

8904250126* 

50-341 

R 

8904250128* 

50-341 

R 

8904060208 

50-397 

P 

8904070009 

FOIA 


8904100340 

PRM 


8903290115 

50-370 

P 

8903290266 

50-269 

Q 

8903290266 

50-269 

Q 

8903290266 

50-269 

Q 

8903310095 

50-369 

P 

8903310139 

50-413 

F 

8903310144* 

50-413 

F 


8903310304 

8903310304 

8904030259 

8904030263 

8904030267 

8904040140 

8904040140 

8904040140 

8904040147 

8904040147 

8904040147 

8904040154 

8904040154 

8904040154 

8904040164 

8904040169 

8904040172 

8904040172 

8904040209 

8904050157 

8904050169 

8904060336 

8904070286 

8904070286 

8904070288 

8904070288 

8904070293 

8904070296 

8904120026 

8904120169 

8904120266 

8904120478 

8904120478 

8904120478 

8904120489 

8904120489 

8904120489 

8904130127 

8904130127 

8904130127 

8904130127 

8904130127 

8904130127 

8904130127 

8904130127 

8904130133 

8904130157 

8904130157 

8904130157 

8904130157 

8904130157 

8904130419 

8904130489 

8904140082 

8904140082 

8904140082 

8904140082 

8904140082 

8904140082 

8904140082 

8904140082 

8904140185 

8904140185 

8904140185 

8904140185 

8904140185 

•8904140185 

8904140185 

8904140185 

8904140308 

8904140308 

8904140435 

8904140435 

8904140440 

8904140440 

8904170100 

8904170100 

8904170100 

8904170112* 

8904170112* 

8904170112* 

8904170121 

8904170141* 

8904170141* 

8904170141* 

8904170142* 

8904170142* 

8904170142* 

8904170185 


SUBJECT 

CATEGORY 

50-369 

50-369 

50-413 

50-414 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-413 

50-413 

50-369 

50-369 

PR 

50-269 

50-269 

50-269 

50-413 

50-413 

50-413 

50-413 

50-413 

50-413 

50-269 

PR 

PRM 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-369 

50-369 

50-369 

50-369 

50-369 

50-369 

50-414 

50-413 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-413 

50-413 

50-413 

50-413 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 

50-269 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


Duquesne Light Co. 



EG&Q Intertech, Inc. (subs, of EQ&G, 
Inc.) 

El International, Inc. 


ERC Environmentat & Energy ScNrvicee, Inc 
ERG International, Inc. 


8904170189* 

50-269 

Q 

8904170191* 

50-269 

Q 

8904170194* 

50-269 

Q 

8904170196* 

50-269 

Q 

8904170196* 

50-269 

Q 

8904170196* 

50-269 

Q 

8904180103 

50-287 

S 

8904180249 

50-370 

S 

8904190018 

50-369 

S 

8904190156 

50-369 

S 

8904190185 

50-369 

Q 

8904200054 

50-413 

P 

8904200054 

50-413 

P 

8904200058* 

50-413 

P 

8904200058* 

50-413 

P 

8904200141 

50-269 

Q 

8904200141 

50-269 

Q 

8904200141 

50-269 

Q 

8904200153 

50-269 

Q 

8904200253 

50-413 

P 

8904200253 

50-413 

P 

8904200257* 

50-413 

P 

8904200257* 

50-413 

P 

8904200276 

50-369 

S 

8904200281 

50-370 

S 

8904200334 

50-369 

S 

8904210034 

50-413 

R 

8904210132 

50-369 

P 

8904210132 

50-369 

P 

8904210145* 

50-369 

P 

8904210145* 

50-369 

P 

8904210164 

50-369 

F 

8904210309* 

50-369 

R 

8904210309* 

50-369 

R 

8904210319 

50-369 

Q 

8904240155* 

50-269 

R 

8904240155* 

50-269 

R 

8904240155* 

50-269 

R 

8904240230 

50-369 

F 

8904240230 

50-369 

F 

8904240234* 

50-369 

F 

8904240234* 

50-369 

F 

8904240301 

50-413 

R 

8904240366* 

50-413 

R 

8904240366* 

50-413 

R 

8904240372* 

50-413 

R»' 

8904260389 

50-369 

R 

8904260396* 

50-369 

R 

8904280027 

50-269 

R 

8904280034* 

50-269 

R 

8904280034* 

50-269 

R 

8904280034* 

50-269 

R 

8903290068 

50-412 

P 

8903310245 

50-412 

P 

8904060342 

50-334 

F 

8904060342 

50-334 

F 

8904120112 

50-412 

S 

8904120388 

50-412 

Q 

8904130546 

50-412 

P 

8904130620 

50-334 

Q 

8904140078 

50-334 

R 

8904170063 

50-412 

P 

8904180282 

50-334 

P 

8904180282 

50-334 

P 

8904180285* 

50-334 

P 

8904180285* 

50-334 

P 

8904190240 

50-334 

R 

8904190240 

50-334 

R 

8904200044 

50-334 

R 

8904200220 

50-334 

S 

8904210177 

50-334 

F 

8904240391 

50-334 

P 

8904030001 

FOIA 


8710140201* 

50-382 

P 

8810040039* 

50-302 

P 

8902020153* 

50<G38 

P 

890202Q399* 

50-266 

P 

8903270214* 

50-354 

P 

8904070090 

WASTE MGT 


8904070097* 

WASTE MGT 


8904110439 

NUREQ 


8904170313* 

50-335 

Q 

8904210026* 

CONTRACT 


8903300180* 

CONTRACT 


8904030304 

WASTE RES 


8904100150* 

CONTRACT 


8904130506* 

CONTRACT 


8903310130* 

CONTRACT 



EcoTech, Inc. 

Edison Electric Institute 
EdIow international Co. 


Emerson Electric Co. 
Energy Steel & Supply Co. 
Energy. Dept, of 


Engineers International, Inc. 
Environmental Defense Fund 
Environmental Protection Agency 


European Communities, Commission of 


Everest Minerals Corp. 


Exxon Corp. 


Faith Associates 

Federal Emergency Management Agency 


8904250415 

8904240078 

8904240083* 

8904250155 

8903280318* 

8903280323* 

8903310312 

8904040313 

8904060281 

8903280280 

8903310185 

8904030044 

8904030085 

8904030095* 

8904030134 

8904030295 

8904040009 

8904040096 

8904040122 

8904040128 

8904040142 

8904040199 

8904040269 

8904040273* 

8904040279* 

8904040381 

8904040393 

8904040459 

8904050022 

8904050135 

8904050155 

8904050276 

8904050281 

8904050361 

8904050381 

8904050390 

8904050526 

8904100117 

8904100154* 

8904100363 

8904100373* 

8904100381* 

8904110217 

8904110374 

8904110380* 


FOIA 

PT21 

PT21 

PR 

XPORTLIC 

XPORTLIC 

71-513 

PR 

QA999 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

PR 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


8904120040 WASTE MGT 

8904130429* WASTE MGT 

8904130440 WASTE MGT 

8904170136 71-9852 

8904170148 WASTE MGT 


8904170175* WASTE MGT 

8904180349 WASTE MGT 

8904180356* WASTE MGT 

8904190184 WASTE MGT 

89041 901 91 * WASTE MGT 

8904190233 WASTE MGT 

8904210149 WASTE MGT 

8904210165 WASTE MGT 

8904210200 WASTE MGT 

8904210207* WASTE MGT 

890421 021 1 * WASTE MGT 

8904210214 WASTE MGT 

8904210267 WASTE MGT 

8904210277 WASTE MGT 

8904210377* PR 

8904240490 WASTE MGT 

8904250094 PROJ 

8808120187 WASTE RES 

8904210368* PR 

8903310171 40-8907 

8904030048* WASTE MGT 

8904100129 WASTE MGT 

8904100176* WASTE MGT 

8904070124 XPORTLIC 

8904240295 XPORTLIC 

8904240297 XPORTLIC 

8904240299 XPORTLIC 

8903310111 40-8857 

8903310126 40-8857 

8904030218 40-8857 


8904030223 40-8857 

8904030239 40-8857 

8903310100 40-8102 

8903310109 40-8102 

8904030146 40-8102 

8904190379 40-8102 

8904100165 WASTE RES 

8903280137 50-267 

8903280138* 50-267 


U.LL 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



NUMBER 

CATEGORY 



8903300068 

50-289 

F 

Progress Corp.) 





8903300070* 

50-289 

F 


8903280302* 

50-302 

P 


8903300248 

50-443 

F 


8903290004 

50-302 

s 


8903310208* 

50-267 

F 


8903300067 

50-302 

s 


8904030475 

50-382 

F 


8904040209 

PR 



8904040025 

50-254 

F 


8904050341 

50-302 

F 


8904040028* 

50-254 

F 


8904110172 

50-302 

P 


8904110020 

50-331 

F 


8904120167 

PR 



8904110024* 

50-331 

F 


8904130387 

50-302 

P 


8904130271 

50-443 

G 


8904130393 

50-302 

P 


8904190036 

50-483 

F 


8904140489 

50-302 

P 


8904190042* 

50-483 

F 


8904190445 

50-302 

P 


8904210032 

50-443 

G 


8904200192 

50-302 

P 


8904210032 

50-443 

G 


8904210194 

50-302 

R 


8904210041 

50-443 

T 


8904210226 

50-302 

P 


8904210041 

50-443 

T 


8904210313 

50-302 

s 


8904210260 

50-400 

F 


8904210372 

50-302 

P 


8904240277 

50-482 

F 

Florida, Univ. of, Gainesville, FL 

8903280338 

70-1068 


Ferret Exploration Company of Nebraska, 

8903310106 

40-8943 



8903280343* 

70-1068 


inc. 





8904050323 

50-83 

P 

Fewell Geotechnical Engineering, Ltd. 

8904170283 

71-674 



8904050329* 

50-83 

P 


8904170283 

71-674 



8904180168 

50-83 

s 


8904170287* 

71-674 



8904210221 

50-83 

H 


8904170287* 

71-674 



8904240023 

50-83 

s 


8904170288* 

71-674 


FractuREsearch, Inc. 

8904250160 

NUREG 



8904170288* 

71-674 


Fuller, G.H. 

8904110331 

WASTE RES 


Florida Power & Light Co. 

8903240274 

50-250 

Q 

Future Resources Associates, Inc. 

8904100212* 

CONTRACT 



8903280297 

50-389 

S 

GTE Telecommunications, Inc. 

8903310040* 

CONTRACT 



8903300246 

50-250 

F 

Galster. R.W. 

8904030121 

WASTE MGT 



8903300246 

50-250 

F 


8904120086* 

WASTE RES 



8903310072 

50-389 

S 

General Atomics (formerly GA Technologie 

8904120537 

70-734 



8903310247 

50-250 

P 

s, Inc./General Atomic Co.) 





8903310293 

50-335 

F 


8904180228 

50-163 

S 


8903310293 

50-335 

F 

General Electric Co. 

8903290104 

70-1113 



8904040209 

PR 



8903290106 

71-9029 



8904040469 

50-250 

P 


8903290140 

50-73 

R 


8904040469 

50-250 

P 


8903290426* 

CONTRACT 



8904040469 

50-250 

P 


8904040112* 

50-324 

P 


8904040469 

50-250 

P 


8904040175 

50-259 

S 


8904040469 

50-250 

P 


8904040226* 

50-263 

P 


8904050199 

50-250 

P 


8904070028 

TOPREP 



8904050199 

50-250 

P 


8904070107 

XPORTLIC 



8904050204 

50-250 

Q 


8904070130 

XPORTLIC 



8904050204 

50-250 

Q 


8904120005 

70-754 



8904050209 

50-335 

F 


8904120437 

71-9228 



8904050209 

50-335 

F 


8904140258 

70-1113 



8904050275 

50-250 

J 


8904140451* 

50-341 

P 


8904050275 

50-250 

J 


8904170031 

70-1151 



8904050318 

50-250 

F 


8904170318* 

71-9228 



8904050318 

50-250 

F 


8904180181 

70-1308 



8904060011 

50-335 

G 

General Nuclear Systems. Inc. 

8904070313 

PROJ 



8904070020* 

50-389 

K 

General Physics Corp. 

8904040030* 

50-395 

P 


8904120204 

PR 


General Public Utilities Corp. - GPU 

8903280144 

50-320 

R 


8904120300 

50-335 

Q 

Service Corp. 





8904120300 

50-335 

Q 


8903280152 

50-320 

H 


8904130035 

50-389 

K 


8903280332 

50-289 

J 


8904140334 

50-335 

Q 


8903290059 

50-219 

Q 


8904170156 

50-250 

P 


8903290379 

50-219 

P 


8904170163 

50-335 

Q 


8903310013 

50-219 

S 


8904170163 

50-335 

Q 


8904030003 

50-320 

F 


8904170278 

50-250 

Q 


8904040079 

50-320 

P 


8904170293 

50-250 

S 


8904040210 

50-219 

S 


8904170297 

50-335 

Q 


8904060141 

50-219 

S 


8904170297 

50-335 

Q 


8904100101 

50-289 

F 


8904180012 

50-335 

P 


8904110184 

50-219 

S 


8904180012 

50-335 

P 


8904120264 

50-320 

F 


8904180014* 

50-335 

P 


8904130051 

50-219 

Q 


8904180014* 

50-335 

F 


8904130188 

50-320 

P 


8904180083 

50-250 

Q 


8904130351 

50-219 

S 


8904180083 

50-250 

Q 


8904130535 

50-219 

J 


8904180137 

50-250 

S 


8904130628 

50-289 

Q 


8904180205 

50-250 

R 


8904170173 

50-219 

Q 


8904190032 

50-250 

P 


8904170238 

50-219 

S 


8904190032 

50-250 

P 


8904180017 

50-289 

p 


8904190033* 

50-250 

P 


8904180308 

50-320 

F 


8904190033* 

50-250 

P 


8904190344 

50-289 

P 


8904190111 

50-389 

S 


8904240201 

50-289 

F 


8904190131 

50-250 

H 


8904240422 

50-320 

P 


8904190131 

50-250 

H 


8904240425* 

50-320 

p 


8904190131 

50-389 

H 

General Technology, Inc. 

8904210249* 

CONTRACT 



8904190160 

50-250 

S 

George Washington Univ., Washington, DC 

8904240316* 

CONTRACT 



8904190168 

50-335 

P 

Georgia Institute of Technology, Atlanta 

8904130356 

50-160 

P 


8904190193 

50-335 

F 

GA 





8904190193 

50-335 

F 

Georgia Power Co. 

8903280046 

50-424 

F 


8904210079 

50-389 

R 


8903280175 

50-424 

S 


8904240361 

50-250 

R 


8903280291 

50-424 

S 


8904240361 

50-250 

R 


8903290092 

50-425 

M 


8904240361 

50-250 

R 


8903290132 

50-321 

P 

Florida Power Corp. (subs, of Florida 

8903280299 

50-302 

P 


8903290134* 

50-321 

P 
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AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8903300190 

50-321 

P 


8904120367* 

50-483 

8903300193* 

50-321 

P 

House of Rep., Appropriations 

8904100206* 

COMMISSIO 

8904030195 

50-425 

P 

House of Rep., Energy & Commerce 

8903290076* 

PR 

8904040052 

50-424 

P 

8903290165* 

50-346 

8904040171 

50-425 

S 


8904070193* 

FOIA 

8904040181 

50-425 

Q 

House of Rep., Government Op>erations 

8904100170* 

PR 

8904040194 

50-321 

F 

House of Rep., Interior & Insular Affair 

8903290020* 

50-346 

8904040217 

50-425 

P 

Houston Lighting & Power Co. 

8903300206 

50-498 

8904040336 

50-424 

Q 

8904030026 

50-498 

8904040348 

50-321 

Q 


8904030026 

50-498 

8904040348 

50-321 

Q 


8904050185 

50-498 

8904050061 

50-425 

Q 


8904050185 

50-498 

8904050068 

50-424 

P 


8904050234 

50-498 

8904050068 

50-424 

P 


8904050234 

50-498 

8904050073 

50-424 

Q 


8904050252 

50-498 

8904070126 

50-321 

R 


8904060057 

50-498 

8904110067 

50-321 

S 


8904060057 

50-498 

8904110477 

50-321 

S 


8904070079 

50-498 

8904120106 

50-321 

R 


8904070080* 

50-498 

8904120148 

50-424 

Q 


8904070084* 

50-498 

8904120244 

50-425 

P 


8904120404 

50-498 

8904120436 

PR 



8904120404 

50-498 

8904140303 

50-424 

P 


8904130069 

50-498 

8904140303 

50-424 

P 


8904140290 

50-498 

8904140306* 

50-424 

P 


8904140290 

50-498 

8904140306* 

50-424 

P 


8904170099 

50-498 

8904140310 

50-424 

P 


8904170099 

50-498 

8904140310 

50-424 

P 


8904170303 

50-498 

8904140315* 

50-424 

P 


8904170303 

50-498 

8904140315* 

50-424 

P 


8904190237 

50-498 

8904170015 

50-424 

P 


8904190237 

50-498 

8904170015 

50-424 

P 


8904190401 

50-499 

8904170019* 

50-424 

P 


8904200327* 

50-498 

8904170019* 

50-424 

P 


8904210383 

50-498 

8904170097 

50-425 

S 

Hunton & Williams 

8904200122 

50-322 

8904180002 

50-424 

P 

Hydro-Engineering 

8903290220* 

40-8958 

8904180002 

50-424 

P 

8904030459 

40-299 

8904190072 

50-424 

S 

Hydrogeologic, Inc. 

ITASCA Consulting Group, Inc. 

8904190059* 

CONTRACT 

8904190109 

50-425 

S 

8904040254 

WASTE RES 

8904190128 

50-424 

S 

8904040289* 

WASTE RES 

8904200390 

50-425 

s 


8904040342 

WASTE RES 

8904200398 

50-425 

s 


8904100205 

WASTE RES 

8904210033 

50-321 

R 


8904100220* 

WASTE RES 

8904210033 

50-321 

R 


8904110231 

WASTE RES 

8904210159 

50-424 

P 


8904110438 

NUREG 

8904210161 

50-425 

s 


8904190135* 

CONTRACT 

8904240097 

50-425 

s 


8904240461 

WASTE RES 

8904240377 

50-321 

P 

Idaho National Engineering Laboratory 

8710140201* 

50-382 

8904240381 * 

50-321 

p 

8903270214* 

50-354 

Germany, Federal Republic of 89041 00221 * 

COMMISSIO 

N 


8904170313* 

50-335 

Gulf States Utilities Co. 8903290026 

50-458 

S 


8904240473* 

50-295 

8903290061 

50-458 

F 

Illinois Power Co. 

8903280155 

50-461 

8903290322 

50-458 

P 


8904040137 

50-461 

8903290324* 

50-458 

P 


8904040144 

50-461 

8904040222 

REGGD 



8904120088 

50-461 

8904040228 

PR 



8904170275 

50-461 

8904050113 

50-458 

P 


8904180107 

50-461 

8904050461 

50-458 

J 


8904180209 

50-461 

8904070151 

50-458 

S 


8904180210* 

50-461 

8904110353 

50-458 

Q 


8904190011 

50-461 

8904120123 

50-458 

P 


8904190016 

50-461 

8904120124 

50-458 

F 


8904190154 

50-461 

8904120219 

PR 



8904190443 

50-461 

8904140490 

50-458 

P 


8904190462 

50-461 

8904190186 

50-458 

S 


8904240222 

50-461 

8904210134 

50-458 

R 


8904240274 

50-461 

8904210374 

50-458 

P 

Illinois, State of 

8903310071* 

CONTRACT 

8904210378 

50-458 

P 


8904180269 

FOIA 

8904240134 

50-458 

K 

Illinois, Univ. of. Urbana, IL 

8904070029 

50-356 

HRI, Inc. (Hydro Resources, Inc.) 8903300094 

40-8968 


Impeii Corp. 

8904140493* 

50-302 

Hampton. NH 8904140016* 

50-443 

T 


8904240026* 

50-443 

8904140016* 

50-443 

T 


8904240026* 

50-443 

8904140085* 

50-443 

T 


8904240051 * 

50-443 

8904140085* 

50-443 

T 


8904240062* 

50-443 

8904200086 

50-443 

T 


8904240062* 

50-443 

Harmon, Curran & Tousley 8904060024 

50-271 

G 


8904240074* 

50-443 

8904060114 

50-271 

G 


8904240074* 

50-443 

8904200039 

50-271 

G 


8904240091* 

50-443 

8904200046 

50-443 

T 

Indiana Michigan Power Co. (formerly 

8903300109 

50-315 

8904210370* 

PR 


Indiana & Michigan Electric Co.) 



Homestake Mining Co. 89041 10203 

40-8903 



8903300109 

50-315 

House of Rep. 8903160308* 

50-373 

H 


8903300119 

50-315 

8903310092* 

50-259 

H 


8903300119 

50-315 

8904100131* 

50-146 

U 


8903300124* 

50-315 

8904100237* 

PR 



8903300124* 

50-315 

8904110118* 

50-254 

H 


8903310210 

50-315 

8904110263* 

STATE PRO 

G 


8904030243 

50-316 

8904110301* 

PR 



8904040229 

50-315 

8904120240 

PR 



8904040229 

50-315 
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CORPORATE SOURCE INDEX 301 


AUTHOR AFFILIATION 


Institute of Nuclear Power Operations 


Interior, Dept, of, Bureau of Mines 


Interior. Dept, of. Fish & Wildlife 
Service 

Interior, Dept, of, Geological Survey 
International Atomic Energy Agency 


International Computers & Telecommunicat 
ions, Inc. 

International Technical Services, Inc. 

Iowa Electric Light & Power Co. 


Iowa State Univ., Ames, lA 
Iowa, Univ. of, Iowa City, lA 

Japan, Govt, of 

Johnson & Higgins Insurance 

Justice, Dept, of 

Kansas City Power & Light 

Kansas Gas & Electric Co. 

Kansas State Univ., Manhattan, KS 
Kansas, Univ. of, Lawrence, KS 
Kaplan, Russin & Vecchi 
Kenrob & Associates, Inc. 
Kirkpatrick & Lockhart 


Knox Consultants, Inc. 

Korea, Republic of (South Korea) 

LOW Group 

LN Technologies Corp. (formerly London 
Nuclear Svcs, Inc.) 

Lagoulis, Clark, Hill-Whilton & McGuire 
Latham & Watkins 

Lawrence Livermore National Laboratory 


Levin & Fishbein 
Long Island Lighting Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8904040230* 

50-315 

P 

8904040230* 

50-315 

P 

8904050153 

50-315 

S 

8904050258 

50-316 

Q 

8904060351 

50-316 

S 

8904120058 

50-315 

F 

8904120058 

50-315 

F 

8904120129 

PRM 


8904130089 

50-315 

P 

8904140349 

50-316 

S 

8904140485 

50-316 

s 

8904170285 

50-315 

s 

8904170304 

50-315 

Q 

8904170304 

50-315 

Q 

8904190020 

50-315 

P 

8904190020 

50-315 

P 

8904190021* 

50-315 

P 

8904190021* 

50-315 

P 

8904190328 

50-315 

1 

8904210075 

50-316 

S 

8904210103 

50-315 

s 

8904210139 

50-316 

s 

8904210210 

50-315 

p 

8904210210 

50-315 

p 

8904210212* 

50-315 

p 

8904210212* 

50-315 

p 

8904240131 

50-315 

Q 

8904240176 

50-315 

Q 

8904240452 

50-316 

s 

8904030498 

ORG 


8904180113 

50-312 

P 

8904200170* 

CONTRACT 


8904050480 

WASTE RES 


8904050488* 

WASTE RES 


8904110179 

WASTE RES 


8904200428* 

50-220 

F 

8903300130* 

CONTRACT 


8904190245* 

WASTE MGT 


8904070023* 

FOIA 


8904190316* 

FOIA 


8904190343* 

FOIA 


8904190345* 

FOIA 


8904190266 

FOIA 


8904190049* 

CONTRACT 


8903280304 

50-331 

S 

8903280314 

50-331 

S 

8904050282 

50-331 

S 

8904050285 

50-331 

S 

8904070108 

50-331 

Q 

8904070116* 

50-331 

Q 

8904100411 

PR 


8904110192 

50-331 

S 

8904110200 

50-331 

S 

8904130380 

50-331 

Q 

8904170217 

50-331 

S 

8904200264 

50-331 

Q 

8904140300 

50-116 

P 

8903300222* 

CONTRACT 


8903310067 

XPORTLIC 


8904240444 

50-317 

J 

8903310188* 

CONTRACT 


8904050108* 

50-482 

1 

890405C106* 

50-482 

1 

8904190119 

50-188 

Q 

8904030165 

50-148 

Q 

8904190094 

FOIA 


8903310240* 

CONTRACT 


8904050259 

50-322 

F 

8904060271 

50-322 

F 

8903300233* 

CONTRACT 


8904110444 

XPORTLIC 


8904070033 

FOIA 


8904040451 

WASTE MGT 


8904060106 

50-443 

T 

8904040313 

PR 


8904030051 

WASTE MGT 


8904110336 

WASTE MGT 


8904110383 

NUREG 


8904110395 

NUREG 


8904110406 

NUREG 


8904110456 

NUREG 


8904110465 

NUREG 


8904110484 

NUREG 


8904120012 

WASTE RES 


8904030056 

60-320 

S 

8903290340 

50-322 

P 


Louisiana Power & Light Co. 


MK'Ferguson Co. 

MPR Associates, Inc. 

Maine Yankee Atomic Power Co. 


Malapai Resources Co. 


Management Services Associates, Inc. 
Marsh & McLennan, Inc. 


Maryland Sound Industries, Inc. 
Maryland, State of 
Maryland, Univ. of. College Park, MD 
Massachusetts Institute of Technology, 

Cambridge, MA 

Massachusetts, Commonwealth of 


8903300159 

50-322 

8903300160* 

50-322 

8904030481 

50-322 

8904040253 

71-9080 

8904070106 

50-322 

8904070109 

50-322 

8904120115 

50-322 

8904120230 

PRM 

8904130617 

50-322 

8904140398 

50-322 

8904140508 

50-322 

8904170017 

50-322 

8904170044 

50-322 

8904170309 

50-322 

8904190175 

50-322 

8904200122 

50-322 

8904200135 

50-322 

8904200147 

50-322 

8904200151* 

50-322 

8904200330 

50-322 

8904210113 

50-322 

8904210224 

50-322 

8904210262 

50-322 

8904210371 

50-322 

8904240116 

50-322 

8903300271 

50-382 

8904030271 

50-382 

8904030325 

50-382 

8904030436 

50-382 

8904060071 

50-382 

8904100390 

50-382 

8904110061 

50-382 

8904130092 

50-382 

8904240079 

50-382 

8904240251 

50-382 

8904240368 

50-382 

8904050115 

WASTE MGT 

8903290326* 

CONTRACT 

8904060333 

50-309 

8904120254 

PR 

8904130523 

50-309 

8904190159 

50-309 

8904190166* 

50-309 

8904210102 

50-309 

8903310113 

40-8502 

8903310118 

40-8684 

8903310129 

40-8684 

8904030163 

40-8684 

8904030186 

40-8502 

8904030210 

40-8502 

8904140003 

50-443 

8904240106 

50-29 

8904240139 

50-89 

8904240143 

50-313 

8904240143 

50-313 

8904240156 

50-331 

8904240166 

50-445 

8904240173 

50-259 

8904240173 

50-259 

8904240173 

50-259 

8904240173 

50-259 

8904240173 

50-259 

8904240191 

50-321 

8904240191 

50-321 

8904240191 

50-321 

8904240191 

50-321 

8904240197 

50-458 

8904240200 

50-425 

8904240228 

50-250 

8904240233 

50-244 

8904240253 

50-348 

8904240266 

50-263 

8904240345 

TOPREP 

8904240376 

TOPREP 

8904240420 

50-293 

8904280016 

50-259 

8903300138* 

CONTRACT 

8904250180 

PRM 

8903310187* 

CONTRACT 

8904100073 

50-20 

8904060064 

50-443 

8904060064 

50-443 

8904060076 

50-443 

8904060076 

50-443 

8904060085* 

50-443 

8904130022 

50-443 

8904130022 

50-443 

8904130071 

50-443 
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302 CORPORATE SOURCE INDEX 


AUTHOR AFF5LIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8904130071 

50-443 

G 


8903290394* 

50-298 


8904130114 

50-443 

G 


8903290397* 

50-298 


8904130171 

50-443 

G 


8903290399* 

50-298 


8904130171 

50-443 

G 


8903290404* 

50-298 


8904130181* 

50-443 

G 


8903290408* 

50-298 


8904130181* 

50-443 

G 


8903310250 

50-298 


8904130189 

50-271 

G 


8903310252* 

50-298 


8904130223 

50-443 

T 


8904050314 

50-298 


8904130223 

50-443 

T 


8904050316 

50-298 


8904130234* 

50-443 

T 


8904050317* 

50-298 


8904130234* 

50-443 

T 


8904070232 

50-298 


8904140003 

50-443 

T 


8904130169 

50-298 


8904140003 

50-443 

T 


8904180111 

50-298 


8904140006* 

50-443 

T 


8904190172 

50-298 


8904140006* 

50-443 

T 


8904200296 

50-298 


8904140007* 

50-443 

T 


8904240318 

50-298 


8904140007* 

50-443 

T 

Nevada, State of 

8904100393 

WASTE RES 


8904140008* 

50-443 

T 


8904110409 

WASTE MGT 


8904140008* 

50-443 

T 


8904210365* 

PR 


8904140010* 

50-443 

T 

Nevada. Univ. of. Las Vegas, NV 

8904210086* 

CONTRACT 


8904140010* 

50-443 

T 

New England Bell Telephone Co. 

8904180042* 

CONTRACT 


8904140012* 

50-443 

T 

New England Coalition on Nuclear 

8904060024 

50-271 


8904140012* 

50-443 

T 

Pollution 




8904140016* 

50-443 

T 


8904060114 

50-271 


8904140016* 

50-443 

T 


8904140016* 

50-443 


8904140085* 

50-443 

T 


8904140016* 

50-443 


8904140085* 

50-443 

T 


8904140085* 

50-443 


8904140118* 

50-443 

T 


8904200039 

50-271 


8904140118* 

50-443 

T 


8904200046 

50-443 


8904140136* 

50-443 

T 

New Hampshire. Univ. of, Durham, NH 

8904130223 

50-443 


8904140136* 

50-443 

T 

New Jersey, State of 

8904180085* 

CONTRACT 


8904140137 

50-443 

G 

New Mexico, State of 

8904030236 

40-8903 


8904140137 

50-443 

G 

New York Power Authority (formerly Power 

8903290160 

50-333 


8904140152* 

50-443 

T 

Authority of the State of New York) 




8904140152* 

50-443 

T 


8903290162* 

50-333 


8904140179* 

50-443 

T 


8903290169* 

50-333 


8904140179* 

50-443 

T 


8903300194 

50-333 


8904140196* 

50-443 

T 


8903310142 

50-333 


8904140196* 

50-443 

T 


8903310149 

50-286 


8904200032 

50-443 

G 


8903310254 

50-286 


8904270089* 

50-293 

P 


8904040235 

50-286 

Materials Engineering Associates, Inc. 

8904110388 

NUREG 



8904040429 

50-286 


8904250160 

NUREG 



8904050057 

PR 

Watritech. Inc. 

8903290003* 

CONTRACT 



8904050074* 

PR 

McKSean-Rohco, Inc. (formerly McGean 

8903070099* 

40-8724 



8904060037 

50-333 

Chemical Co., Inc.) 





8904060082 

50-286 


8903070103* 

40-8724 



8904060087* 

50-286 


8904170253 

40-8724 



8904060089* 

50-286 

McGraw-Hill Publications Co. 

8904060350* 

CONTRACT 



8904100105 

50-286 

Michigan. Univ. of. Ann Arbor, MI 

8904110431 

NUREG 



8904120030 

PR 

Mid-Maine Medical Center, Waterville, ME 

8904100408 

PR 



8904120220 

50-333 

Midwest Universities Energy Consortium, 

8904210203* 

CONTRACT 



8904130357 

50-333 

Inc. 





8904140388 

50-333 

Mississippi, State of 

8904200338 

50-416 

R 


8904170065 

50-286 

Missouri, State of 

8903300275* 

CONTRACT 



8904180018 

50-286 

Missouri, Univ. of, Columbia, MO 

8903310308 

50-186 

P 


8904180119 

50-333 


8904130511 

50-186 

S 


8904190141 

50-286 


8904130604 

50-186 

P 


8904190329 

50-333 


8904130606* 

50-186 

P 


8904200160 

50-333 

Mitre Corp. 

8904100122* 

CONTRACT 



8904200163* 

50-333 

Mitsubishi International Corp. (subs, of 

8904240280* 

XPORTLIC 



8904200165* 

50-333 

Mitsubishi Corp.) 





8904200316 

50-333 


8904240285 

XPORTLIC 



8904210060 

50-286 

Mitsui & Co. (USA), Inc. (subs, of Mitsu 

8904210121 

XPORTLIC 



8904210062* 

50-286 

& Co., Ltd.) 





8904210063* 

50-286 


8904070144 

FOIA 



8904210307 

50-333 


8904070025 

50-259 

S 


8904210343 

50-333 


8904210365* 

PR 



8904240227 

50-333 


8904240229* 

50-220 

P 

New York, State of 

8904130179 

50-322 






8904270277 

PR 





Newbury, MA 

8904060106 

50-443 





Newman & Holtzinger 

890406001 1 

50-335 



> 



8904060291 

FOIA 





Niagara Mohawk Power Corp. 

8903290108 

50-220 



' 



8903300285 

50-220 

iiauwiiai v^ongress Of American Indians 

8904210370* 

PR 



8903300307* 

50-220 

National Institute of Standards & 

8904030138 

WASTE RES 



8903300314* 

50-220 

Technology (formerly National Bureau of 





8903310164 

50-410 


8904040367 

WASTE RES 



8903310172 

50-410 


8904050450 

WASTE RES 



8903310184 

50-410 


8904050519 

WASTE RES 



8903310190* 

50-410 


8904060401* 

CONTRACT 



8903310270 

50-410 


8904140348 

50-184 

R 


8903310288 

50-410 


8904190174 

WASTE RES 



8904030438 

50-220 


8904210292 

WASTE RES 



8904030441 * 

50-220 

Navy, Dept of 

8904170286 

PR 



8904050067 

50-220 

Nebraska Public Power District 

8903290200 

50-298 

S 


8904050581 

50-410 


8903290207* 

50-298 

S 


8904110297 

50-220 


8903290392* 

50-298 

S 


8904120538 

50-410 
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CORPORATE SOURCE tNDEX 303 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8904130558 

50-220 

Q 


8904240009 

50-245 


8904130558 

50-220 

Q 


8904240128 

50-213 


8904130560 

50-220 

Q 


8904240314 

50-213 


8904130560 

50-220 

Q 


8904240380 

50-245 


8904130614 

50-410 

S 

Northern States Power Co. 

8904040223 

50-263 


8904140154 

50-220 

P 


8904040224* 

50-263 


8904140157 

50-410 

P 


8904040225* 

50-263 


8904140174* 

50-410 

P 


8904040242 

50-263 


8904140187* 

50-220 

P 


8904070135 

50-282 


8904190199 

50-220 

S 


8904070135 

50-282 


8904200131 

50-220 

P 


8904100127 

50-263 


8904210058 

50-410 

s 


8904100407 

50-263 


8904210068 

50-220 

s 


8904110230 

50-282 


8904210074 

50-220 

s 


8904110233 

50-263 


8904210265 

50-220 

Q 


8904120331 

50-282 


8904240050 

50-410 

P 


8904120331 

50-282 


8904240053 

50-220 

P 


8904170036 

50-282 


8904240060 

50-220 

P 


8904170036 

50-282 


8904240207 

50-220 

Q 


8904170126 

50-282 

Northeast Nuclear Energy Co. (subs, of 

8903280215* 

50-245 

V 


8904170126 

50-282 

Northeast Utilities) 





8904170132* 

50-282 


8903300155 

50-245 

K 


8904170132* 

50-282 


8903310195 

50-423 

S 


8904180147 

50-263 


8903310216 

50-423 

S 


8904180251 

50-263 


8904040032 

50-423 

S 


8904210233 

50-263 


8904040299 

50-245 

R 


8904210276 

50-282 


8904040301 

50-336 

S 

Nuclear Assurance Corp. 

8904170269 

71-9183 


8904040363 

50-213 

J 

Nuclear Data, Inc. 

8904210030* 

CONTRACT 


8904050224 

50-245 

J 

Nuclear Energy Services (NES) Manufactur 

8904060293 

50-220 


8904110240 

50-245 

F 

ing 




8904110240 

50-245 

F 


8904200098 

FOIA 


8904110240 

50-246 

F 

Nuclear Fuel Services, Inc. 

8903280305 

70-143 


8904120247 

PR 



8904100049 

70-143 


8904120443 

50-336 

Q 


8904120062 

70-143 


8904130034 

50-336 

P 


8904120117* 

70-143 


8904140405 

50-213 

P 


8904170201 

70-143 


8904140405 

50-213 

P 


8904190077 

70-143 


8904140405 

50-213 

P 

Nuclear Information & Resource Service 

8904120450 

PRM 


8904140405 

50-213 

P 

Nuclear Management & Resources Council 

8904050172 

PR 


8904140405 

50-213 

P 

(NUMARC) (formerly Nuclear Utility Mana 




8904170060 

50-336 

V 


8904120064 

PR 


8904170187 

50-423 

P 


8904120214 

PRM 


8904190145 

50-213 

1 


8904120215 

PR 


8904190145 

50-213 

1 


8904210173 

REVIEW GR 


8904190145 

50-213 

1 

Nuclear Packaging, Inc. 

8904040022 

TOPREP 


8904190145 

50-213 

1 


8904140055* 

71-9184 


8904190145 

50-213 

1 

Nuclear Utility Backfitting & Reform 

8904030005 

ORG 


8904190219 

50-423 

p 

Group 




8904190363 

50-423 

Q 


8904030046 

MISC 


8904190418 

50-245 

P 


8904050091 

PR 


8904200139 

50-423 

R 

Nutech, Inc. 

8904110038 

PROJ 


8904200288 

50-336 

R 


8904200354 

PROJ 


8904200291* 

50-336 

R 

Oak Ridge Associated Univs. 

8904050362* 

70-925 


8904200293* 

50-336 

R 


8904050368* 

70-925 


8904200295 

50-245 

R 


8904120315* 

CONTRACT 


8904240009 

50-245 

p 

Oak Ridge National Laboratory 

8710070152* 

50-388 


8904240128 

50-213 

S 


8904040204* 

WASTE MGT 


8904240380 

50-245 

S 


8904110141 

WASTE RES 

Northeast Utilities 

8903300155 

50-245 

K 


8904110470 

WASTE RES 


8903310195 

50-423 

S 


8904240263* 

50-220 


8903310216 

50-423 

S 


8904250168 

NUREG 


8903310338 

50-213 

Q 


8904280042* 

FOIA 


8904040032 

50-423 

S 

Oklahoma State Univ., Stillwater, OK 

8904190441* 

40-8027 


8904040296 

50-213 

R 

Omaha Public Power District 

8903280236 

50-285 


8904040301 

50-336 

S 


8904040134 

50-285 


8904040363 

50-213 

J 


8904040149 

50-285 


8904050216 

50-213 

Q 


8904040151 

50-285 


8904050224 

50-245 

J 


8904040152 

50-285 


8904120247 

PR 



8904060168 

50-285 


8904120443 

50-336 

Q 


8904060415 

50-285 


8904130034 

50-336 

P 


8904120152 

PR 


8904130261 

50-213 

P 


8904130497 

50-285 


8904140221 

50-213 

S 


8904130502 

50-285 


8904140405 

50-213 

P 


8904130504 

50-285 


8904140405 

50-213 

P 


8904140320 

50-285 


8904140405 

50-213 

P 


8904140343 

50-285 


8904170060 

50-336 

V 


8904140414 

50-285 


8904170187 

50-423 

P 


8904200208 

50-285 


8904180143 

50-213 

R 


8904210067 

50-285 


8904190145 

50-213 

1 


8904240195 

50-285 


8904190145 

50-213 

1 


8904240205* 

50-285 


8904190145 

50-213 

1 

Otis Elevator Co. 

8903300146* 

CONTRACT 


8904190219 

50-423 

P 

PARAMETER, Inc, 

8903300238* 

CONTRACT 


8904190363 

50-423 

Q 


8904110462* 

CONTRACT 


8904190418 

50-245 

P 


8904180365* 

CONTRACT 


8904200139 

50-423 

R 

Pacific Gas & Electric Co. 

8903280262 

50-275 


8904200288 

50-336 

R 


8903280331 

50-275 


8904200295 

50-245 

R 


8903280336* 

50-275 


8904240005 

50-213 

P 


8903290117 

50-133 
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AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8903290143 50-275 P 
8903290143 50-275 P 
8903290147* 50-275 P 
8903290147* 60-275 P 
8903300158 50-276 S 

8903300258 60-275 P 
8903300258 50-275 P 
8903300260* 50-275 P 
8903300260* 50-275 P 
8903300263* 50-275 P 

8903300263* 50-275 P 
8903300319 50-275 P 
8903300319 50-275 P 
8903300321 * 50-275 P 
8903300321* 50-275 P 

8903300323* 60-275 P 
8903300323* 50-275 P 
8903310080 50-323 S 
8903310089 50-275 Q 
8903310089 50-275 Q 

8904040066 60-275 S 
8904040098 50-133 R 
8904040245 50-275 S 
8904050129 50-275 R 
8904060523 50-275 S 

8904070100 50-275 Q 
8904070100 50-275 Q 
8904070322 50-276 R 
8904120288 60-275 P 
8904120288 50-275 P 

8904120299* 50-275 P 
8904120299* 50-275 P 
8904120301* 50-275 P 
8904120301* 50-275 P 
8904140142 50-275 F 

8904140144* 50-275 F 
8904140426 50-323 S 
8904190013 60-275 F 
8904190013 50-276 F 
8904190015* 50-275 F 

8904190015* 50-275 F 
8904190226 50-133 J 
8904190226 50-133 J 
8904200270 50-276 S 
8904200423 50-344 S 

8904210345 60-275 S 
8904240011* 50-275 P 
8904240104 50-275 P 
8904240193 50-275 R 
8904240193 50-275 R 


Pacific Nuclear Systems, Inc. 89041 40046 71-9184 

„ ^ 8904190093 71-9184 

Paafic Sierra Nuclear Associates 890330021 1 PROJ 

8903300226* PROJ 
8903300294* PROJ 

Pathfinder Mines Corp. 8903310283 40-2259 


8904030459 40-299 

Peach Bottom Alliance 8903290048* 50-277 H 

Pennsylvania Power A Light Co. 8901310162 50-387 P 

8903280091 50-387 S 

8903280374 50-387 R 

8904040282 50-388 S 

8904060004 50-387 S 

8904060462 50-387 F 

8904130098 50-387 P 

8904130098 50-387 P 

8904130268* 50-387 P 

8904130266* 50-387 P 

8904130349 50-387 Q 

8904130561 50-388 S 

8904130563 71-9070 

8904190170 50-387 V 

8904190413 50-387 J 

8904190413 50-387 J 

8904200364 50-387 P 

8904200364 50-387 P 

8904200366* 50-387 P 

8904200367* 50-387 P 

8904200367* 50-387 P 

8904240047 50-387 P 

8904240048* 50-387 P 

8904240049* 50-387 P 

8904240055 50-387 F 

8904240055 50-387 F 

8904240058* 50-387 F 

8904240058* 50-387 F 

8904240069 50-388 S 

8904240293 50-387 H 

8904210051 50-5 F 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 

Park, PA 

Pennsylvania, Commonwealth of 8904030036* 50-277 P 

8904190050 FOIA 

8904210217 50-277 P 

Philadelphia Electric Co. 8903280268 50-352 S 

8903290079 50-277 V 

8903290086 50-353 A 

8903290150 50-352 P 

8903290155* 50-352 P 

8903290258 50-352 S 

8903310229 50-277 F 

8903310243 50-277 F 

8903310243 50-277 F 

8903310244* 50-277 F 

8903310244* 50-277 F 

8904030036* 50-277 P 

8904030170 71-9208 

8904030188 50-352 

8904040050 50-353 

8904040107 50-353 

8904040236 50-352 

8904040243 50-352 

8904040243 50-352 

8904040277 50-171 

8904040325 50-352 

8904040370 50-352 

8904050033 50-277 

8904050033 50-277 

8904050038* 50-277 

8904050038* 50-277 

8904050312 50-277 

8904060068 50-277 

8904070141 50-277 

8904070260 50-353 

8904070269 50-277 

8904070269 50-277 

8904100035 50-353 

8904100046 50-353 

8904100255 50-277 

8904100255 50-277 

8904120082 50-353 

8904120161 50-352 

8904120161 50-352 

8904120177 50-352 

8904120420 PRM 

8904120521 50-277 

8904130041 50-353 

8904130126 50-353 

8904130175 50-352 

8904130198* 50-352 

8904130266 50-352 

8904130354 50-352 

8904130354 50-352 

8904130434 50-352 

8904130442 50-352 

8904170012 50-277 

8904170290 50-277 

8904180010 50-277 

8904190044 50-352 

8904190051 50-352 

8904190095 50-352 

8904190097* 50-352 

8904190101 50-352 

8904190102* 50-352 

8904190110 50-352 

8904190112* 50-352 

8904190122 50-353 

8904190143 60-353 

8904190333 50-352 

8904190355 50-277 

8904200116 50-277 P 

8904210133 50-352 I 

8904210178 50-277 F 

8904240039 50-352 S 

8904240120 50-352 P 

8904240120 50-352 P 

^ 8904240442 50-352 S 

Philippines, Govt, of 8904070163* FOIA 

8904190321* FOIA 
8904260312* FOIA 


.... 8904260318* FOIA 

Phillips Industries, Inc. 8904140163 PT21 

^ ^ . 8904140164* PT21 

Pickard, Lowe & Garrick. Inc. 8904210384* 50-498 P 

Pilot Executive Software, Inc. 8904030006* FOIA 

Plymouth, MA 8903310058* 50-293 F 

8903310061* 50-293 F 

8903310064* 50-293 F 

8902280459* 50-344 P 


Pennsylvania State Univ., University 


Portland General Electric Co. 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8903290082 

50-344 

Q 


8904240040* 

50-443 


8904040013 

50-344 

S 


8904240051 * 

50-443 


8904040038 

50-344 

S 


8904240051 * 

50-443 


8904040073 

50-344 

Q 


8904240056 

50-443 


8904040114 

50-344 

Q 


8904240056 

50-443 


8904040156 

50-344 

P 


8904240062* 

50-443 


8904040209 

PR 



8904240062* 

50-443 


8904050243 

50-344 

S 


8904240068* 

50-443 


8904050453 

50-344 

P 


8904240068* 

50-443 


8904060454 

50-344 

F 


8904240071 * 

50-443 


8904070101 

50-344 

S 


8904240071 * 

50-443 


8904120191 

50-344 

F 


8904240072 

60-443 


8904120334 

50-344 

Q 


8904240072 

50-443 


8904120408 

50-344 

P 


8904240074* 

50-443 


8904120508 

50-344 

F 


8904240074* 

50-443 


8904130583 

50-344 

S 


8904240080* 

50-443 


8904140494 

50-344 

F 


8904240080* 

50-443 


8904170025 

50-344 

S 


8904240082" 

50-443 


8904170205 

50-344 

J 


8904240082* 

50-443 


8904200134 

50-344 

s 


8904240091* 

50-443 


8904200285 

50-344 

R 


8904240091* 

50-443 


8904200319 

50-344 

Q 


8904240430 

50-443 


8904200383 

50-344 

Q 

Public Service Electric & Gas Co. of New 

890328021 1 

50-272 


8904200423 

50-344 

S 

Jersey 



Portland State Univ., Portland, OR 

8904200029* 

CONTRACT 



8903290161 

50-354 

Public Citizen’s Critical Mass Energy 

8904070249 

PR 



8903300039 

50-272 

Project 





8903300039 

50-272 


8904120186 

PRM 



8903300176* 

50-272 

Public Service Co. of Colorado 

8903300001 

50-267 

V 


8903300176* 

50-272 


8904030493 

50-267 

P 


8903310070 

50-354 


8904030496* 

50-267 

P 


8904030180 

50-272 


8904040069 

50-267 

Q 


8904030245 

50-272 


8904040072 

50-267 

P 


8904050245 

50-272 


8904050280 

50-267 

S 


8904050467 

50-354 


8904140364 

50-267 

P 


8904060133 

50-354 


8904180253 

50-267 

V 


8904060148 

50-272 


8904190152 

50-267 

P 


8904060153 

50-31 1 


8904210092 

50-267 

1 


8904060200 

60-272 


8904240014 

60-267 

J 


8904060200 

50-272 


8904240320 

50-267 

P 


8904060203* 

60-272 


8904240351 

50-267 

R 


8904060203* 

50-272 

Public Service Co. of New Hampshire 

8904040064 

50-443 

J 


8904060472 

50-272 


8904060013 

50-443 

P 


8904100040 

50-272 


8904060023* 

50-443 

P 


8904100040 

50-272 


8904060025* 

50-443 

P 


8904110156 

50-272 


8904060054 

50-443 

G 


8904110166 

50-272 


8904070019 

50-443 

Q 


8904110193 

50-272 


8904100250 

PR 



8904120029 

50-354 


8904130136 

50-443 

T 


8904120033* 

50-354 


8904130136 

50-443 

T 


8904120130 

50-354 


8904130150* 

50-443 

T 


8904120195 

PR 


8904130150* 

50-443 

T 


8904120308 

50-272 


8904130171 

50-443 

G 


8904120308 

50-272 


8904130171 

50-443 

G 


8904120319 

50-272 


8904130181* 

50-443 

G 


8904120319 

50-272 


8904130181* 

50-443 

G 


8904120481 

50-354 


8904130187* 

60-443 

G 


8904140161 

50-272 


8904130187* 

50-443 

G 


8904170052 

50-354 


8904130209 

50-443 

G 


8904170158 

50-354 


8904130226 

50-443 

G 


8904170160* 

50-354 


8904130226 

50-443 

G 


8904180088 

50-311 


8904130250 

50-443 

G 


8904180132 

50-272 


8904130250 

50-443 

G 


8904180283 

50-311 


8904140089 

50-443 

G 


8904180291 

50-272 


8904140089 

50-443 

G 


8904180300 

50-311 


8904170117 

50-443 

V 


8904180307 

50-311 


8904180173 

50-443 

R 


8904180313* 

50-272 


8904200062 

50-443 

G 


8904180338* 

50-311 


8904200062 

50-443 

G 


8904180350* 

50-311 


8904200069 

50-443 

T 


8904180351* 

50-311 


8904200069 

50-443 

T 


8904180354* 

50-311 


8904200101 

50-443 

G 


8904190227 

50-272 


8904200113 

50-443 

T 


8904190291* 

50-354 


8904200113 

50-443 

T 


8904190490 

50-272 


8904200124 

50-443 

T 


8904240041 

50-354 


8904200124 

60-443 

T 


8904240042* 

50-354 


8904210036 

50>443 

T 


8904240070 

50-311 


8904210036 

50-443 

T 


8904240389 

50-272 


8904210042 

50-443 

T 

Purdue Univ., West Lafayette, IN 

8903300378 

50-182 


8904210042 

50-443 

T 


8904100120 

50-182 


8904210057 

50-443 

G 

Quality SiMvice International 

8904210380 

50-315 


8904210206 

50-443 

Q 

Radiakm Sterilizers, Inc. 

8904280070* 

FOIA 


8904240019 

50-443 

T 

Rensselaer Polytechnic institute, Troy, 

8903290088 

70-920 


8904240019 

50-443 

T 

NY 




8904240026* 

50-443 

T 


8904170225 

70-920 


8904240026* 

60-443 

T 

Resdurce Systems Group 

6904060064 

50-443 


8904240032* 

60-443 

T 


8904060085* 

50-443 


8904240032* 

50-443 

T 


8904130234* 

50-443 


8904240040* 

50-443 

T 


8904140008* 

50-443 
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AUTHOR AFFILIATION 


Resource Technical Services, Inc. 
Reuter-Stokes, Inc. 

Risk Management Associates 
Rochester Gas & Electric Corp. 


Rockwell Intemafonal Corp. 

Rogers & Associates Engineering Corp. 

Ropes & Gray 


Rosenthal. A.S. 
SC&A, Inc. 


SRI International 

Sacramento Municipal Utility District 


Sacramento. CA 

Sandia National Laboratories 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8904140008* 

50-443 

T 


8904060543 

WASTE RES 

8904140010* 

50-443 

T 


8904100165 

WASTE RES 

8904140010* 

50-443 

T 


8904100175 

WASTE RES 

8904100060* 

CONTRACT 



8904170130 

WASTE RES 

8904070087* 

XPORTLIC 



8904190239* 

WASTE MGT 

8904190068* 

CONTRACT 



8904240427 

WASTE RES 

8903210455* 

50-244 

R 


8904280050* 

FOIA 

8903310150 

50-244 

P 

Saxton Nuclear Experimental Corp. 

8903310074 

50-146 

8903310156 

50-244 

P 

8904210218 

50-146 

8904100243 

PR 


Science & Engineering Associates, Inc. 

8903310168* 

CONTRACT 

8904120313 

50-244 

R 


8904100165 

WASTE RES 

8904120327* 

50-244 

R 

Science Applications International Corp. 

8903300212* 

CONTRACT 

8904180122 

50-244 

Q 

(formerly Science Applications, Inc.) 


WASTE MGT 

8904210094 

70-25 


8904030039 

8904100110* 

WASTE MGT 



8904030045* 

WASTE MGT 

8904060054 

50-443 

G 


8904030084 

NUREG 

8904130150* 

50-443 

T 


8904040105 

WASTE MGT 

8904130150* 

50-443 

T 


8904050289 

WASTE MGT 

8904130171 

50-443 

G 


8904070083 

WASTE MGT 

8904130171 

50-443 

G 


8904110210 

WASTE MGT 

8904130181* 

50-443 

G 


8904190183* 

CONTRACT 

8904130181* 

50-443 

G 


8904200143* 

CONTRACT 

8904130187* 

50-443 

G 


89042001 66* 

CONTRACT 

8904130187* 

50-443 

G 


8904200166* 

CONTRACT 

8904130209 

50-443 

G 

Scientech, Inc. 

8903300107* 

CONTRACT 

8904130226 

50-443 

G 


89033001 1 1 * 

CONTRACT 

8904130226 

50-443 

G 

Seacoast Anti-Pollution League 

8904130075 

50-443 

8904130250 

50-443 

G 

8904130075 

50-443 

8904130250 

50-443 

G 


8904130156 

50-443 

8904140089 

50-443 

G 


8904130156 

50-443 

8904140089 

50-443 

G 


8904130199 

50-443 

8904200062 

50-443 

G 


8904140016* 

50-443 

8904200062 

50-443 

G 


8904140085* 

50-443 

8904200069 

50-443 

T 


8904200016 

50-443 

8904200069 

50-443 

T 


8904200053 

50-443 

8904200101 

50-443 

G 

Self-Powered Lighting, Ltd. 

8103100022* 

FOIA 

8904200113 

50-443 

T 

8904190139* 

FOIA 

8904210036 

50-443 

T 


8904190171* 

FOIA 

8904210036 

50-443 

T 


8904190181* 

FOIA 

8904210042 

50-443 

T 


8904190206* 

FOIA 

8904210042 

50-443 

T 


8904190211* 

FOIA 

8904210057 

50-443 

G 

Senate 

8903310177* 

COMMISSIO 

8904240019 

50-443 

T 


8904100103* 

MISC 

8904240019 

50-443 

T 


8904100148* 

50-445 

8904240056 

50-443 

G 


8904100248* 

MISC 

8904240056 

50-443 

G 


8904110072* 

COMMISSIO 

8904240072 

50-443 

G 


8904110407* 

70-135 

8904240072 

50-443 

G 


8904120349* 

PR 

8904240080* 

50-443 

T 


8904130596 

PR 

8904240080* 

50-443 

T 


8904210288* 

50-278 

8904200278* 

CONTRACT 


Senate, Energy & Natural Resources 

8901310211* 

COMMISSIO 

8904250421 * 

FOIA 


Senate, Labor & Human Resources 

8904270145* 

50-293 

8904250425* 

FOIA 


Sequoyah Fuels Corp. (subs, of Kerr-McGe 

8903290080 

40-8027 

8904250426* 

FOIA 


Nuclear Corp.) 



8904250429* 

FOIA 



8903300104 

40-8027 

8904070086* 

50-498 

Q 


8903300142 

40-8027 

8903280057 

50-312 

F 


8904180084 

40-8027 

8903280221 

50-312 

I 


8904190437 

40-8027 

8903280327 

50-312 

P 


8904240273 

40-8027 

8903290353 

50-312 

P 

Shaines & McEachern 

8904200086 

50-443 

8903290391 

50-312 

S 

Shaw, Pittman, Potts & Trowbridge 

8811230312 

50-390 

8903300027 

50-312 

S 

8811230312 

50-390 

8903310046 

50-312 

I 


8811230317* 

50-390 

8904030007 

50-312 

K 


8811230317* 

50-390 

8904040125 

50-312 

P 


8904210373* 

PR 

8904040129 

50-312 

S 

Sierra Club 

8904240182 

PRM 

8904050336 

50-312 

F 

Sierra Testing, Inc. 

8904140195 

71-9135 

8904050477 

50-312 

R 

Simkins Industries, Inc. 

8904210066* 

CONTRACT 

8904060051 

50-312 

S 

Small Business Administration 

8903280264* 

CONTRACT 

8904060116 

50-312 

Q 


8903300107* 

CONTRACT 

8904060340 

50-312 

P 


8903310240* 

CONTRACT 

8904060344* 

60-312 

P 


8903310291* 

CONTRACT 

8904070307 

50-312 

P 


8904190049* 

CONTRACT 

8904130398 

50-312 

S 


8904210021* 

CONTRACT 

8904130402 

50-312 

Q 

Sonalysts, Inc. 

8904190073* 

CONTRACT 

8904140473* 

60-312 

R 

Sorrento Electronics, Inc. 

8904140263 

PT21 

8904140484 

50-312 

R 

Source Production & Equipment Co., Inc. 

8903310081 

71-9056 

8904180240 

50-312 

R 

8903310087* 

71-9056 

8904190228 

50-312 

F 

South Carolina Electric & Gas Co. 

8903280077 

50-395 

8904200004 

50-312 

R 


8904030499 

50-395 

8904210175 

50-312 

F 


8904030500* 

50-395 

8904210329 

50-312 

P 


8904040027 

50-395 

8904240467 

50-312 

S 


8904040213 

50-395 

8903300374* 

CONTRACT 



8904050076 

50-395 

8904030286 

WASTE RES 



8904050212 

50-395 

8904030374 

WASTE RES 



8904050244 

50-395 

8904040290 

WASTE RES 



8904060435 

50-395 

8904050205 

WASTE RES 



8904070125 

50-395 

8904050491 

WASTE RES 



8904070127* 

50-395 
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AUTHOR AFFILIATION 


South Carolina, State of 

Southern Bell Telephone Co. 
Southern California Edison Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8904100045 

50-395 

S 

8904120159 

PR 


8904170001 

50-395 

Q 

8904170229 

50-395 

V 

8904170240 

50-395 

S 

8904170312 

50-395 

P 

8904170315* 

50-395 

P 

8904180060 

50-395 

Q 

8904180244 

50-395 

Q 

8904180261 

50-395 

P 

8904180263* 

50-395 

P 

8904180330 

50-395 

Q 

8904200076 

50-395 

S 

8904200255 

50-395 

F 

8904210091 

50-395 

R 

8904140336 

50-238 

P 

8904240092 

50-238 

P 

8904280093* 

50-238 

P 

8903290430* 

CONTRACT 


8903170247 

50-206 

Q 

8903280051 

50-361 

V 

8903290286 

50-361 

S 

8903300089 

50-206 

P 

8903300232 

50-206 

S 

8903300276 

50-361 

R 

8903300373 

50-361 

S 

8903310104 

50-361 

P 

8903310104 

50-361 

P 

8903310110* 

50-361 

P 

8903310110* 

50-361 

P 

8903310114* 

50-361 

P 

8903310114* 

50-361 

P 

8903310115 

50-206 

P 

8903310115 

50-206 

P 

8903310115 

50-206 

P 

8903310173 

50-206 

P 

8903310249 

50-206 

P 

8903310249 

50-206 

P 

8903310249 

50-206 

P 

8903310251* 

50-206 

P 

8903310251* 

50-206 

P 

8903310251* 

50-206 

P 

8904030135 

50-206 

S 

8904040158 

50-206 

S 

8904040209 

PR 


8904040218 

50-206 

p 

8904040262 

50-206 

p 

8904040470 

PR 


8904050248 

50-361 

S 

8904050347 

50-206 

p 

8904050351 

50-206 

Q 

8904050351 

50-206 

Q 

8904050351 

50-206 

Q 

8904050353* 

50-206 

Q 

8904050385 

50-361 

F 

8904050385 

50-361 

F 

8904060002 

50-206 

P 

8904060363* 

50-206 

P 

8904060363* 

50-206 

P 

8904060363* 

50-206 

P 

8904070303 

50-361 

S 

89041 20429 

50-206 

P 

8904120472 

50-206 

P 

8904130206 

50-206 

P 

8904140019 

PR 


8904140194 

50-206 

S 

8904170022 

50-206 

s 

8904170038 

50-361 

s 

8904170072 

50-206 

p 

8904170073* 

50-206 

p 

89041 70074* 

50-206 

p 

8904170202 

50-206 

p 

89041 70203* 

50-206 

p 

8904170204* 

50-206 

p 

8904180046 

50-361 

p 

8904180046 

50-361 

p 

8904180049* 

50-361 

p 

8904180049* 

50-361 

p 

8904180109 

50-206 

J 

8904180109 

50-206 

J 

8904180109 

50-206 

J 

8904190120 

50-361 

p 

8904190120 

50-361 

p 

8904190125* 

50-361 

p 

8904190125* 

50-361 

p 

8904190127* 

50-361 

p 

8904190127* 

50-361 

p 

8904200258 

50-362 

s 

8904200306 

50-206 

s 


AUTHOR AFFILIATION 


Southwest Research institute 
Spokane Tribe of Indians 
St. Louis Univ., St. Louis, MO 

State, Dept, of 

State, Dept, of, Bureau of Oceans & Inti 
Environ. & Scientific Affairs 

Statistica, Inc. 

Stephens & Associates 

Stone & Webster Engineering Corp. 


Structural Integrity Associates 
Susquehanna Valley Alliance. Lancaster, 
PA 


System Automation Corp. 
System Energy Resources, Inc. 


Systems Support, Inc. 

TENERA Corp. (subs, of TERA Corp.) 
TET, Inc. 

TU Electric (formerly Texas Utilities 
Generating Co.) 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8904210059 

50-206 

F 

8904210098 

50-206 

P 

8904210129 

50-361 

R 

8904210129 

50-361 

R 

8904210153 

50-206 

R 

8904240067 

50-206 

P 

8904240474 

50-206 

P 

8904070086* 

50-498 

Q 

8904030055 

WASTE MGT 


8904060505* 

CONTRACT 


8903290099 

XPORTLIC 


8904140155 

XPORTLIC 


8904200171* 

XPORTLIC 


8903280264* 

CONTRACT 


8904040367 

WASTE RES 


8904110437 

WASTE RES 


8811230338* 

50-390 

Q 

8811230338* 

50-390 

Q 

8811230347* 

50-390 

Q 

8811230347* 

50-390 

Q 

8811230350* 

50-390 

Q 

8811230358* 

50-390 

Q 

8811230369* 

50-390 

Q 

8811230369* 

50-390 

Q 

8811230371* 

50-390 

Q 

8811230371* 

50-390 

Q 

8811230372* 

50-390 

Q 

8811230372* 

50-390 

Q 

8811230375* 

50-390 

Q 

8811230375* 

50-390 

Q 

8904050359* 

50-285 

P 

8904040120* 

50-324 

P 

8904110171* 

50-237 

Q 

8904130289 

50-320 

G 

8904130292* 

50-320 

G 

8904140097 

50-320 

G 

8904200055 

50-320 

G 

8904060426* 

CONTRACT 


8904040048 

50-416 

P 

8904040209 

PR 


8904050021 

PR 


8904050072 

50-416 

P 

8904050472 

50-416 

J 

8904060099 

50-416 

Q 

8904060099 

50-416 

Q 

8904120094 

PR 


8904180254 

50-416 

R 

8904240186 

50-416 

Q 

8904110333 

WASTE RES 


8811230380* 

50-390 

Q 

8904060442* 

CONTRACT 


8903280261 

50-445 

A 

8903280261 

50-445 

A 

8903290295 

50-445 

A 

8903290295 

50-445 

A 

8903300395 

50-445 

A 

8904040046 

50-445 

S 

8904040046 

50-445 

S 

8904040056 

50-445 

S 

8904040056 

50-445 

S 

8904040062 

50-445 

F 

8904040062 

50-445 

F 

8904040065 

50-445 

Q 

8904040065 

50-445 

Q 

8904040081 

50-445 

Q 

8904040081 

50-445 

Q 

8904040209 

PR 


8904040211 

50-445 

A 

8904040214 

50-445 

A 

8904040214 

50-445 

A 

8904050419 

50-445 

A 

8904060455 

50-445 

F 

8904060455 

50-445 

F 

8904060476 

50-445 

S 

8904060476 

50-445 

S 

8904060483 

50-445 

S 

8904060483 

50-445 

S 

8904060486 

50-445 

s 

8904060486 

50-445 

s 

8904070007 

50-445 

s 

8904070007 

50-445 

s 

8904130104 

50-445 

F 

8904130597 

50-445 

Q 

8904140271 

50-445 

S 

8904140271 

50-445 

S 

8904140277 

50-445 

S 
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AUTHOR AFFILIATION 


Technassociates, Inc. 
Teledyne Isotopes 
Tennessee Valley Authority 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8904170039 

50-445 

A 

8904170039 

50-445 

A 

8904170041 

50-445 

A 

8904170172 

50-445 

S 

8904170291 

50-445 

S 

8904170291 

50-445 

S 

8904170298 

50-445 

S 

8904170298 

50-445 

S 

8904190053 

50-445 

A 

8904190076 

50-445 

S 

8904190210 

50-445 

H 

8904190307 

50-445 

A 

8904200111 

50-445 

S 

8904200374 

50-445 

S 

8904200374 

50-445 

S 

8904200402 

50-445 

S 

8904200402 

50-445 

S 

8904200415 

50-445 

A 

8904200415 

50-445 

A 

8904200424 

50-445 

S 

8904240122 

50-445 

A 

8904240123* 

50-445 

A 

8904240216 

50-445 

Q 

8904240216 

50-445 

Q 

8903310291* 

CONTRACT 


8904030240* 

50-10 

R 

8904240329* 

50-298 

R 

8811230312 

50-390 

Q 

8811230312 

50-390 

Q 

8811230317* 

50-390 

Q 

8811230317* 

50-390 

Q 

8811230343* 

50-390 

Q 

8811230360* 

50-390 

Q 

8811230363* 

50-390 

Q 

8811230366* 

50-390 

Q 

8903280100 

50-259 

S 

8903290066 

50-259 

J 

8903290066 

50-259 

J 

8903290066 

50-259 

J 

8903290066 

50-259 

J 

8903300162 

50-327 

Q 

8903300162 

50-327 

Q 

8903300169 

50-259 

P 

8903300169 

50-259 

P 

8903300169 

50-259 

P 

8903300177 

50-260 

S 

8903300237 

50-259 

P 

8903300237 

50-259 

P 

8903300237 

50-259 

P 

8903300239* 

50-259 

P 

8903300239* 

50-259 

P 

8903300239* 

50-259 

P 

8903300249 

50-327 

P 

8903300249 

50-327 

P 

8903300251 * 

50-327 

P 

8903300251 * 

50-327 

P 

8903300279 

50-327 

Q 

8903300279 

50-327 

Q 

8903300344 

50-327 

Q 

8903300344 

50-327 

Q 

8903300348 

50-327 

Q 

8903300348 

50-327 

Q 

8903310120 

50-390 

A 

8903310135 

40-1341 


8903310136* 

40-1341 


8903310232 

50-259 

Q 

8903310232 

50-259 

Q 

8903310232 

50-259 

Q 

8904030018 

50-259 

S 

8904030050 

50-390 

A 

8904030248 

50-259 

F 

8904030367 

50-327 

Q 

8904030367 

50-327 

Q 

8904030378 

50-390 

A 

8904030378 

50-390 

A 

8904030380 

50-259 

R 

8904040035 

50-259 

P 

8904040035 

50-259 

P 

8904040035 

50-259 

P 

8904040035 

50-259 

P 

8904040035 

50-259 

P 

8904040035 

50-259 

P 

8904040035 

50-259 

P 

8904040035 

50-259 

P 

8904040035 

50-259 

P 

8904040035 

50-259 

P 

8904040037* 

50-259 

P 

8904040037* 

50-259 

P 

8904040037* 

50-259 

P 


AUTHOR AFFILIATION 


Testing Institute of Alaska, Inc. 

Texas A&M Univ., College Station. TX 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8904040037* 

50-259 

8904040037* 

50-259 

8904040037* 

50-259 

8904040037* 

50-259 

8904040037* 

50-259 

8904040037* 

50-259 

8904040037* 

50-259 

8904040078 

50-259 

8904040078 

50-259 

8904040078 

50-259 

8904040101 

50-327 

8904040101 

50-327 

8904040163 

50-390 

8904040163 

50-390 

8904040168 

50-390 

8904040168 

50-390 

8904040238 

50-260 

8904040263 

50-259 

8904040263 

50-259 

8904040263 

50-259 

8904040263 

50-259 

8904040263 

50-259 

8904040263 

50-259 

8904040339 

50-390 

8904040339 

50-390 

8904040352* 

50-390 

8904040352* 

50-390 

8904040398 

50-327 

8904040398 

50-327 

8904050308 

50-259 

8904050482 

50-259 

8904050482 

50-259 

8904050482 

50-259 

8904050482 

50-259 

8904060105 

50-259 

8904060360 

50-259 

8904060360 

50-259 

8904060360 

50-259 

8904060525 

50-327 

8904060525 

50-327 

8904070098 

50-327 

8904070098 

50-327 

8904070128 

50-259 

8904130417 

50-259 

8904130490 

50-327 

8904130501 

50-259 

8904140088 

50-390 

8904140126 

50-260 

8904140128* 

50-260 

8904140257 

50-327 

8904140257 

50-327 

8904140260 

50-327 

8904140260 

50-327 

8904140262 

50-327 

8904140262 

50-327 

8904140265 

50-260 

8904140274 

50-390 

8904140274 

50-390 

8904140287 

50-390 

8904140287 

50-390 

8904170093 

50-296 

8904170206 

50-259 

8904170206 

50-259 

8904170206 

50-259 

8904170212 

50-327 

8904170212 

50-327 

8904170214 

50-390 

8904170227 

50-327 

8904170332 

50-259 

8904170332 

50-259 

8904170332 

50-259 

8904170332 

50-259 

8904170332 

50-259 

8904170332 

50-259 

8904170332 

50-259 

8904180290 

50-327 

8904180305 

50-390 

8904180305 

50-390 

8904190188 

50-327 

8904190253 

50-327 

8904190264 

50-327 

8904190269 

50-328 

8904200279 

50-328 

8904210278 

50-327 

8904240024 

50-327 

8904240024 

50-327 

8904240085 

50-328 

8903310094 

71-131 

8904140339 

50-128 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

Texas. State of 

8904100106 

WASTE MGT 



8904200096 

50-271 

Texas, Univ. of, Austin, TX 

8904100138 

50-192 

R 


8904200268 

50-271 

Texas, Univ. of, San Antonio, TX 

8904110512 

70-157 



8904240016 

50-271 

8903310261* 

CONTRACT 



8904240257 

50-271 

Theragenics Corp. 

8904190105 

PRM 


Virginia Polytechnic Institute & State 

8903300391 * 

CONTRACT 

Thielsch Engineering Associates, Inc. 

8904170197 

71-673 


Univ., Blacksburg, VA 




8904170200* 

71-673 


8904200044 

50-334 

Three Mile Island Alert 

8904130289 

50-320 

G 

Virginia Power (Virginia Electric & Powe 

8903290172 

50-338 


8904130292* 

50-320 

G 

Co.) 




8904140097 

50-320 

G 

8903290214 

50-280 

Toledo Edison Co. 

8904200055 

50-320 

G 


8903310002 

50-280 

8903280054* 

50-346 

P 


8903310002 

50-280 


8903280306 

50-346 

J 


8903310003* 

50-280 


8903310001 

50-346 

F 


8903310003* 

50-280 


8904030010 

50-346 

J 


8903310281 

50-338 


8904030269 

50-346 

P 


8903310281 

50-338 


8904040041 

50-346 

Q 


8903310290 

50-280 


8904050075 

50-346 

Q 


8904030013 

50-338 


8904120237 

PR 



8904030013 

50-338 


8904130347 

50-346 

F 


8904030106 

50-280 


8904140209 

50-346 

S 


8904030106 

50-280 


8904200068 

50-346 

F 


8904030226 

50-280 


8904210031 

50-346 

R 


8904030252 

50-280 


8904210110 

50-346 

1 


8904030252 

50-280 


8904210347 

50-346 

R 


8904030252 

50-280 


8904240037 

50-346 

S 


8904030350 

50-280 


8904240135 

50-346 

S 


8904030350 

50-280 

Transnuclear, Inc. 

8903300069 

PROJ 



8904030364* 

50-280 


8903310020 

71-9202 



8904030364* 

50-280 


8903310037* 

71-9202 



8904040031 

PR 


8904070136* 

XPORTLIC 



8904040190 

50-338 


8904070138* 

XPORTLIC 



8904040190 

50-338 


8904070147 

XPORTLIC 



8904040192* 

50-338 


8904070156* 

XPORTLIC 



8904040192* 

50-338 


8904070158 

XPORTLIC 



8904040246 

50-338 


8904070161* 

XPORTLIC 



8904040246 

50-338 


8904070162 

XPORTLIC 



8904050463 

50-280 


8904110425 

XPORTLIC 



8904070050 

50-280 


8904200119* 

XPORTLIC 



8904070050 

50-280 


8904210108 

XPORTLIC 



8904070104 

50-280 


8904210124* 

XPORTLIC 



8904070104 

50-280 


8904210335 

XPORTLIC 



8904100042 

50-280 

Troutman, Sanders, Lockerman & Ashmore 

8903290092 

50-425 

M 


8904100050 

50-338 

U.S. Ecology, Inc. (formerly Nuclear 

8904070132 

27-48 



8904100050 

50-338 

Engineering, Inc.) 





8904100368 

50-338 

UMETCO Minerals Corp. (subs, of Union 

8903310123 

40-299 



8904120022 

50-280 

Carbide Corp.) 





8904120410 

50-280 

8904030136 

40-299 



8904120410 

50-280 


8904030232 

40-299 



8904130619 

50-280 

Union Electric Co. 

8903300147 

50-483 

P 


8904130619 

50-280 


8904030310 

50-482 

P 


8904140442 

50-280 


8904030310 

50-482 

P 


8904140442 

50-280 


8904030310 

50-482 

P 


8904140444* 

50-280 


8904030317* 

50-482 

P 


8904140444* 

50-280 


8904030317* 

50-482 

P 


8904170113 

50-338 


8904040085 

50-483 

1 


8904170113 

50-338 


8904050177 

50-483 

S 


8904180130 

50-338 


8904060222 

50-483 

F 


8904180130 

50-338 


8904060223 

50-483 

F 


8904190289 

50-339 


8904060432 

50-483 

F 


8904190318 

50-338 


8904130152 

50-483 

J 


8904190324 

50-338 


8904130566 

50-483 

Q 


8904190324 

50-338 


8904130574 

50-483 

P 


8904190394* 

50-338 


8904130578* 

50-483 

P 


8904190394* 

50-338 


8904170004 

50-483 

P 


8904190396* 

50-338 


8904170006* 

50-483 

P 


8904200038 

50-280 


89041 90440 

50-483 

S 


8904210084 

50-280 


8904200142 

50-483 

R 


8904240100 

50-280 


8904240231 

50-483 

J 


8904240100 

50-280 

United Engineers & Constructors. Inc. 

8904130063* 

50-247 

P 


8904240100 

50-280 

(subs, of Raytheon Co.) 





8904240241 

50-338 

United Kingdom Atomic Energy Authority 

8904110530* 

WASTE MGT 



8904240241 

50-338 

United Nuclear Corp. (subs, of UNC 

8903290144 

70-371 


Virginia, Univ. of, Charlottesville, VA 

8904030214 

50-62 

Resources, Inc.) 




8904040329 

50-62 

8903310166 

40-8907 


Washington Legal Foundation 

8904120183 

PRM 


8904030300 

70-371 


Washington Public Power Supply System 

8903290119 

REGGD 

Uranerz USA, Inc. 

890329021 1 

40-8958 


8903300181 

50-397 


8903290215* 

40-8958 



8904040209 

PR 

Vermont Yankee Nuclear Power Corp. 

8903310009 

50-271 

P 


8904050343 

50-397 

8904040174 

50-271 

Q 


8904060049 

50-397 


8904040176* 

50-271 

Q 


8904070069 

50-397 


8904100213 

50-271 

S 


8904100262 

50-397 


8904120099 

50-271 

Q 


8904100263* 

50-397 


8904120101 

50-271 

S 


8904110201 

50-397 


8904120329 

50-271 

S 


8904120139 

PR 


8904120414 

50-271 

Q 


8904130047 

60-460 


8904120421 

50-271 

1 


8904130407 

50-397 


8904180279 

50-271 

S 


8904140109 

50-397 


8904190223 

50-271 

P 


8904140385 

50-397 
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310 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



8904180126 

50-397 

P 


8904210099 

50-397 

R 


8904210169 

50-397 

P 


8904240044 

50-397 

P 


8904240046* 

50-397 

P 

Washington, State of 

8904040135 

WASTE MGT 


Washin^on, Univ. of, Seattle, WA 

8904060090 

50-139 

P 

Water, Waste & Land, Inc. 

8903310101* 

40-8102 


Wells Associates 

8904240040* 

50-443 

T 

West Valley Nuclear Services Co., Inc. 

8904030155 

PROJ 



8904030159* 

PROJ 


Western Nuclear, Inc. (subs, of Phelps 

8904040221 

40-1162 


Dodge Corp.) 




Westinghouse Electric Corp. 

8902280461 * 

50-344 

P 


8902280468* 

50-344 

P 


8903310008* 

TOPREP 



8903310241* 

CONTRACT 



8903310310 

70-1151 



8904030015 

TOPREP 



8904030017* 

TOPREP 



8904030019* 

TOPREP 



8904030053* 

50-390 

A 


8904030152* 

50-390 

A 


8904030197* 

50-425 

P 


8904030201 * 

50-425 

P 


8904040216* 

50-445 

A 


8904040219* 

50-445 

A 


8904040219* 

50-445 

A 


8904040392* 

50-327 

Q 


8904040399* 

50-327 

P 


8904040407* 

50-327 

P 


8904050424* 

50-445 

A 


8904050429* 

50-445 

A 


8904070017* 

FOIA 



8904100302 

PR 



8904110159* 

50-272 

P 


8904110159* 

50-272 

P 


8904120337* 

50-255 

P 


8904120390* 

50-412 

Q 


8904120396* 

50-412 

Q 


8904130061* 

50-247 

P 


8904140200 

XPORTLIC 



8904140239 

XPORTLIC 



8904170133* 

50-282 

P 


8904190137 

TOPREP 



8904190222* 

50-423 

P 


8904200302* 

XPORTLIC 



8904210208* 

50-443 

Q 


8904240304 

70-1151 



8904260336* 

50-443 

Q 

Westinghouse Hanford Co. 

8904070017* 

FOIA 



8904070027* 

FOIA 



8904070030* 

FOIA 


Westinghouse Operating Plants Owners 
Group 

8903310006 

TOPREP 



8903310008* 

TOPREP 



8904180081 

TOPREP 


Westinghouse Radiological Services, Inc. 

8904180165 

WASTE MGT 


Weston Geophysical Corp. 

8804080089 

WASTE RES 



8904050327 

WASTE RES 



8904050335 

WASTE RES 


Wharton County Community College, 

8904200056* 

CONTRACT 


Wharton. TX 




Whittaker Corp. 

8903290070 

40-7455 


Williams & Associates 

8904040160 

WASTE RES 



8904040177 

WASTE RES 



8904070253 

WASTE RES 



8904100186 

WASTE RES 



8904110242 

WASTE RES 



8904110258 

WASTE RES 


Wilson Hewitt & Associates, Inc. 

8903280358* 

CONTRACT 


Wisconsin Electric Power Co. 

8903300366 

50-266 

P 


8903300366 

50-266 

P 


8903300370* 

50-266 

P 


8903300370* 

50-266 

P 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8904050364 

50-266 


8904060118 

50-266 


8904060118 

50-266 


8904060120* 

50-266 


8904060120* 

50-266 


8904110226 

50-266 


8904110226 

50-266 


8904180187 

50-266 


8904180187 

50-266 


8904180341 

50-266 


8904180341 

50-266 


8904180341 

50-266 


8904190148 

50-266 


8904200087 

50-266 


8904200087 

50-266 


8904200100 

50-266 


8904200100 

50-266 


8904240018 

50-266 


8904240239 

50-266 


8904240239 

50-266 


8904240245* 

50-266 


8904240245* 

50-266 

Wisconsin Public Service Corp. 

8903280009 

50-305 


8904030129 

50-305 


8904030485 

50-305 


8904040044 

50-305 


89040501 1 1 

50-305 


8904060059 

50-305 


8904180235 

50-305 


8904200267 

50-305 


8904210274 

50-305 


8904240268 

50-305 

Wisconsin, State of 

8903310093* 

CONTRACT 

Wisconsin, Univ. of, Green Bay. Wl 

8903300397* 

CONTRACT 

Wolf Creek Nuclear Operating Corp. 

8903300153 

50-482 


8904040053 

50-482 


8904040058 

50-482 


8904040059* 

50-482 


8904050105 

50-482 


8904050427 

50-482 


8904050487* 

50-482 


8904060235 

50-482 


8904120165 

PR 


8904120361 

50-482 


8904120362* 

50-482 


8904180045 

50-482 


8904180339 

50-482 


8904190155 

50-482 


8904200395 

50-482 


8904210076 

50-482 


8904240286* 

50-482 


8904270361 

50-482 


8904270363* 

50-482 

Wyoming, State of 

8904030130 

40-8783 


8904070032 

40-8857 

Yankee Atomic Electric Co. 

8903290225 

50-29 


8903290346 

50-29 


8903310033* 

50-271 


8904040272 

50-29 


8904050032 

PR 


8904070142 

50-29 


8904070164 

50-29 


8904070178 

50-29 


8904120178 

PRM 


8904190427 

50-29 


8904190434* 

50-29 


8904200259 

50-29 


8904200269 

50-29 


8904200347 

50-29 


8904200400 

50-29 


8904210315 

50-29 


8904210316* 

50-29 


8904210321 

50-29 


8904240026* 

50-443 


8904240062* 

50-443 


8904240074* 

50-443 
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REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT NUMBER 

ACCESSION 

SUB- 


OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 


NUMBER 

006-01 -T5 DR FT 

8904040289* 

WASTE RES 


NRC-02-85.002 

028.282-88.2 

8903280336* 

50-275 

P 


03-0920-1186 ROO 

8904140493* 

50-302 

P 


15737-2-G03-107 R07 

8904240425* 

50-320 

P 


ANF-52 R04 

8903310165* 

71-6581 



ANF-84-093{NP)(A) 

8904180029* 

TOPREP 



BNWL-2064 

8904280057* 

FOIA 


UC-23 

C04-22-002 

8904190243* 

50-10 

F 


CNWRA 89-002 

8904100295* 

WASTE MGT 



DOE/LLW-13TG DRFT R1 

8904070097* 

WASTE MGT 



DOE/RW-0101 R01 

8904100381* 

WASTE MGT 



E-7316 R02 

8903310037* 

71-9202 



EER 89-0055 R01 

8904040120* 

50-324 

P 


EGG-MS-8286 

8904170313* 

50-335 

Q 


EGG-NTA-7368 

8904240473* 

50-295 

P 

TAG 51367 

EGG-NTA-7463 R02 

8710140201* 

50-382 

P 

GL-83-28 

EGG-NTA-7739 R01 

8810040039* 

50-302 

P 


EGG-NTA-8030 R01 

8902020399* 

50-266 

P 


EGG-NTA-8226 

8902020153* 

50-338 

P 


IAEA-TA-2333 

8904190345* 

FOIA 



NEDO-31581 ERR 

8904170318* 

71-9228 



NNWSl/88-9 

8904100154* 

WASTE MGT 



NOV-1 000-88-003 R01 

8904120033* 

50-354 

P 


NUREG-0020 VI 3 N01 

8904030094 

NUREG 



NUREG-0020 V13 N03 

8904240315 

NUREG 



NUREG-0430 V09 N01 

8904110417 

NUREG 



NUREG-0540 VII N01 

8904240309 

NUREG 



NUREG-0750 V28 N06 

8904110445 

NUREG 



NUREG-0750 V29 N01 

8904110415 

NUREG 



NUREG-0781 S07 

8904110402 

50-499 

E 


NU REG-0940 V07 N04 

8904030097 

NUREG 



NUREG-1137 S09 

8904110499 

50-424 

E 


NUREG-1275 V04 

8904110441 

NUREG 



NUREG-1345 

8904110450 

NUREG 



NUREG-1346 

8904110419 

50-498 

P 


NUREG-1348 

8904250162 

NUREG 



NUREG-1359 

8904110511 

50-424 

P 


NUREG/CP-0097 V01 

8904250100 

NUREG 



NUREG/CP-0097 V02 

8904250107 

NUREG 



NUREG/CP-0097 V03 

8904250110 

NUREG 



NUREG/CP-0097 V04 

8904250118 

NUREG 



NUREG/CR-2000 V08 N2 

8904250168 

NUREG 


ORNL/NSIC-200 

NUREG/CR-3145 V07 

8904110431 

NUREG 



NUREG/CR-3950 VOS 

8904240303 

NUREG 


PNL-5210 

NUREG/CR-4082 V07 

8904250135 

NUREG 


BMI-2120 

NUREG/CR-4082 V08 

8904250193 

NUREG 


BMI-2120 

NUREG/CR-4554 V01 

8904110484 

NUREG 


UCID-20674 

NUREG/CR-4554 V02 

8904110406 

NUREG 


UClD-20674 

NUREG/CR-4554 V03 

8904110395 

NUREG 


UCID-20674 

NUREG/CR-4554 V04 

8904110465 

NUREG 


UCID-20674 

NUREG/CR-4554 VOS 

8904110456 

NUREG 


UCID-20674 

NUREG/CR-4618 

8904030084 

NUREG 


BNL-NUREG-51995 

NUREG/CR-4879 V02 

8904110443 

NUREG 


PNL-6175 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

NUREG/CR-4929 

8904250160 

NUREG 

MEA-2213 

NUREG/CR-4948 

8904110522 

NUREG 

BNL-NUREG-52144 

NUREG/CR-5102 

8904110373 

NUREG 

BNL-NUREG-52135 

NUREG/CR-5206 

8904110458 

NUREG 

BNL-NUREG-52161 

NUREG/CR-5224 

8904110439 

NUREG 

EGG-2549 

NUREG/CR-5270 

8904110383 

NUREG 

UCID-21572 

NUREG/CR-5279 

8904250171 

NUREG 

BNL-NUREG-52179 

NUREG/CR-5281 

8904250173 

NUREG 

BNL-NUREG-52180 

NUREG/CR-5326 

8904110388 

NUREG 

MEA-2329 

NUREG/CR-5335 

8904110438 

NUREG 


OCRWM-HQ-SR-89-002 

8904110380* 

WASTE MGT 


ORNL-4092 

8904280042* 

FOIA 

W-7405-ENG-26 

ORNL/NRC/LTR-87/08 

8710070152* 

50-388 

P 

ORO-4207-21 

8904140339 

50-128 

R 

P-741-1 

8904050120* 

50-458 

P 

PGE-1008 A15 

8904060454 

50-344 

F GAZ-114-89 

PLG-0700 

8904210384* 

50-498 

P 

PMPR 89-6 

8904050239* 

WASTE MGT 


PSN-89-001 V01 ROO 

8903300226* 

PROJ 


RWG-87-1 

8904120086* 

WASTE RES 


SAIC-87-8010 

8904030045* 

WASTE MGT 


SAND 82-1492 

8904280050* 

FOIA 

UC-71 

SASR 88-99 DRFT R01 

8904040226* 

50-263 

P 

SCE-1-AA 11 R30 

8904060363* 

50-206 

P 

SECY.79-100 

8904260305* 

FOIA 


SECY-79-1 OOE 

8904260286* 

FOIA 


SECY-79-1 OOH 

8904260342* 

FOIA 


SECY-85-338 

8904270167* 

50-293 

P GL-85-15 

SECY-85-338A 

8904270172* 

50-293 

P 

SECY-87-228 

8904190405* 

FOIA 


SECY-89-033 

8902150302 

SECY 


SECY-89-058 

8903020409 

SECY 


SIR-89-004 V02 ROO 

8904110171* 

50-237 

Q 

SRD R 338 

8904110530* 

WASTE MGT 


TIM-8605/5-1 

8904100110* 

WASTE MGT 


TP-07-NP R01 

8904040022 

TOPREP 


WCAP-10903 

8904040112* 

50-324 

P 

WCAP-11896 

8904030053* 

50-390 

A 

WCAP-11972 R01 

8904130061* 

50-247 

P 

WCAP-12012 

8904040407* 

50-327 

P 

WCAP-12029 

8902280468* 

50-344 

P 

WCAP-12142 

8904120396* 

50-412 

Q 

WCAP-12152 SOI 

8904260336* 

50-443 

Q 

WCAP-12157 

8904030019* 

TOPREP 


WCAP-12159 R A 

8903310008* 

TOPREP 


WCAP-12192 

8904110159* 

50-272 

P 

WCAP-12219 

8904030201 * 

50-425 

P 

WCAP-12229 

8904040219* 

50-445 

A 

WCAP-12230 R01 

8904050429* 

50-445 

A 

WCAP-8587 SOI ROO 

8904030152* 

50-390 

A EQDP-ESE-69A 

YAEC-1683 

8903310033* 

50-271 

P 

YMP-SR-88-018 

8904210207* 

WASTE MGT 


YMP-SR-89-005 

8904210211* 

WASTE MGT 


YMP/89-3 

8904050289 

WASTE MGT 

HLWR 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen- 
dix A. 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 

7907030471 

8904190099 

89/04/13 

FOIA 


8903280149 

8903280147 

89/03/21 

50-445 

7907180507 

8904110079 

89/04/05 

50-320 

P 

8903280181 

8903280179 

89/03/16 

50-255 

8005270735 

8904030062 

89/03/29 

50-320 

P 

8903280213 

8903280208 

89/03/21 

50-245 

8103100022 

8904190099 

89/04/13 

FOIA 


8903280215 

8903280208 

89/03/21 

50-245 

8203230093 

8904190099 

89/04/13 

FOIA 


8903280216 

8903280214 

89/03/23 

50-603 

8203290001 

8904110079 

89/04/05 

50-289 

P 

8903280238 

8903280237 

89/03/21 

50-373 

8507180530 

8903300059 

89/03/20 

GEN TEC 1 

S 

8903280243 

8903280237 

89/03/21 

50-373 

8605150229 

8904260266 

89/04/19 

FOIA 


8903280248 

8903280247 

89/03/13 

50-275 

8610230109 

8904260266 

89/04/19 

50-293 

F 

8903280251 

8903280249 

89/03/20 

50-348 

8704140285 

8904190099 

89/04/13 

FOIA 


8903280264 

8903280263 

89/03/14 

CONTRACT 

8707060019 

8904260266 

89/04/19 

FOIA 


8903280292 

8903280290 

89/03/09 

50-327 

8707230491 

8904260266 

89/04/19 

50-293 

F 

8903280294 

8903280290 

89/03/09 

50-327 

8710070152 

8904060009 

89/03/29 

50-388 

P 

8903280302 

8903280299 

89/03/22 

50-302 

8710140201 

8903310259 

89/03/23 

50-382 

P 

8903280318 

8903280303 

89/03/22 

XPORTLIC 

8801040053 

8904260266 

89/04/19 

50-293 

P 

8903280319 

8903280313 

89/03/02 

CONTRACT 

8803140141 

8904260266 

89/04/19 

FOIA 


8903280320 

8903280312 

89/03/22 

50-6 

8807280105 

8809160145 

88/09/12 

50-443 

U 

8903280323 

8903280303 

89/03/22 

XPORTLIC 

8809160127 

8904070202 

89/04/06 

50-322 

F 

8903280336 

8903280331 

89/03/16 

50-275 

8809190369 

8904070202 

89/04/06 

50-322 

F 

8903280343 

8903280338 

89/03/01 

70-1068 

8810040039 

8904030014 

89/03/22 

50-302 

P 

8903280355 

8903280352 

89/02/27 

CONTRACT 

8811100216 

8904050298 

89/03/31 

50-322 

F 

8903280358 

8903280357 

89/03/16 

CONTRACT 

8811230317 

8811230312 

88/11/21 

50-390 

Q 

8903280366 

8903280363 

89/03/14 

70-27 

8811230331 

8811230312 

88/11/21 

50-390 

Q 

8903280369 

8903280363 

89/03/14 

70-27 

881123033.8. 

8811230312 

88/11/21 

50-390 

Q 

8903280388 

8903280381 

89/03/09 

71-9126 

8811230343 

8811230312 

88/11/21 

50-390 

Q 

8903280390 

8903280386 

89/03/20 

50-445 

8811230347 

8811230312 

88/11/21 

50-390 

Q 

8903290003 

8903290002 

89/03/08 

CONTRACT 

8811230350 

8811230312 

88/11/21 

50-390 

Q 

8903290007 

8903290005 

89/03/22 

50-353 

8811230353 

8811230312 

88/11/21 

50-390 

Q 

8903290012 

8903290009 

89/03/22 

50-263 

8811230358 

8811230312 

88/11/21 

50-390 

Q 

8903290015 

8903290013 

89/03/16 

50-373 

8811230360 

8811230312 

88/11/21 

50-390 

Q 

8903290018 

8903290017 

88/07/06 

50-346 

8811230363 

8811230312 

88/11/21 

50-390 

Q 

8903290019 

8903290017 

88/07/06 

COMMISSIO 

8811230366 

8811230312 

88/11/21 

50-390 

Q 

8903290020 

8903290017 

88/07/06 

50-346 

8811230369 

8811230312 

88/11/21 

50-390 

Q 

8903290034 

8903290029 

89/03/22 

50-333 

8811230371 

8811230312 

88/11/21 

50-390 

Q 

8903290035 

8903290030 

89/03/20 

70-1113 

8811230372 

8811230312 

88/11/21 

50-390 

Q 

8903290036 

8903290030 

89/03/20 

70-1113 

8811230375 

8811230312 

88/11/21 

50-390 

Q 

8903290038 

8903290029 

89/03/22 

50-333 

8811230380 

8811230312 

88/11/21 

50-390 

Q 

8903290039 

8903290030 

89/03/20 

70-1113 

8812060266 

8904050298 

89/03/31 

50-322 

F 

8903290040 

8903290032 

89/03/20 

50-271 

8901130300 

8904190099 

89/04/13 

FOIA 


8903290041 

8903290037 

88/07/01 

COMMISSIO 

8901310211 

8901310208 

88/12/21 

COMMtSSIO 

N 

8903290042 

8903290037 

88/07/01 

COMMISSIO 

8902020153 

8903300118 

89/03/21 

50-338 

P 

8903290045 

8903290037 

88/07/01 

COMMISSIO 

8902020399 

8904170055 

89/04/05 

50-266 

P 

8903290047 

8903290037 

88/07/01 

COMMISSIO 

8902080195 

8904070202 

89/04/06 

50-322 

F 

8903290048 

8903290043 

89/03/20 

50-277 

8902090136 

8903290406 

89/01/25 

NUREG 


8903290049 

8903290037 

88/07/01 

COMMISSIO 

8902090208 

8903300302 

89/03/21 

50-312 

P 

8903290051 

8903290037 

88/07/01 

COMMISSIO 

8902280459 

8904050453 

89/03/30 

50-344 

P 

8903290053 

8903290037 

88/07/01 

COMMISSIO 

8902280461 

8904050453 

89/03/30 

50-344 

P 

8903290055 

8903290037 

88/07/01 

COMMISSIO 

8902280468 

8904050453 

89/03/30 

50-344 

P 

8903290058 

8903290037 

88/07/01 

COMMISSIO 

8903070099 

8903310236 

89/03/22 

40-8724 


8903290060 

8903290037 

88/07/01 

COMMISSIO 

8903070103 

8903310236 

89/03/22 

40-8724 


8903290071 

8903290064 

89/03/21 

70-734 

8903130504 

8903310012 

89/03/17 

50-483 

F 

8903290076 

8903290073 

88/07/11 

PR 

8903160308 

8903160306 

89/03/08 

50-373 

H 

8903290081 

8903290078 

89/03/23 

REVIEW GR 

8903210455 

8904120313 

89/03/15 

50-244 

R 

8903290091 

8903290089 

89/03/21 

50-382 

8903240110 

8904030126 

89/03/15 

50-374 

S 

8903290095 

8903290093 

88/08/02 

50-346 

8903270214 

8903300151 

89/03/20 

50-354 

P 

8903290096 

8903290089 

89/03/21 

50-382 

8903280002 

8903280001 

89/03/20 

50-237 

P 

8903290098 

8903290093 

88/08/02 

50-346 

8903280042 

8903280033 

09/03/21 

50-263 

Q 

8903290101 

8903290128 

89/03/20 

50-313 

8903280045 

8903280033 

89/03/21 

50-263 

Q 

8903290102 

8903290093 

88/08/02 

50-346 

8903280054 

8903280052 

89/03/17 

50-346 

P 

8903290103 

8903290093 

88/08/02 

50-346 

8903280138 

8903280137 

09/03/13 

50-267 

F 

8903290105 

8903290093 

80/08/02 

50-34( 
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ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8903290110 

8904030379 

89/03/15 

50-341 

R 

8903300138 

8903300134 

89/01/23 

CONTRACT 

8903290118 

8903290113 

89/03/20 

50-298 

Q 

8903300140 

8903300135 

89/03/16 

CONTRACT 

8903290120 

8903290114 

89/03/20 

50-298 

P 

8903300146 

8903300141 

88/11/28 

CONTRACT 

8903290121 

8903290093 

88/08/02 

50-346 

U 

8903300154 

8903300152 

89/03/15 

50-413 

8903290123 

8903290113 

89/03/20 

50-298 

Q 

8903300160 

8903300159 

89/03/23 

50-322 

8903290124 

8903290093 

88/08/02 

50-346 

U 

8903300176 

8903300039 

89/03/16 

50-272 

8903290126 

8903290093 

88/08/02 

50-346 

U 

8903300180 

8903300173 

89/03/16 

CONTRACT 

8903290134 

8903290132 

89/03/20 

50-321 

P 

8903300188 

8903300183 

89/03/17 

CONTRACT 

8903290135 

8903290093 

88/08/02 

50-346 

U 

8903300192 

8903300189 

89/03/22 

50-277 

8903290136 

8903290130 

89/03/17 

50-382 

Q 

8903300193 

8903300190 

89/03/23 

50-321 

8903290137 

8903290093 

88/08/02 

50-346 

U 

8903300195 

8903300189 

89/03/22 

50-277 

8903290142 

8903290093 

88/08/02 

50-346 

U 

8903300199 

8903300196 

89/03/17 

CONTRACT 

8903290146 

8903290093 

88/08/02 

50-346 

U 

8903300202 

8903300198 

89/03/15 

50-353 

8903290147 

8903290143 

89/03/23 

50-275 

P 

8903300212 

8903300207 

89/03/22 

CONTRACT 

8903290152 

8903290093 

88/08/02 

50-346 

U 

8903300213 

8903300210 

89/03/23 

50-454 

8903290155 

8903290150 

89/03/23 

50-352 

P 

8903300215 

890330021 1 

89/02/24 

PROJ 

8903290157 

8903290148 

89/03/23 

50-425 

M 

8903300222 

8903300218 

89/03/03 

CONTRACT 

8903290159 

8903290093 

88/08/02 

50-346 

U 

8903300226 

890330021 1 

89/02/24 

PROJ 

8903290162 

8903290160 

89/03/22 

50-333 

P 

8903300233 

8903300227 

89/02/27 

CONTRACT 

8903290165 

8903290093 

88/08/02 

50-346 

U 

8903300238 

8903300228 

89/02/27 

CONTRACT 

8903290169 

8903290160 

89/03/22 

50-333 

P 

8903300239 

8903300237 

89/03/24 

50-259 

8903290170 

8903290167 

89/03/21 

50-482 

P 

8903300242 

8903300236 

89/03/10 

50-261 

8903290176 

8903290168 

89/03/17 

50-445 

Q 

8903300244 

8903300241 

89/03/14 

50-416 

8903290179 

8903290158 

89/03/21 

50-313 

P 

8903300247 

8903300236 

89/03/10 

50-261 

8903290181 

8903290158 

89/03/21 

50-313 

P 

8903300251 

8903300249 

89/03/27 

50-327 

8903290182 

8903290173 

89/03/20 

CONTRACT 


8903300253 

8903300214 

89/03/09 

50-327 

8903290191 

8903290183 

89/03/15 

50-482 

Q 

8903300255 

8903300250 

89/03/22 

50-321 

8903290193 

8903290183 

89/03/15 

50-482 

Q 

8903300260 

8903300258 

89/03/20 

50-275 

8903290196 

8903290188 

89/03/20 

50-317 

Q 

8903300262 

8903300257 

89/03/23 

50-364 

8903290197 

8903290148 

89/03/23 

50-425 

M 

8903300263 

8903300258 

89/03/20 

50-275 

8903290207 

8903290200 

89/03/20 

50-298 

S 

8903300273 

8903300272 

89/03/20 

50-247 

8903290215 

8903290211 

89/03/07 

40-8958 


8903300274 

8903300272 

89/03/20 

50-247 

8903290220 

890329021 1 

89/03/07 

40-8958 


8903300275 

8903300265 

89/03/03 

CONTRACT 

8903290245 

8903290243 

89/03/20 

50-498 

Q 

8903300281 

8903300277 

89/03/06 

CONTRACT 

8903290252 

8903290249 

89/03/17 

50-267 

Q 

8903300286 

8903300278 

89/03/24 

50-352 

8903290277 

8903290271 

89/03/24 

50-445 

Q 

8903300290 

8903300287 

89/03/20 

50-272 

8903290283 

8903290271 

89/03/24 

50-445 

Q 

8903300293 

8903300291 

89/03/20 

50-461 

8903290285 

8903290279 

89/03/23 

50-461 

Q 

8903300294 

8903300211 

89/02/24 

PROJ 

8903290305 

8903290301 

89/03/08 

CONTRACT 


8903300296 

8903300291 

89/03/20 

50-461 

8903290321 

8903290320 

89/03/20 

50-324 

P 

8903300307 

8903300285 

89/03/16 

50-220 

8903290324 

8903290322 

89/03/21 

50-458 

P 

8903300308 

8903300305 

89/03/20 

50-352 

8903290326 

8903290323 

89/03/06 

CONTRACT 


8903300309 

8903300302 

89/03/21 

50-312 

8903290335 

8903290333 

89/03/13 

50-275 

Q 

8903300311 

8903300305 

89/03/20 

50-352 

8903290359 

8903290358 

89/03/15 

50-277 

P 

8903300314 

8903300285 

89/03/16 

50-220 

8903290362 

8903290360 

89/03/14 

50-440 

P 

8903300321 

8903300319 

89/03/22 

50-275 

8903290367 

8903290345 

89/03/17 

CONTRACT 


8903300322 

8903300316 

89/03/17 

50-352 

8903290368 

8903290365 

89/03/27 

50-250 

P 

8903300323 

8903300319 

89/03/22 

50-275 

8903290374 

8903290370 

89/03/20 

TOPREP 


8903300327 

8903300325 

89/03/20 

50-247 

8903290376 

8903290369 

89/03/16 

CONTRACT 


8903300328 

8903300302 

89/03/21 

50-312 

8903290385 

8903290383 

89/03/16 

CONTRACT 


8903300340 

8903300336 

89/03/06 

CONTRACT 

8903290388 

8903290365 

89/03/27 

50-250 

P 

8903300341 

8903300330 

89/03/23 

50-482 

8903290392 

8903290200 

89/03/20 

50-298 

S 

8903300354 

8903300352 

89/03/24 

50-318 

8903290394 

8903290200 

89/03/20 

50-298 

S 

8903300357 

8903300352 

89/03/24 

50-318 

8903290397 

8903290200 

89/03/20 

50-298 

s 

8903300369 

8903300365 

89/03/27 

50-312 

8903290399 

8903290200 

89/03/20 

50-298 

s 

8903300370 

8903300366 

89/03/23 

50-266 

8903290404 

8903290200 

89/03/20 

50-298 

s 

8903300372 

8903300367 

89/03/23 

50-312 

8903290407 

8903290400 

89/03/16 

CONTRACT 


8903300374 

8903300364 

89/03/13 

CONTRACT 

8903290408 

8903290200 

89/03/20 

50-298 

s 

8903300381 

8903300377 

89/03/06 

CONTRACT 

8903290409 

8903290406 

89/01/25 

NUREG 


8903300387 

8903300384 

89/03/21 

50-188 

8903290410 

8903290403 

89/03/17 

50-285 

Q 

8903300390 

8903300388 

89/03/16 

50-286 

8903290423 

8903290421 

89/03/16 

CONTRACT 


8903300391 

8903300359 

89/03/06 

CONTRACT 

8903290424 

8903290417 

89/03/24 

50-334 

P 

8903300397 

8903300396 

89/03/06 

CONTRACT 

8903290426 

8903290425 

89/03/07 

CONTRACT 


8903310003 

8903310002 

89/03/20 

50-280 

8903290430 

8903290428 

89/03/09 

CONTRACT 


8903310008 

8903310006 

89/03/30 

TOPREP 

8903290433 

8903290432 

89/03/16 

50-220 

Q 

8903310025 

8903310022 

89/03/10 

CONTRACT 

8903300006 

8903300005 

89/03/23 

50-328 

P 

8903310033 

8903310009 

89/03/27 

50-271 

890330001 1 

8903300009 

89/03/17 

50-454 

P 

8903310037 

8903310020 

89/03/22 

71 -9202 

8903300012 

8903300009 

89/03/17 

50-454 

P 

8903310040 

8903310035 

89/03/20 

CONTRACT 

8903300023 

8903300018 

89/03/20 

71-5450 


8903310041 

8903310039 

89/03/22 

50-272 

8903300036 

8903300031 

89/03/15 

50-327 

Q 

8903310044 

S903310039 

89/03/22 

50-272 

8903300043 

8903300031 

89/03/15 

50-327 

Q 

8903310052 

8903310048 

89/03/22 

50-352 

8903300054 

8903300047 

89/03/16 

50-237 

P 

8903310054 

8903310048 

89/03/22 

50-352 

8903300057 

8903300047 

89/03/16 

50-237 

P 

8903310057 

8903310056 

89/03/03 

50-425 

8903300058 

8903300047 

89/03/16 

50-237 

P 

8903310058 

8903310050 

89/03/17 

50-293 

8903300063 

8903300047 

89/03/16 

50-237 

P 

8903310060 

8903310059 

89/03/22 

50-286 

8903300070 

8903300068 

89/03/17 

50-289 

F 

8903310061 

8903310050 

89/03/17 

50-293 

8903300078 

8903300073 

89/03/21 

50-454 

Q 

8903310063 

8903310047 

89/03/14 

50-280 

8903300080 

8903300075 

89/03/09 

50-344 

Q 

8903310064 

8903310050 

89/03/17 

50-293 

8903300095 

8903300092 

89/03/02 

50-424 

Q 

8903310071 

8903310068 

89/03/03 

CONTRACT 

8903300098 

8903300092 

89/03/02 

50-424 

Q 

8903310083 

8903310077 

89/03/17 

50-324 

8903300103 

8903300099 

89/03/14 

50-266 

Q 

8903310084 

8903310079 

89/03/15 

50-424 

8903300107 

8903300102 

89/03/07 

CONTRACT 


8903310085 

8903310079 

89/03/15 

50-424 

8903300111 

8903300102 

89/03/07 

CONTRACT 


8903310087 

8903310081 

89/03/13 

71 -9056 

8903300123 

8903300115 

89/03/10 

40-8905 


8903310092 

8903310088 

89/03/20 

50-259 

8903300124 

8903300119 

89/03/23 

50-315 

P 

8903310093 

8903310091 

89/03/03 

CONTRACT 

8903300130 

8903300126 

89/03/03 

CONTRACT 


8903310097 

8903310094 

89/03/17 

71-131 

8903300137 

8903300133 

89/03/09 

50-327 

Q 

8903310101 

8903310100 

89/03/15 

40-8102 
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PRINCIPAL 

DATE 
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ENCLOSURE 
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DOCUMENT 

ISSUED 

CATEGORY 

8903310110 

8903310104 

89/03/28 

50-361 

P 

8904030250 

8904030249 

89/03/27 

50-461 

P 

8903310114 

8903310104 

89/03/28 

50-361 

P 

8904030253 

8904030251 

89/03/22 

50-280 

Q 

8903310130 

8903310128 

89/03/13 

CONTRACT 


8904030258 

8904030255 

89/03/27 

50-461 

P 

89033101 36 

8903310135 

89/03/03 

40-1341 


8904030260 

8904030255 

89/03/27 

50-461 

P 

8903310144 

8903310139 

89/03/13 

50-413 

F 

8904030265 

8904030264 

89/03/20 

70-27 


8903310159 

8903310153 

89/03/16 

71-6581 


8904030272 

8904030268 

89/03/23 

70-1201 


8903310165 

8903310153 

89/03/16 

71-6581 


8904030274 

8903290188 

89/03/20 

50-317 

Q 

8903310168 

8903310163 

89/03/09 

CONTRACT 


8904030277 

8904030275 

89/03/21 

50-155 

P 

8903310177 

8903310175 

89/03/24 

COMMISSIO 

N 

8904030279 

8904030266 

89/03/22 

50-277 

P 

8903310187 

8903310179 

89/03/13 

CONTRACT 


8904030281 

8904030266 

89/03/22 

50-277 

P 

8903310188 

8903310182 

89/03/17 

CONTRACT 


8904030284 

8904030282 

89/03/21 

50-255 

P 

8903310190 

8904050581 

89/03/21 

50-410 

S 

8904030292 

8904030289 

89/03/10 

70-1113 


8903310203 

8904200313 

89/04/14 

50-267 

F 

8904030297 

8904030294 

89/03/27 

50-338 

Q 

8903310208 

8904200313 

89/04/14 

50-267 

F 

8904030306 

8904030305 

89/03/24 

50-338 

Q 

8903310217 

8903310215 

89/03/28 

50-348 

Q 

8904030316 

8904030312 

89/03/14 

50-269 

Q 

8903310227 

8903310219 

89/03/08 

CONTRACT 


8904030317 

8904030310 

89/03/23 

50-482 

P 

8903310230 

8903310226 

89/03/17 

50-387 

Q 

8904030321 

8904030312 

89/03/14 

50-269 

Q 

8903310240 

8903310237 

89/02/24 

CONTRACT 


8904030327 

8904030310 

89/03/23 

50-482 

P 

8903310241 

8903310239 

89/02/22 

CONTRACT 


8904030330 

8904030329 

89/03/29 

71-5805 


8903310244 

8903310243 

89/03/01 

50-277 

F 

8904030334 

8904030332 

89/03/15 

50-266 

P 

8903310251 

8903310249 

89/03/21 

50-206 

P 

8904030348 

8904030344 

89/03/23 

50-155 

P 

8903310252 

8903310250 

89/03/20 

50-298 

P 

8904030352 

8904030346 

89/03/17 

50-344 

P 

8903310255 

8903310253 

89/03/23 

50-382 

P 

8904030355 

8904030346 

89/03/17 

50-344 

P 

8903310256 

8903310253 

89/03/23 

50-382 

P 

8904030360 

8904030358 

89/03/10 

70-143 


8903310261 

8903310258 

89/03/14 

CONTRACT 


8904030362 

8904030249 

89/03/27 

50-461 

P 

8903310262 

8903310259 

89/03/23 

50-382 

P 

8904030364 

8904030350 

89/03/27 

50-280 

P 

8903310267 

8903310266 

89/03/28 

50-289 

P 

8904030373 

8904030249 

89/03/27 

50-461 

P 

8903310271 

8903310268 

89/03/23 

50-313 

P 

8904030384 

8904030379 

89/03/15 

50-341 

R 

8903310275 

8903310273 

89/03/23 

50-482 

P 

8904030403 

8904030400 

89/03/23 

70-371 


8903310277 

8903310273 

89/03/23 

50-482 

P 

8904030405 

8904030399 

89/03/28 

50-282 

P 

8903310286 

8903310285 

89/03/23 

50-382 

P 

8904030406 

8904030400 

89/03/23 

70-371 


8903310287 

8903310285 

89/03/23 

50-382 

P 

8904030410 

8904030401 

89/03/21 

50-397 

P 

8903310291 

8903310289 

89/03/08 

CONTRACT 


8904030412 

8904030408 

89/03/16 

50-327 

Q 

8903310315 

8903310307 

89/03/21 

71-652 


8904030414 

8904030408 

89/03/16 

50-327 

Q 

8903310327 

8903310326 

89/03/24 

50-244 

V 

8904030424 

8904030416 

89/03/29 

50-454 

P 

8904030006 

8904030004 

89/03/29 

FOIA 


8904030426 

8904030420 

89/03/17 

50-400 

Q 

8904030009 

8904030008 

89/03/27 

50-423 

P 

8904030427 

8904030346 

89/03/17 

50-344 

P 

8904030012 

8904030008 

89/03/27 

50-423 

P 

8904030429 

8904030419 

89/03/10 

50-259 

Q 

8904030017 

8904030015 

89/03/09 

TOPREP 


8904030432 

8904030431 

89/03/23 

50-352 

Q 

8904030019 

8904030015 

89/03/09 

TOPREP 


8904030437 

8904030418 

89/04/03 

27-48 


8904030025 

8904030024 

89/03/27 

50-305 

P 

8904030441 

8904030438 

89/03/28 

50-220 

P 

8904030028 

8904030027 

89/03/28 

50-370 

P 

8904030443 

8904030439 

89/03/10 

70-27 


8904030030 

8904030021 

89/03/24 

50-354 

P 

8904030444 

8904030418 

89/04/03 

27-48 


8904030031 

8904030027 

89/03/28 

50-370 

P 

8904030447 

8904030418 

89/04/03 

27-48 


8904030032 

8904030021 

89/03/24 

50-354 

P 

8904030451 

8904030448 

89/03/30 

50-266 

P 

8904030036 

8904030035 

89/03/29 

50-277 

P 

8904030471 

8904030469 

89/03/16 

50-269 

Q 

8904030042 

8904030041 

89/03/28 

50-266 

p 

8904030472 

8904030469 

89/03/16 

50-269 

Q 

8904030045 

8904030039 

89/03/24 

WASTE MGT 


8904030496 

8904030493 

89/03/27 

50-267 

P 

8904030048 

8904030044 

89/03/28 

WASTE MGT 


8904030500 

8904030499 

89/03/20 

50-395 

Q 

8904030053 

8904030050 

89/03/24 

50-390 

A 

8904040002 

8904040001 

89/03/16 

50-280 

Q 

8904030066 

8904030062 

89/03/29 

50-320 

G 

8904040005 

8904040004 

89/03/17 

50-280 

Q 

8904030076 

8904030073 

89/03/20 

50-206 

P 

8904040008 

8904040007 

89/03/16 

50-395 

Q 

8904030078 

8904030073 

89/03/20 

50-206 

P 

8904040011 

8904040006 

89/03/22 

50-250 

Q 

8904030079 

8904030062 

89/03/29 

50-320 

G 

8904040016 

8904040014 

89/03/23 

50-382 

P 

8904030080 

8904030073 

89/03/20 

50-206 

P 

8904040018 

8904040006 

89/03/22 

50-250 

Q 

8904030083 

8904030062 

89/03/29 

50-320 

G 

8904040019 

8904040014 

89/03/23 

50-382 

P 

8904030087 

8904030062 

89/03/29 

50-320 

G 

8904040028 

8904040025 

89/03/20 

50-254 

F 

8904030090 

8904030062 

89/03/29 

50-320 

P 

8904040030 

8904040027 

89/03/28 

50-395 

P 

8904030095 

8904030085 

88/01/28 

WASTE MGT 


8904040037 

8904040035 

89/03/30 

50-259 

P 

8904030098 

8904030062 

89/03/29 

50-320 

P 

8904040045 

8904030418 

89/04/03 

27-48 


8904030101 

8904030062 

89/03/29 

50-320 

P 

8904040049 

8904030418 

89/04/03 

27-48 


8904030103 

8904030062 

89/03/29 

50-320 

T 

8904040051 

8904030418 

89/04/03 

27-48 


8904030123 

8904030120 

89/03/27 

50-483 

P 

8904040059 

8904040058 

89/03/30 

50-482 

P 

8904030124 

8904030112 

09/03/10 

50-438 

Q 

8904040067 

8904040054 

89/03/07 

STATE PRU G 

8904030128 

8904030120 

89/03/27 

50-483 

P 

8904040087 

8904040083 

89/03/10 

70-2/ 


8904030147 

8904030146 

89/02/22 

40-8102 


8904040092 

8904040091 

89/03/28 

50-409 

P 

8904030152 

8904030050 

89/03/24 

50-390 

A 

8904040112 

8904040110 

89/03/30 

50-324 

P 

8904030159 

8904030155 

89/03/16 

PROJ 


8904040120 

8904040113 

89/03/13 

50-324 

P 

8904030164 

8903290320 

89/03/20 

50-324 

P 

8904040148 

8904040143 

89/03/24 

50-89 

Q 

8904030174 

8903290320 

89/03/20 

50-324 

P 

8904040157 

8904040155 

89/03/15 

50-344 

Q 

8904030175 

8904030160 

89/03/20 

50-336 

P 

8904040162 

8904040155 

89/03/15 

50-344 

Q 

8904030182 

8904030160 

89/03/20 

50-336 

P 

8904040167 

8904040165 

89/03/16 

50-397 

Q 

8904030187 

8904030177 

89/03/2'2 

50-245 

P 

8904040170 

8904040165 

89/03/16 

50-397 

Q 

8904030194 

8904030183 

89/03/16 

50-321 

Q 

8904040176 

8904040174 

89/03/20 

50-271 

Q 

8904030197 

8904030195 

89/03/22 

50-425 

P 

8904040189 

8904040186 

89/03/27 

50-482 

V 

8904030200 

8904030199 

89/03/28 

50-321 

P 

8904040192 

8904040190 

89/03/28 

50-338 

P 

8904030201 

8904030195 

89/03/22 

50-425 

P 

8904040202 

8904040201 

89/03/28 

50-285 

Q 

8904030209 

8904030199 

89/03/28 

50-321 

P 

8904040204 

8904040203 

89/03/27 

WAS 1 E MLa 1 

8904030213 

8904030211 

89/03/29 

50-333 

P 

8904040206 

8904040205 

89/03/17 

SU-45B 

u 

8904030220 

8904030215 

89/03/17 

50-259 

Q 

8904040216 

8904040214 

89/03/31 

50-445 

A 

8904030225 

8904030221 

89/03/16 

50-416 

Q 

8904040219 

8904040214 

09/03/31 

50-445 

A 

8904030227 

8904030222 

89/03/24 

50-259 

T 

8904040224 

8904040223 

89/03/31 

50-263 

P 

8904030228 

8904030221 

89/03/16 

50-416 

Q 

8904040225 

8904040223 

89/03/31 

50-263 

P 

8904030233 

8904030222 

89/03/24 

50-259 

T 

8904040226 

8904040223 

89/03/31 

50-263 

P 

8904030240 

0904030237 

89/02/24 

50-10 

R 

8904040230 

8904040229 

89/03/29 

50-31 5 

P 

8904030244 

8904030241 

89/03/22 

50-170 

Q 

8904040232 

8904040231 

89/03/29 

50-324 

P 

8904030247 

8904030246 

89/03/21 

50-313 

P 

8904040256 

8904040255 

89/03/30 

50-284 

Q 
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ENCLOSURE 

PRiNCiPAL 
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SUiUECT 

ENCLOSURE 
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OATSQORY 


DOCUMENT 

ISSUED 

CATEOORY 

8904040258 

8904040255 

89/03/30 

50-284 Q 

8904060067 

8904060060 

89/03/30 

50-244 

8904040268 

8904040265 

89/03/29 

50-324 P 

8904060085 

8904060076 

89/03/27 

50-443 

8904040273 

8904040269 

88/02/04 

WASTE MGT 

8904060087 

8904060082 

89/03/17 

50-286 

8904040279 

8904040269 

88/02/04 

WASTE MGT 

8904060088 

8904060084 

89/03/28 

50-289 

8904040284 

8904040261 

89/03/30 

50-470 K 

8904060089 

8904060082 

89/03/17 

50-286 

8904040288 

8904040261 

89/03/30 

50-470 K 

8904060095 

8904060092 

89/03/24 

50-309 

8904040289 

8904040254 

89/03/31 

WASTE RES 

8904060097 

8904060091 

89/03/08 

70-1113 

8904040291 

8904040261 

89/03/30 

50-470 K 

8904060120 

8904060118 

89/03/22 

50-266 

8904040304 

8904040261 

89/03/30 

50-470 K 

8904060140 

8904060130 

89/03/16 

50-321 

8904040310 

8904040302 

89/03/27 

50-416 P 

8904060173 

8904060169 

89/03/27 

50-354 

8904040318 

8904040302 

89/03/27 

50-416 P 

8904060180 

8904060178 

89/03/27 

50-309 

8904040332 

8904040261 

89/03/30 

50-470 K 

8904060198 

8904060196 

89/03/27 

50-309 

8904040334 

8904040261 

89/03/30 

50-470 K 

8904060203 

8904060200 

89/03/23 

50-272 

8904040335 

8904040261 

89/03/30 

50-470 K 

8904060220 

8904060216 

89/03/30 

50-331 

8904040345 

8904040261 

89/03/30 

50-470 K 

8904060229 

8904060227 

89/03/31 

50-353 

8904040347 

8904040261 

89/03/30 

50-470 K 

8904060258 

8904060257 

89/03/28 

50-313 

8904040352 

8904040339 

89/02/21 

50-390 A 

8904060282 

8904060276 

89/04/03 

50-322 

8904040358 

8904040261 

89/03/30 

50-470 K 

8904060304 

8904060297 

89/04/03 

50-341 

8904040360 

8904040261 

89/03/30 

50-470 K 

8904060309 

8904060297 

89/04/03 

FOIA 

8904040375 

8904040261 

89/03/30 

50-470 K 

8904060318 

8904060310 

89/03/27 

50-275 

8904040392 

8903300344 

89/03/24 

50-327 Q 

8904060322 

8904060297 

89/04/03 

FOIA 

8904040399 

8904040398 

89/03/30 

50-327 P 

8904060325 

8904060297 

89/04/03 

FOIA 

8904040407 

8904040398 

89/03/30 

50-327 P 

8904060332 

8904060327 

89/03/29 

50-275 

8904040420 

8904040419 

89/03/30 

50-400 P 

8904060334 

8904060297 

89/04/03 

FOIA 

8904040434 

8904040261 

89/03/30 

50-470 K 

8904060344 

8904060340 

89/03/31 

50-312 

8904040437 

8904040261 

89/03/30 

50-470 K 

8904060350 

8904060337 

89/03/17 

CONTRACT 

8904040438 

8904040261 

89/03/30 

50-470 K 

8904060353 

8904060297 

89/04/03 

FOIA 

8904040441 

8904040261 

89/03/30 

50-470 K 

8904060363 

8903310115 

89/03/21 

50-206 

8904040443 

8904040261 

89/03/30 

50-470 K 

8904060365 

8903310318 

89/03/24 

50-260 

8904040445 

8904040261 

89/03/30 

50-470 K 

8904060401 

8904060393 

89/03/28 

CONTRACT 

8904040449 

8904040261 

89/03/30 

50-470 K 

8904060426 

8904060413 

89/03/22 

CONTRACT 

8904040450 

8904040261 

89/03/30 

50-470 K 

8904060442 

8904060434 

89/03/27 

CONTRACT 

8904040452 

8904040261 

89/03/30 

50-470 K 

8904060460 

8904060453 

89/03/27 

CONTRACT 

8904040456 

8904040261 

89/03/30 

50-470 K 

8904060467 

8904060461 

89/03/21 

ORG 

8904040457 

8904040261 

89/03/30 

50-470 K 

8904060505 

8904060502 

89/03/22 

CONTRACT 

8904040460 

8904040261 

89/03/30 

50-470 K 

8904070002 

8904070001 

89/04/04 

50-361 

8904040462 

8904040261 

89/03/30 

50-470 K 

8904070012 

8904070008 

89/03/29 

70-27 

8904040464 

8904040261 

89/03/30 

50-470 K 

8904070017 

8904070013 

89/03/29 

FOIA 

8904040465 

8904040261 

89/03/30 

50-470 K 

8904070020 

8904130035 

89/03/30 

50-389 

8904050008 

8904040261 

89/03/30 

50-470 K 

8904070021 

8904070013 

89/03/29 

FOIA 

8904050035 

8904050029 

89/03/24 

50-277 Q 

8904070023 

8904070013 

89/03/29 

FOIA 

8904050037 

8904050029 

89/03/24 

50-277 Q 

8904070027 

8904070013 

89/03/29 

FOIA 

8904050038 

8904050033 

89/03/13 

50-277 F 

8904070030 

8904070013 

89/03/29 

FOIA 

8904050056 

8904050052 

89/03/30 

STATE PRO G 

8904070042 

8904040261 

89/03/30 

50-470 

8904050074 

8904050057 

89/03/24 

PR 

8904070043 

8904070036 

89/04/04 

FOIA 

8904050106 

8904050105 

89/03/30 

50-482 1 

8904070044 

8904070039 

89/04/04 

WASTE MGT 

8904050107 

8904050104 

89/03/31 

QA999 

8904070056 

8904040261 

89/03/30 

50-470 

8904050108 

8904050105 

89/03/30 

50-482 1 

8904070072 

8904040261 

89/03/30 

50-470 

8904050109 

8904050104 

89/03/31 

QA999 

8904070080 

8904070079 

88/02/22 

50-498 1 

8904050114 

8904050104 

89/03/31 

QA999 

8904070084 

8904070079 

88/02/22 

50-498 

8904050119 

8904050118 

89/03/21 

50-254 P 

8904070086 

8904070079 

88/02/22 

50-498 I 

8904050120 

8904050113 

89/03/27 

50-458 P 

8904070087 

8904070099 

89/03/29 

XPORTLIC 

8904050156 

8904050115 

89/03/30 

WASTE MGT 

8904070097 

8904070090 

89/03/31 

WASTE MGT 

8904050161 

8904050115 

89/03/30 

WASTE MGT 

8904070103 

8904070102 

89/03/27 

50-302 1 

8904050192 

8904050181 

89/03/27 

50-440 S 

8904070113 

8904070112 

89/03/29 

50-271 

8904050194 

8904050181 

89/03/27 

50-440 S 

8904070114 

8904070112 

89/03/29 

50-271 

8904050196 

8904050181 

89/03/27 

50-440 S 

8904070116 

8904070108 

89/03/24 

50-331 1 

890405021 1 

8904050207 

89/03/28 

WASTE MGT 

8904070120 

8904070119 

89/03/17 

50-395 

8904050236 

8904050232 

89/03/28 

50-382 Q 

8904070127 

8904070125 

89/03/23 

50-395 1 

8904050238 

8904050232 

89/03/28 

50-382 Q 

8904070136 

8904070134 

89/04/04 

XPORTLIC 

8904050239 

8904050230 

89/03/30 

WASTE MGT 

8904070138 

8904070134 

89/04/04 

XPORTLIC 

8904050317 

8904050316 

89/03/29 

50-298 Q 

8904070156 

8904070158 

89/03/31 

XPORTLIC 

8904050328 

8904050325 

89/03/24 

50-219 Q 

8904070160 

8904070157 

89/04/04 

FOIA 

8904050329 

8904050323 

89/03/27 

50-83 P 

8904070161 

8904070162 

89/03/30 

XPORTLIC 

8904050334 

8904050333 

89/03/24 

50-317 Q 

8904070163 

8904070157 

89/04/04 

FOIA 

8904050340 

8904050337 

89/03/23 

50-352 Q 

8904070165 

8904070157 

89/04/04 

FOIA 

8904050348 

8904050339 

89/04/03 

WASTE MGT 

8904070172 

8904070157 

89/04/04 

FOIA 

8904050353 

8904050351 

89/03/30 

50-206 Q 

8904070176 

8904070157 

89/04/04 

FOIA 

8904050359 

8904050357 

89/03/28 

50-285 P 

8904070180 

8904070157 

89/04/04 

FOIA 

8904050362 

8904050345 

89/03/24 

70-925 

8904070182 

8904070157 

89/04/04 

FOIA 

8904050368 

8904050345 

89/03/24 

70-925 

8904070184 

8904070157 

89/04/04 

FOIA 

8904050401 

8904050397 

89/03/27 

50-382 P 

8904070186 

8904070157 

89/04/04 

FOIA 

8904050405 

8904050397 

89/03/27 

50-382 P 

8904070188 

8904070157 

89/04/04 

FOIA 

8904050420 

8904050416 

89/03/29 

50-461 Q 

8904070191 

8904070157 

89/04/04 

FOIA 

8904050421 

8904050417 

89/03/27 

50-275 P 

8904070193 

8904070157 

89/04/04 

FOIA 

8904050424 

8904050419 

89/03/31 

50-445 A 

8904070213 

8904070202 

89/04/06 

50-322 

8904050426 

8904050417 

89/03/27 

50-275 P 

8904070216 

8904070214 

89/04/03 

50-313 

8904050429 

8904050419 

89/03/31 

50-445 A 

8904070217 

8904070202 

89/04/06 

50-322 

8904050430 

8904050417 

89/03/27 

50-275 P 

8904070223 

8904070218 

89/04/03 

50-219 

8904050441 

8904050440 

89/03/29 

50-305 Q 

8904070224 

8904070220 

89/04/03 

50-313 

8904050487 

8904050427 

89/03/29 

50-482 P 

8904100032 

8904100025 

89/03/29 

70-36 

8904050488 

8904050480 

88/01/22 

WASTE RES 

8904100060 

8904100053 

89/03/28 

CONTRACT 

8904060023 

8904060013 

89/03/30 

50-443 P 

8904100096 

8904100090 

89/03/23 

CONTRACT 

8904060025 

8904060013 

89/03/30 

50-443 P 

8904100103 

8904100098 

89/03/21 

MISC 

8904060030 

8904060016 

89/03/31 

50-413 P 

8904100110 

8904100106 

89/04/05 

WASTE MGT 

8904060063 

8904060060 

89/03/30 

50-244 P 

8904100121 

8904100118 

89/04/06 

PR 

8904060066 

8904060060 

89/03/30 

50-244 P 

8904100122 

8904100114 

89/03/17 

CONTRACT 
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AOeiNION NUMBIN AeOBUION NUMUH 


iN@L.OiUM 

pmmwki 

DAT! 



INCLOSURi 

PRINCIPAL. 

DATE 

SUiJlCT 


DOCUMENT 

liiUiD 

CATEQORV 



DOCUMENT 

ISSUED 

CATEGORY 

8904100131 

8904100128 

89/04/06 

50-146 

U 

8904120232 

8904120229 

89/04/03 

50-256 

8904100148 

8904100146 

89/04/06 

50-445 

H 

8904120238 

8904120226 

89/03/27 

50-302 

8904100150 

8904100143 

89/03/23 

CONTRACT 


8904120242 

8904120239 

89/03/31 

50-285 

8904100154 

8904100149 

89/04/07 

WASTE MGT 


8904120274 

8904120272 

89/03/23 

50-348 

8904100168 

8904100153 

89/04/06 

PR 


8904120277 

8904120243 

89/03/28 

50-327 

8904100170 

8904100153 

89/04/06 

PR 


8904120287 

8904120243 

89/03/28 

50-327 

8904100172 

8904100153 

89/04/06 

PR 


8904120299 

8904120288 

89/03/29 

50-275 

8904100176 

8904100129 

89/04/06 

WASTE MGT 


8904120301 

8904120288 

89/03/29 

50-275 

8904100206 

8904100203 

89/04/04 

COMMISSIO 

N 

8904120315 

8904120304 

89/03/23 

CONTRACT 

8904100207 

8904140134 

89/03/31 

50-155 

R 

8904120327 

8904120313 

89/03/15 

50-244 

8904100212 

8904100210 

89/03/20 

CONTRACT 


8904120336 

8904120335 

89/03/31 

50-456 

8904100220 

8904100205 

88/01/11 

WASTE RES 


8904120337 

8904120229 

89/04/03 

50-255 

8904100221 

8904100216 

89/03/14 

COMMISSIO 

N 

8904120343 

8904120341 

89/03/31 

50-313 

8904100237 

8904100233 

89/03/16 

PR 


8904120344 

8904120342 

89/04/04 

50-320 

8904100239 

8904100233 

89/03/16 

PR 


8904120349 

8904100086 

89/03/21 

PR 

8904100248 

8904100245 

89/03/14 

MISC 


8904120362 

8904120361 

89/04/03 

50-482 

8904100263 

8904100262 

89/03/31 

50-397 

P 

8904120367 

8904110013 

89/03/14 

50-483 

8904100295 

8904100291 

89/04/04 

WASTE MGT 


8904120371 

8904120366 

89/03/30 

50-354 

8904100310 

8904040261 

89/03/30 

50-470 

K 

8904120390 

8904120388 

89/04/06 

50-412 

8904100364 

8904100353 

89/03/27 

50-341 

Q 

8904120396 

8904120388 

89/04/06 

50-412 

8904100373 

8904100363 

88/02/08 

WASTE MGT 


8904120400 

8904120391 

89/03/29 

50-312 

8904100381 

8904100363 

88/02/08 

WASTE MGT 


8904120403 

8904120391 

89/03/29 

50-312 

8904100387 

8904100382 

89/04/03 

ORG 


8904120407 

8904120391 

89/03/29 

50-312 

8904100395 

8904100380 

89/03/30 

70-1308 


8904120417 

8904120415 

89/03/30 

50-397 

8904100396 

8904100380 

89/03/30 

70-1308 


8904120419 

8904120415 

89/03/30 

50-397 

8904100398 

8904100380 

89/03/30 

70-1308 


8904120503 

8904120497 

89/03/30 

50-387 

8904110024 

8904110020 

89/03/28 

50-331 

F 

8904120526 

8904120525 

89/04/05 

50-458 

8904110044 

8904110041 

89/03/29 

50-461 

Q 

8904120532 

8904120530 

89/04/05 

50-262 

8904110052 

8904110047 

89/03/24 

50-315 

Q 

8904130007 

8904130006 

89/04/04 

40-3453 

8904110072 

8903290420 

89/02/22 

COMMISSIO 

N 

8904130009 

8904130006 

89/04/04 

40-3453 

8904110082 

8904110076 

89/03/30 

50-443 

Q 

8904130010 

8904130006 

89/04/04 

40-3453 

8904110088 

8904110079 

89/04/05 

50-320 

P 

8904130025 

8904130024 

89/03/30 

50-470 

8904110105 

8904110095 

89/03/29 

50-313 

P 

8904130057 

8904130056 

89/03/30 

50-247 

8904110111 

8904110095 

89/03/29 

50-313 

P 

8904130058 

8904130056 

89/03/30 

50-247 

8904110114 

8904110095 

89/03/29 

50-313 

P 

8904130061 

8904130056 

89/03/30 

50-247 

8904110118 

8904110115 

89/04/06 

50-254 

H 

8904130063 

8904130056 

89/03/30 

50-247 

8904110133 

8904110129 

89/03/21 

50-275 

Q 

8904130131 

8904130115 

89/04/07 

50-261 

8904110138 

8904110129 

89/03/21 

50-275 

Q 

8904130140 

8904130115 

89/04/07 

50-261 

8904110144 

8904110129 

89/03/21 

50-275 

Q 

8904130143 

8904130115 

89/04/07 

50-261 

8904110159 

8904110156 

89/03/31 

50-272 

P 

8904130144 

8904130138 

89/03/31 

50-272 

8904110171 

8904110163 

89/03/30 

50-237 

Q 

8904130145 

8904130115 

89/04/07 

50-261 

8904110180 

8904110153 

89/03/27 

50-295 

Q 

8904130148 

8904130138 

89/03/31 

50-272 

8904110181 

8904040261 

89/03/30 

50-470 

K 

8904130150 

8904130136 

89/04/03 

50-443 

8904110188 

8904040261 

89/03/30 

50-470 

K 

8904130160 

8904130155 

89/04/03 

50-289 

8904110263 

8904110254 

89/03/24 

STATE PRO 

G 

8904130161 

8904130154 

89/04/05 

71-672 

8904110295 

8904110293 

89/03/31 

50-309 

Q 

8904130162 

8904130159 

89/03/31 

50-259 

8904110301 

8904110299 

89/03/29 

PR 


8904130181 

8904130171 

89/03/31 

50-443 

8904110307 

8904110305 

89/03/30 

50-528 

Q 

8904130187 

8904130171 

89/03/31 

50-443 

8904110380 

8904050281 

89/03/31 

WASTE MGT 


8904130198 

8904190044 

89/04/05 

50-352 

8904110407 

8904110403 

89/03/30 

70-135 


8904130216 

8904130212 

69/03/24 

50-338 

8904110420 

8904110412 

89/03/24 

50-285 

Q 

8904130233 

8904130222 

89/03/31 

50-250 

8904110462 

8904110451 

89/03/29 

CONTRACT 


8904130234 

8904130223 

89/04/03 

50-443 

8904110490 

8904110487 

89/03/29 

50-458 

P 

8904130236 

8904130006 

89/04/04 

40-3453 

8904110493 

8904110487 

89/03/29 

50-458 

P 

8904130247 

8904130246 

89/03/22 

50-331 

8904110502 

8904110498 

89/03/27 

CONTRACT 


8904130254 

8904130253 

89/03/28 

50-282 

8904110520 

8904110514 

89/03/29 

50-277 

Q 

8904130262 

8904130261 

89/03/31 

50-213 

8904110528 

8904110524 

89/03/31 

50-267 

P 

8904130268 

8904130098 

89/04/03 

50-387 

8904110529 

8904110524 

89/03/31 

50-267 

P 

8904130283 

8904130282 

89/03/29 

50-263 

8904110530 

8904110527 

89/04/10 

WASTE MGT 


8904130286 

8904130282 

89/03/29 

50-263 

8904110531 

8904110527 

89/04/10 

WASTE MGT 


8904130287 

8904130281 

89/04/03 

50-454 

8904110634 

8904110527 

89/04/10 

50-275 

T 

8904130292 

8904130289 

89/04/06 

50-320 

8904110537 

8904110527 

89/04/10 

'WASTE MGT 


8904130301 

8904130298 

89/03/30 

50-282 

8904120018 

8904120015 

89/03/29 

50-29 

Q 

8904130344 

8904130343 

89/04/05 

71-669 

8904120033 

8904120029 

89/03/31 

50-354 

P 

8904130370 

8904130368 

89/03/30 

50-440 

8904120035 

8904120031 

89/03/31 

50-286 

P 

8904130371 

8904130369 

89/04/03 

50-280 

8904120085 

8904120081 

89/03/30 

40-3392 


8904130381 

8904130377 

89/03/31 

50-263 

8904120086 

8904120012 

88/01/29 

WASTE RES 


8904130382 

8904130377 

89/03/31 

50-263 

8904120087 

8904120081 

89/03/30 

40-3392 


8904130392 

8904130388 

89/03/31 

50-440 

8904120089 

8904120081 

89/03/30 

40-3392 


8904130394 

8904130388 

89/03/31 

50-440 

8904120098 

8904120091 

89/03/21 

50-424 

Q 

8904130395 

8904130388 

89/03/31 

50-440 

8904120117 

8904120062 

89/03/10 

70-143 


8904130401 

8904130397 

89/03/24 

50-302 

8904120119 

8904120114 

89/03/31 

50-313 

Q 

8904130405 

8904130404 

89/04/03 

50-255 

8904120122 

8904120118 

89/03/29 

50-250 

Q 

8904130422 

8903230198 

89/03/13 

70-1113 

8904120136 

8904120127 

89/03/31 

50-285 

Q 

8904130429 

8904130424 

89/04/06 

WASTE MGT 

8904120146 

8904120135 

89/03/24 

50-387 

Q 

8904130484 

8904130482 

89/03/28 

50-250 

8904120149 

8904120143 

89/03/29 

50-413 

Q 

8904130485 

8904130479 

89/04/04 

50-266 

8904120150 

8904120142 

89/03/23 

50-373 

Q 

8904130506 

8904130496 

89/04/03 

CONTRACT 

8904120155 

8904120153 

89/03/31 

50-338 

P 

8904130526 

8904130520 

89/04/05 

50-313 

8904120156 

8904120142 

89/03/23 

50-373 

Q 

8904130545 

8904130544 

89/04/04 

50-322 

8904120162 

8904120127 

89/03/31 

50-285 

Q 

8904130553 

8904130548 

89/04/03 

50-313 

8904120173 

8904120127 

89/03/31 

50-285 

Q 

8904130565 

8904130562 

89/03/28 

50-295 

8904120175 

8904120170 

89/03/28 

50-454 

P 

8904130567 

8904130562 

89/03/28 

50-295 

8904120179 

8904120170 

89/03/28 

50-454 

P 

8904130578 

8904130574 

89/03/31 

50-483 

8904120182 

8904120170 

89/03/28 

50-454 

P 

8904130606 

8904130604 

89/03/31 

50-186 

8904120213 

8904120210 

89/03/29 

50-387 

V 

8904130622 

8904130621 

89/03/31 

50-295 

8904120218 

8904120200 

89/03/31 

50-313 

Q 

8904130627 

8904130626 

89/03/29 

50-305 

8904120224 

8904120223 

89/03/22 

50-295 

P 

8904140006 

8904140003 

89/04/10 

50-443 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

PRINCIPAL 

date 

SUBJECT 


DOCUyENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8904140007 

8904140003 

89/04/10 

50-443 

T 

8904170143 

8904170125 

89/03/23 

50-206 

8904140008 

8904140003 

89/04/10 

50-443 

T 

8904170144 

8904170125 

89/03/23 

50-206 

8904140010 

8904140003 

89/04/10 

50-443 

T 

8904170160 

8904170158 

89/04/03 

50-354 

8904140012 

8904140003 

89/04/10 

50-443 

T 

8904170162 

8904170157 

89/03/28 

50-499 

8904140016 

8904140003 

89/04/10 

50-443 

T 

8904170165 

8904170157 

89/03/28 

50-499 

8904140022 

8904140020 

89/03/31 

50-454 

Q 

8904170167 

8904170157 

89/03/28 

50-499 

8904140023 

8904140020 

89/03/31 

50-454 

Q 

8904170171 

8904170164 

89/03/29 

40-8907 

8904140055 

8904140046 

89/03/31 

71-9184 


8904170174 

8904170164 

89/03/29 

40-8907 

8904140073 

8904140066 

89/03/30 

50-369 

Q 

8904170175 

8904170148 

89/04/07 

WASTE MGT 

8904140085 

8904140003 

89/04/10 

50-443 

T 

8904170189 

8904170185 

89/04/11 

50-269 

8904140103 

8904140101 

89/03/30 

50-244 

Q 

8904170191 

8904170185 

89/04/11 

50-269 

8904140107 

8904140101 

89/03/30 

50-244 

Q 

8904170194 

8904170185 

89/04/11 

50-269 

8904140118 

8904140003 

89/04/10 

50-443 

T 

8904170195 

8904170186 

89/04/03 

40-8714 

8904140128 

8904140126 

89/02/14 

50-260 

P 

8904170196 

8904170185 

89/04/11 

50-269 

8904140136 

8904140003 

89/04/10 

50-443 

T 

8904170200 

8904170197 

89/03/28 

71-673 

8904140144 

8904140142 

89/03/27 

50-275 

F 

8904170203 

8904170202 

89/04/11 

50-206 

8904140149 

8904140146 

89/02/03 

50-438 

Q 

8904170204 

8904170202 

89/04/11 

50-206 

8904140152 

8904140003 

89/04/10 

50-443 

T 

8904170218 

8904170216 

89/04/06 

50-461 

8904140158 

8904140146 

89/02/03 

50-438 

Q 

8904170222 

8904170220 

89/04/06 

50-315 

8904140164 

8904140163 

89/03/27 

PT21 


8904170224 

8904170221 

89/03/30 

70-1201 

8904140167 

8904140134 

89/03/31 

50-155 

R 

8904170231 

8904120025 

89/04/03 

50-260 

8904140174 

8904140157 

89/04/01 

50-410 

P 

8904170239 

8904170234 

89/03/31 

50-305 

8904140176 

8904140134 

89/03/31 

50-155 

R 

8904170245 

8904170243 

88/03/25 

50-272 

8904140179 

8904140003 

89/04/10 

50-443 

T 

8904170249 

8904170248 

89/04/06 

50-318 

8904140184 

8904140146 

89/02/03 

50-438 

Q 

8904170260 

8904170255 

89/03/31 

50-348 

8904140187 

8904140154 

89/04/01 

50-220 

P 

8904170266 

8904170257 

89/04/04 

50-286 

8904140196 

8904140003 

89/04/10 

50-443 

T 

8904170287 

8904170283 

89/03/29 

71-674 

8904140205 

8904140200 

89/04/03 

XPORTLIC 


8904170288 

8904170283 

89/03/29 

71-674 

8904140208 

8904140200 

89/04/03 

XPORTLIC 


8904170292 

8904170284 

89/04/03 

50-327 

8904140211 

8904140200 

89/04/03 

XPORTLIC 


8904170294 

8904170284 

89/04/03 

50-327 

8904140215 

8904140213 

89/03/30 

40-8027 


8904170313 

8904170311 

89/04/07 

50-335 

8904140217 

8904140213 

89/03/30 

40-8027 


8904170314 

8904170311 

89/04/07 

50-335 

8904140222 

8904140213 

89/03/30 

40-8027 


8904170315 

8904170312 

89/04/05 

50-395 

8904140230 

8904140224 

89/04/07 

50-317 

P 

8904170318 

8904120437 

89/03/29 

71-9228 

8904140234 

8904140226 

89/04/04 

50-353 

Q 

8904170319 

8904170310 

89/04/03 

50-327 

8904140256 

8904140250 

89/03/29 

50-309 

V 

8904170321 

8904170310 

89/04/03 

50-327 

8904140280 

8904140278 

89/04/04 

50-244 

P 

8904170322 

8904170317 

89/04/03 

CONTRACT 

8904140282 

8904140278 

89/04/04 

50-244 

P 

8904170326 

8904120340 

89/04/03 

50-341 

8904140306 

8904140303 

89/04/05 

50-424 

P 

8904170331 

8904170328 

89/04/10 

50-317 

8904140315 

8904140310 

89/04/05 

50-424 

P 

8904170340 

8904170339 

89/04/07 

QA999 

8904140338 

8904140337 

89/04/04 

50-245 

Q 

8904170342 

8904170339 

89/04/07 

QA999 

8904140347 

8904140344 

89/03/31 

50-354 

Q 

8904170348 

8904170345 

89/04/03 

50-327 

8904140350 

8904140344 

89/03/31 

50-354 

Q 

8904170367 

8904170361 

89/04/10 

50-458 

8904140352 

8904140345 

89/03/31 

50-352 

Q 

8904170376 

8904170374 

89/04/13 

50-277 

8904140367 

8904140366 

89/04/03 

50-528 

F 

8904170378 

8904170374 

89/04/13 

50-277 

8904140378 

8904140375 

89/04/04 

50-344 

Q 

8904170379 

8904170345 

89/04/03 

50-327 

8904140387 

8904140380 

89/04/05 

50-482 

F 

8904180003 

8904180001 

89/04/10 

50-298 

8904140409 

8904140406 

89/04/04 

70-135 


8904180004 

8904180001 

89/04/10 

50-298 

8904140439 

8904140437 

89/04/04 

50-346 

V 

8904180014 

8904180012 

89/04/04 

50-335 

8904140444 

8904140442 

89/04/06 

50-280 

P 

8904180027 

8904180022 

89/04/03 

CONTRACT 

8904140448 

8904100402 

89/04/03 

50-341 

P 

8904180029 

8904180026 

89/03/31 

TOPREP 

8904140451 

8904100402 

89/04/03 

50-341 

P 

8904180034 

8904180032 

89/04/10 

50-220 

8904140473 

8904200004 

89/03/21 

50-312 

R 

8904180039 

8904180032 

89/04/10 

50-220 

8904140478 

8904140466 

89/03/31 

50-322 

Q 

8904180042 

8904180040 

89/04/03 

CONTRACT 

8904140493 

8904140489 

89/03/31 

50-302 

P 

8904180049 

8904180046 

89/04/04 

50-361 

8904140499 

8904140497 

89/03/31 

50-312 

Q 

8904180078 

8904180072 

89/04/04 

50-237 

8904140500 

8904140497 

89/03/31 

50-312 

Q 

8904180085 

8904180082 

89/02/22 

CONTRACT 

8904140504 

8904140503 

89/03/30 

50-206 

Q 

8904180086 

8904180067 

89/03/31 

50-3 

8904140506 

8904140505 

89/04/03 

50-354 

P 

8904180096 

8904180087 

89/04/03 

50-482 

8904140507 

8904140505 

89/04/03 

50-354 

P 

8904180097 

8904180090 

89/04/07 

50-280 

8904170006 

8904170004 

89/03/31 

50-483 

P 

8904180099 

8904180091 

89/03/30 

CONTRACT 

8904170016 

8904170014 

89/04/03 

50-482 

P 

8904180101 

8904180090 

89/04/07 

50-280 

8904170019 

8904170015 

89/04/06 

50-424 

P 

8904180102 

8904180098 

89/04/04 

50-237 

8904170027 

8904170026 

89/04/03 

50-456 

Q 

8904180106 

8904180087 

89/04/03 

50-482 

8904170033 

8904170032 

89/04/08 

27-48 


8904180108 

8904180098 

89/04/04 

50-237 

8904170056 

8904170055 

89/04/05 

50-266 

P 

8904180115 

8904180110 

89/04/03 

50-293 

8904170059 

8904170054 

89/03/27 

50-397 

Q 

8904180117 

8904180114 

89/04/05 

50-445 

8904170061 

8904170058 

89/04/03 

50-440 

Q 

8904180124 

8904180073 

89/04/07 

50-267 

8904170062 

8904170054 

89/03/27 

50-397 

Q 

8904180141 

8904180135 

89/04/04 

50-250 

8904170066 

8904170058 

89/04/03 

50-440 

Q 

8904180145 

8904180135 

89/04/04 

50-250 

8904170073 

8904170072 

89/04/1 1 

50-206 

P 

8904180154 

8904180152 

89/04/07 

50-346 

8904170074 

8904170072 

89/04/11 

50-206 

P 

8904180161 

8904180158 

89/04/04 

50-341 

8904170084 

8904170083 

89/03/23 

50-275 

Q 

8904180162 

8904180157 

89/04/1 1 

50-454 

8904170086 

8904170083 

89/03/23 

50-275 

Q 

8904180163 

8904180158 

89/04/04 

50-341 

8904170090 

8904170088 

89/04/03 

50-282 

P 

8904180164 

8904180149 

89/04/07 

50-293 

8904170092 

8904170088 

89/04/03 

50-282 

P 

8904180166 

8904180160 

89/04/03 

50-335 

8904170107 

8904170103 

89/03/28 

50-498 

P 

8904180178 

8904180175 

89/04/06 

50-382 

8904170109 

8904170103 

89/03/28 

50-498 

P 

8904180180 

8904180176 

89/04/05 

50-346 

8904170111 

8904170103 

89/03/28 

50-498 

P 

8904180194 

8904180192 

89/03/23 

50-344 

8904170112 

8904170100 

89/03/22 

50-269 

F 

8904180195 

8904180189 

89/03/28 

50-312 

8904170123 

8904170122 

89/03/28 

50-498 

P 

8904180196 

8904180192 

89/03/23 

50-344 

8904170128 

8904170122 

89/03/28 

50-498 

P 

8904180206 

8904180148 

89/03/31 

50-254 

8904170132 

8904170126 

89/04/06 

50-282 

P 

8904180207 

8904180204 

89/03/30 

50-255 

8904170133 

8904170126 

89/04/06 

50-282 

P 

8904180210 

8904180209 

89/04/04 

50-461 

8904170139 

8904170135 

89/04/05 

50-416 

P 

8904180216 

8904180211 

89/04/04 

50-305 

8904170141 

8904170100 

89/03/22 

50-269 

F 

8904180223 

8904180127 

89/04/03 

50-341 

8904170142 

8904170100 

89/03/22 

50-269 

F 

8904180239 

8904180094 

89/04/03 

50-341 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 

8904180245 

8904180241 

89/03/30 

50-369 

Q 

8904190295 

8904190265 

89/04/1 1 

FOIA 

8904180247 

8904180241 

89/03/30 

50-369 

Q 

8904190298 

8904190265 

89/04/11 

FOIA 

8904180258 

8904180256 

89/03/29 

50-413 

Q 

8904190301 

8904190265 

89/04/11 

FOIA 

8904180259 

8904180256 

89/03/29 

50-413 

Q 

8904190312 

8904190309 

89/04/11 

50-324 

8904180263 

8904180261 

89/04/05 

50-395 

P 

8904190313 

8904190265 

89/04/11 

FOIA 

8904180265 

8904180264 

89/04/10 

PR 


8904190316 

8904190265 

89/04/11 

FOIA 

8904180271 

8904180270 

89/04/13 

FOIA 


8904190320 

8904190265 

89/04/11 

FOIA 

8904180275 

8904180272 

89/04/04 

50-483 

P 

8904190321 

8904190265 

89/04/11 

FOIA 

8904180285 

8904180282 

89/04/05 

50-334 

P 

8904190327 

8904190265 

89/04/11 

FOIA 

8904180313 

8904180291 

89/04/12 

50-272 

R 

8904190331 

8904190265 

89/04/11 

FOIA 

8904180315 

8904180311 

89/03/26 

50-295 

R 

8904190336 

8904190265 

89/04/11 

FOIA 

8904180317 

8904180311 

89/03/26 

50-295 

R 

8904190337 

8904190265 

89/04/11 

FOIA 

8904180324 

8904180319 

89/03/30 

50-338 

Q 

8904190343 

8904190265 

89/04/11 

FOIA 

8904180328 

8904180325 

89/04/06 

50-348 

P 

8904190345 

8904190265 

89/04/11 

FOIA 

8904180334 

8904130404 

89/04/03 

50-255 

P 

8904190351 

8904190346 

89/04/04 

50-341 

8904180338 

8904180300 

89/04/12 

50-311 

R 

8904190394 

8904190324 

89/04/13 

50-338 

8904180340 

8904180335 

89/04/03 

50-280 

Q 

8904190396 

8904190324 

89/04/13 

50-338 

8904180347 

8904180345 

89/04/11 

50-254 

P 

8904190405 

8904190400 

89/04/14 

FOIA 

8904180350 

8904180307 

89/04/12 

50-311 

R 

8904190434 

8904190427 

89/04/10 

50-29 

8904180351 

8904180307 

89/04/12 

50-311 

R 

8904190441 

8904190437 

89/03/30 

40-8027 

8904180354 

8904180307 

89/04/12 

50-311 

R 

8904190453 

8904190446 

89/03/28 

70-27 

8904180356 

8904180349 

89/04/14 

WASTE MGT 


8904190487 

8904190486 

89/04/12 

50-445 

8904180359 

8904180355 

89/04/07 

50-341 

P 

8904200023 

8904200021 

89/04/11 

50-324 

8904180365 

8904180360 

89/03/27 

CONTRACT 


8904200029 

8904200025 

89/04/10 

CONTRACT 

8904190001 

8904180361 

89/03/28 

70-143 


8904200041 

8904200040 

89/03/24 

50-528 

8904190008 

8904190006 

89/04/07 

50-313 

Q 

8904200050 

8904200045 

89/04/06 

50-286 

8904190012 

8904190009 

89/03/27 

50-312 

Q 

8904200056 

8904200043 

89/04/10 

CONTRACT 

8904190014 

8904190009 

89/03/27 

50-312 

Q 

8904200058 

8904200054 

89/04/06 

50-413 

8904190015 

8904190013 

89/03/28 

50-275 

F 

8904200078 

8904200070 

89/04/04 

50-206 

8904190021 

8904190020 

89/04/06 

50-315 

P 

8904200083 

8904200077 

89/04/06 

50-335 

8904190033 

8904190032 

89/04/03 

50-250 

P 

8904200088 

8904200082 

89/04/06 

50-369 

8904190042 

8904190036 

89/04/07 

50-483 

F 

8904200089 

8904200081 

89/04/06 

70-27 

8904190043 

8904190041 

89/03/29 

CONTRACT 


8904200092 

8904200081 

89/04/06 

70-27 

8904190049 

8904190047 

89/04/03 

CONTRACT 


8904200093 

8904200070 

89/04/04 

50-206 

8904190058 

8904190052 

89/04/13 

27-39 


8904200095 

8904200070 

89/04/04 

50-206 

8904190059 

8904190056 

89/03/13 

CONTRACT 


8904200099 

8904200094 

89/04/14 

50-271 

8904190068 

8904190065 

89/04/01 

CONTRACT 


8904200115 

8904200112 

89/04/07 

50-259 

8904190073 

8904190071 

89/03/29 

CONTRACT 


8904200118 

8904200112 

89/04/07 

50-259 i 

8904190091 

8904190080 

89/04/06 

CONTRACT 


8904200119 

8904200109 

89/04/11 

XPORTLIC 

8904190097 

8904190095 

89/04/10 

50-352 

P 

8904200123 

8904200110 

89/04/14 

FOIA 

8904190102 

8904190101 

89/04/10 

50-352 

P 

8904200143 

8904200140 

89/04/11 

CONTRACT 

8904190112 

8904190110 

89/04/10 

50-352 

P 

8904200146 

8904200128 

89/04/10 

50-220 

8904190121 

8904190099 

89/04/13 

FOIA 


8904200151 

8904200147 

89/04/12 

50-322 

8904190125 

8904190120 

89/04/07 

50-361 

P 

8904200155 

8904200149 

89/04/10 

50-247 

8904190126 

8904190099 

89/04/13 

FOIA 


8904200156 

8904200152 

89/04/05 

CONTRACT 

8904190127 

8904190120 

89/04/07 

50-361 

P 

8904200157 

8904200149 

89/04/10 

50-247 

8904190135 

8904190129 

89/04/04 

CONTRACT 


8904200163 

8904200160 

89/04/10 

50-333 

8904190139 

8904190099 

89/04/13 

FOIA 


8904200165 

8904200160 

89/04/10 

50-333 

8904190144 

8904190099 

89/04/13 

FOIA 


8904200166 

8904200164 

89/04/11 

CONTRACT 

8904190151 

8904190099 

89/04/13 

FOIA 


8904200170 

8904200169 

89/03/21 

CONTRACT 

8904190158 

8904190099 

89/04/13 

FOIA 


8904200171 

8904200168 

89/04/11 

XPORTLIC 

8904190165 

8904190099 

89/04/13 

FOIA 


8904200174 

8904200162 

89/04/10 

50-327 

8904190166 

8904190159 

89/04/12 

50-309 

Q 

8904200176 

8904200173 

89/04/06 

50-155 

8904190171 

8904190099 

89/04/13 

FOIA 


8904200177 

8904200175 

89/04/06 

50-261 

8904190176 

8904190099 

89/04/13 

FOIA 


8904200179 

8904200162 

89/04/10 

50-327 

8904190181 

8904190099 

89/04/13 

FOIA 


8904200180 

8904200175 

89/04/06 

50-261 

8904190183 

8904190179 

89/03/27 

CONTRACT 


8904200182 

8904200178 

89/04/10 

50-259 

8904190187 

8904190099 

89/04/13 

FOIA 


8904200187 

8904200185 

89/04/10 

50-335 

8904190190 

8904190099 

89/04/13 

FOIA 


8904200188 

8904200183 

89/03/28 

50-498 

8904190191 

8904190184 

89/04/07 

WASTE MGT 


8904200189 

8904200183 

89/03/28 

50-498 

8904190196 

8904190099 

89/04/13 

FOIA 


8904200196 

8904200193 

89/03/27 

50-528 

8904190197 

8904190195 

89/04/10 

50-353 

Q 

8904200198 

8904200194 

89/04/11 

50-413 

8904190200 

8904190099 

89/04/13 

FOIA 


8904200200 

8904200194 

89/04/11 

50-413 

8904190203 

8904190198 

89/04/13 

50-348 

R 

8904200201 

8904200195 

89/04/10 

50-259 

8904190204 

8904190099 

89/04/13 

FOIA 


8904200203 

8904200047 

89/04/11 

50-440 

8904190206 

8904190099 

89/04/13 

FOIA 


8904200204 

8904200195 

89/04/10 

50-259 

8904190207 

8904190198 

89/04/13 

50-348 

R 

8904200211 

8904200209 

89/04/10 

50-395 

8904190211 

8904190099 

89/04/13 

FOIA 


8904200216 

8904200213 

89/04/11 

50-250 

8904190214 

8904190099 

89/04/13 

FOIA 


8904200219 

8904200161 

89/04/07 

50-454 

8904190218 

8904190217 

89/04/10 

50-352 

Q 

8904200225 

8904200221 

89/04/04 

50-269 

8904190222 

8904190219 

89/04/12 

50-423 

P 

8904200227 

8904200221 

89/04/04 

50-269 

8904190225 

8904190220 

89/04/11 

70-135 


8904200232 

8904200228 

89/04/17 

50-322 

8904190236 

8904190234 

89/04/07 

50-353 

Q 

8904200235 

8904200228 

89/04/17 

50-322 

8904190239 

8904190233 

89/04/14 

WASTE MGT 


8904200240 

8904200237 

89/04/07 

50-83 

8904190243 

8904190241 

89/04/10 

50-10 

F 

8904200241 

8904200237 

89/04/07 

50-83 

8904190245 

8904190233 

89/04/14 

WASTE MGT 


8904200242 

8904200228 

89/04/17 

50-322 

8904190247 

8904190246 

89/04/11 

50-277 

Q 

8904200245 

8904200244 

89/04/07 

50-302 

8904190259 

8904190258 

89/04/12 

MISC 


8904200257 

8904200253 

89/04/06 

50-413 

8904190268 

8904190265 

89/04/1 1 

FOIA 


8904200273 

8904200271 

89/04/10 

50-461 

8904190272 

8904190265 

89/04/11 

FOIA 


8904200275 

8904200271 

89/04/10 

50-461 

8904190274 

8904190271 

89/04/07 

50-245 

Q 

8904200277 

8904200272 

89/04/06 

50-206 

8904190275 

8904190265 

89/04/1 1 

FOIA 


8904200278 

8904200274 

89/03/24 

CONTRACT 

8904190279 

8904190265 

89/04/1 1 

FOIA 


8904200291 

8904200288 

89/04/10 

50-336 

8904190283 

8904190280 

89/04/07 

50-458 

Q 

8904200293 

8904200288 

89/04/10 

50-336 

8904190285 

8904190280 

89/04/07 

50-458 

Q 

8904200302 

8904200299 

89/04/11 

XPORTLIC 

8904190288 

8904190284 

89/04/07 

50-354 

V 

8904200305 

8904200304 

89/04/10 

50-295 

8904190291 

8904190284 

89/04/07 

50-354 

V 

8904200307 

8904200304 

89/04/10 

50-295 
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ACCESSION NUMBER 




ACCESSION NUMBER 




ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8904200322 

8904200317 

89/03/31 

50-425 

P 

8904210328 

8904210323 

89/04/13 

50-346 

P 

8904200325 

8904200317 

89/03/31 

50-425 

P 

8904210333 

8904210332 

89/04/10 

50-373 

P 

8904200327 

8904200323 

89/04/11 

50-498 

P 

8904210336 

8904210330 

89/04/1 1 

50-361 

P 

8904200328 

8904200320 

89/04/11 

50-286 

P 

8904210338 

8904210332 

89/04/10 

50-373 

P 

8904200329 

8904200324 

89/04/07 

50-315 

Q 

8904210340 

8904210327 

89/02/24 

PR 


8904200331 

8904200320 

89/04/1 1 

50-286 

P 

8904210341 

8904210330 

89/04/1 1 

50-361 

P 

8904200333 

8904200324 

89/04/07 

50-315 

Q 

8904210344 

8904210287 

89/04/07 

70-36 


8904200336 

8904200315 

89/04/1 1 

50-275 

P 

8904210346 

8904210330 

89/04/1 1 

50-361 

P 

8904200344 

8904200341 

89/04/06 

70-1151 


8904210348 

8904210327 

89/02/24 

PR 


8904200346 

8904200341 

89/04/06 

70-1151 


8904210353 

8904210352 

89/04/14 

50-247 

P 

8904200350 

8904260224 

89/01/25 

70-1257 


8904210357 

8904210356 

89/04/13 

50-259 

P 

8904200355 

8904200353 

89/04/14 

50-247 

P 

8904210358 

8904210356 

89/04/13 

50-259 

P 

8904200356 

8904200353 

89/04/14 

50-247 

P 

8904210361 

8904200339 

89/04/13 

50-220 

0 

8904200363 

8904200339 

89/04/13 

FOIA 


8904210363 

8904200339 

89/04/13 

50-220 

P 

8904200366 

8904200364 

89/04/14 

50-387 

P 

8904210365 

8904210327 

89/02/24 

PR 


8904200367 

8904200364 

89/04/14 

50-387 

P 

8904210366 

8904200339 

89/04/13 

50-220 

0 

8904200372 

8904200339 

89/04/13 

FOIA 


8904210367 

8904210364 

89/04/07 

50-352 

Q 

8904200387 

8904200339 

89/04/13 

FOIA 


8904210368 

8904210327 

89/02/24 

PR 


8904200389 

8904200385 

89/04/11 

50-263 

Q 

8904210369 

8904200339 

89/04/13 

50-220 

P 

8904200394 

8904200339 

89/04/13 

50-220 

P 

8904210370 

8904210327 

89/02/24 

PR 


8904200397 

8904200396 

89/04/13 

50-454 

Q 

8904210373 

8904210327 

89/02/24 

PR 


8904200399 

8904200396 

89/04/13 

50-454 

Q 

8904210375 

8904200339 

89/04/13 

50-220 

0 ! 

8904200401 

8904200339 

89/04/13 

FOIA 


8904210376 

8904210327 

89/02/24 

PR 


8904200404 

8904200339 

89/04/13 

FOIA 


8904210377 

8904210327 

89/02/24 

PR 


8904200409 

8904200339 

89/04/13 

50-220 

F 

8904210382 

8904210381 

89/04/14 

50-416 

p 

8904200410 

8904200405 

89/04/14 

50-445 

Q 

8904210384 

8904210383 

89/04/14 

50-498 

p 

8904200412 

8904200405 

89/04/14 

50-445 

Q 

8904210385 

8904200339 

89/04/13 

50-220 

0 

8904200416 

8904200339 

89/04/13 

50-220 

F 

8904240002 

8904240001 

89/04/13 

50-155 

R 

8904200420 

8904200419 

89/04/14 

50-445 

Q 

8904240011 

8904240006 

89/04/11 

50-275 

P 

8904200426 

8904200339 

89/04/13 

50-220 

F 

8904240017 

8904240013 

89/04/14 

50-266 

P 

8904200427 

8904200339 

89/04/13 

50-220 

0 

8904240020 

8904240013 

89/04/14 

50-266 

P 

8904200428 

8904200339 

89/04/13 

50-220 

F 

8904240026 

8904240019 

89/04/18 

50-443 

T 

8904200429 

8904200339 

89/04/13 

50-220 

F 

8904240030 

8904240028 

89/04/12 

50-259 

P 

8904200430 

8904200339 

89/04/13 

50-220 

F 

8904240032 

8904240019 

89/04/18 

50-443 

T 

8904200431 

8904200339 

89/04/13 

50-220 

F 

8904240040 

8904240019 

89/04/18 

50-443 

T 

8904200432 

8904200339 

89/04/13 

50-220 

0 

8904240042 

8904240041 

89/04/12 

50-354 

P 

8904200433 

8904200339 

89/04/13 

50-220 

P 

8904240046 

8904240044 

89/04/12 

50-397 

P 

8904210009 

8904210008 

89/04/06 

CONTRACT 


8904240048 

8904240047 

89/04/12 

50-387 

P 

8904210013 

8904200317 

89/03/31 

50-425 

P 

8904240049 

8904240047 

89/04/12 

50-387 

P 

8904210014 

8904210011 

89/04/07 

CONTRACT 


8904240051 

8904240019 

89/04/18 

50-443 

T ‘ 

8904210021 

8904210018 

89/02/23 

CONTRACT 


8904240058 

8904240055 

89/04/10 

50-387 

F 

8904210026 

8904210024 

89/04/02 

CONTRACT 


8904240062 

8904240019 

89/04/18 

50-443 

T 

8904210030 

8904200297 

89/04/11 

CONTRACT 


8904240068 

8904240019 

89/04/18 

50-443 

T 

8904210062 

8904210060 

89/04/12 

50-286 

P 

8904240071 

8904240019 

89/04/18 

50-443 

T 

8904210063 

8904210060 

89/04/12 

50-286 

P 

8904240074 

8904240019 

89/04/18 

50-443 

T 

8904210066 

8904210061 

89/04/11 

CONTRACT 


8904240076 

8904240059 

89/04/17 

50-293 

H 

8904210077 

8904210072 

89/04/06 

CONTRACT 


8904240080 

8904240019 

89/04/18 

50-443 

T 

8904210085 

8904210082 

89/04/06 

50-324 

Q 

8904240082 

8904240019 

89/04/18 

50-443 

T 

8904210086 

8904210081 

89/04/10 

CONTRACT 


8904240083 

8904240078 

89/04/11 

PT21 


8904210087 

8904210082 

89/04/06 

50-324 

Q 

8904240084 

8904240081 

89/04/12 

50-354 

P 

8904210120 

8904210116 

89/04/13 

50-327 

Q 

8904240086 

8904240081 

89/04/12 

50-354 

P 

8904210123 

8904210116 

89/04/13 

50-327 

Q 

8904240088 

8904240081 

89/04/12 

50-354 

P 

8904210124 

8904210122 

89/04/13 

XPORTLIC 


8904240091 

8904240019 

89/04/18 

50-443 

T 

8904210127 

8904210125 

89/04/07 

50-280 

P 

8904240095 

8904240093 

89/04/14 

50-352 

P 

8904210145 

8904210132 

89/04/05 

50-369 

P 

8904240096 

8904240093 

89/04/14 

50-352 

P 

8904210147 

8904210146 

89/04/05 

CONTRACT 


89042401 10 

8904240107 

89/04/13 

50-395 

Q 

8904210148 

8904210143 

89/04/06 

50-20 

Q 

8904240111 

8904240108 

89/04/14 

50-317 

P 

8904210154 

8904210143 

89/04/06 

50-20 

Q 

8904240115 

8904240113 

89/04/10 

70-27 


8904210157 

8904210150 

89/03/28 

50-10 

R 

8904240123 

8904240122 

89/04/14 

50-445 

A 

8904210167 

8904210163 

89/04/04 

50-317 

Q 

8904240142 

8904240129 

89/04/12 

50-416 

Q 

8904210189 

8904210188 

89/04/14 

50-461 

Q 

8904240151 

8904240148 

89/04/17 

50-266 

P 

8904210201 

8904210195 

89/04/06 

50-305 

P 

8904240153 

8904240148 

89/04/17 

50-266 

P 

8904210203 

8904210190 

89/04/10 

CONTRACT 


8904240154 

8904240150 

89/04/03 

50-528 

Q 

8904210204 

8904210198 

89/04/11 

50-368 

P 

8904240155 

8904280027 

89/04/14 

50-269 

R 

8904210205 

8904210198 

89/04/11 

50-368 

P 

8904240161 

8904240159 

89/04/13 

50-254 

P 

8904210207 

8904210200 

89/04/13 

WASTE MGT 


8904240163 

8904240159 

89/04/13 

50-254 

P 

8904210208 

8904210206 

89/04/10 

50-443 

Q 

8904240167 

8904240130 

89/04/13 

50-289 

0 

8904210211 

8904210200 

89/04/13 

WASTE MGT 


8904240177 

8904240172 

89/03/14 

50-327 

P 

8904210212 

8904210210 

89/04/07 

50-315 

P 

8904240194 

8904240190 

89/04/13 

50-302 

Q 

8904210219 

8904210215 

89/04/17 

71-6346 


8904240202 

8904240199 

89/04/18 

50-373 

P 

8904210223 

8904210220 

89/04/14 

50-346 

P 

8904240205 

8904240195 

89/04/10 

50-285 

F 

8904210229 

8904210228 

89/04/1 1 

50-322 

P 

8904240212 

8904240206 

89/04/10 

50-369 

Q 

8904210239 

8904210237 

89/04/17 

71-6078 


8904240213 

890424021 1 

89/04/12 

50-335 

Q 

8904210243 

8904210241 

89/04/17 

71-9184 


8904240215 

8904240208 

88/08/19 

50-259 

P 

8904210249 

8904210248 

88/09/30 

CONTRACT 


8904240221 

8904240217 

89/04/12 

50-454 

P 

8904210256 

8904210255 

89/04/12 

70-135 


8904240224 

8904240208 

88/08/19 

50-259 

P 

8904210269 

8904210266 

89/04/14 

50-413 

P 

8904240229 

8904200339 

89/04/13 

50-220 

P 

8904210273 

8904210266 

89/04/14 

50-413 

P 

8904240232 

8904200339 

89/04/13 

50-220 

0 

8904210288 

8904210281 

89/04/14 

50-278 

U 

8904240234 

8904240230 

89/03/31 

50-369 

F 

8904210299 

8904210297 

89/04/14 

50-315 

P 

8904240236 

8904200339 

89/04/13 

50-220 

P 

8904210308 

8904210306 

89/04/13 

50-254 

Q 

8904240237 

8904240235 

89/04/11 

50-269 

Q 

8904210309 

8904260389 

89/04/14 

50-369 

R 

8904240238 

8904240147 

89/04/11 

50-400 

P 

8904210311 

8904210304 

89/03/31 

XPORTLIC 


8904240240 

8904240147 

89/04/11 

50-400 

P 

8904210316 

8904210315 

89/04/14 

50-29 

P 

8904240243 

8904200339 

89/04/13 

50-220 

P 

8904210320 

8904210314 

89/03/23 

50-261 

Y 

8904240245 

8904240239 

89/04/17 

50-266 

F 

8904210324 

8904210323 

89/04/13 

50-346 

P 

8904240247 

8904240244 

89/04/1 1 

50-269 

Q 

8904210326 

8904210323 

89/04/13 

50-346 

P 

8904240254 

8904200339 

89/04/13 

50-220 

P 

1 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8904240260 

8904200339 

89/04/13 

50-220 

0 

8904260278 

8904260266 

89/04/19 

50-293 

8904240263 

8904200339 

89/04/13 

50-220 

P 

8904260280 

8904260272 

89/04/21 

FOIA 

8904240271 

8904200339 

89/04/13 

50-220 

0 

8904260281 

8904260266 

89/04/19 

50-293 

8904240278 

8904200339 

89/04/13 

50-220 

P 

8904260285 

8904260266 

89/04/19 

50-293 

8904240280 

8904240285 

89/04/12 

XPORTLIC 


8904260286 

8904260272 

89/04/21 

FOIA 

8904240283 

8904270251 

89/04/10 

50-454 

R 

8904260294 

8904260272 

89/04/21 

FOIA 

8904240286 

8904270361 

89/04/13 

50-482 

R 

8904260295 

8904260266 

89/04/19 

FOIA 

8904240305 

8904200339 

89/04/13 

50-220 

0 

8904260302 

8904260266 

89/04/19 

FOIA 

8904240307 

8904200339 

89/04/13 

50-220 

P 

8904260305 

8904260272 

89/04/21 

FOIA 

8904240313 

8904200339 

89/04/13 

50-220 

0 

8904260312 

8904260272 

89/04/21 

FOIA 

■ 8904240316 

8904240300 

89/04/17 

CONTRACT 


8904260318 

8904260272 

89/04/21 

FOIA 

8904240321 

8904200339 

89/04/13 

50-220 

0 

8904260332 

8904260272 

89/04/21 

FOIA 

8904240323 

8904240300 

89/04/17 

CONTRACT 


8904260336 

8904210206 

89/04/10 

50-443 < 

8904240329 

8904240318 

89/04/14 

50-298 

R 

8904260338 

8904260272 

89/04/21 

FOIA 

8904240332 

8904200339 

89/04/13 

50-220 

O 

8904260342 

8904260272 

89/04/21 

FOIA 

8904240344 

8904240338 

89/04/10 

50-424 

Q 

8904260349 

8904260272 

89/04/21 

FOIA 

8904240355 

8904240349 

89/04/11 

50-424 

Q 

8904260396 

8904260389 

89/04/14 

50-369 1 

8904240356 

8904200339 

89/04/13 

50-220 

0 

8904260401 

8904260266 

89/04/19 

50-293 

8904240365 

8904200339 

89/04/13 

50-220 

P 

8904260408 

8904260266 

89/04/19 

50-293 

8904240366 

8904240301 

89/04/14 

50-413 

R 

8904260412 

8904260266 

89/04/19 

50-293 

8904240369 

8904240362 

89/04/11 

50-280 

Q 

8904270056 

8904260266 

89/04/19 

50-293 

8904240372 

8904240301 

89/04/14 

50-413 

R 

8904270062 

8904260266 

89/04/19 

50-293 

8904240374 

8904200339 

89/04/13 

50-220 

P 

8904270073 

8904260266 

89/04/19 

50-293 

8904240381 

8904240377 

89/04/12 

50-321 

P 

8904270080 

8904260266 

89/04/19 

50-293 

8904240384 

8904240379 

89/04/04 

50-341 

P 

8904270089 

8904260266 

89/04/19 

50-293 

8904240387 

8904200339 

89/04/13 

50-220 

P 

8904270096 

8904260266 

89/04/19 

50-293 

8904240406 

8904240395 

89/04/14 

50-237 

Q 

8904270106 

8904260266 

89/04/19 

50-293 

8904240408 

8904240402 

89/04/20 

WASTE MGT 


8904270115 

8904260266 

89/04/19 

50-293 

8904240421 

8904240413 

89/04/14 

50-483 

Q 

8904270121 

8904260266 

89/04/19 

50-293 

8904240425 

8904240422 

89/04/17 

50-320 

P 

8904270133 

8904260266 

89/04/19 

50-293 

8904240440 

8904200339 

89/04/13 

50-220 

O 

8904270137 

8904260266 

89/04/19 

50-293 

8904240469 

8904240466 

89/04/14 

50-315 

Q 

8904270145 

8904260266 

89/04/19 

50-293 

8904240470 

8904240464 

89/04/14 

50-295 

P 

8904270152 

8904260266 

89/04/19 

50-293 

8904240471 

8904240466 

89/04/14 

50-315 

Q 

8904270158 

8904260266 

89/04/19 

50-293 

8904240473 

8904240464 

89/04/14 

50-295 

P 

8904270162 

8904260266 

89/04/19 

50-293 

8904250089 

8904240371 

89/04/17 

50-341 

R 

8904270167 

8904260266 

89/04/19 

50-293 

8904250097 

8904240371 

89/04/17 

50-341 

R 

8904270172 

8904260266 

89/04/19 

50-293 

8904250103 

8904240371 

89/04/17 

50-341 

R 

8904270260 

8904270251 

89/04/10 

50-454 1 

8904250106 

8904240371 

89/04/17 

50-341 

R 

8904270363 

8904270361 

89/04/13 

50-482 1 

8904250109 

8904240371 

89/04/17 

50-341 

R 

8904280034 

8904280027 

89/04/14 

50-269 ! 

89042501 1 1 

8904240371 

89/04/17 

50-341 

R 

8904280042 

8904270446 

89/04/24 

FOIA 

8904250113 

8904240371 

89/04/17 

60-341 

R 

8904280050 

8904270446 

89/04/24 

FOIA 

8904250114 

8904240371 

89/04/17 

50-341 

R 

8904280057 

8904270446 

89/04/24 

FOIA 

8904250116 

8904240371 

89/04/17 

50-341 

R 

8904280062 

8904270446 

89/04/24 

FOIA 

8904250119 

8904240371 

89/04/17 

50-341 

R 

8904280070 

8904270446 

89/04/24 

FOIA 

8904250120 

8904240371 

89/04/17 

50-341 

R 

8904280078 

8904270446 

89/04/24 

FOIA 

8904250122 

8904240371 

89/04/17 

50-341 

R 

8904280081 

8904270446 

89/04/24 

FOIA 

8904250126 

8904240371 

89/04/17 

50-341 

R 

8904280087 

8904270446 

89/04/24 

FOIA 

8904250128 

8904240371 

89/04/17 

50-341 

R 

8904280090 

8904270446 

89/04/24 

FOIA 

8904250347 

8904250345 

89/04/07 

60-261 

V 

8904280092 

8904270446 

89/04/24 

FOIA 

8904250421 

8904250419 

89/04/21 

FOIA 


8904280093 

8904240092 

89/04/10 

50-238 

8904250425 

8904250419 

89/04/21 

FOIA 


8904280096 

8904270446 

89/04/24 

FOIA 

8904250426 

8904250419 

89/04/21 

FOIA 


8904280098 

8904270446 

89/04/24 

FOIA 

8904250429 

8904250419 

89/04/21 

FOIA 


8904280101 

8904270446 

89/04/24 

FOIA 

8904260268 

8904260266 

89/04/19 

50-293 

P 

8904280104 

8904270446 

89/04/24 

FOIA 

8904260274 

8904260266 

89/04/19 

FOIA 


8904280308 

8904250094 

89/04/12 

PROJ 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGOMES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fail into other ^ecific categories. Included are: 

1 . Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments, and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.)* 

9. Construction Permit, amendments, and conespondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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3. Transmittal and acknowledgement letters. 

4. Certificates of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1 . Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 
ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL aMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or repiorts of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

L Change of address notifications, 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

1. FINANaAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 


This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1 . Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M, 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup technical documents (e,g., topical reports) submitted in support of items I and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LER s) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences), 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections to above items. 
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U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts, 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 


X ONSITE LOW-LEVEL WASTES STORAGE 

This category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1. License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in ah independent spent fuel 
storage. installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 
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APPENDIX E 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meettng Records 

This category contains documentation pertaining to open and closed Commission meetings. !t 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts ol 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 

This category contains documentmion pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. Tlie documents in this categor> 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


ADVCM ~ NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 

1, Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 
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3. Meeting annouBcements; description of meeting agendas. 

4 . Committee generated reports, memoranda, and correspondence that are publicly available. 

5 . Committee related correspondence . 

COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

Tliis category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (REP) and invitations for bid (IEB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 

[MSCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 

provisions ol' the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year -numerical sequence) for NRC records made in accordance 
with the provisions of the. Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial oi granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 
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GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E ~ Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 

Inspection and Enforcement. These issuances describe particular events that occur at a facility 

that may require some follow-up action on the part of licensees. Also included in this category 

are preliminary notifications ot events (PNGs). 

I I&E Circulars, which describe an event at a licensed facility and are iniormational in nature. 

2. l&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly aftei an event has occurred. 

3. l&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result ol this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Qof individual docket categories. 


MISC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 

categories. 


NUREG - NUREG Reports and Related Correspondence 


Tl,e„ a,c formal report, ta.d by the U.S. Nude., Regulatoty 

carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 

arc accounts of work performed either by the NRC staff or by NRC contractors. 

1 , These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents wliich present information to be considered m 
Commission licensing and policy decisions. 


b. They present tiic results of Commission licensing and policy decisions. 

c. They present tlie results of technical research conducted for the Commission. 

Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

Internal NRC mcmoran-1.- summarizing meetings or discussions pertaining to the content of 
the reports. 
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ORG — CorrespondeEce willi Other OrganiMtions 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person.. The documents in this category are: 

1 . Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM ~ Petition for Rulemaking 

This category contains records dealing with petitions filed with the -Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ — Frojects—Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early' site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR, 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 


1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and iX)D reactors on navy ships and other 
sites. 


FOl — Noecompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include; 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate, follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Comihission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP — NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 



defined technical areas. They review and comment oh research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are; 

1 . Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
inclyde: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Pragrams 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State Maison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations ;i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains, topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specifiers also included in this category. 

1. Topical reports, dealing with such- technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

'2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals, 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT -- Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 



3. Corrnpondtnce p«rtaihing to NRC's advisory role in providing DOE with technical aasiitance 
in the WAte Iiolition Pilot Plan (WIPP) for burial of defenie wastes. 

4. MiC draft itaiT guides for developini :.>asitions on the content and format of environmentel 
reports for geological repositories. 


WASTE RES — Waste Managesnent Research Reports 

Gnttaiiis interim and final reports, -m d correspondence submitted to NRC by its contractors 
doing research on U^cs related to the storage of high-level radioactive waste. 

1. P^odk process reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be resolved. 


XPORTUC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. license applications and amendments to export or import special nuclear material, source 
miterial, byproduct nuterial, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant of licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8.. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Covimission decision on issuance of a proposed license. 

10. Licenses. liceiise amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or mformation, see lOCFR category. 
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